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PREFACE 

The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index, 

The docketed information contained in the Title List includes the information formerly issued througli tlie 
Department of Energy Power Reactor Docket Information, last published in January 1979. 

Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptioiw-riiat — 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room, Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial inforrriation 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 
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U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 

The principal elements of the entries in the list are: 

P. Operating license stage documents & correspondence 



7904170015 Forwards info on TMI:JM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM , T.A. Office of the Executive Director for Operations. 

79/04/12. 1 93pp. 06861 :212 \ 

© © ® d) (2) ® © 

1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who do not have access to video terminals. 

9. Tliis three-digit portion of this entry is the number of the frame on which this document starts. 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room. 
1717 H St,, N.W,, Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


Tlie Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION •— NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 


vi 



GEN TECH IS — Generic Technical Issues 
I&E — Inspection and Enforcement 

— Public Document Room Miscellaneous 
NUREG — NUREG Reports and Related Correspondence 
Qj^Q. — Correspondence with other organizations 
PR — Proposed Rule 
PRM ~ Petition for Rulemaking 
PROJ — Projects-Predocket Licensing 
PT9 — Public Records 

P721 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP “ Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The 


1 . 

2 . 


3. 

4. 

5. 


6 . 


7. 


8 . 

9. 

10 . 


11, 


principal elements of the nondocketed items are: 

(T) NUREG - NUREG Reports and Related Correspondence 



7901060007 NUREG/CR-0161 

- “Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
® I Progress Report 780101-780331. Identifies parameters which affect 
normal shock & vibration environs. 

FIELDS, S.Rm MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.| 78/1 1/30. 26j)p. 06173:124 Av ailable at NTIS . 


Nondocketed category 
NRC Accession Number 
NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author 

Corporate, agency or other nonindividual source 

Contract or financial (FIN) number (if any). If the document has a secondary report number 
it will appear following this entry. 

Date of document described 
Pages in document 

This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who do not have access to video terminals. 

This three-digit portion of this entry is the number of the frame on which this document starts. 
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12, If this space is blank, the document is available to the public only in the NRC Public Document Room, 
!717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC’* or “Available at NTIS.” See NOTES on this 
page for information on ordering publications. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492*9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. The address for the PDRis: 

1717 H Street, N.W. 

Washington, D.C, 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: 8jl per page for standard size paper; 1 1^ per page for oversized 
paper (drawings); 2Si per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage IS charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-010 

Beatty, NV 

1 

40-8231 

General Electric Co, 

9 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

3 

40-8304 

Wyoming Mineral Corp. 

9 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

5 

40-8348 

In Situ Uranium Leaching Project 

9 

27-048 

Richland, WA, Nuclear Engineering Co. 

6 

40-8434 

Home State Mining Co. 

9 

40-0299 

Union Carbide Corp. 

6 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

10 

40-0672 

Nuclear Metals, Inc. 

6 

40-8584 

Union 76 Minerals Exploration Co. 

10 

40-1162 

Western Nuclear, Inc. 

6 

40-8585 

Wyoming Mineral Corp. 

10 

40-1341 

Edgemont Uranium Mine, TVA and 

6 

40-8602 

United Nuclear Corp. 

10 


Mines Development, Inc. 


40-8642 

10 

Thiokol Corp. 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

7 

40-8681 

10 

Energy Fuels Nuclear, Inc. 

40-2259 

Pathfinder Mines Corp. 

7 





40-8693 

Ogle Petroleum, Inc. 

10 

40-3392 

Allied Chemical Corp, 

7 

40-8697 

Rocky Mountain Energy Co. 

10 

40-3453 

Atlas Minerals 

7 

40-8709 

Western Zirconium, Inc. 

10 

40-4492 

Federal American Partners (Mining) 

7 

40-8714 

Cleveland Cliffs Iron Co. 

11 

40-6622 

Pathfinder Mines Corp. 

7 

40-8727 

Kerr-McGee Nuclear Corp, 

11 

40-6659 

Petrotomics Co., Getty Oil Co. 

7 

40-8728 

Teton Exploration Drilling Co., Inc. 

11 

40-6940 

Kawecki Berylco Industries, Inc, 

8 

40-8743 

Conoco 

11 

40-7102 

ShleldaUoy Corp. 

8 

40-8745 

Ogle Petroleum 

11 

40-7402 

Allegheny Ludlum Industries, Chemtron 

8 





Corp. 


40-8771 

Nuclear Assurance Corp. 

12 

40-7580 

Fansteel Metals 

8 

40-8783 

Uranerz USA, Inc. 

12 

40-7924 

Schott Optical Glass, Inc. 

8 

50-2 

Univ. of Michigan Research Reactor 

12 

40-8000 

Transnuclear, Inc, 

8 

50-3 

Indian Point Station, Unit 1 

12 

40-8064 

Exxon Minerals Co. USA, Exxon Corp. 

8 

50-10 

Dresden Nuclear Power Station, Unit 1 

13 

40-8084 

Lisbon Mine, Rio Algom Corp. 

8 

50-13 

Babcock & Wilcox Co. Critical Facility 

15 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

9 

50-20 

Massachusetts Institute of Technology 

15 





Research Reactor 


40-8106 

Medical Center of Vermont, 

9 





Burlington, VT 


50-27 

Washington State Univ. Research Reactor 

16 


ix 


Docket 

Name 

Page 

Docket 

Name 

Page 

50-29 

Yankee-Rowe Nuclear Power Station 

16 

50-224 

Univ. of California Research Reactor 

34 

5047 

Army Materials Research Reactor 

18 

50-226 

Tarapui Atomic Project, India 

34 

50-54 

Union Carbide Research Reactor 

18 

50-227 

TRIGA Thermionic Prototype Reactor 

34 

50-70 

General Electric Test Reactor 

19 

50-228 

Aerotest Radiography & Research 

34 

General Electric Nuclear Test Reactor 

19 

50-237 

Reactor 

Dresden Nuclear Power Station, Unit 2 

34 

50-73 

50-83 

Univ. of Florida Training Reactor 

19 


Oregon State Univ. Research Reactor 

38 

19 

50-243 

50-89 

General Atomic Co . 

Robert Emmet Ginna Nuclear Plant, 

38 


50-244 

50-97 

Cornell Univ. Zero Power Reactor 

19 


Unit 1 


50-99 

Babcock & Wilcox Co. Test Reactor 

19 

50-245 

Millstone Nuclear Power Station, Unit 1 

39 

50-112 

Univ. of Oklahoma Research Reactor 

19 

50-247 

Indian Point Station, Unit 2 

41 

50-124 

Virginia Polytechnic Institute Training 

19 

50-249 

Dresden Nuclear Power Station, Unit 3 

44 


Reactor 


50-250 

Turkey Point Plant, Unit 3 

47 

50-133 

Humboldt Bay Power Plant, Unit 3 

19 

50-251 

Turkey Point Plant, Unit 4 

49 

50-142 

UCLA Training Reactor 

20 

50-254 

Quad-Cities Station, Unit 1 

50 

50-143 

Philippines Research Reactor 

21 

50-255 

Palisades Nuclear Plant 

52 

50-148 

Univ. of Kansas Research Reactor 

21 

50-259 

Browns Ferry Nuclear Power Station, 

54 

50-150 

Ohio State Univ. Research Reactor 

21 


Unit 1 


50-151 

Univ. of Illinois Research Reactor 

21 

50-260 

Browns Ferry Nuclear Power Station, 

57 

21 


Unit 2 

H.B. Robinson Plant, Unit 2 

59 

50-155 

Big Rock Point Nuclear Plant 

24 

50-261 

50-157 

Cornell Univ. Research Reactor 

Monticello Nuclear Generating Plant 

62 

24 

50-263 

50-163 

General Atomic Co. 

Quad-Cities Station, Unit 2 

63 

24 

50-265 

50-166 

Univ. of Maryland Research Reactor 

Point Beach Nuclear Plant, Unit 1 

65 


50-266 

50-170 

National Naval Medical Center 

24 


Fort St. Vrain Nuclear Generating 

66 

25 

50-267 

50-171 

Peach Bottom Atomic Power Station, 


Station 



Unitl 

25 

50-269 

Oconee Nuclear Station, Unit 1 

68 

50-182 

Purdue Univ. Research Reactor 

50-270 

Oconee Nuclear Station, Unit 2 

70 


50-184 

National Bureau of Standards Reactor 

25 

50-271 

Vermont Yankee Nuclear Power Station 

72 

50-186 

Univ. of Missouri Research Reactor 

25 

50-272 

Salem Nuclear Generating Station, 

73 

50-187 

Space Radiation Research Reactor 

25 


Unit 1 


50-201 

West Valley Reprocessing Plant 

25 

50-275 

Diablo Canyon Nuclear Power Plant, 

76 

50-206 

San Onofre Nuclear Station, Unit 1 

26 


Unit 1 


50-213 

Haddam Neck Plant 

28 

50-277 

Peach Bottom Atomic Power-Station, 
Unit 2 

79 

50-219 

Oyster Creek Nuclear Power Plant 

30 

50-278 

Peadi Bottom Atomic Power Station, 

82 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

32 


Units 



X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-280 

Surry Power Station, Unit 1 

84 

50-324 

Brunswick Steam Electric Plant, Unit 2 

143 

50-281 

Surry Power Station, Unit 2 

86 

50-325 

Brunswick Steam Electric Plant, Unit 1 

145 

50-282 

Prairie Island Nuclear Station, Unit 1 

88 

50-326 

Univ. of California at Irvine Research 

148 





Reactor 


50-285 

Fort Calhoun Station, Unit 1 

90 







50-327 

Sequoyah Nuclear Plant, Unit 1 

148 

50-286 

Indian Point Station, Unit 3 

91 







50-328 

Sequoyah Nuclear Plant, Unit 2 

151 

50-287 

Oconee Nuclear Station, Unit 3 

94 







50-329 

Midland Plant, Unit 1 

153 

50-289 

Three Mile Island Nuclear Station, 

95 





Unit 1 


50-330 

Midland Plant, Unit 2 

155 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

102 

50-331 

Duane Arnold Energy Center 

157 

50-295 

Zion Nuclear Power Station, Unit 1 

104 

50-333 

James A. Fitzpatrick Nuclear Power 

159 





Plant 


50-296 

Browns Ferry Nuclear Power Station, 

106 





Unit 3 


50-334 

Beaver Valley Power Station, Unit 1 

161 

50-298 

Cooper Nuclear Station 

108 

50-335 

St. Lucie Plant, Unit 1 

164 

50-301 

Point Beach Nuclear Plant, Unit 2 

110 

50-336 

Millstone Nuclear Power Station, 

165 





Unit 2 


50-302 

Crystal River Nuclear Plant, Unit 3 

111 







50-338 

North Anna Power Station, Unit 1 

167 

50-303 

Crystal River Nuclear Plant, Unit 4 

113 







50-339 

North Anna Power Station, Unit 2 

171 

50-304 

Zion Nuclear Power Station, Unit 2 

113 







50-341 

Enrico Fermi Atomic Power Plant, 

173 

50-305 

Kewaunee Nuclear Power Plant 

115 


Unit 2 


50-306 

Prairie Island Nuclear Station, Unit 2 

117 

50-344 

Trojan Nuclear Plant 

174 

50-309 

Maine Yankee Atomic Power Plant 

118 

50-346 

Davis-Besso Nuclear Power Station, 

176 





Unitl 


50-311 

Salem Nuclear Generating Station, 

119 





Unit 2 


50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

178 

50-312 

Rancho Seco Nuclear Generating Station 

121 

50-352 

Limerick Generating Station, Unit 1 

181 

50-313 

Arkansas Nuclear One, Unit 1 

123 

50-353 

Limerick Generating Station, Unit 2 

182 

50-315 

Donald C. Cook Nuclear Power Plant, 

125 

50-354 

Hope Creek Nuclear Station, Unit 1 

183 


Unit 1 








50-355 

Hope Creek Nuclear Station, Unit 2 

183 

50-316 

Donald C. Cook Nuclear Power Plant, 

126 





Unit 2 


50-356 

Unlv. of Illinois LOPRA Research 

184 





Reactor 


50-317 

Calvert Cliffs Nuclear Power Plant, 

127 





Unitl 


50-358 

William H, Zimmer Nuclear Station, 

184 

50-318 

Calvert Cliffs Nuclear Power Plant, 

129 


Unitl 



Unlt2 








50-360 

Battelle Memorial Institute Critical 

186 

50-320 

Three Mile Island Nuclear Station, 

131 


Facility 



Unit 2 








50-361 

San Onofre Nuclear Station, Unit 2 

186 

50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

136 







50-362 

San Onofre Nuclear Station, Unit 3 

188 

50-322 

Shoreham Nuclear Power Station 

138 







50-363 

Forked River Nuclear Station, Unit 1 

190 

50-323 

Diablo Canyon Nuclear Power Plant, 

140 





Unit 2 


50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

191 
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Docket 


Name 


Page 


50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

193 

50-367 

Bailly Generating Station 

195 

50-368 

Arkansas Nuclear One, Unit 2 

197 

50-369 

William B. McGuire Nuclear Station, 

Unit I 

200 

50-370 

Wiiliam B. McGuire Nuclear Station, 

Unit 2 

203 

50-373 

LaSalle County Station, Unit 1 

205 

50-374 

LaSalle County Station, Unit 2 

206 

50-376 

North Coast Nuclear Plant, 

Puerto Rico 

208 

50-382 

Waterford Generating Station, UrUt 3 

208 

50-387 

Susqueharuia Steam Electric Station, 
Unit 1 

209 

50-388 

Susquehanna Steam Electric Station, 
Unit 2 

212 

50-389 

St. Lucie Plant, Unit 2 

215 

50-390 

Watts Bar Nuclear Plant, Unit 1 

217 

50-391 

Watts Bax Nuclear Plant, Unit 2 

219 

50-395 

Virgil C. Summer Nuclear Station, 

Unit 1 

220 

50-397 

WPPSS Nuclear Project, Unit 2 

224 

50-400 

Shearon Harris Nuclear Power Plant, 
Unit 1 

226 

50-401 

Shearon Harris Nuclear Power Plant, 
Unit 2 

226 

5CM02 

Shearon Harris Nuclei Power Plant, 
Unit 3 

227 

50-403 

Shearon Harris Nuclear Power Plant, 
Unit 4 

228 

50-404 

North Anna Power Station, Unit 3 

229 

50-405 

North Amu Power Station, Unit 4 

230 

50-409 

La Crosse Boiling Water Reactor 

230 

50410 

Nine Mile Point Nuclear Station, 

Unit 2 

233 

50412 

Beaver Valley Power Station, Unit 2 

234 

50413 

Catawba Nuclear Station, Unit 1 

234 

50414 

Catawba Nuclear Station, Unit 2 

235 


50416 

Grand Gulf Nuclear Station, Unit 1 

237 

50417 

Grand Gulf Nuclear Station, Unit 2 

239 

50423 

Millstone Nuclear Power Station, Unit 3 

241 

50424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

241 

50425 

Alvin W, Vogtle Nuclear Plant, Unit 2 

242 

50436 

Argentina Research Reactor 

243 

STN-50-437 

Floating Nuclear Plant 

243 

50438 

Bellefonte Nuclear Plant, Unit 1 

243 

50439 

Bellefonte Nuclear Plant, Unit 2 

245 

50440 

Perry Nuclear Power Plant, Unit 1 

247 

50441 

Perry Nuclear Power Plant, Unit 2 

248 

50443 

Seabrook Nuclear Station, Unit 1 

249 

50444 

Seabrook Nuclear Station, Unit 2 

250 

50445 

Comanche Peak Steam Electric Station, 
Unit 1 

251 

50446 

Comanche Peak Steam Electric Station, 
Unit 2 

254 

STN-50447 

GESSAR-238 

256 

50448 

Douglas Point Nuclear Station, Unit 1 

256 

50449 

Douglas Point Nuclear Station, Unit 2 

256 

50450 

Summit Nuclear Power Station, Unit 1 

256 

50451 

Summit Nuclear Power Station, Unit 2 

256 

50452 

Greenwood Energy Center, Unit 2 

257 

50453 

Greenwood Energy Center, Unit 3 

257 

50454 

Byron Station, Unit 1 

257 

50455 

Byron Station, Unit 2 

258 

50456 

Braidwood Station, Unit 1 

258 

50457 

Braldwood Station, Unit 2 

259 

50458 

River Bend Station, Unit 1 

260 

50459 

River Bend Station, Unit 2 

261 

50460 

WPPSS Nuclear Project, Unit 1 

261 

50461 

Clinton Power Station, Unit 1 

262 

50462 

Clinton Power Station, Unit 2 

263 

50463 

Fulton Generating Station, Unit 1 

263 



Docket 

Name 

Page 

Docket 

Name 

Page 

50464 

Fulton Generating Station, Unit 2 

264 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

283 

50466 

Allens Creek Nuclear Station, Unit 1 

264 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

284 

50467 

Allens Creek Nuclear Station, Unit 2 

266 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

285 

STN-50470 

CESSAR System 80 

266 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

285 

50471 

Pilgrim Nuclear Power Station, Unit 2 

266 

50-524 

Barton, Unit 1 

286 

STN-S0482 

Wolf Creek Generating Station 

267 

50-525 

Barton, Unit 2 

286 

STN-50483 

Calloway Plant, Unit 1 

268 

50-526 

Barton, Unit 3 

286 

STN-50484 

Tyrone Energy Park, Unit 1 

269 

50-527 

Barton, Unit 4 

286 

STN-5048S 

Sterling Power Project Nuclear, 

Unit 1 

269 

STN-SO-528 

Palo Verde Nuclear Station, Unit 1 

286 

STN-50486 

Calloway Plant, Unit 2 

269 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

287 

STN-50488 

Perkins Nuclear Station, Unit 1 

270 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

289 

STN-50489 

Perkins Nuclear Station, Unit 2 

270 

50-537 

Clinch River Breeder Reactor 

290 

STN-50490 

Perkins Nuclear Station, Unit 3 

271 

STN-5 0-546 

Marble Hill Nuclear Station, Unit 1 

290 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

271 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

291 

STN-50492 

Cherokee Nuclear Station, Unit 2 

272 

50-548 

Fort Calhoun Station, Unit 2 

292 

STN-50493 

Cherokee Nuclear Station, Unit 3 

272 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

292 

STN-50498 

South Texas Project, Unit 1 

273 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

293 

STN-50499 

South Texas Project, Unit 2 

275 

STN-50-556 

Black Fox Station, Unit 1 

294 

50*500 

Davis-Besse Nuclear Power Station, 

277 

STN-50-557 

Black Fox Station, Unit 2 

295 


Unit 2 


STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

295 

50-501 

Davis-Besse Nuclear Power Station, 

Unit 3 

277 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

296 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

277 

STN-50-574 

Bagnac Nuclear Power Project, 

Philippines 

297 

STN-SO-509 

WPPSS Nuclear Project, Unit 5 

278 

50-579 

TRIGA Mark 11, Pool-Type Reactor 

297 

50-510 

Blue Hills Station, Unit 1 

278 

50-582 

Sundesert, Unit 1 

297 

50-511 

Blue Hills Station, Unit 2 

279 

50-583 

Sundesert, Unit 2 

297 

50-513 

WPPSS Nuclear Project, Unit 4 

279 

STN-50-596 

New Haven, Unit 1 

297 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

279 

STN-50-597 

New Haven, Unit 2 

297 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

279 

50-599 

Carroll Facility I 

297 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

280 

50-600 

Carroll Facility II 

297 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

280 

70-0008 

Battelle Columbus Laboratories 

297 

STN-50-518 

HartsviUe Nuclear Plant, Unit 1 

280 

70-0025 

Rockwell International Corp, 

297 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

281 

70-0027 

Babcock & Wilcox Co, 

298 


xiii 



Docket 

Name 

Page 

Docket 

Name 

Page 

70-0033 

Texas Instiuments> Inc. 

298 

70-1739 

Tri-State Motor Transit Co. 

304 

70-0036 

Combustion Engineering, Inc. 

298 

70-1966 

Tennessee Valley Authority 

304 

70-0082 

Nuclear Metals, Inc. 

298 

70-2156 

St. John’s Hospital, Lowell, MA 

304 

70-0135 

Babcock & Wilcox Co. 

298 

70-2286 

Medical Center of Vermont, 

304 



298 


Burlington, VT 


70-0143 

Nuclear Fuel Services, Inc. 

70-2322 

Edlow International Co. 

304 


70-0157 

Univ. of Texas 

299 

70-2392 

Edlow International Co. 

304 

70-0258 

Univ. of Illinois at Uibana-Champaign 

300 

70-2478 

Transnuclear, Inc, 

304 

70-0364 

Parks Township Site, Babcock & 

300 





Wilcox Co. 


70-2479 

Transnu clear, Inc. 

305 

70-0371 

United Nuclear Corp. 

300 

70-2520 

West Virginia Univ. Medical Center, 

305 




Morgantown, WV 


70-0398 

Dept, of Commerce 

300 

70-2609 

Commonwealth Edison Co. 

305 

70-0687 

Union Carbide Corp. 

300 

70-2623 

McGuire Spent Fuel Pool, Duke 

305 

70-0698 

Waltz Mill Site, Westinghouse 

301 


Power Co. 



Electric Corp. 


70-2663 

St. Mary’s Hospital, Quincy, IL 

305 

70-0734 

General Atomic Co. 

301 

70-2881 

Bethesda Luthem Hospital, 

305 

70-0754 

VaUecitos Nuclear Center, General 

301 


St. Paul, MN 



ElectricCo. 


70-2882 

Southern California Edison Co. 

305 

70-0820 

United Nuclear Corp. 

301 

70-2885 

Commonwealth Edison 

305 

70-0882 

Columbia Univ. 

302 

70-2892 

Auxllio Mutuo Hospital, Puerto Rico 

306 

70-0925 

Cimarron Facility, Ketr-McGee Corp. 

302 

70-2909 

Westinghouse Electric Corp. Power 

306 

70-1062 

Todd Shipyards Corp. 

302 


Systems 


70-1100 

Combustion Engineering, Inc. 

302 

70-2936 

Mississippi Power & Light Co. 

306 

70-1113 

General Electric Co, 

302 

70-2937 

Peiuisylvania Power & Light Co. 

306 

70-1143 

Westinghouse Electric Corp. 

302 

71-0024 

Hittman Nuclear & Development Corp. 

306 

70-ilSl 

Westinghouse Electric Corp. 

303 

71-0035 

Rockwell International Corp. 

306 

70-1193 

Cimanon Facility, Keir-McGee Corp. 

303 

71-0102 

Source Products & Equipment Co,, Inc. 

306 

70-1201 

UF-6 Conversion Facility, Babcock & 

303 

71-0345 

Carolina Power & Light Co, 

306 


WBcox Co. 







71-0350 

Picker Corp. 

307 

70-1252 

Edlow International Co. 

303 

' 71-0354 

Advanced Nuclear Systems 

307 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 

303 

71-0395 

Dept, of the Navy, Naval Facilities 

307 


Nuclear Co,, Inc. 



Engineering Command 



'ftTsirions, General Electric Co. 

303 

71-0399 

State of North Carolina 

307 



304 

71-0400 

Dept, of the Navy 

307 


d,VA 

304 

71-0401 

Reliance Testing Laboratories, Inc. 

307 



304 

71-5088 

Model: D 34710-1, U.S. Nuclear, Inc. 

307 


xiv 
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Page 

Docket 
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Page 

71-5362 

Model: GE-700, Dept, of Agriculture 

307 

71-9010 

Model: NLM/2, NL Industries, Inc. 

309 

71-5364 

Model: NPI-67-0442, Neutron Products, 

307 

71-9011 

Model: E-MEH-OO-00004, Dept, of 

309 


Inc. 



Transportation 


71-5450 

Model: RCC-1, -2, -3, Westlnghouse 

307 

71-9015 

Model; TN-8, Transnu clear, Inc, 

309 


Electric Corp. 

71-5768 

Model: BB-250-2, Combustion 

307 

71-9036 

Model: C-1, Source Production 

309 


Engineering Co., Inc. 



Equipment Co. 


71-5796 

Model; 181361, Picker Corporation 

307 

71-9070 

Model; N-55, Dept, of Energy 

309 

71-5908 

Model; DOT-GM Type B, Babcock & 

308 

71-9073 

Model: OH-142, Nuclear Packaging, Inc. 

309 


WUcox Co. 




71-5957 

Model: BMM, Dept, of Energy 

308 

71-9079 

Model: HN- 100 Series 2, Hittman 

Nuclear & Development Corp. 

310 

71-6058 

Model: B3-1, Nuclear Engineering Co. 

308 

71-9080 

Model; HN-600 , H ittm an Nuclear & 
Development Corp. 

310 

71-6144 

Model: 6144, Nuclear Engineering Co. 

308 



71-6375 

Model: PB*1, Chem-Nucleat Systems, Inc, 

308 

71-9086 

Model: HN-100 Series 1, Hittman 

310 

71-6400 

Model: Super Tiger, Westlnghouse 

Electric Corp. 

308 

71-9089 

Nuclear & Development Corp. 




Model; HN-100 S, Hittman Nuclear & 

310 

71-6458 

Model; BU-5, General Electric Co, 

308 


Development Corp, 


71-6574 

Model: HN-200, Hlttman Nuclear & 

308 

71-9111 

Model: CN6-80A, Chein-Nuclear, Inc, 

310 

71-6581 

Development Corp. 


71-9120 

Model: TN-12, Transnuclear Corp. 

310 

Model: 51032-1 & lA, Exxon Nuclear 

308 



Co., Inc. 


71-9136 

Model: GE-9136, General Electric Co. 

311 

71-6601 

Model: LL'5 0-100, Chcm-Nuclear 

308 

71-9139 

Model: GE-589, General Electric Co. 

311 


Systems, Inc, 






71-9141 

Model: 900 Type B, Technical 

311 

71-6679 

Model: 1/2 Super Tiger, Nuclear 

308 


Operations, Inc. 



Engineering Co. 




71-6698 



71-9144 

Model: SGC-1, Chem-Nuclear System, 

311 

Model: NFS-4, Nuclear Fuel Services, 

308 


Inc. 


71-6717 

Inc. 


71-9145 

Model: NUPAC-50 Nuclear Packaging, 

311 

Model: 6717 B 

308 


Inc. 


71-6722 

Model; BS-3 3-180, Tennessee Valley 

308 

71-9147 

Model; 850 Type B Packaging, 

311 


Authority 



Tech Ops, Inc, 


71-6744 

Model: Poly Tiger, Nuclear 

309 

71-9853 

Model: ORNL-BNL-NBS,Unlrradiated 

311 


Engineering Co. 



Fuel Container, Dept, of Energy 
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Aerotest Radiography & Research Reactor 

50-228 

34 

Braidwood Station, Unit 2 

50-457 

259 

Allens Creek Nuclear Station, Unit 1 

50-466 

264 

Browns Ferry Nuclear Power Station, 

50-259 

54 




Unit 1 



Allens Creek Nuclear Station, Unit 2 

50-467 

266 

Browns Ferry Nuclear Power Station, 

50-260 

57 

Argentina Research Reactor 

50-436 

243 

Unit 2 



Arkansas Nuclear One, Unit 1 

50-313 

123 

Browns Ferry Nuclear Power Station, 

50-296 

106 




Uitlt 3 



Arkansas Nuclear One, Unit 2 

50-368 

197 

Brunswick Steam Electric Plant, Unit 1 

50-325 

145 

Army Materials Research Reactor 

50-47 

18 

50-324 

143 

Brunswick Steam Electric Plant, Unit 2 

Duane Arnold Energy Center 

50-331 

157 

50454 

257 

Byron Station, Unit 1 

Babcock & Wilcox Co. Critical Facility 

50-13 

15 

50455 

258 

Byron Station, Unit 2 

Babcock & Wilcox Co. Test Reactor 

50-99 

19 






Calloway Plant, Unit 1 

STN-50483 

268 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

297 

Calloway Plant, Unit 2 

STN-50486 

269 

Bailly Generating Station 

50-367 

195 

Calvert Cliffs Nuclear Power Plant, 

50-317 

127 

Barton, Unit 1 

50-524 

286 

Unit 1 



Barton, Unit 2 

50-525 

286 

Calvert Cliffs Nuclear Power Plant, 

50-318 

129 




Unit 2 



Barton, Unit 3 

50-526 

286 

Carroll Facility I 

50-599 

297 

Barton, Unit 4 

50-527 

286 

Carroll FacUlty II 

50-600 

297 

Battelle Memorial Institute Critical Facility 

50-360 

186 

Catawba Nuclear Station, Unit 1 

50413 

234 

Beaver Valley Power Station, Unit 1 

50-334 

161 

Catawba Nuclear Station, Unit 2 

50414 

235 

Beaver Valley Power Station, Unit 2 

50412 

234 

CESSAR System 80 

STN-50470 

266 

Bellefonte Nuclear Plant, Unit 1 

50438 

243 

Cherokee Nuclear Station, Unit 1 

STN-50491 

271 

Bellefonte Nuclear Plant, Unit 2 

50439 

245 

Cherokee Nuclear Station, Unit 2 

STN-50492 

272 

Big Rock Point Nuclear Power Plant 

50-155 

21 

STN-50493 

272 

Cherokee Nuclear Station, Unit 3 

Black Fox Station, Unit 1 

STN-50-556 

294 






Clinch River Breeder Reactor 

50-537 

290 

Black Fox Station, Unit 2 

STN-50-557 

295 

Clinton Power Station, Unit 1 

50461 

262 

Blue HUls Station, Unit 1 

50-510 

278 

50462 

263 

Clinton Power Station, Unit 2 

Blue Hills Station, Unit 2 

50-511 

279 






Comanche Peak Steam Electric Station, 

50445 

251 

Braidwood Station, Unit 1 

50456 

258 

Unit 1 




xvli 
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Docket 

Page 
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Docket 

Page 

Comanche Peak Steam Electric Station, 

50-446 

254 

Fulton Generating Station, Unit 1 

50463 

263 

Unit 2 



Fulton Generating Station, Unit 2 

50464 

264 

Donald. C. Cook Nuclear Power Plant, 

50-315 

125 




Unit 1 



General Atomic Co. 

50-89 

19 

Donald C. Cook Nuclear Power Plant, 

50-316 

126 

General Atomic Co , 

50-163 

24 

Unit 2 



General Electric Nuclear Test Reactor 

50-73 

19 

Cooper Nuclear Station 

50-298 

108 

General Electric Test Reactor 

50-70 

19 

Cornell Univ, Research Reactor 

50-157 

24 

GESSAR-238 

STN-50447 

256 

Cornell Univ. Zero Power Reactor 

50-97 

19 

Robert Emmet Ginna Nuclear Plant, 

50-244 

38 

Crystal River Nuclear Plant, Unit 3 

50-302 

111 

Unit 1 



Crystal River Nuclear Plant, Unit 4 

50-303 

113 

Grand Gulf Nuclear Station, Unit 1 

50416 

237 

Davis-Besse Nuclear Power Station, 

50-346 

176 

Grand Gulf Nuclear Station, Unit 2 

50417 

239 

Unit 1 



Greenwood Energy Center, Unit 2 

50452 

257 

Davis-Besse Nuclear Power Station, 

50-500 

277 


50453 


Unit 2 



Greenwood Energy Center, Unit 3 

257 

Davis-Besse Nuclear Power Station, 

50-501 

277 

Haddam Neck Plant 

50-213 

28 

Units 



Sheaion Harris Nuclear Power Plant, 

50400 

226 

Diablo Canyon Nuclear Power Plant, 

50-275 

76 

Unit 1 



Unit 1 



Sheaion Harris Nuclear Power Plant, 

50401 

226 

Diablo Canyon Nuclear Power Plant, 

50-323 

140 

Unit 2 



Unit 2 



Sheaion Harris Nuclear Power Plant, 

50402 

227 

Douglas Point Nuclear Station, Unit 1 

50448 

256 

Units 



Douglas Point Nuclear Station, Unit 2 

50449 

256 

Sheaion Harris- Nuclear Power Plant, 

50403 

228 



Unit 4 



Dresden Nuclear Power Station, Unit 1 

50-10 

13 

Hartsville Nuclear Plant, Unit 1 

STN-50.518 

280 

Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Hartsville Nuclear Plant, Unit 2 

STN-50-S19 

281 

Dresden Nuclear Power Station, Urtit 3 

50-249 

44 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

283 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

178 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

284 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

191 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

136 

Eiuico Fermi Atomic Power Plant, 

50-341 

173 




Unit 2 



Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

193 

James A, Fitzpatrick Nuclear Power 

50-333 

159 

Hope Creek Nuclear Station, Unit 1 

50-354 

183 

Plant 



Hope Creek Nuclear Station, Unit 2 

50-355 

183 

Floating Nuclear Plant 

STN-50437 

243 

Humboldt Bay Power Plant, Unit 3 

50-133 

19 

Forked River Nuclear Station, Unit 1 

50-363 

190 

Indian Point Station, Unit 1 

50-3 

12 

Fort Calhoun Station, Unit 1 

50-285 

90 

hidian Point Station, Unit 2 

50-247 

41 

Fort Calhoun Station, Unit 2 

50-548 

292 

Indian Point Station, Unit 3 

50-286 

91 

Fort St. Vrain Nuclear Generating 

50-267 

66 




Station 



Jamesport Nuclear Station, Unit 1 

STN-50-516 

280 
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Docket 

Page 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

280 

Kewaunee Nuclear Power Plant 

50-305 

115 

La Crosse Boiling Water Reactor 

50-409 

230 

LaSalle County Station, Unit 1 

50-373 

205 

LaSalle County Station, Unit 2 

50-374 

206 

Limerick Generating Station, Unit 1 

50-352 

181 

Limerick Generating Station, Unit 2 

50-353 

182 

Maine Yankee Atomic Power Plant 

50-309 

118 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

290 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

291 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

15 

William B. McGuire Nuclear Station, 

Unit 1 

50-369 

200 

William B. McGuire Nuclear Station, 

Unit 2 

50-370 

203 

Midland Plant, Unit 1 

50-329 

153 

Midland Plant, Unit 2 

50-330 

155 

Millstone Nuclear Power Station, 

Unit: 

50-245 

39 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

165 

Millstone Nuclear Power Station, 

Unit 3 

50-423 

241 

Monticello Nuclear Generating Plant 

50-263 

62 

National Bureau of Standards Reactor 

50-184 

25 

National Naval Medical Center 

50-170 

24 

New Haven, Unit 1 

STN-50-596 

297 

New Haven, Unit 2 

STN-50-597 

297 

Nine Mile Point Nuclear Station, 

Unit 1 

50-220 

32 

Nine Mile Point Nuclear Station, 

Unit 2 

50410 

233 

North Anna Power Station, Unit 1 

50-338 

167 

North Anna Power Station, Unit 2 

50-339 

171 

North Anna Power Station, Unit 3 

50404 

229 

North Anna Power Station, Unit 4 

50405 

230 


Name 

Docket 

Page 

North Coast Nuclear Plant, Puerto Rico 

50-376 

208 

Oconee Nuclear Station, Unit 1 

50-269 

68 

Oconee Nuclear Station, Unit 2 

50-270 

70 

Oconee Nuclear Station, Unit 3 

50-287 

94 

Ohio State Univ. Research Reactor 

50-150 

21 

Oregon State Univ. Research Reactor 

50-243 

38 

Oyster Creek Nuclear Power Plant 

50-219 

30 

Palisades Nuclear Plant 

50-255 

52 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

286 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

287 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

289 

Peach Bottom Atomic Power Station, 

Unit 1 

50-171 

25 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

79 

Peach Bottom Atomic Power Station, 
Units 

50-278 

82 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

279 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

279 

Perkins Nuclear Station, Unit 1 

STN-50488 

270 

Perkins Nuclear Station, Unit 2 

STN-50489 

270 

Perkins Nuclear Station, Unit 3 

STN-50490 

271 

Perry Nuclear Power Plant, Unit 1 

50-440 

247 

Perry Nuclear Power Plant, Unit 2 

50441 

248 

Philippines Research Reactor 

50-143 

21 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

292 

Phipps Bend Nuclear Plant, Unit 2 

STN-5 0-554 

293 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

102 

Pilgrim Nuclear Power Station, Unit 2 

50471 

266 

Point Beach Nuclear Plant, Unit 1 

50-266 

65 

Point Beach Nuclear Plant, Unit 2 

50-301 

no 

Prairie Island Nuclear Station, Unit 1 

50-282 

88 

Prairie Island Nuclear Station, Unit 2 

50-306 

117 

Purdue Univ. Research Reactor 

50-182 

25 

Quad-Cities Station, Unit 1 

50-254 

50 


xix 



Name 

Docket 

Page 

Name 

Docket 

Page 

Quad-Cities Station, Unit 2 

50-265 

63 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

209 

Rancho Seco Nuclear Generating 

Station 

50-312 

121 

Susquelianna Steam Electric Station, 

50-388 

212 



Unit 2 



River Bend Station, Unit 1 

50-458 

260 

Taiapur Atomic Project, India 

50-226 

34 

River Bend Station, Unit 2 

50-459 

261 

Tliree Mile Island Nuclear Station, Unit 1 

50-289 

95 

H.B. Robinson Plant, Unit 2 

50-261 

59 

Three Mile Island Nuclear Station, Unit 2 

50-320 

131 

Salem Nuclear Generating Station, 

Unit 1 

50-272 

73 

TRIGA Mark II, Pool-Type Reactor 

50-579 

297 

Salem Nuclear Generating Station, 

50-311 

119 

TRIGA Thermionic Prototype Reactor 

50-227 

34 

Unit 2 



Trojan Nuclear Plant 

50-344 

174 

San Onofte Nuclear Station, Unit 1 

50-206 

26 

Turkey Point Plant, Unit 3 

50-250 

47 

San Onofre Nuclear Station, Unit 2 

50-361 

186 

Turkey Point Plant, Unit 4 

50-251 

49 

San Onofre Nuclear Station, Unit 3 

50-362 

188 

Tyrone Energy Park, Unit 1 

STN-50484 

269 

Seabrook Nuclear Station, Unit 1 

50-443 

249 

UCLA Training Reactor 

50-142 

20 

Seabrook Nuclear Station, Unit 2 

50-444 

250 

Union Carbide Research Reactor 

50-54 

18 

Sequoyah Nuclear Plant, Unit 1 

50-327 

148 

Univ. of California at Irvine Research 

50-326 

148 

Sequoyah Nuclear Plant, Unit 2 

50-328 

151 

Reactor 



Shoroham Nuclear Power Station 

50-322 

138 

Univ. of California Research Reactor 

50-224 

34 

Skagit Nuclear Power Project, Unit I 

STN-50-522 

285 

Univ. of Florida Training Reactor 

50-83 

19 

Skagit Nuclear Power Project, Unit 2 

STN-50-S23 

285 

Univ. of Illinois LOPRA Research Reactor 

50-356 

184 

South Texas Project, Unit 1 

STN-50498 

273 

Univ. of lUinois Research Reactor 

50-151 

21 

South Texas Project, Unit 2 

STN-50499 

275 

Univ. of Kansas Research Reactor 

50-148 

21 

Space Radiation Research Reactor 

50-187 

25 

Univ. of Maryland Research Reactor 

50-166 

24 

Sterling Power Project, Nuclear, 

STN-50485 

269 

Univ. of Michigan Research Reactor 

50-2 

12 

Unit L 



Univ. of Missouri Research Reactor 

50-186 

25 

St. Lucie Plant, Unit 1 

50-335 

164 

Univ. of Oklahoma Research Reactor 

50-112 

19 

St. Lucie Plant, Unit 2 

50-389 

215 

Vermont Yankee Nuclear Power Station 

50-271 

72 

Virgil C. Summer Nuclear Station, 

Unit 1 

50-395 

220 

Virginia Polytechnic institute Training 

50-124 

19 



Reactor 



Summit Nuclear Power Station, Unit 1 

50450 

256 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50424 

241 

Summit Nuclear Power Station, Unit 2 

50451 

256 

Alvin W, Vogtie Nuclear Plant, Unit 2 

50425 

242 

Sundeseit, Unit 1 

50-582 

297 

297 

Washington State Univ. Research Reactor 

50-27 

16 

Sundesert, Uiiit 2 

50-583 



Surry Power Station, Unit 1 

50-280 

84 

Waterford Generating Station, Unit 3 

50-382 

208 

Surry Power Station, Unit 2 

50-281 

86 

Watts Bar Nuclear Plant, Unit 1 

50-390 

217 


XX 


Name 

Docket 

Page 

Watts Bax Nuclear Plant, Unit 2 

50-391 

219 

West Valley Reprocessing Plant 

50-201 

25 

Wolf Creek Generating Station 

STN-50482 

267 

WPPSS Nuclear Project, Unit 1 

50460 

261 

WPPSS Nuclear Project, Unit 2 

50-397 

224 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

277 

WPPSS Nuclear Project, Unit 4 

50-513 

279 


Name 

Docket 

Page 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

278 

Yankee-Rowe Nuclear Power Station' 

50-29 

16 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

295 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

296 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

184 

Zion Nuclear Power Station, Unit 1 

50-295 

104 

Zion Nuclear Power Station, Unit 2 

50-304 

113 
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DOCKETED ITEMS 


LOW LEVEL RADWA8TE DISPOSAL SITES 

30CKET 27-010 BEATTY. NV 


3012030001 R«ipond» to FOIA r*qo»»t for doconuntt r« »It«t u<td For 
dumping r«dwa»t« In Pdcifie Ocian. Forward* documant* ll*t«d 
in App* A.B.C «t 0. Info partiallg wl thhtld: hom* addroti** ti 
talophono numbor* Irtf FOIA Emmptlon 6). 

FELTON. J. 11. Divition of Rule* and Records. aO/lO/lS, 34pp. 
07190: 02B. 


--6012030029 Mstl/Bgpreduet License 04-037d>ii-01 1* amended per 6101 IB 
application. Amend 13 revises Condition 3 to authorli* 
receipt, disposal t. paekaplng of source t< SNti bg listed 
personnel. 

KIRKiR.L. Atomic Energy Coe^ilssion. 62/02/01. Ip. 


—6012030039 Requests Commission interpretation re proposed disposal 
method involving direct radwaste disposal into Pacific Ocean 
utilising sea water dilution. 

CORBETT. J.B. 03 Ecology. Inc. (Formerly Nuclear Engineering) 
60/03/03. 2pp. 


— 3012030098 Provides detail re 600321 sea disposal 
radwaste. Towing fin* will be Installed on barge 
control of towing vessel. Next disposals will b* 
weekly intervals beginning 600411. 

CORBETT. J.8. US Ecology. Inc. (Formerly Nuclear 
60/03/28. Ip. 


of packaged 
for batter 

madt at 

Engineering ) 


— 8012030074 Petition to Interveni re Nuclear Englnearlng Co. Inc 800931 
application for renewal of Katl/Byproduct License 
04-03766-01. Commission should amend license to prohibit 
loading of waete at prasent sita. 

(iOBK.8.. HARRI8.A.W. California. Stata of. 60/12/31. App. 


—8012030091 Objections to Nuclear Englnearlng Co, Ine proposed amends 1. 
addl findings of feet 1. conclusions of lew. Certificate of 
8ve and. 

M08K. 8. > KARRIB. A. N. California. State of. 61/02/08. App. 


— 8012030097 Forwards objections to proposed emends t. addl findings of 
fact ii conclusions of law. N/o end. 

HARRIS, A. W Callfopnla, State of. 61/02/08. Ip. 


—8012030039 Forwards Log Trip 90 for Harbor Industries. FR notices 
re proposed license amends i. issuance of amends and. 
CQRBETT.O.S, US Ecology, tne. (Former ly Nuclear Enginaering) 

. 61/07/10. 9pp. 


— 8012030104 Forwards Nudaar Englnatring Co. Inc answer'to Btate of CA 
objaettons to AEC propo.sed findings. 

CAREY, K. 8, Layman, E. a. 61/02/06, ip. 


—0012030040 Hatl/Byproduct Llctnso 04-03766-01 for Nudoar Enginaering 
Co, Inc is amandad par 601123.1223 «. 610106 applications. 

Amend 12 revises Conditions 3 t. 10 to authorlio receipt, 
disposal t< packaging of source t. 6NN by listed personnel. 
LONENSTEIN. R. Atomic Energy Commission. 61/06/01. App. 


—8012030108 Application for amsnd of Matl/Byproduet Llcenoe 04-03766-01. 
authorlilng parformanca of experimental waste proeessltYg 
w/llsted limitations. 

CORBETT. J.8. US Ecology. Ine. (Formerly Nuclear Engineering! 

99/03/31. 2pp. 


—8012030042 Notlfiee of redwistt see disposal on 600317 in Pacific 
□eaan. Disposal will consist of 400 drums containing 
103.9837 Cl byproduct matt. Future disposals will ba done at 
uaakly interval* until 9.000 packaga* havt boon disposed of. 
CORBETT.O.S. UB Ecology. Ine. (Former ly Nudaar Enginaering) 

60/02/26. 2pp. 


— B012030043 Reply memorandum re Nuclear Enginaering Go. Inc 1< State of CA 
response* to AEC. AEC has no objection to incorporating two 
mods into proposed order. Certificate of Sve end. 

LOMENSTEIN. R. . KEBTENBAUM. L. Atomic Energy Commission. 61/02/10. 

9pp. 


— 8012030049 Respond* to 600303 Ur re direct disposal of low level 
liquid waste into Pacific Ocean. Disposal of low lavel waste 
directly into ocean requires specific Commitsion approval. 
MASON.U. R. Atomic Energy Commission. 60/09/03. ip. 


— 8012030092 Roquests esimptlon from labtllng roquiromants for container* 
In which licensed matls are stored or transported. All 
containers will be strong (< tight It extorlor surfaeo* free 
of contamination. 

CORBETT. J.0. U8 Ecology. Inc. (Formerly Nuclear Engineering) 

99/04/20. 7pp. 


— 8012030112 Answer to State of CA objection* ,to AEC findings re license 
amend. Lab tasting of disposal drums it cost-eff active 
method of discovering potential haiardt. 

CAREY, K.S. Ua Ecology, Inc, (Formtrly Nuclear Engineering) 

CAREY, K. 8. Layman,E. 8. 

61/02/07. 6pp. 


—8012030118 Forward* intervener State of CA proposed finding* oF feet t 
objections to AEC proposed finding* of fact. 

HARRIS, A.H. California, State of. 61/01/26. ip. 


—8012030121 eubmlts addl Info In ritpente to AEC 610429 Itr rt renewal 
application for Uleansa 04-03766-01. Min reinforcement of 
concrete block* will consist of 4-lnch by 4-lnch by 10-geuge 
wire mosh. 

CORBETT, U. 8. US Ecology, Inc, (Formsrly Nuclear Engineering) 
61/04/28. 2pp. 


— 8012030127 Proposed findings of fact ti objections to AEC proposed 
findings of feet. If Ueensee eontinues present disposal 
practices, Cl ty of Antioch, CA may suffer damage to wator 
supply. Cortl flcate of 8vc tncl, 

K0S)(,8., HARRI8,A.M. California, State of. 61/01/27. 17pp. 


--8012030094 Notifies of plan* to make sea disposal of packaged radwaste 
on 610628. Written notice of SO days will be tendered in 
future t. addl Info will be provided as required In Condition 
10 of llconso a* amandad.FR notice end, 

CORBETT. J.8, US Ecology. Inc. (Formarly Nudoar Engineering) 

61/06/20, 2pp. 


— 8012030096 Notice of proposod amend of Matl/Byproduct Llconso 
04-03766-01. authorl I tng receipt, potsosslon ti storage of 
radwatto in Baatty.NV, 

LONENSTCIN.R. Atomic Energy Commitsion. 62/01/29. 9pp. 


—8012030129 Informs Dipt of Industrial Relations, that Nuclear 
Engineering Co. Ine will dispose of packaged low level waste 
by burial in Pacific Ocaan beginning 991203. 

PRICE, H.L. Atomic Energy Commidslon. 99/11/29. Ip. 


— 8012030133 Confirms rtquast for info during 610420 dltcustlons.Requost* 
tpodflc info re min erltorle of rolnforcing concrete 
block*, including type.slia ti spacing of rolnforcing metal t. 
types of containers to bo uttd for packaging metis. 

MASON. J, R. Atomic Energy Commiition. 61/04/29. 2pp. 
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--S(>ia0S0134 Pra'|i»«fd ■mind* addl binding! o# fact & conclu«ien< a# 
law. feilating t-lcanaa 1: ptTidlng rtnayal application do not 
■ptclfg loading «lta. Ulcaniaa Intend* to u** Fulton 
Shipyard. Fvlton fiMpgard log and. 

CARETiK. a. l>a Ecologgi Inc. IFormarlij Mucltar EnglnatTlng} 
CAREV.K.S. Logman. E.S. 

£1/01/39. 9pp. 


■8013030137 InfoTmi Dipt of Fi*h U Oan* that Kocloar Englnaarlng Co. Ine 
will dlopoat of packaged limi laval uaito hg tvrlal in 
Pacific Qeaan beginning S91303. 

PRICEtH. L. Atamle Entrgg Connlteion. 9?/lt/3S. ip. 


*—8012030144 infermi Dipt of Public Health that Kuelear Englnearlng Co. 
Inc will dlapoaa of packaged leu leva! uatta by burial In 
Pacific Qeaan beginning 991203. 

PRICE. H.L. Atoeilc Energy Comnle-ilon. 99/1 1/2S. Ip. 


— SOiaOSOISS Inforne Dept of Indue trial Relatione that Nuclear 
Engineering Co. Inc will dicpoie of paciragtii low level waste 
by burial in Pacific Ocean beginning 991303. 

PRICE. H.L. Atomic Energy Commlielon. 99/11/39. ip. 


—SO 18030193 Proposed finding* of fact I. conclvston* of law re Niielear 
Engineering Co. Inc application for license renewal. AEC has 
no objection to continuing operation undar eiisting llcensi. 
bf/eupporttng documentation. 

LflifCNQTEIK. R. . KESTENSAUH. L. Atamtc Ener gy ConiAltslan. £0/13/30. 

a4pp. 


—8013030189 Bubisltt eddl info in response to AEC £10302 request re 
application for ranewal of licenio. All Pu waste*. rtgardloei 
of quant 1 ty. wll I be paetagad in ICC Spac ZR container. 

U/relattd documenta. 

CORBETT. J. 8. US Ecology. Inc. (Formerly Kuelear Engineer ing) 

. £1/03/31. 9pp. 


•*-BO130301£t Informs Coord Inater of Atonic Energy Development L Radiation 
Protection that Nuclear Englnearlng Co. Ine wilt dlspoee of 
packaged low Isvel watte by burial In Pacific Ocean 
beginning 991303. 

PRtCE>H.L. Atomic Energy Commission. 39/11/39. tp. 


—8012030169 Forwards Log Trips 48 £ 49 for Harbor Indus brlas 1 & 
corracbed Log Trip 37. 

CORBETT. J. 6. liB Ecology. Inc . (Formerly Nuclear Engineering! 
61/03/0?. 4pp. 


—8013030172 Reiponds to 611313 1 tr re tea disposal of packaged radwaete 
on 611207. Notification of radwaite disposal was 
Inapproprlata. Notl ficatton of saa disposal operations 
should be made In accordance w/Condlbi«n 10 of license. 

HASOKi J. R. Atomic Energy Commission. 61/12/26. Ip. 


--8018030183 Application for amend of Katl/Bypreduet Lleenie 04-03766-01. 
authorlclng sea disposal of paekagad radwaste In Pacific 
□cean within 9-nlla radius of daslgnated labltuda £ 
longituda. 

CORBETT. J,8. US Ecology. Inc. (Formarl y Nuclear Engineering) 

. 99/11/19. 8pp. 


—8013030184 Mabl/Byproduet Licenie 04-03766-01 for Nuclear Engineering 
Cot Inc le amended. Amend 1 authorltes Itibrastabe 
transportation of low level liquid uastei in cargo banks £. 
transport £ preceis pf 4.000 gallons liquid waste. 

MASON. J. R. Atomic Energy Commlselon. 98/11/10. Spp. 


— 8013030186 Requests abeyance of AEC 611306 request for amend of License 
03-03766-01 to provide for sea disposal of cy I Indore 
containing Sr-90 eonteminated earth. 

CORBETTiU.B. US Ecology. Inc. (Formerly Nuclear Engineering) 

. £1/13/14. tp. 


—8013030169 Application for emend of Matl /Byproduct Llcenea 04-03766-01. 
to allow for 1 yr for packaging £. solidification of radwaste 
for tea disposal. Eicerpt from 991113 Itr £ FR notice end. 

CORBETT. J.8, US Ecology. Ine. (Formerly Nuclear Engineering) 

. 99/11/13. 4pp. 


— 8013030193 Kotlee of issuance of mat l/byproduct Itcanee to Kuelear 
Engtnearing Co. Inc to provide radwaste diiposal svc. 

PRICEiH. L. Atonic Energy Commission. 98/10/38, 3pp. 


— B013030I97 Katl/Byproduet License 04-03766-01 for Noelsar Engineering 
C«. Ine. authorfling recslpt. posssiilon. packaging £ disposal 
of 8{io Cl byproduct matl. 3i 000 lb source £ 4 g 8NH. 

HASONiJ.R. Atomic Energy Commleiion. 93/10/32. 6pp. 


—8013030308 Notifies of 611807 sea disposal of paekagad radwasta. 
Mas tar leg £ sea diiposal rept sncl. 

CORBETT. U. 8. US Ecology, the. (Formarly Nuclaar Engineering) 

. 61/12/13. 3pp. 


— 8012030210 Request* addl info to suppl 601183 Itr £ 600803 application 
for license renewal, tnc ludes description of specific 
radiation eafety procedures to be followed In handling 
waste cenbelntng Pu £ U-S33 up to 1 gram. 

HASONi J. R. Atomic Energy Commission. 61/03/02. 3pp. 


-8012030213 Forward* Hatl/Byproduet Llcenso 04-03766-01. authoriiing 
disposal of byproduct, saurc e £ SNM in Atlantic £ Pacific 
Ocean*. U/o sncl. 

HASUKiJrR. Atomic Energy Commie* ion. 98/10/23. tp. 


—8013030219 Submits addl info In response to AEC 601110 Itr £ in 
eanjunctlon w/600803 apptlcetion for amend of License 
04-03766-01. Agree* w/AEC suggestion that possesion limit for 
byproduct matl be United to liOOO Ci at each facility. 
CORBETTid, S. US Ecologyi Ine. (Formerly Nuclear Engineering) 
60/11/33. 4pp. 


— 8O1S030S33 Katl/Byproduct Liconse 04-08334-08 for Nuclear Engineering 
Coi Inc is amended per 980703 appl ieation. Amend S changes 
address £ adds Condition 30 re byproduct matl transport, 

MASON. J. R, Atomic Energy Commission. 98/07/19. Ip. 


—8012030331 Requests that 9B0703 applications be amended to include 2 g 
SNK.All Pu will be prepackaged by customer £ unopened by 
1 icansee. 

LAH.d. E. US Ecologyr Ine. (Formerly Nuclear Engineering) 

58/07/Oa. Ip. 


—8012030334 Responds to 611106 request for amend of License 04-03766-01 
to provide for sea disposal of cylinders containing 8r-90 
contaminated earth. Requests assurance that cylinders will 
not leak during handling, loading £ disposal operat ions. 

MASCKliJ. R, Atomic Energy Commission. 61/13/06. 1pp. 


— 8012030349 Responds to AEC 601024 request re radwaste packaging methods 
bolng util lied. Lists radwaste packaging procedure*. 

CORBETT. J.S. US Ecology. Inc. (Formerly Nuclear Engineering) 

60/10/28. 2pp. 


— 8012030397 Order £ notice of hearing re application for renewal of 
Licariee 04-03766-01. Pub lie hearing will be held on 601116 in 
Ban FraneiscoiCA re possible relocation of loading site. 

PRICE. H.L, Atomic Energy Commie* ion. 60/10/19. 4pp. 


— 8012030398 Inform* Dept of Public Health that matl/byproduet license 
ha* not been issued to Nuclear Engineering Co. Any license 
Issued will emit specific location requirement* £ will 
specify min depth of water. 

PRICE. H.L. Atomic Energy Commtselon. 58/10/01. Ip. 


— 8012030381 Forwards State of NT. Bureau of Eiploslvee Permit 1038 
w/Skatches A.B.C £ D for containeri authoriied for transport 
£ 600919 Itr to Bureau of Eiploslve* requesting issuance of 
permi t. Ske tches not end. 

CORBETT. J.a. US Ecology, Ine. (Formerly Nuclear Engineering) 
£0/09/30. 4pp. 


— B0120303B? Notice of application by Nuclear Engineering Co. Ino to 
provide radwaste disposal svc, App 1 lea t Ion speelfist max 
possession limit of 900 g U-239. 

PRICE. H.L. Atomic Energy Commission. 98/07/14. Ip. 


— 8012030391 Requests AEC approval to package tritium gas in concrete 
within 99-gallon steel drum for sea disposal. Tritium 
activity per container varies from max of 9 Cl down to 3.0 
nCl. 

CQRBETTiJ.S. US Ecology, tnc. (Formerly Nuclear Engineering) 
£0/12/33. Ip. 


— 8012030303 Notice of proposed Issuance of matl/bypreduct license to 
Nuclear Engineering Co to provide radwaste disposal svc. 

Proposed license end. 

PRICE. E.R. Atomic Energy Commission. SB/08/29. 7pp. 


— 8012030310 Adviffs that data of £11206 for tea disposal of radwaste is 
satis fietory. 

CORBETT. J.S. US Ecology. Inc. (Formerly Nuclear Engineering) 
£1/11/30. Ip. 


— 8012030311 Support* Nuclear Engineering Co 580703 application for matl/ 
byproduct license to receive, peiia**. package £ dispose of 
byproduct! source £ 8NH wastes in Atlantic £ Pacific Oceans, 

PRICE, E.R. Atomic Ensrgy Commission 98/00/29. 3pp. 


— 8012030313 Request* amend to License 04-03766-01 to prohibit radwaste 
loading at Fulton* Shipyard £ designate site downstream 
from Antioch Shipyard inlet to assure safety of water 
supply In event of accident. 

PRICE, H.L. Atomic Energy Commleeion. 60/09/06. 2pp. 
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'-8012030319 Intermvdlate d«c(<ian r* rentual of Llconia 04-03766-01. 
Rflcommortdf llcente reneyal subj to termi ti condition* litttd 
U approvod bij Commit* ion. 

JENSCHf S. U. Atomic Energij Commls«ion 61/03/07. 24pp. 


—8019030322 Confirmi 611129 tslcon rf 611206 proposid radu«*t« tea 
dl«po*al. 

CORBETTi J. 8. US Ecologg< Inc. (Formerly Nucltar Englntirlng) 
61/11/30, Ip. 


—8012030332 Notic* of reedpt of Nucloar Engintoring Co application for 
amend of Katl/Bgproduct License 04-03766-0i> author! t Ing 
receipt) processlngi ftoraga & burial of radioactive matl at 
Bite In Amargoia Defert. 

LOUCNSTElNi R. Atomic Enargg Committlon 61/11/13. 3pp. 


—8012030348 Application for amend to License 04-0376-01 to provide for 
sea disposal of 33 16-gauge steel cylinders containing IBB 
gallon* each Sr-90 contaminated earth. AEC draft memorandum 
end. 

CORBETTi J. 8. US Eeologgi Inc. (Formerly Nuclear Engineering) 
61/11/06. 9pp. 


—8012030363 Matl/fiyproduct License 04-02314-04 for Nuclear Engineering 
Coi Inc< author! I ing collec t loni pac tag Ingi storage 6 disposal 
of 100 Cl byproduct t: source matl 6 2 g 8NN in any form of 
uaste matl. 

« Atomic Energy Commission. 97/03/29. 2pp, 


—8019030366 Discusses Nuclear Engineering Coi Inc radwaste disposal 
business in CA. Lists major points at issue, Provides 
objections to continuation of disposal activities y/o mod. 

TO Hufft 600804 Ur to A Orendon end. 

ORENDON.A. California. State of. 60/08/17. 8pp. 


—8012030370 Forwards notice of proposed issuance of byproduct. source 6 
8N)i matl license to Nuclear Englnearlng Co. Inc. N/o end. 

PRICE. E. R. Atomic Energy Commission. 98/09/08, ip. 


—8012030372 Forwards application for mat l/byproduc t license. 
CORBETT. J. 6. ue Ecology. Inc. (Former ly Nuclear Engineering) 
. 61/10/06. Ip. 


—8012030379 Request* espeditlous AEC action re 600926 request for 
author 1 tatlon of D8 Roger*. KC Uebber 6 NH Cromwell to pick 
up. receive 6 sea dispose radwaste, 8vei of these iiuallfled 
employees are needtd urgently. 

CORBETT. J. 6. Ua Ecology. Inc. (Former ly Nuclear Engineering) 

. 60/09/29. Ip. 


—8012030376 Appllcatton for renewal of Natl/Byproduet License 
04-03766-01. author 1 1 ing possession &/or us* of 2.000 Cl 
byproduct matl. 19. 000 lb source matl it 450 g 6NH for 
disposal. Info partially withheld (ref FOIA Esemptlon 6). 
CORBETT.U.a, US Ecology. Inc. (Formerly Nuclear Engineering) 
60/08/03, 29pp. 


—8018030378 Forward* notice of proposed Issuance of byproduct, source ti 
6NK matl lleensa to Nuclear Engineering Ca.Inc.U/e end. 

PRICE. E.R. Atomic Enorgy Commission. 98/09/08. Ip, 


—8012030383 Forwards notice of proposed Issuance of byproduct, source It 
8NI1 matl license. N/o end. 

PRICE, E.R. Atomic Energy Commission. 98/08/89. Ip. 


— B01S0304SO Application for matl/byproduct license authorising us* of 
unlimited amount* of any byproduct matl between Atomic 
Number* 1-91 ti transuranlc elements w/Atomic Number* 93 it 
98-99. Info partially withheld (ref FOIA Esemptlon 6), 

CORBETT. J. 8. US Ecology. Inc. (Formerly Nuclear Engineering) 
61/10/06. 41pp. 


—8012030437. Lists Lawrenc* Radiation Lab drums which do not contain 1 
mCi nlsed fission products, Provide* Info re request for 
amend to dispose of OE waste liners at ssa..Draft tiatl/ 

Byproduct license 04-03766-01 end. 

HENITT, H. L. Parr-Rlchmond Terminal Co, 61/10/08. 19pp. 


-8018030449 Requests that License* 04-03766-01 it 04-03766-03 be amended 
to add ND Johnson as authorised user of byproduct matl. 

Lleens* 04-03766-01 should be amended to provide for ocean 
disposal of 490 g waste. 

CORBETT) J, 8. U3 Ecology. Inc. (Formerly Nuclear Engineering) 
89/09/04. 8pp. 


—8012030478 Forward* Amend bO to License 04-03766-01. revising Condition 
3 to add namat of persons who supervise Ucansed program 
1« designating specific disposal slto* In Condition 8, 

U/o end. 

KABONiJ, R, Atomic Energy Commission. 60/06/02, Ip, 


—8012030486 Advises of issuance of Amend 10 to License 04-03766-01 held 
by Nuclear Engineering Co. Inc. Amend 10 revises Condition 3 
to add names of person* who supervise lleinetd program It 
designatee epeclflc dlspoeal sitae In Condition 8. 

PRICE. H.L. Atomic Energy Commission. 60/06/02. ip. 


'-8012030488 Forwards Fulton Shipyard log for Sea Disposals 13-18 mad* 
from barge, Harbor Industrie* 1. 

CORDBTT. J.8. US Ecology. Inc. (Formerly Nuclear Enginsering) 

60/08/02. app. 


— 8012030499 Advltes of issuance of Amend 10 to Lieenae 04-03766-0t« 
ravielng Condition 3 to add names of perioni who eupervis* 
licensed program It designating specific disposal eltai in 
Condition 8. Fulton Shipyard log end. 

PRICE. H.L. Atomic Energy Commitsien, 60/06/06. 14pp. 


'—8012030903 Kitl/Byproduct License 04-02766-01 1* amended per 991119. 
1813.600201 It 0427 appl icat ions. Amend 10 reviees Condition 
3 to add name* of parson* w)te suptrvis* Ucansed prograis It 
designates specific ditposal sites in Condition 8. 

MASON. J.R. Atomic Energy Commie t ion 60/06/02, 2pp. 


— 8012030908 Responds to 610816 request for add! Info re eitanded storog* 
of waste in ftberboard 1. wooden eontalnere. Company A-yr 
eafety record 6 safety precautions. justify currant license 
condition*. 

CORBETT. J.8. US Ecology. Inc. (Formerly Nuclear Englnserinf) 

61/08/24. Ip. 


— 8012030910 Application for amend of Katl/Byproduc t Liesns* 04-03766-01. 
adding names of authorliad Individuals for pickup li/or 
racalpt 1. tea disposal of byproduct, source 6 BMM. 

CORBETTiJ.8. US Ecology. Inc. (Formerly Nuclear Enpinecringl 
. 60/09/26. 2pp. 


—8012030916 Matl/Byproduet License 04-03766-01 for Nuclear Engineering 
Co. Inc It amended in entirety per 600803 application. 

Antand 14 authoriias racelpt. processing, packaging, etorag* 6 
disposal of byproduct. source 6 BNM watt* at tea. 

L0HEN9TEIN. R. Atomic Energy Committlon. 62/02/83. 17pp. 


— 8012030961 Application for renewal of Matt/Bypreduet Clcensa 
04-08314-01. )iuthor 1 ling JE Law to us* 6/or suparvls* ut* of 
400 Cl byproduct 6 seuret matl 6 2 g SNM. ^ 

LAU.O.E. US Ecology. Inc. (Forntrly Nuclear Engineering) 

. 98/02/17, 7pp. 


— 8012030601 Responds to 980923 Itr forwarding Borough of HeKeet Recks. 
PA. Resolution 900 ro storago of radwasti by Nuclear 
Englnearlng Co,U/o notice of proposed Issuance of lleens* h 
memo describing safety factors of disposal. 

PRICE. H.L. Atomic Energy Commission. 98/10/19, apf' 


— 8012030833 Informs AEC that recent license for Nuclear Engineering Ce 
provides that lleensa* shall dltpota of watt* in prescribed 
area in Pacific Ocean, thus nullifying voluntary agreement 
between CA aganclat 6 f Irm*. Raquests clarification. 

MERRILL, n.H. California, State of. ’98/09/30 Ip. 


DOCKET 27-039 SHEFFIELD, IL. , NUCLEAR ENOINEERINO CQ. 


8012030037 Forward* rasponttt to K8 Caray 6 Conrad. )Uyn* li Vand*b*rg. 
N/o and*. 

CUNNINOHAM. R, E. Atomic Entrgy Commission, 64/10/33. ip. 


8012030001 Responds to FOIA request for docunants re aitas ueed for 
dumping radwaste In Pacific Ocean. Forward* document* litt*d 
In Appt AiB.C 6 D. Info partially wlthhddihom* ad'dr*se*i It 
taUphon* numbers (rtf FOIA Eitemptlen 6). 

FELTON. J.H. Division of Rules and Racord*. 60/10/19, 34pp. 

07190:028. 


— 8012030002 Submit* retponss* to AEC 641118 questione ra geology ti 
hydrology re 640818 application for Amend 2 to Licona*. 
HEL0E80N. 0. L. Cal If ornl* Nuclear, Inc, 69/02/03, 4pp. 


—8012030003 Dltcuste* 641012 raquast for amend of Licanti 13-10042-01, 
Safety analytl* should be revltad to alimlnat* any 
assumptions as to manner in which matlwill be contained in 
package, Review will continue upon receipt of eommantf. 

CUNNINOHAM. R. E. Atomic Energy Commission. 64/18/09. Ip. 


— 8018030009 List* question* for response re geology k hudrolegy infe In 
640818 application for burial of radwastas. Ravi aw will 
continue upon receipt of info. 

CUNNINOHAM. R, E. Atomic Energy Commission. 64/11/18. 8pp. 
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-8014030007 Forw*Td* Conr»d.K*gM & Vandtbarg 641080 Ut t NRC r»fponi». 
ciwlNOH^i R. E. AlOAic Entrjg Ce(i>fnlnlon. 64/10/88. Ip. 

-8018030007 F«Tu..rd. to D*pt of Heal th, Botic. o# U.oorc* ot A«.nd 1 U 

Lleoltto 13-10048-01. H/o «mI. A*/ 10/86 t». 

OaHWStWilu. Abont* Entrsg Camml*s1on. 64/10/Z6. f 

-aoiaooooll For^rd. to H.olth Dipt.Mticf of i.ao.nci of Amend 1 to 

Llceneo 13-10048-01. H/o *neJ. .a/io/oa Id 

OOHHSONit. Atonic SneTjg Comniislon. 64/10/86. Ip. 

-6018030014 For«Td. tp Oept of Commerce 6 Economic Development, notice 
of Amend I to Ucenee 13-10048-01. H/o ^ 

v«HN8t»(.U. Atomic Energy Connie* Ion. 64/10/86. Vp. 

-8018030016 Foru^erd. Amend 1 to Llc.n.e 13-10042-01 1. notice of le.o.nc. 
JOHNSffl*!*”’ *^Atoo«l c Energy Conmleeion. 64/10/86. Ip. 

—0018030019 Foruerdi tiotlei of Utuenee of Amend 1 to Lleenet 

13-10048-01. W/O end. .... aa/ia/9A Id 

JOHMBOIltl.. A-tonle Energy Conmi felon. 64/10/26. ip. 

—8018030084 Forwerdf notice of Iteuence of Amend t to Ucenee 

13-10048-01. W/o end. .... aa/ia/sa la 

vKlHNSONit. Atomic Energy Commie* Ion. 64/10/86. Ip. 

—8018030080 Notice of Ittuence of Amend t ^**2** |3- IOCS'S -01. 

J0HH80M. L. Atomic Energy vomml*»lon. 64/10/86. Ip. 

-8018030048 Formerd. Conred.Keyne fc Vendeherg telegr.m re opplicetlon 
CWHINOHAmS^e!'''^ A tomic Energy Commlftlon. 64/10/22. Ip. 



Hod.er, Inc. 64/10/18. 8pp. 

— 8018030083 Dl*cif»*ei <ANude*rilnc )| ^*2t^be l»»ued* 
dor-g* 6 d.po.el ‘ ‘ OU^ks 

due to infringement on 3-0l2‘3SS. 

CAREYi K. a. i,eym«n)e. 8 64/10/06. Ip. 

-8018030090 Notice of le.oenc. of 

iu^kldng receipt, proceeelng.rtpeck.glng V d 

JdwdU ft Benton County. HA i. ‘n«*-.-ee In my .mount of 

rAdei.fte'.Eicerpt of FR ^ IvJo/OS I3pp 

JOHNBQH.L. Atomic Energy Comnlfilon. 64/10/03. lopp. 

—8018030098 Foruerd* notice of propoied Ummnt* Llcene. 

llMM4l-0i 4 3W of M.tl* LiCtn.lng memo 
ionlidd.tlon* ev.lvd.d prior to leeuenc. of notice of 
eroooftd lieenelng Action. M/o encl. in 

jaHNSOH.t. Atomic Energy Commltflon 64/10/09. Ip. 

HONDEflLYiJ. HefMngton, atmte of. 64/09/88. Ip. 

-0018030113 Fori..rd. Bteti of HA, Dept of Commerce 1. Economic Devolopment 

ItT rt Hanford bur tel ♦Ite-M/o J®*'- *4/09/24 Ip. 

CUNNIHOHAM, fi. E. Atomic Energy Commleelon. 64/09/B . P 

— QO1S0301S0 Ppovidtf cfiAngte to emend* 4< re»pon*ee to 

6 safety of%ite 6 waitee itored et site during tenure o 

State leate.Ptrpetuel naUt fund «2j5oo/i7 2 pp 
HOSE. ft. E. Heehlngton, Btate of. 64/09/17. 2pp. 

—8012030186 DUeoftt* CA Nuclear, Inc application to yce Ivi, procees . 
itd. E burS ridiett. In Benton County. R.pre.ent*tlv.» -III 
attend AEC 640918 meeting In Richland, HA re io 

CWMINOHAK, R. E. Atomic Energy Commlielon. 64/09/ . p. 

—8018030162 Fer-ardt CA Nuclear, Inc Appllcetlonr.gue.tlngauthorUation 

to bury rad-attee at propoied ♦It. near 

meat w/ftata official* on 640913 to diieujs application. 

WBaBAUNER, 0, A. Atomic Entrgy Comm I »* Ion. 


-8018030167 invito, Oept of H..Hh to^py^tic Ipat.^ln^AEC m.ating 

ftor.Tbury'ddued# neaJ Ion *‘‘64/09^^' tp. 

CUNNtN9HAM<R.E. Atomic Enargy CommifAlon. 6 

;j;is ; 

CUNNINOHAH. R. E. Atomic Energy Commletlon. 64/ 

-8018030181 Notice of receipt of -PPl 

13-10048-01, proposing receipt, processing, storag 
of raduaite in Benton County. HA. aa/ob/SI Id. 

NU68BA‘JrtER« D. Atomic Energy Commlielon. 64/0 / P 

l.t.l ?ad-.it..E.c.rpt from application for matl/byproduct 
HCLAINV"'kllfornie Nuclear. Inc. 64/00/88. 4pp. 

—8018030824 Notlet of leeuanee 6 availability of Amend 2 to LI 
HCBRIPE? J°a! Atonic Energy Comml»*lon. 65/09/10. Ip. 

-0018030837 Forward, to Dept of Health, Amend 8 to License 13-10042-01 6 

notice of Uiuance of amend H/o ycj*. .e,/fta/to Id 

MdRIDEiJ. A. Atomic Energy Commission. 63/09/10. Ip. 

-00 1 8030251 Forward, Amend 2 to License 13-10042-01 6 notice of l.su.nc. 
ScsSTSekl'A" 'Atomic Energy Commie. Ion. 65/09/10. Ip- 

8018030265 For'ifardt to Health Dyt.Amyd 2 to License 13 10042 0 

notice of i»*uanee of amend W/o y=l*- /./no/to in 

MckiDEiO.A. Atomic Energy Commission. 65/09/10.. p. 

-8018030874 For-.rd* Amend 8 to License 13-10042-01 6 notice of i.suane. 
Momic Energy Commission. 65/09/10. Ip. 

-8012030886 For-erds Amend 2 to Llc.n.e 13-10048-01 6 notice of issuance 
mSbrTSe jT 'aUJIic Energy Commlseicn. 65/09/10. Ip. 

A-. ..A 3 Sn Lieanie 13-10048-01 *< notice of Issuance 
—8012030301 Fer-ard* Amend 8 to License i- 

of emend. W/o enel*. *n/(l9/l0 lo. 

MCBRIDE, J. A. Atomic Energy Coromitelon. 69/ov/io. ip. 

-aoia03036i Foruiard. to Dept of Health , notice of P1'"P‘>*;''I 
-80180303M For-aroi P radwasta In 

8lntcrCounW?ilmimo re Issuance of amend b proposed amend. 
N«0 iSI.‘2:a. Atomic Energy Commission. 65/00/04. Ip. 

of radkste In Benton County . WA, memo re lesuenee of 
of amend b proposed amend. U/o *9/00/04 io. 

MCBRIDE.J.A. Atomic Energy Commission. 65/08/oe. ip. 

0018030414 Forwards notice of proposed amend to Licyie 13-10042-01, 

®°iSl?lnrb2rlal of radwa.t. in Benton Coy ty.WA. memo re 
Issuance of amend b proposed am.y. W/o “’’^i/oo/of lo 
MCBRIDE, J. A. Atomic Energy Commission. 65/00/04. p. 

—8018030428 Forwards notice of propo.y ytnd ’ 

authorlilng burial of radway e in Benton, yyty.MA. memo re 
Issuance of amend b proposed amey. W/o •"21/03/04 lo 
MCBRIDE, J. A. Atomic Enargy Coinmlsiien. 65/00/04. p. 

—0018030439 Forwards notice of proposed amend to Lleyse 13-10048-01, 
^^authorizing burial of raduaste In Benton County, WA. memo re 
Issuance of amend b proposed amey. W/o •®f2>oB/0A m 
MCBRIDE, J. A. Atomic Energy Commission. 65/00/04. ip. 

-B012030496 Notice of proposed ‘••“•2'Il.*S/mIml b 

13-10042-01. Propoeed license amend, draft memo b tzearpt 

from JE Bouyer 650720 Itr enel. 
e Atomic Energy Commits Ion. 65/00/04. lOpp. 


64/09/08. Ip. 



DOCKETED ITEMS 


S 


— 0Oi2OaO609 Retpond* to NRC 670801 rt<io»»t #or in^o r« 660816 
application for mat I /byproduct llcanfi ra «ltt for burial of 
low lavel raduiapta. Info partially ylthhald (rtf FOIA 
Citnptlon 6).Ralattd Info tncl. 

MCLAIN.a. California Nuclearilnc. 67/08/10. t9pp. 


— 8012190177 Wait* Packaging Imp R»pt 1 3 000039 /BO -OS on 800319. No 
noneompl ianct notad. Major artai Intptc tad: ih Ipplng papar(DOT 
placard*! radiation Itvolsi ramovablt eontafflinafclon 1< DOT 
marking & laballng of packagtt. 

WOODRUFF) R. L. < POTTERrJ. P. Rtglon 8i Atlantot Futl Facility fc 
Matarial* Safaty Brancb. 00/04/14. 10pp. 07802:086. 


0018040159 Notification of contract B«*cution< Mod 5 to ''EI8 on 
Bhafflald Uow Laval Matt* Dlipotal 81ta. “ Contractor: NUa 
Corp • 

HAlRSTONfC. . SMITHiP.A. Technical Atdetanca Contract* Branch. FIN 
6-6388-9, 80/11/07. ip. 07158:076. 


8018190589 Forward* Watt* Packaging Imp Rapt 18000039/80-07 on 
800915-16. No noneomplianc* notad. 

8T0HR,J. P. Raglon 2, Atlanta< Office of the Director. 00/06/83. 
Sbd. 07880:880. 


8018030903 Med 5. deleting fc adding ta*k* to "EI8 on Sheffield Lou Level 
Wa*te Dl4po«al SlttiHar 1979." 

a NU8 Corp. DOUOHERTYi D, J. Technical A**l»tanee Contract* Branch, 
eO/ll/18. 4pp. 07149:061, 

0012020099 Ack receipt of 801103.0509 fc 0318 Itr* informing NRC of 
ttep* taken to correct violation* noted in W*»t* Packaging 
In«p Rept 1 9000039/ 79-O0£. 

DAVIS. A. B. Region 3< Chlcagop Fuel Facility fc Material* Safety 
Branch. 80/11/14. tp. 07147:268, 


-0012190995 W«*te Packaging In»p Rept 19000039/BO-07 on 0005^-16. Mo 
noneompl lance noted. Major area* ln*p*et*d: »hlpp Ing paper. DOT 
placarding! radletton level*! removable contamination! DOT 
.narking fc labeling for packages. 

MACARTHUR. T. C. ! TROUPi 0. L. Rigion 2i Atlant*)__Fu#l_F*el lity It 








8012190220 Forward* Wa»te Packaging In*p Rept 19000039/80-12 on 
800617-20. No noneomplianc* noted. „ . . 

8T0HR!J. P. Region 2i Atlanta. Fuel Feellity l> Material* Safaty 
Branch. 80/07/29. 2pp. 07282:116. 


—8012020110 Retpond* to NRC 000222 Ur re vlolatloni noted in Watt* 
Packaging Insp Rept ig000039/79-0aE. Corrective actions: 
shipping ca»V* in u»# fc ail ea*k» leaving etatlon labalad 
I Q Active L8A. '' 

ABELi J. 8. Commonw** I th £rfl»on Co, SO/1 1/03. Spp, 07147: 2A9. 


8012100093 Trip rept of 80t0I4-15 vi*it to low level watte disposal 
facility re general observation of surface condition* 
level of compliance to NRC request for improvement*. On* ■ 
ovarsitad drawing end. 

BHAFFNtR. J. A. 1 SIEFKEN.D. L. Low Level Waste Licensing Branch. 
80/11/28. 6pp. 07272:328. 


—8012190239 Wa*t* Packaging In*p Rept 19000039/80-12 on 800617-20. Mo 
noneomplianc* notad. Major area* Impeetsd: th ipping papir 
r*4utrem*nt». DOT p lacard*. rad latlon level* k removable 
contamination. ^ ^ ^ 

MACARTHUR.T, C. I POTTER. J. P. Region 2. Atlanta. Fuji Facility k 
Material* Safety Branch. 00/07/28. 7pp. 07282:118. 


8012100296 Ack receipt of 801010 k 16 Ur* Informing NRC of ftap* taken 
to correct violation noted in IE Waste Packaging In*p Rept 

8MITH1 0. H. Region li Phi ledelph let Fuel Facility k Mater ial* Safety 
Branch. BO/lO/24, tp. 07217:328. 


8012120942 Answer to NRC k State of IL motion* for order compelling 
response to certain interrogatories k request* for 
document*. Urge* denial of motion* k rafoeosing on designated 
issue*. W/C*rtlflc#t* 0# Bvc. Related correspondence. 

CONNER. T.B.! RADER. R. M. U8 Ecology. Inc. (Formerly Nuclear 
Engineering) . CONNER, T.B, Conner, 

Moor# k Cerber, 80/12/01. S9pp. 07237:071. 


8012220300 Request for order compel I ing state of IL to answer 
Interrogatories 1,6, 7, 9 k 10 fully k comp lately. Response* 
dtd 001031 unclear k unrespon* Ive. Certificate of Sve end, 

CANNON, T.ti. American Nuclear Society. CANNON, J.M, Mid-America 
Lagal Foundation. 80/12/02. 6pp. 07307:301. 


8012230006 Request for order compelling NRC to answer ANB, Chicago 
Section, Interrogatories 4,7,9,10 k 19. Certificate of 8ve 

CANNON, J.M. Mid-America Legal Foundation. 80/12/02. 8pp. 
07311: 199. 


8012300046 Response In opposition to Nuclear Engineering Co, Inc (NECO) 
801119 motion to compel NRC to answer NECO requaete for 
admission* k Intarrogator le* k to compel production of 
documents. Certificate of Bve end. 

MCOURREN, H. J. Hearing Branch 1. 80/12/09. 14pp. 07396:133. 


8012300296 Response to AN8 801202 motion for order compelling NRC to 
answer Interrogatories. Answer* Interrogatories 4,7,10 k 19. 

ANS motion untimely. Supportive documentation, affidavit* k 
Certiflcata of 8ve end, 

MCOURREN, H. J. Hearing Branch 1. 80/12/22. 20pp. 07398:131. 


DOCKET 27-047 BARNWELL. 8C. . CHEM-NUCLEAR SYSTEMS 


8012190998 Forward* Waste Packaging Insp Rept 19000039/80-03 on 
800227-29. No noneomplianc* noted, _ _ , 

8TDHR.U.P. Region 2, Atlanta. Fuel Facility fc Material* Safety 
Branch. 80/03/20. 2pp. 07288:239. 


— 8012190606 Waste Paekag ing Inep Rapt 15000039/80-03 on 800227-29. No 
noneomplianc* notad. Majoi* area* Inspected: *h Ipp Ing paper. DOT 
placards. radiation lavel*. ramoveabl* contamination. DOT 
marking k labeling package*. 

PEERY.W.W.I POTTER. J.P. Region 2. Atlanta. Fuel Facility k 
Material* Safety Branch. 80/03/17, 6pp, 07288:237. 


8012190170 Forward* Waste Packaging Insp Rapt 13000039/80-09 on 
800319. No noneomplianc* noted. ^ ^ 

8T0HR. J. P. Region 2. Atlanta. Fuel Facility k Materiali Safety 
Branch. 80/04/14. 2pp. 07282:054. 


-8012100264 Respond* to NRC 800916 Itr r* vloletlon noted in IE Wait* 
Packaging Insp Rept 15000039/80-16. Corrective eetion*: 
modifying atlstlng proeedurei to provide more detail r* 
chickoff of individual requirement*. 






—8012100273 Forward* responst to BOlOlD Ur re violation noted In IE 
Waste Packaging Inep Rept 15000039/80-16. Corrective act ion: 
driver Instructed not to remove placard* until completion 

BOHERSrC.E.^ United Nuclear Corp. 6O/IO/I6, 8pp. 07817:331. 


-0018100277 Forward* IE Waste Packaging Insp Rept 15000039/80-16 on 
800730 k notice of violation 

8MITH1O. H. Region 1. Philadelphia. Fuel Feeillty k Material* 


-8012100286 IE Waste Packaging !n»p Rept 19000039/00-16 on 800730. 
Noneomplianc* noted: no radioactive placard found on tractor 

MACARTHUR.T, C. I POTTER. J. P. Region 1. Philadelphia. Fuel Facility 
l. MaSarlet* Safetu Branch. 80/08/20. 3pp. 07817:337. 


0018090149 Ack receipt of 800918 Ur Informing NRC of step* taken to 
correct violation* noted in IE Mast* Packaging Insp Rept 

8MITH?0^H. Region 1. Philadelphia. Fuel Feeillty k Material* Safety 
Branch. 00/10/29. Ip, 07200:101. 


-8012090199 Respond* to NRC 800619 Ur re vloletlon* notad in IE Mast* 
Packaging Insp Rapt 15000037/80-14. Corrective actions: 

Standing Ordar ISrEshlbit 9,1. will be revised adding ln»p 
requlremant*. Revision l**u*d by 801031. u ^ 

PABTERNAK. R. 0. Power Authority of th* State of New York. 






— 801209019B Forward* IE Waste Packaging Insp Rept 15000039/80-14 on 
800619 k notice of violation. 

SMITH, 0,H. Region 1. Philadelphia. Office of th* Director. 
80/09/03. 8pp. 07200:109. 


— 8018090163 Notice of violation from Insp on 800619. 
a Region 1. Philadelphia. Office of th* Director. 
07800: 107, 


ao/OS/07. 8pp. 


-8018090167 re W**t* PacVeglng Insp Rept 15000039/80-14 on 800619. 
Nenconpllanee noted: outside of Model 14-195-4. Number 10 
shipping cask not stencilled or otherwise marked to identify 

MACARTHUR. T. C, t POTTER. J. P. Region 2. Atlanta. Futl Facility k 
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docketed items 


a0iail07Aa Trip rtpt or BVIWUO vi»»« to iow »«V*! utatt* di»po»«l 
faellliij.Ev'ilwatlon of rontwal application 
ba«ad' on oral rioponta* to NftC ra^urati for data. LI e tnoat 
i*u«t autnlt fornal raiponi* bU 801030. . . 

HAWKIN81 e. F. I PAHOBUfiM. 0 . C. Low Laval Malta Llcanitng Branch. 
aO/il/17. tpp. 07247; SOI. 

8012190183 Foruarili Vaita Packaging Imp Rapt 15000039/80-19 on 
800923-26. No none omp I lane a notad. . ^ a.i.ti. 

BTOHRiJ.P. Rtglon 2. Atlanta- Foal Facility Sc Hatarlali Safety 
Branch. 80/11/12. Ip. 07282:070. 

.-80l819Ol92H.it. Packaging Imp R.pt ‘S^^^OO^^/BO-l^ on ^983-26. No 
noncenplfanca notad.Hajor iraai lnipaekad:ihlpplng paper . dot 
placardi.padlatlon lavali. ridovabla contaolnaklon t DOT 

marking Sc Ubaling for packagai. cu.i Fadlltu *< 

MAC AUTHOR. T. C. . POTTER. J.F. R.J Ion =• Facility *. 

Maicriali Safety Branch. 00/11/12. Spp. 07282.071. 


8012290370 PNQ-I-B0-173:on 80121 S, amp loga. 
eontacnlnation w/greon .alt In his halr.aya. 
jhouered & resorted to phy 1 Ic i an. Ur Inaly *1. to follow. 

GLENN. J. . CROCKER. H.W. Region 1. Phi ladelphla. Office of the 
Director. 80/12/15. 2pp. 07339:070. 


DOCKET 40-1162 WESTERN NUCLEAR, INC. 


8012080233 Forward. Split Rock Mill Tailing. Imp J®’’ 

fiOQDEN.O. Western Nuclear, Inc. <subs. of Phelps Dodge Corp. >. 


BO/10/14. 4pp. 07107:001. 


8012010199 Forwards Split Rock mill tellings dam Insp rapt for 801013 
19 MO abnoravalltlea observed . Shore line was i" ^ 

ft Prom crest at all times. Results of weekly monument survey 
t, fAbulation ol w«ttr •Itvatlon^ lo pleiomtttrt ♦ftcl. 

BOODEN.G. Western Nuclear, Inc. (subs, of Philps Dodge Corp, >. 


80/10/23. 4pp. 06916; on I . 


DOCKET 27-048 HICHLANO, WA, . NUCLEAR 

0012030900 Responds to vendor 800820 I tr. transml tt Ing ,prel Imlnar y site 
eloeure plan.NRC will aaend reneued license to cover only 
claiure It decoiwel sslonlng of SNM disposal am** ** *0 
eliminate lleime conditions re site "P *^***""*!- 200 
SftlTH.R.D. Low Level Waste Licensing Branch. 80/11/14. app- 
07149:240. 

8012010016 PNO-V-BO-77: on 801120, at Rich land- MA, burial site. Nuclear 
Ecidlnivrino Co roctlvtd fvttm Todrf Rittopch 

Technical Dlv, Oalviston- TIC, containing one leaking drun. Drum 
•Msurtd ti/n» significant act Ivl ty. Burial P 

TK0«A8,R.0. Region 5. San Francisco, Office of the Director. 
80/11/20. Ip. 06915:001. 

B0121001BB PNa-V-B0-7a:en 801120. shipment of low lavel radwaste 
Tccalvad at Richland. HA, bur lal site 
Co from Nuclear Metals, Inc. determined ko have one 
drum.State of WA has cancelled 1 **•’***•* 

THOMAS, R.D. Region 8, San Francisco. Office of the Oirettor. 
80/11/21. Ip. 

DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0299 UNION CARBIDE CORP. 

0011180742 Forwards “Const Rept on Evaporation 

WY flit*. ** Rfptf li condition to fronting of oAin# to 

Source Matl LUsnii SUA- 648 . 0 verslte drawings end. 

PARIS, W.C. Union Carbide Corp. 80/10/31. 92pp. 07050.027. 


H Trip rept of 000923-24 visit to Casper WV to review well 
■Ins L.reportlng requirements, tramlna mini being 
dry 6 eiaalne Federal-Amerlcan Partners housing 6 


8012010631 
monitor I 
pumpad dry 
tailings facilltlas. 

FREEMAN, J.O. Uranium Recovery Licensing Branch. 
07098: 114. 


80/11/10. 3pp. 


8012240073 Informs that Amtnd 16 to Llcenst 806-640 Is part of 
ranawal rtvlew inlllatad In Sept 1977 fc ^’^IS/tl/is U 

KOTBCHiU.L, Uranium Recovery Licensing Branch. ao/ll/12. ip. 

07324: 279. 

8012180001 Riiponds to NRC 801014 I tr revlawlng 8^805 suhmlttal. 
Pit Leaty Aoulftr Tests for Union Carhlds Corp by 
Hydro-Engineering." Submittal Is satisfactory for 
determining Insignificant ’'“mtoi.iss 

MONOiT. Vftlon Cjrtid* Corp. a0/ll/l3. 4ppe 03791.155, 

8012170251 Responds to BDiOOl Itr re FM ** 

(MUREG-07021. Basis for statement on ^e baekgroun 

concentration of Ra-226 in soils of Oas Hills In HV is 

eontalnid In Ref 6B of soetlon. nn/it/t<? 400 

8CARAIW,H.A. Uranium Rtcoviry Licensing Branch. BO/ll/19. 4pp. 

07268:226. 


DOCKET 40-0672 HUCLEAR MET AW, INC. 

8012100188 PNO-V-BO-78: on BOl 120. eh t pment of low level raduaste 
racelvad at Richland, HA. bur lal slta by Nuclear Englnserlng 
Co from Nuclear Metals. Inc, determined to have one leaking 
drum. State of HA has cancelled licensee •‘I'rla I permit. 

THOMAS, R.D. Region 5, San Francisco. Office of the Director. 
80/11/21. kp. 0721 8; 899. 

8012110108 Ack receipt 0 # 801003 Itr Informing NRC of steps taken to 
cerreet violations notod In IE Insp rept t peyment of civil 

ThSmPBW. D. Office of Inspection 6 Enforcement. Office of the 
Director. 80/13/04. Ip. 07283: 155. 


8012010556 Forwards etoctrical resistivity ^ 

clarified. Methodology Item? changed to * 

decision emanating from llestern Hoclear, Inc. Item 8 reflects 
total number of readings. 

BOODEN.O. Western Nuclear, Inc. 80/11/05. 4pp. 


06916:001. 


8012080785 Forwards tailings dam Insp )• 

BOODEN-0, Heitarn Nuclear, Inc. Isuhs. of Phelps Dodge corp. » 
80/11/05. 4pp. 06586:003. 

8012020125 Fowards draft license conditions »< safety evaluation for 

riniwal of licen*®. W/o encl. ark/ii/m Sod 

S^ARAKOfR A. Uranium fiecoverv Licencing Branch. 80/11/07. PP- 

07148 : 214 . 

omnoaoiia Reouests d Kane assistance In review t comments on draft 
lletnse cond itions. we ekl y tailings dam monitoring data rep s 
submitted since dul 1980 6 Nelton-Rob Inette rept, 

“Magnetometer 6 Drilling 80/11/13 2pp. 

SCARANO.R A. Uranium Recovery Licensing Branch. 00/11/1 • PP 

07325; 133. 

8012310523 Forwards Split Rock Mill Tailings Dam Insp rept for 001103- 

BOODEM.O. Hestern Nuclear. Inc. (subs, of Phelps Dodge Corp. >. 

80/ 11/14. 4pp. 07355: 314. 

8012160126 Forwards stipulations containing He*"** 

facility, as agreed to by NRC. Western Nuclear U HT Outdoor 

LINEHAnIu. J. Uranium Recovery Licensing Branch. 00/12/01. ip. 

07262: 240. 


DOCKEI 40-1341 EDOEHONT URANIUM MINE. TVA tc MINES 

8012080653 Informs that Matl Park Sve has reviewed TVA Edgemont U Mill 
daeommlsslonlng p Ian. Forwards earlier comments. No further 

STRAIT-R. A. Interior. Dept, of, National Park Service. 00/10/17. Ip. 
06586:003. 

— 8012080679 Comments on Edgemont.SO U mill decommissioning plan 6 
environ rept re geographical features of area 4 air RV** * “I' 

STRAIT, R. A. .Inter i or. Dept, of , National Park Service. 79/10/23. 
ip. 06586:003. 

8012080725 Responds to ORNL request for meteorological 6 air quality 
Info re Edgemont Mills decommissioning pro ject. Forwards 
tables of joint frequency distribution of 10-meter winds. 

HILLS, L.M. Tennessee Valley Authority. 80/10/28. Spp, 06506:003. 

8012010091 Notifies that utU may upgrade decommissioning design to 
practically eliminate site runoff. In event that upgrade 
proves unf eailbl e- program outlined in environ rept will be 

mills, L. M. Tennesiee Valley Authority. 00/10/29. Ip. 07096:337. 

8012100339 Responds to NRC 600918 request re cleanup action program. 
Submits stipulations for receipt 4 temporary storage of 
radioactive matls removed from offsite areas. Requests NRC 
acceptance of stipulations. , ----- 

HILLS, L.K. Tennessee Valley Authority. 00/11/06. Spp. 07220:029. 

8012080661 Forwards "Fisheries Resources of Chsyenne River Basin." No 
minnow or aquatic vegetation located. Survey resulte should 
be reflected in DE8. 

HILLS, L.M. Tennessee Valley Authority. aO/U/07. Spp. 07188:233. 



DOCKETED ITEMS 


—80130606^4 "rishsrle* Hviourcts of Chtijtnnc Rivor Batin. " 

KOTH.n.M. . PQRD, R.C. South Dakota' State of. 80-B. B0/07/0t. 

11pp. 07108:235. 


B0tSt0066S Ack racfipt of 801103 Itr ra incraat* in vtlloweaka 
productlon.'Ra^uatt requlrat amind to Licantt BUA-917 6 miner 
tafaty fc environ amend fee per 10CFR170. 31. 

UEISSiD, Licente Pet Kanagernent Branch. 80/11/18. Ip. 


DOCKET 40-2061 WEST CHICAGO FACILITV, KERR-MC0E6 CORP. 


0013310379 Retpondf to NRC 801113 reiiuest for endangered tpcclet 
coiT’inentt r« propotad application to decomniti 1 on. Lift of 
tpaclet (uhleh may be pretent in concerned area provided. 
BOMOAHNERi D. H. Interior. Dept, of . 00/11/26. 4pp. 07369:180. 


DOCKET 40-2289 PATHFINDER MINES CORP. 


0018080376 Forui*rdi IE Imp Rapt 40-8259/80-03 on 801002. No 
noncomplianee noted. 

BROUN. 0. D. Region 4. Dallat. Fuel Facility 6 Haterialt Safety 
Branch. 80/10/88. 2pp. 07142:075. 


— 8018030383 IE Intp Rept 40-2259/80-03 on 601003. No noncomplianee noted. 
Major areae Intpectcd: comt aetlvltiet re ratting of 
tailingt dam at authoritad by Amend 7 of Lleenta 8tJA-672. 

LANDSMAN. R. 0. Region 3. Chicago. Reactor Conttruction it 
Engineering Support Branch. BROUN. O.D, Region 4. Dallat. Fuel 
Facility 4: Haterialt Safety Branch. HALL.R.E. Region 4. Dallat. 
Reactor Construction L Engineering Support Branch. 80/10/27. 3pp. 
07148; 077. 


8012020003 Advlsae that Amend 8 to 8UA-672 uat Ittued on 800626 li 
should be etempt from feel. Amend uat initiated by NRC. 

OIULCN. D. t1. . LINEHAN. J. J. Uranium Recovery Licenting Branch. 
aO/ll/06. ip. 07140:305. 


8012160763 Retpondt to 80t023 ra(Tuett for notification of meetlngi w/ 
U mill repretentativet or finallied policy deeitlent re 
turety arrangements, ml 1 1 operatiom & site reclamation. 

Meeting u/mlll repretentativet tchtdulad on 801211. 

8CARAN0. R. A. Uranium Recovery Licenting Branch, 60/11/19. Ip. 
07261:306 


—6012160766 Requests notification of meetingt u/U mill rcpreientativii 
or flnellitd policy dtclsiont re surety errangeaentt. ml 11 
operatiom L site reclamation. 

ANDERSON. U. F. Utah. State of. 80/10/23. Ip. 07261:307. 


8012190046 Forwardt Instructions used in mill lab far OA t> actual 
analytical procaduret. Writttn procedure folloued w/i«ceptlon 
of Th-230 ttd uhich it pretently unobtainable. 

SUANBV.O.T, Atlas Minerals. 80/11/19. 13pp. 07276:311. 


8012290216 Requests required data on toil tanpllngi background 
groundwater tempi Ing. yet lowcake dryer templing L txternal 
radiation monitoring data by 601208. 

SCARANOrR.A. Uranium Recovery Licenting Branch. 80/11/25. app. 
07345: 178. 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS iMININO) 


8011070345 Forwardt eorreetsd copy of map dlteutted in 801003 telcen. 
LANE.J, R. Federal American Partneri. 80/10/14. Ip. 06910:100. 


0012160305 Retpondt to request for addl Info on holding capacity of 
Tailingt Pond 4 during embankment const phete. Total reltatt 
ef liquid ttormd upstream of Embankment 4 during const will 
be contained. 

NUOENT.E.L. Pathfinder Mines Corp. 00/13/11. 2pp. 07263:043. 


8012010631 Trip rept of 800923-24 visit to Casper UV to review well 
monitoring L reporting requlrementi. etamlne nine being 
pumped dry L eiemine Federal-Amcricen Partners housing L 
tailingt facllltiei. 

FREEMAN. J. 0. Uranium Recovery Licenting Branch. eO/li/tO. 2pp. 
07098; 114. 


DOCKET 40-3392 ALLIED CHEMICAL CORP. 


80122P0093 Forwards IE Intp Rept 40-3392/80-03 on 801029-31. No 
noncompliance noted. 

DAVIS) A. B. Region 3. Chicago. Fuel Facility L Haterialt Safety 
Branch. 80/11/16. 2pp. 07306:356 


— 8012220096 IE Intp Rept 40-3392/80-03 on 801029-31. No noneompl lenee 
noted, Major areas intpac ted: 1 ow level watte packaging 
transport procedures L radiation protection program. 

PECK. C.C.) FISHER. H.L. Region 3. Chicago. Office of the Director. 
80/11/17. 4pp. 07306:350. 


DOCKET 40-3453 ATLAS MINERALS 


8012080217 Ack receipt of 800909. llr re Licente 8UA-917. Requestt 
confirmation, that vendor has up to nine months from 801117 
to comply with referenced matters. 

FARLEY. E.R. Atlai Minerals. 80/10/17, Ip. 07181:267. 


8013220134 Forwards "Rept on Altsrnata 'Evaporation Pond Bite 
Evaluations, Hast Oat Hills, UY for Fedsral-Amer lean 
Partners." in response to NRC 801104 request. 

ANDRUSiN.J. Fedsral American Partners. 80/11/25. Ip. 07303:192. 


— 8012220137 "Rtpt on Alternate Evaporation Pond Bite Evaluations. West 
Oat Hills, UY for Fedsral-American Partntrs. " 

HURDDCK, L. T. Damss L Moore. 80/10/31. Sapp. 07303:193. 


DOCKET 40-6622 PATHFINDER MINES CORP. 


8012120378 Application to amend License 8UA-442i replaeing bag eampling 
technique w/TraeV-Etch continuous patsivt monitoring sys. 

New method will provide better monitoring date L make radon 
monitoring program easier to administer. 

MURDOCK. 8. Pathfinder Mines Corp. 80/10/08. 2pp. 07236:287. 


— 8012120382 "Passive Integrating Radon Monitor for Environ Monitoring. 
ALTER, H.W. Terradic Corp. FLEISCHER, fi. L. Oeneral Electric Co. 
00/06/30. I7pp. 07236:259. 


80120100P4 Confirms 801029 teleon re hydrologic conditions rept. Vendor 
will respond u/completion date, pending agreement on scope of 
work involved. 

8HANBY. 0. T. Atlas Minerals. 80/10/31. ip, 07092:030. 


SO12O0O3aB Forwmrds near site radiation readings for aspt 1900. 
confirming 801 103 d iscuss ion. Question re OA procedures will 
ba sent by saparate Itr. 

8WANDY, 0. T. Atlas Mlnarals. 80/11/04, 3pp. 07196: 192. 


80I20B0710 Confirms 800106 discussion re cancellation of NRC 801114 
meeting in Waeh ing ton. DC. Requests rescheduling of meeting 
w/NRC for 801204 or 11. 

BHAN8V. 0. T. Atlas Minerals. 80/11/07. Ip. 07196:136. 


8018160179 Safety evaluation recommending approval ef Amend 2 to 
License eUA-442 to upgrade effluent it environ monitoring 
program L incorporate OA progrem as outlined In Reg Guide 
4. IS. . » 

HEYER.R.B., LINEHAN.V, J. Uranium Recovery Licensing Branch. 
80/11/21. 2pp. 07262:295. 


8012160548 Amend 2 to License 8UA-442. adding Conditions 36 L 37 
rtqulring submittal of eomplet# specs for operational 
effluent 6 environ monitoring program L reporting of results 
of effluent it environ monitoring. . 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 80/11/21. Spp. 
07261:205. 


6012190055 Submits info requested in 801017 draft tala* re hydrologic 
conditions at mill slte.Uater sampling procedure accepted as 
proper 6 will be used in future. Rept on increasing 
radionuclide ooncintrations end. 

BMANBY.O.T. Atlas Minerals, 80/11/10, 7pp. 07879:032. 


6012240310 Raquasts ejarlficatien re in vivo testing fc whether 
fiiiployea namae should be submitted u/data. 

8MANBY, 0, T. Atlas Mlnarals. 80/11/14. ip. 07388:183. 


DOCKEI 40-6659 PETR0T0M1C8 CO,. GETTY OIL 


8012010606 Notifies that review of Amends 4 6 5 rsqulris post’-eonst 
Insp from Ofc of Nuclser Reactor Regulation. Manpower memo 
will follow pending rept of contractor ekpensas. 

KOTSCHrJ, L. Uranium Recovery Licensing Branch. 80/|l/08. ip. 
07099; 109. 
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DOCKETED ITEMS 


DOCKET KAMECKl BERVLCO INDUSTRIES, INC, 


aOQSiaOiaS Rtipond* to FOIA roqutst for Info t» tii otii^rata eompanla*. 
Forturd* deeu*«nt» littad in App* A b B. Pertiofvi of App B 
dacunanta MltKhald;n«i«a« of Indivtduala aipoiad to radiation 
Itaf FOIA EiaiBptloni 6). 

FEl-TOMi J.M. Divltlan of Rula't and Raeorda. 00/04/10. 4pp. 

04S31; IS4. 


— 8012310598 Tranaeript of D Zawan 800903 dapositlon re radioactive mat! 
diapoaal at KcOean dlapoaal dump In Nauburph HalghtfiOH. 

ZEIlANi D, AffH latlon UnknOMin. 00/09/03. 2pp. 07366:017. 


— 8012310699 Tranaeript of PW Jonas 800904 deposition ra radioactive matl 
diapotai at HcOaan disposal dump in Nauburgh, Kaigh ta > OH. 

JOKES, P.IJ. Affiliation Untnoum. 00/09/04. Ip. 07366:019. 


— 8009130347 Ucansa 8MB-920, av thori i ing posaeislon *< uie of unlimited 
aiaeuntf of U b ttiorivn In form of flags b ora residuaa bij 
Kawacil Barglco Indus tries, tnc. 

LAVFIELD, R. L. Atonic Enargg Commiision. 72/10/24. • 2pp. 


DOCKET 40-7103 SHIELDALLOY CORF. 


0012190678 Act receipt of B01030 Itr Informing KRC of at a pa taken to 
corraet vlolattoni noted In IE Inap Rapt 40-7102/00-01. 

KINHEHAN, 0. 0. Region 1. Philadelphia, Fuel Facility b Malar tala 
Safety Branch. 80/11/20. tp. 07287:323. 


— 8012190683 Responds to NRC 801019 Itr re violet lone noted in IE Intp 
Rapt 40-07103/80-01. Correct Ive actions; signs poatid in slag 
dump area b celumblum ora storage area as required. 

UONOAKER, J. B. Bhleldallay Corp. 80/10/30. Spp. 07287:384. 


DOCKET 40-7500 FANSTEEL METAUS 


8005130126 Responds to FOIA renuest for info re sit separate companies. 
Forwards documents listed in Appa A b 8. Portions of App B 
documents wl thheld : names of individuals eiposed to radiation 
<raf FOIA Eiemptions 61. 

FELTQM, J. M. Division of Rules and Records. 80/04/10. 4pp. 

04931: 184. 


DOCKET 40-7924 SCHOTT OPTICAL CLASS. INC. 


8012240077 Ac I receipt of 001021 Itr informing NfiC of steps taken to 
correct vlolattona noted in IE Insp Repts 40-7924/80-01 b 
30-09864/80-01. . , 

KIHNEHAM, J. D, Region I, Philadelphia, Fuel Faellltg b Materials 
Safatg Branch. 80/11/tB. Ip. 07324:281. 


—8018190686 Discussal IE insp Rapt 40-7102/00-01 on 800926 b foruards 


notice of violation. 

KINN6MWI. J. D. Region 1, PJi i lade Iph la. Fuel 
Safatg Branch. 80/10/19. 2pp. 07207:326. 


Facility b Materials 


--8912190690 Notice of violation from Insp on 800926 , Noncomp liance rotad: 
unautKorliad perionnel supervised use of licensed matl b air 
■ample surveys In blending b furnace areas of Bldg 3 not 
performed. 

* Region 1, Philadelphia, Fuel Facility b Materlale Safety Branch, 
80/1 0/lS. Ip. 07287:320. 


DOCKET 40-7402 ALLEOHEHY LUDLUM INDUSTRIES , CHEMTRON CORP. 


8012310934 Foruards IE Investigation Rapt 40-7402/80-01 on 
0903-09 b 10-19 b notice of violation. 

KEPFLERtJ.O. Region 3, Chicago, Office of the Director. 
2pp. 07369:310. 


800717-18, 

80/11/07. 


— BO123I0S37 Notice of violation from insp on 800717-0919. 

a Region 3, Chlcagoi Office of the Director. 80/11/06. ip. 
07369; 320, 


-8012310943 Informs that as result of review of 800718 assessment rapt 
of HcOean disposal dump tn Nauburgh Heights, OH, 
decontamination of disposal dump ulll be required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 80/08/97. 
8pp. 07365:331. 


—0012310990 IE Investigation Rept 40-7402/80-01 on 000717-10,0902-05 b 
18-19. Noneomp 1 lance noted: fa I lure to make adequate 
evaluation of Ileansed matl prior to disposal to assure 
cemplienee w/10CFR20. 391 b 20.304 raqu ir iment s. 

MEIL,C.H.r SflEMIAHSRI, 0. J. , NORELIUS. C. E, Regions, Chicago, 

Office of the Director. BO/ll/06, 29pp. 07369:323. 


— 8012240052 Responds to NRC 091006 Itr re violations noted in IE Imp 
Repts 40-7924/80-01 b 30-09064/00 01. Corrective actions; 
relocated uaste storage area to remote area b posted area as 
raauired. _ 

KALOMSKY.W, H. Beho tt Op t i ca t Olass, Inc. 80/10/21. 2pp. 

07324: 282. 


— 80t224'00a7 Dlecusses IE Imp Repts 40-7924/80-01 b 30-09064/80-01 on 
000919 b forwards notice of violation 

KINKEHAK, J. D. Region 1, Ph i ladelph ia. Fuel Facllltg b Haterlals 
Safety Branch. 80/10/06. 2pp. 07324: 284. 


—8012240090 Notice of violation from Insp on 80091 9. Noneompl ianee noted: 
gauges containing licensed matl stored in unrestricted area 
b radiation area surrounding waste thorium storage area not 
posted as required. 

• Region I, Phi lad e tph ta. Fuel Facility b Materials 9afetg Branch. 
BO/tO/06. 2pp. 073i;4: 206, 


DOCKET 49-8000 TRANSNUCLEAR, INC. 


e0l2300?93 Approves 800904 b 24 submittals describing esport of 6NM per 
IOCFR73. 25 U 10CFR73. 26. Ap propria to state police should be 
contacted u/regard to road conditions before shipment 
commences. Arrangements b approved route forthcoming. 

NCCORKLE.O. H. Physical Security Licensing Branch. 00/10/14. 2pp. 
07346: I BO. 


OOCKEl 49-8064 EXXON MINERALS CO. USA. EXXON CGRP. 


8012010229 Submits 1980 third quarter rept for solution mine pilot 
testing for Highland HbO program. Samp le analgsis results 

TRUSSELL.H. H. Eicon Minerals Co., U3A. 80/10/21. 9pp. 07077:307. 


— 801231-0573 Refers to 800624 teleon re radioactive matl disposed of at 
McOean disposal dump In Newburgh. Haight s, OH. As sessment to he 
made ta determine source of matl dtscoverad. 

KEFFLERtJ. 9. Region. 3, Chicago, Office of the Director. 80/06/24. 
Ip. 07369:393. 


--8012310977 Foryards tiehnical consultant HL Industries assessment rept 
of KcOean disposal dump in Newburp Heights.OH, 

UII.HEfl,8.K. Allegheny Ludlum Induetriis, Inc. 80/07/24. I9pp. 
07365:394. 


—6012310901 Transcript of CO Neilsen 000904 deposition re radioactive 
matl disposal at KcOean disposal dump in Neuburgh Heights, 

OH 

NEILSONiC.O. Cherntron Corp 80/09/04. Ip. 07366:010. 


— B012310SB7 Transcript of JO Zlndroskl 800904 deposition re radioactive 
e:atl disposal at KcOean disposal dump In Nauburgh Heights, 

OH. 

ZIMORDSKI, J. 0. Chemtron Corp. 90/09/04. 4pp. 07366:011. 


— 8012310392 Transcript of D Zeman 800903 dcpoiitlen re radioactive matl 
ftepoaal at MtOaan disposal dump in Neuburgh Heights.OH. 

ZEMAN.D. Affiliation Unknown. 80/09/03. 2pp. 07366:015. 


B012100106 Forwards amend fee for License SUA-1064 re use of sulfate as 
eicursion pa came ter for leach sys. 

TftUSSELUr H. H. Exxon Hlnerals Co., USA, 80/11/17. Ip. 07187:001. 

—0012100110 Ack receipt of 801016 Itr re use of sulfate as excursion 
parameter. Minor safety b environ amend fee required. 

WEISS, D. License Fee Management Branch. 0O/tl/O6. Ip. 

07187: 001, 


— 8012100116 Requests deletion of sulfate as excursion parameter since 
groundwater analysis shows sulfate assay to be poor 
indicator duo to low sulfate levels of Highland leach sys. 
TRU3SELL, H. H. Exxon Minerals Co., USA. 80/10/16. I3pp. 

07187; 001. 


DOCKET 40-8084 LISBON MINE. RIO ALOOM CORP. 


8012000788 Forwards "Review of Proposed Fifth Dam Raise, Upper Tailings 
Pond Embanlment 8yt, Lisbon Valley Operations, Rio Algom 
Corp. " 

NELSON, J.D. Colorado State Unlv. 00/10/01, tp. 07187:080, 



DOCKETED ITEMS 


— 0O13OaO798 “Rdvieu of Proposed Fifth Dam Raise* Upper Tailings Pond 
Embankment SgsiUisbon Valleg Operat i onsi Rio Algom Corp. " 
MELSQNtJ. D. . ABTiS. R. Colorado State Unlv. BO/10/01. 24pp. 

07187:031. 


0018080633 Foruiards corrected copies of “Revieip of Proposed S-Ft Dam 
Raise<Uppar Tailings Pond Embankment SgsiLisbon Valley 
Operations* Rio Algom Corp." Retiuests destruction of 801001 
copies. 

NEI.8OH1J.O. Colorado State Unlv. 80/10/03. Ip. 07180:174. 


—8018080828 Revised “Revleut of Proposed 5-Ft Dam R4lse*Upper Tailings 
Pond Embankment 8ys*Lisbon Valley Opera t ions* Ri 0 Algom 
Corp. " 

NeUSON.J.D., ABTiS.R. Colorado State Unlv. 80/10/01. aSpp. 

07180: 179. 


8012010031 Discusses NRC comments re status of groundwater program at 
mine which were based on Dames 4: Hoore Van 1990 rapt re 
tailings mgt study. Addl analyses reiiulred on migration of 
groundwater contamlnat Ion tt on seepage pathways. 

HARUAN.fl.L. . BODDY. J.R. Dames & Hoore. 80/10/20. 6pp. 07092:034. 


8012020340 Forwards IE Insp Rept 40-8084/80-01 on 800625-27, 
BROUN.O. D. Region 4* Dallas* Fuel Facility 4: Haterlals Safaty 
Branch. 80/10/23, Ip. 07142:050. 


— 8012020349 IE Insp Rept 40-8084/80-01 on 800625-27. Noneomp 1 lance noted: 
failure to mtnlmlie dusting of tai 1 Ings* fal lure to perform 
air sampling* failure to post airborne radioactivity areas 4i 
failure to Implement engineering controls. 

CAIN.C.L. . WILBORNiU. Region 4. Dallas* Office of the Director. 
BROWN* O.D. Region 4, Dallas* Fuel Facility «< Materials Safety 
Branch. 80/07/09. 13pp. 07142:051. 


—8012020361 Discusses results of verification samples taken at facility 
during 1979 4* analytical test samples supplied during Jan 
1900. Forwards info re discrepancies between NRC air samplee 
4: vendor samples. Review of calculations requested. 

BRONNiO. D. Region 4* Dallas* Fuel Facility tt Materials Safety 
Branch, 80/01/89. 9pp. 07148:064. 


8012010039 RespondSfOn behalf of Rio Algom Corp* to NRC 801008 request 
for info re upper tailings pond 5-ft embankment raise. 

Pieiometers will be placed at baee of embankment upon 
completion of raise. 

BODDViJ. R. Dames tt Moore. 80/10/27. 12pp. 07092:082. 


8012160184 Safety evaluation re application for Amend 3 to License 
SUA-llI9i author! ling 9-ft raise of upper tailings retention 
embankment. Amend will not constitute undue riek to public, 
Recommends issuance subj to listed conditions. 

KOTSCHiJ. L. * LINEMAN* J.J. Uranium Recovery Licensing Branch. 
80/11/07. 3pp. 07262:297. 


8012160996 Amend 3 to License 8UA-1 1 19* authorl i Ing 9-ft raise of upper 
tailings dam* w/cond 1 tions added to maintain at least 9 ft of 
freeboard between embankment crest 4t mas operating level of 
ponded liquid In upper tailings pond. 

8CARAN0*R.A. Uranium Recovery Licensing Branch. 80/11/07. 8pp. 
07261:210. 


8018080339 "Lisbon Mine Ambient Air Oamples 1978." 
a Rio Algom. Ltd. 80/11/19. 3pp. 07189:831. 


6012160191 Safety evaluation recommending approval of Amend 4 to 
License SUA-1 1 19* revis ing environ monitoring program U 
radiation safety program, w/cond Ittons requiring workers to 
wear protective clothing. 

KQTSCH* J. L. * LINEMAN, J.J. Uranium Recovery Licensing Branch. 
80/11/21. 7pp. 07262:300. 


8018160667 Amend 4 to Llcenee 8UA-1 1 1 9* revl elng Condition 14 re 
prevention of Alpha contamination Ic adding Condition 36 
requiring operational effluent 4: environ monitoring program 
eubmittal, 

SCARANQ)R.A. Uranium Recovery Llceneing Branch. 80/11/21, 6pp. 
07261:349. 


DOCKET 40-0102 EXXON MINERALS CO USA. EXXON CORP. 


6012030796 Forwardi reeponsei to questions 4; comments in NRC 001016 Itr 
re hydrogeologlc sys at site. 

ORTLOPFiO.D. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. 1. 

80/11/10. 7pp. 07186:046. 


DOCKEI 40-6106 MEDICAL CENTER OF VERMONT BURLIN<»TON* VT 


8018080780 Ac k receipt of 800918 4: 1003 Itre informing NRC of eteps 
taken to correct violations noted In IE Insp Repts 
30-00909/80-01*30-03289/80-01.70-8886/80-01 4* 40-6106/80-01. 
KINNEHAM.J. D. Rsglon 1, Philadelphia, Fuel Facility ii Materials 
Safety Branch. 80/10/30. Ip. 07181; 197. 


—6009190463 Responds to NRC 600619 Ur re evaluations of 1-131 b 1-185 
concentrations. Evaluations of restricted area concentrations 
of t-131 ti 1-185 4* thyroid monitoring will he conducted 
within 30 days.uslng Reg Oulde 8. 20* Table 1 criteria. 

JANNFV.C.D. Medical Center of Vermont Burl Ing ton* VT. SO/oy/lS. 

Ip, 07181:196. 


— 6012060739 Respond! to NRC 800819 Ur re vlolatlone noted In. IE Inep 
Rept 30-03209/60-01. Corrective ac tions; eviluet ions of 
restricted area concentrations 4: thyroid monitoring to be 
conducted. 

JANNEY.C.D. , BERRY.J.F, Medical Center of Vermont Bur ling ton, VT. 
00/10/03. Ip. 07181:159. 


—8018080742 Dlecueeee IE Imp Repte 30-00309/80-01*30-03869/80-01* 
70-2366/60-01 4: 40-0106/60-01 on 800789-30 b forwerde netUe 
of violation. 

KINNEMAN, J. D. Region 1, Philadelphia* Fuel Facility 4* Materials 
Safety Branch. 80/06/19. 2pp. 07161:160. 


—6018060797 Notice of violation from insp on 600729-30. 

• Region 1* Philadelphia* Office of the Director. 60/08/19. ip. 
07181; 162. 


DOCKET 40-6231 OENERAL ELECTRIC CO. 


8012230294 Application for amend to expert llcenee extending expiration 
data to 840101. 

MILSONi S. 0. General Electric Co. 80/11/13. ip. 07317:380. 


DOCKET 40-8304 WYOMING MINERAL CORP. 


8018160179 Submits cost 4* menhours used In reviewing application 'for 
renewal of License 8UA-1804. 

MILlERrH. J.< BCARANOrR.A. Uranium Recovery Licensing Branch. 
80/11/84. Ip. 07862:894. 


DOCKET 40-8348 IN SITU URANIUM LEACHING PROJECT 


8012120390 Confirms 601006 te icon* grant ing permission for 30-day 
extansion of License Condition 12 re rept on progress of 
pilot insitu project rec lame t ion. Rep t will be sentipendlng 
receipt of eddl Info. 

CARLOS, P.C. Union Oil Go. of CeUfornle. 60/10/07. Ip. 07836:880. 


—8012130399 Forward! amend fee for SO-day oxtenelon re License Condition 
IS requirement. 

CARL08.P.C. Union Oil Co. of California. 60/11/12. Ip. 

07836: 881. 


—8018180409 Notifies of emend fee required for vendor 801007 appllcetlon 
to extend License Condition 12. 

WEI5B, D. License Fee Menegement Branch. 60/10/24. Ip. 

07236:862. 


6012010063 Advisee that vendor must apply for RtcD license to cover eddl 
aquifer restoration work for License 17 in situ project. 

Internal memo end. 

ENOELMANNrR. Wyoming, State of. 00/10/27. 3pp. 07099:800. 


6012010530 Forwards progress rept on redemetion/restoratlcn at 
research In eitu U leaching project in Sweetwater County, WV 
per Condition 12 of Liceme 8UA-1223 renewal. Rept addreesei 
GO Eedle 1979 concerns. 

CARLOS. P.C. Union 76 Mintrels Exploration Co. 60/11/11. IBpp. 
07099: 030, 


DOCKET 40-0434 HOME STATE MINING CO, LA 


8012160167 Bubmlts cost 4< manhours used in revitwlng application for 
renowal of License 8UA-1849. 

HEYER,R.6. , LINEMAN, J.J. Urentum Recovery Llcenilng Branch. 
80/tl/Sl. Ip. 07262:298. 
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docketed items 


docket 40-BS0Z IBlOAftM MlKEi HYOMINO MINING CORP.^ 

eotaot03R2 auM>«rij of 791011 o.otins t" 

vffWi Dipt of Environ Oualitij. Cltonup pliti **** ^ *°“ , . 
rnonmnon. vhould b. lohniltttd «lthln 2 wli.PUn ihoold 

neb bo Inpltnfnbid for at !»•** 3* , 1 1 fi 709 H 217 

PETERSON. LR. Myotnlnp MlniTil Corp. 79/tO/li. 2pp. 


DOCKET .^0-8303 WYOHINO MINERAL CORP. 


0012030095 Application to amend Llceni* sUA- 1313 . updatinp corporate 
^^compltanee^revUiu board orpaniiation & revleing min position 
HuallfUatioM of radiation protection 
licenie pages fc prof nuallfUationi of current officer 
SCHSWOEtf Vt. R. Wyoming Kinoral Corp. 00/10/29, 5pp* 


8012080099 Advise, tbab O field m.g be 

ravietj b approval of listed itsei re leaVage data. Analgels 
should be sobmltted bg 791029. 

MORROHrD. Wgomlng. State of. 79/10/15. 2pp. 


DOCKEl 40-8602 UNITED NUCLEAR CORP. 


07196: 131. 


8012010591 

monitor fc thalloM research ‘**t^;* ,*"J,*5o?S2a’ltat U 

26. Pteionetrlc contour map eonstruetad fro* 791023 static 

water levale in etiallosi lont end, ... n 70 <>B- 2 i 9 

UICHERB>D. L. Mgoming Mineral Corp. 79/10/31. 5pp. 0709 . 

8012020027 Forward, baseline data padages for Nell Fields B.C.D b F. in 
f™o?S‘k %Joi?i; Corp. 79/12/19. 195pp. 06916:001. 

8012040722 Application to amend License corporate 

QTatnliAtlon & rtvltinfl poiltlon iiu»Hflc«tlon of 
"dtStlon protection offlc.r 6 .It. ^"9 ••'BineeT, 

Revi.ed lleenie page. 4 prof ^uallf icatloni of officer 
BCHENDELiK, R Ngomlns Mineral Corp. 80/ 10/31. llPP. 07155.325. 

8012110919 Submit* shallow monitor tone status rept for Licenie 
aUA-t39i Reduced number of shallow mnnitor wells sampled 
!u?l«rufc. m" 5oi027 6 1 1 10, w/p.Ta.l.» Ion of state. Supporting 

docu«i«ntAllon> U ov*r*l8« map •nel, atJu/iA Antta 07240:177. 
WICHERBd D. le- Wgcailnp Minardi Cerp, BI/lI/14. * PP* 

8012310527 Confirms 801107 4 10 telcon, "onit®'' 

wells 9R8-19 4 98ri-7. Routine 

chloride 6 total eUalinltg eteetded control Units for wen 
SKHEko.L. Hgonlna Mineral Corp. 80/ 1 1/14. 2pp. 07365:312, 

8012170562 Application to License 6UA-1391 to authorit. surface 

dleeharee of leachate per NPDES Pernlt HY 0020801. 

Application to State of WY. permit. amend fee 4 two overslied 

sSriENOEL.rR?* Wgoming Mineral Corp. 80/11/20. 27pp. 07295:226. 

8012240119 Advises tbit aooaos license data sumnarlilng estimated 

i”-Sun. 1980 "l of radioactive metis i" 

uoristTiet.d area of faellltg are within ,, 

HEYERjR. ^ Up*nlui» R*CQv*ry Llcenilng Branch. 80/12/03. p. 

07329: 139. 


8012170262 Responds to 800929 Itr expressing P“{ ‘ “tSY ^ 
for Morton Ranch U Ml U <NURE0-0532) 

after pub 1 icat Ion. Submits coff^nenta o" V**’’S Rn/ll/24 4 p» 
6CARAN0.R.A. Uranium Recoverg Licensing Branch, 80/11/29. PP- 


8CARAN0 

07268:244 


BOCKEl 40-8642 THtOKQL CORP. 


8012090313 IE Insp Findings 4 Licensee Ac k dtd 801007 of License 
SU0— 131 1. In.p findtngs;no noneompl lance noted. anun/m 

CAIM.C L Region 4. Dallas. Office of the Director. 00/10/07. 
07162:361. 


ip. 


DOCKET 40-8681 ENEflOV FUELS NUCLEAR. INC^ 

8012080780 Forwards revised drawing of White Mesa Mill process flow 

diasrari.Fac not ohcl. rt«.ye/\ydT ai*.* O 7 lfi 7 : 0 i> 3 . 

BAKER. C.E. Energg Fuels Nuclear. Inc. 80/10/17. 2pp. 


DOCKET 40-8693 DOLE PETROLEUM, INC^ 

8012100483 Submits Insitu U solution mining operation (luarterlg 

SAUNDER^oTf'cAicHPOLE.O.J. Ogle Petroleum. Inc. 00/12/04. 69pp. 

07187:001. 


DOCKET 40-8697 ROCKY MOUNTAIN EKEROY^CO^ 

8012080786 Submits puartarlg rept for 7 nr, O7100 O36 

NEUMANN.M.R, Rockg Mountain Energg Co, BO/11/04. 7pp. 07180.036. 

0012010616 Submits costs Incurred 4 evaluating 800423 

application for Amend 1 to License 6DA-1330. Branch 

KILLER. H.J.. SCARANQ.R.A, Urani urn Recoverg Licensing Branch. 

80/11/10. Ip. 07098; 111. 


DOCKET 40-8584 UNION 76 MINERALS EXPLORATION 

8012010036 Forwards -aupplsmenterg R«P^' “( Compacted 
Fill Impeundaent Cell^C Embankment, 9weetu*ter U Project. 

MOaTA?A*P.^°Hln trail Exploration Co. i*®*!*' Union Oil Co. of 
caltforcila). 80/10/06. ip. 07092:042. 

—8012010038 ''aupplementary Rept. Insp ^ Testing of Compacted Fill 
Impoundment Cell C Embankment, Sweetwater 0 Project, 

rs:::::*uri^’^o:o9/,3, ospp, 07092:044. 

8012020007 Submits cost* Incurred 4 ^nhour. used in review of ©00411 
application for Amend 9 to License SUA-t3S0. Branch 

OILLCM.O.M.r LINEKAN, J. J. Uranium Recoverg Llcens Ing Branch. 

80/ 1 1/06. Ip. 07198:306. 

8012020576 Forwards revUed OC program re U In urine saap les. Vendor 

000827 ItT should be ignored. . nT.ao.ooA 

ACOSTA, A. P. Union Mineral*. 80/11/20. 9pp. 07140.226. 

8012050332 Adviees NRC of steps taken to protect 

tall* pond. Foruerd* Crestlint Corp 801117 Itr outlining addl 
stepi that ohould be taken to protect PVC bottom liner from 
ultraviolet rags in *ub*upfaci tailing* pend. 

ACDaTA*A.P. Union 76 Minerals Exploration Co. BO/il/26, 2pp. 
O7l75:058. 

8412300008 Inform* that Mineral* Exploration Corp submltted^annual 
roviaion of #lr*t gr reclamation cost 4 copy of 
bond increase. Info provides acceptable basla for Inereaied 

“Reclamation Performance Bond. ” i.. 

KEYERiR.S. Ureniutp Recoverg Licensing Branch. 80/19/04. Ip. 
07358: 359. 


DOCKET 40-8709 WESTERN ZIRCONIUM, INC. 

8012020237 Dl.cuss.s IE insp of License SMD-I347 on 001008 4 forward. 

aROUN*o!*D. '^*R«gSon 9. Dallas. Fuel Facility 4 Materials Bafetg 
Branch. 80/10/20, Ip 07134; 208. 

-8012020262 Notice of violation from insp on ^01008 Noncompltance ftoted; 
licensed matl under supervision of unauthorlied Individual 
on 801000 9 urv»y» of surface contan^lnation levels u 
airborne radioactive matl not performed. „ , . „ 

* Region 4. Dallas, Fuel Facllitg 4 Materials Safetg Branch. 

80/10/20. Ip. 07134:209, 

8012020230 Act receipt of 801107 Ur Informing NRC of steps taken to 
correct violations noted in IE insp on 801008. _ , i. 

BROWN, O.D. Region 4. Dallas, Fuel Facility 4 Materials Safety 
Branch, 80/11/18. ip. 07134:202. 

—0012020249 Responds to NRC 001020 Itr re violations noted In IE In.p on 
801008. Correc tlve actions; appl ieatlon for license amend to 
chaiioe designee responsible for licensed matl was filed 4 
total dust samples cellscted. Phosphor paper ordered. 

VAN DVKEi C. Mosttrn Zirconlurnf Inc. 00/11/07* 2j>p. 07134:203. 

—0012030232 Application for amend to License SMB-1347, ehang Ing designee 
riSDoniifclt for llc^fUfd matl. — a 

PRUS, L. B. Western Zirconium, Inc. 00/11/07. 3pp, 07134:208, 
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DQCKEl 40-3714 CUEVELftND CLIFFS IRON CO. 


0OM2OO196 FoTuard* nuarterly rept for Jul-Sept 1980. One ovenlie 
drauing enel. ^ ... 

LAIIAH. J. T. C 1 eveland-C I If fs Iron Co. 00/10/tA Ip. 07044:204. 


8012160764 Forward* attendance li*t re 001016 leoplng meeting on '"tH 
project. In r*»pon»* to 301022 re^ua*t. Transcript of meeting 
will not be prepared.but scoping summary document will be 
issued. List not and. 

HAHILLiK. J. Uranium Rocovery Licensing Branch. 80/11/10. Ip. 
07261: 303. 


--6011200191 Quarterly rept for Jul-Sept 1930. 

e Cleveland-Cl If fs Iron Co. BO/09/30. 13pp. 07044:209. 


8012130338 Provides oirltton confirmation of 801121 telcon re completion 
of restoration in first pattern area during mining 
operation* in second pattern area. Second pattern will be 
mined at max nominal rate of 100 gpn. 

LOUDERBACKi T, E, C leva land-C 1 1 f f s Iron Co. 80/11/21. 2pp. 

07272: 335. 


"8012160767 Request* transcript t attendance list of 301016 scoping 
meeting on mill project. 

HUOSi J. Powder River Dasln Resource Council. 00/10/22. Ip. 
07261:309. 


3012180374 Forward* addl info on EtS topics re water balance, 
discrepancies In distances between facilities U process 
flowsheet*. 

QUIOLEYi T. H Conoco Coal Development Co. 80/11/12. 8pp. 
07272: 339. 


DDCKEI 40-8727 KERR-MCOEE NUCLEAR CORP. 


6012160171 Submits cost t manhours used In reviewing application for 
Amend 1 to License SUA-t373. 

HEVER. R.3 . LIN6HAN. J. J. Uranium Recovery Licensing Branch. 
80/11/17. Ip. 07262:293. 


DOCKET 40-8728 TETON EXPLORATION DR1LLIN8 CO . INC. 


8012240508 Forward* draft of wildlife inventory to he portion of 
revised mine permit application. Western Resource Development 
CoTp requested to submit rept* furnished by ferret 
consultants. 

QUIOLEY. T. W CONOCO. Inc. (Continental Oil Co. >. 80/11/18. 84pp. 

07324: 118. 


8012240222 Act 301109 renuest for copy of environ rept for Band Reck 


mill project. 

RICE.K. M. CONOCO. Inc. (Continental Oil Co. >. 
07323; 220. 


30/11/20. 


Ip. 


8012010631 Trip rept of 800923-24 visit to Caspor WY to review well 
monitoring fc reporting raiiuiramonts. examine mine being 
pumped dry (< examine Federal-Ameriean Partner* housing l< 
tailings facilities. 

FREEMAN. d. D. Uranium Recovery Licensing Branch. BO/ll/10. 2pp. 
07098; 114. 


DOCKET 40-8743 CONOCO 


8012240439 Forwards info re Sand Rock mill pro jeet. Flawiheet* oncl. 
QUIOLEY.T.W CONOCO. Inc. (Continental Oil Co. I. 30/11/20. 9pp. 
07323:059. 


3012240433 Forward* addl Info re black-footed ferret surveys, in 
response to F Sharpie* request. Also forward* AB. Crockett 
801119 itr 

QUKSLEYiT.W CONOCO. Inc. (Continental Oil Co.). 80/11/21. 3pp. 

07323:061. 


8012010221 Advises of Land Quality Dlv regulations 
Public hearing to discuss regulations scheduled 
in Cheyenne. NY. 

QUIOLEY.T.W. CONOCO. Inc. (Continental Oil Co.). 
06916: 001. 


re U mill tail Ing*. 
for 801109 

30/10/23. 7pp. 


--8019240434 "CONOCO Sand Rock Mill Pro ject. Campbel I County. WY: 
Black-footed Ferret Survey*. 300726-800729. " 

JAN8EN.C.. 8WATK0W8KI. 3. Aff i 1 latlon Unknown. 80/03/01. 9pp. 
07323:064. 


8012010210 Comments on facility environ rept. No impact Indicated on 
areas or resources associated w/agency programs. Recommends 
including State Historic Preservation Officer confirmation 
Itr in draft ^18. 

ARK1N8.R. d. Interior, Dept, of. 30/10/29. Ip. 07098:008, 


8012090671 Forwards state agency comment* on environ rept for project. 
Dept of Health t; Social Svcs indicate need to address 
potential soc laeconomlc Impacts. 

HERSCHLER.E. Wyoming. State of. 30/10/29. 9pp. 07171:190. 


DOCKET 40-8749 DOLE PETROLEUM 


0011170008 Forward* "Evaporation Ponds Suppl to Environ Rept." 
requested at NRC 300729 meeting. 

CATCHPOLE, (}, d. Ogle Petroleum. Inc, 30/10/13. 2pp. 07090:002. 


--B011 170009 "Evaporation Pond* Info Suppl to Environ Rept. 
a Ogle Petroleum. Inc. 00/10/31, 23pp. 07090:004. 


8012010272 Comment* on facility environ rep t. Potential conflicting 
interests re land rights fc U mining should be addressed in 
DES.Ragwecd should be added to list of deslgnatod noxious 
weeds for WY. 

LIEURANCE, N. T In terior, Dep t. of . Bureau of Land Management. 
30/10/30. 2pp. 07098:010. 


8012020309 Ack receipt of info on U mill operation. FES 
evidence of consulting Natl Register. 

HALl.L.a Advisory Council on Historic Preservation. 
07148: 191. 


should contain 
80/10/30. ip. 


8012170246 Grants exsmption to requirsmenti of 10CFR40. 32<i) for 
purposss of drilling 6 completing no more than 100 wells in 
Mining Unit i.a* rsqutstsd in 801003 Itr. 

MARTIN, d.B, Office of Nuclear Material Safety fc Safeguard*. 
80/11/12. 2pp. 07263:213. 


3012240146 Recommend* safety evaluation exemption from IOCFR40. 32 (#) 
requlremonti for drilling tt completing well* in Mining Unit 
l.a* requested In 801000 Itr. Postponment of well drilling 
might cause startup delay. . 

MARTIN. D.E, Uranium Recovery Licensing Branch. 80/11/12. 3pp. 
07324: 188. 


8012030697 Forwards environ rapt in response to 001104 tsIeon.W/o end. 
RICE.K. M. CONOCO, Inc, (Continental Oil Co.). 80/11/09. Ip. 

07196: 111. 


0012120262 Comment* on project environ rept. Army Corps of Engineer* 
interest results from Section 404 of Clean Water Act. Any 
filling activity in waterway, lake or wetland must bs 
authorixed by Dept of Army. 

THOMSEN. A, L. Army. Dept. of. 00/11/06. Ip. 07236:221, 


8012010029 Responds to 801022 request for documents re f ae i I i ty. Request 
has besn forwarded to I Icsnsee, Environ rept contains more 
comprehens 1 vs info than license application. 

HAMlLLiK.U. Uranium Recovery Licensing Branch. BO/ll/tO, Ip. 
07092-031. 


8012310923 Concurs w/001093 biological asssssment that Bison Batin 
Project in Fremont County, WY will not affect bald eaglet or 
black-footed ferret. 

8TEUCKE.W. Interior, Dept, of. Fish fc WI Id li fe Service. 80/11/17. 
ip, 07365:867. 


8012170256 Confirms 801107 telcon re NRC requeiti to include Well M-Al 
as shallow observation well to be monitored during two 
aquifer pumping test* when Well* M-19 tt A-B are pumped. 

MILLER. H.U. Uranium Recovery Licensing Branch. 00/11/19. 3pp. 
07263:221. 


8O123OOSO0 Forwards QA program for environ monitoring. 

SAUNDERS, 0. A Ogle Petroleum, Ine, 00/12/24. ip. (17346:276. 


--8012010026 Requests NRC license application t: environ rept re project. 
BEERS, R. Affiliation Unknown. 80/10/82. Ip. 07092:032. 


— 8012300913 OA program for environ monitoring. 

■4 Ogle Petroleum. Ine. 00/12/31. 9pp. 07346:277. 



12 


DOCKETED ITEMS 


OQCKEl 40-B77I NUCLEAR ASSURANCE CORP. 


H. General correspondence 


901816063? Requests eddl info bi^ 80121? re eppllcetion for eource eiabl 
1 icenee. < 

KtLLEflrH.vf. UranluBi Recoveri* Llcensins Branch. 80/11/21, Ip. 
07361:859. 


8012030695 Requests that correspondence re facilities 
JD O'Toole, ... „ . 

O'TOQLEiJ. D. Consolidated Edison Co. of Neu York. 
07151: 237. 


be directed to 
00/11/25. Ip. 


DOCltET 40-8783 URANEfiZ USA, INC. 


9018170235 Applleatton for source matl license authorlilnj use of mai 
of 3,000 1<4 ijellDueato slurry for Ul ebsorpt ion, 1 1» ivlant 
nake-up, resin elution fc ijellovieake produe tion. Sixteen 
overslie geological drawings end. „„„ 

FftECiB. Uranen USA, Inc. 80/11/85. 140pp. 07273:050. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 30-2 UHIV. QF MICHIGAN RESEARCH REACTOR 
F. Securltg, eiedUal, emerganeg &; fire protection plans 


0018040888 Rtspondi to NRC 601106 1 tr re request for emergency plan. 
Paellltg emergency plan submitted to HHC for review tt 
approval on 800618. 

KERHiW. Michigan. Unlv. of. 80/11/86, Ip. 07160:318. 
a. Inspection reports, I£ Sulletlns t: correspondence 


6013180406 Forwards IE Insp Rapts 30-002/80-05 It 30-01988/80-08 on 
801006-08 6 nutlet of violation. - . l. 

DAVIS, A. S. Region 3. Chicago, Fuel Faeilllg 6 Materials Safety 
Stanch. 80/11/04. 8pp. 03794:857. 


8012150169 Submits petition to shut down reactors pending 
investigation of safety issues, 

• Westchester Peoples Action Coal 1 1 ion, Inc, 80/12/12. 




full 

Ip. 


P, Operating license stage documents ts correspondence 


8012020753 Forwards seismic qualifications of au< 1 1 lary f eedwat y 
in operating PHRs V describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 

heat following earthquake, a . n^otA-oOl 

EISENHUT, D. C. Division of Uicenssng. 00/10/81. 4pp. 06916. 

8012160050 Ltr to operating plant licensees, OL applicants fc CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implementation dates will be f'® mono- 090 
EISENHUT, D. 0. Division of Licensing. 80/10/31. 7pp. 078S0. 0 


— BO12160147 “Clarification of TMI Action Plan 

* Division of Licensing, NUREO-0737. 80/11/30. 300pp. 

07250: OaO. 


3012820563 Ltr to all power reactor licensees forwarding NUREO-061 , 
■<BHR Feedwater Noule t Control Rod Drive Return Line 
Noitle Cracking." Confirmation that implementation dates 

... . _ L - ...-A. ..j<.kdps dA U/n 




-0012180407 Notice of violation from insp on 801006-08. 

« Region 3, Chicago, Office of the Director. 80/11/03. 
03794; 859, 


Ip- 


8018080597 Forwards Amends 28 t< 65 to 
respectively 6 notice of Issuance 6 
VARGA. 8, A. Operating Reactors Branc 


Licenses DPB-5 t» DPR-26. 
ava i labi I i ty . 

h 1. 80/11/10 4pp, 07106:340. 


-0012180408 IE map Repts 50-002/BO-OS fc 30-01988/80-02 on 801006-08. 
NoMcnpllante no ted: comp I ete certification & supporting 
analysis for Spec 7A package not ffialntalned on file. ,, , 

PAUL. R A.- Regions, Chicago, Office of the Director FISHER, H.L. 
Region 0- Chicago, Fuel Facility it Materials Safety Branch. 
80/11/03. 7pp. 03794:260 


-9012080593 Amends 28 fc 65 to Licenses OPR-5 & DPR- 26 . respective ly. 
adding requirements to maintain safeguards contingency plan 
b to follow guard training 6 qualification plan within 60 
daus of commission approval. a 

VARGA, S. A. Operating Reactors Branch 1. 80/11/18. 4pp. 




DOCKET 50-3 INDIAN POINT STATION, UNIT 1 

F. Securltyj medical, emergency It fire pratecti on plan s 


— 8012080598 Notice of issuance It availabjHty 
Licenses DPR-5 fc DPR-86, respec t 1 vely. 
VARGA, 8. A, Operating Reactors Branch 1. 
07106:348. 


of Amends 28 tc 65 

80/11/18. 2pp, 


to 


8018040632 Informs that certain nods will be made 

notification sys fc health physics network equipment. NRC wi U 
have lamps Installed on emergency telephones 
rooms, tsehntcal support etrs fc emergency 

GftlERaB.H. Region li Philade Iph ia. Office of the Director, 


60/11/14. 2pp. 07170:079. 


8012040701 Foruarifs public version of two FEMA hepts entitled 
•Asiesiment of Evatuation Tim# Around Indian Point Nuclear 


Power Station, ' . . „ ^ 

FELTON, J.M. Division of Rules and Records, 
07155; 173. 


80/18/01. Ip 


Q. Inspection reports, IE Bulletins t correspondence 


012170367 Forwards IB Info Notice 00-33, "Cracking in Charging Pump 
Casing Cladding," No written response requirod. 

CRIER, B.H. Region I, Philadelphia, Office of the Director. 






518120080 Forwards IE Bulletin 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Urltten response required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 






-0012040704 Public version of draft final rept “Assessment of Evacuation 
Time Around Indian Point N'jclaar Pouar Station, aieeutive 
lujmary I prepared for FEMA. .... 

a CONSAD RESEARCH CORP. • Center for Planning Res earch, Inc. 
80/08/21. 34pp. 07155: 174. 


8018190365 Informs util of issuance of new NRC personnel 
badges, effective after 001130. Examp le end, 

MARTIN, W.V. Region 1, Philadelphia, Safeguards Branch. 
8pp. 07286:131. 


identification 

00/11/06. 


-0012040710 Public version of final rept, "Assessment of Evacoatlen Time 
Around Indian Point Nuclear Power Station," . 

FEMA, Pvt lie version of Consad Research Corp 800004 ltr OhcJ- 
* CONSAD RESEARCH CORP. ♦ Center for Planning Research, Ine. 
80/06/83. 18!pp. 07155:207. 


8013030772 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliation. " No written response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
aO/ll/07, Ip 07150:292. 


0. Adjudicatory correspondence 


80i2a905>17 Urges Commission to order ASL0 to hold full adjudicatory 
hearing on contentions t haiards posed by reactors. 

NEIS8>E.R. Sheldon, Harmon 1: Weiss. 80/11/29. 3pp. 07345:024. 


118060947 Forwards IE Info Notice 80-41, "Failure of Swing Cheek Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. " No 
response required. . 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 




8012040066 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Enginearlng Corp." Requires estimate of 
manpower associated tu/correctlve actions. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
BO/11/14, Ip. 07157:283. 
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8012220618 A(fvl«9i that uritt*n r*«pense It rcquirtd to IE Bulletin 
80-23 f "Falluret of Solenoid Velvet M#o by Valeor 
Englneerlna Corp. " Flrtt paragraph erroneoutly ttated no 
urlttcn retponte retiulrad. 

ORIERfB.H. Region li Ph I ladelph lai Office of the Director. 
00/11/19, Ip. 07308:359. 


8012040532 Feruardt IE Bulletin Q0-24i "Prevention of Damage Due to 
Water Leakage Intide Containment." Written retponte 
rei^ulTed. ReRuetti Info on manpower expended. 

ORIERiB.H. Region li Ph i ladel ph iai Office of the Director. 
80/11/21. 2pp. 07169:144. 


8012050546 Forwardt Info Notice 80-48r "Effect of Radiation on 
Hydraulic Snubber Fluid." No written retponte req.ulred. 
ORlERtB.H, Region 1 j Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:032. 


R. Periodic operating raportt 4; related eorretpondence 


8012160476 Forward! data ipecified in Section 401 Certification for 
Nov 1900. 

KONIItU. A. Contolldated Edlton Co. of New York. 80/12/10. 16pp. 

07263: 114. 


8012220399 Forwardt tabulation of dally record of fith coliectlont for 
Nov 1980. Dally tpeclet code list count tt totel weight end. 

O'TOOLE, V.D. Contolldated Edison Co. of New York. 00/12/15. 5pp. 
07304; 105. 


T. Hearing transcripts on non-antltruit matters 


8012290493 Transcript of 801215 public meeting in Washington, DC re ASLB 
instrue tions. Pp 1-54, 
e Commlstloneri. 00/12/15. S6pp. 


"8012290501 Responds to eemmltsloner 801126 reciuest re assessment of 
one-hearing vs two-hearing approach implications on safety 
issues' adjudication. 

BICKMIT,L. Office of the Oeneral Counsel. aECY-A-80-179E, 
00/12/12. 3pp. 07335:276. 


—8012290507 Discusses 6 forwards redrafted 001126 order t, clarifies 
commissioner resolutions. Excerpted Itr to EL Jordan enel. 
BICKMITiL. Office of the Oeneral Counsel. 8ECY-A-B0-179D. 
80 /ia/U. 21pp. 07335:279. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT I 
F. Beeurlty, medical, emergency U fire protection plans 


0012190342 Informs of recently approved revised 10CFR50. 40 containing 
schedules for completion of all fire protection mods. No 
present Implementation required as necessary addl Info has 
not yet been ' approved. 

eiSENHUT, D. 0. Division of Licensing. 00/11/06. 6pp. 07206:101. 


8012020167 Discusses planned mods to emergency notification sys ti 
health physics network, NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. W/o end health physics network manual. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director, 80/11/19. 
2pp. 07148:202. 


8012120576 Resubmits security plan raylsiontiin response to NRC 800910 
1119 Itrs.Plan withheld from public disclosure <ref 
10CFR2. 790). W/o end. 

ABEL, J. 8. Commonwealth Edison Co. 80/12/08. tp. 07227:292. 


0. Adjudicatory correspondence 


8012080533 Forwards withdrawal of NRC 800919 order re environ 
qualification at facility. 

CRUTCHFIELD, 0. Operating Reactors Branch 5. 80/10/29. 2pp. 

07184:312. 


—0012080537 Withdrawal of NRC 800919 order re environ qual 1 f Icat ion at 
facility. Licensee will be required to provide assurance re 
environ qualification of safety-related equipment prior to 
restart of facility. 

CA8E>E,0, Office of Nuclear Reactor Regulation, Director. 

80/10/29. Ip. 07184:313 


8012110345 Submits comments on behalf of util re petition for public 
hearings by dtltens groups in opposition to proposed 
chemical cleaning of facility. Commission should allow 
chemical cleaning w/o further delay. 

STEPTOEfP. Isham, Lincoln ti Baalt. 00/11/14. 0pp. 07224:131. 


6012110606 Requests, on behalf of util, NRC promptly establish licensing 
board to consider util license amend request for facility 
chemical cleaning pro jec t. Cleaning should proceed prior to 
evidentiary hearings on basis of NRC safety evaluation, 
e Isham, Lincoln S, Beale. 80/12/03. 2pp. 07225:237. 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings, 
e Citizens for Sate Energy. 80/12/11. 2pp. 07269:351. 


H. Oeneral correspondence 


6009260776 Forwards chemical cleaning licensing lubmi ttal, supplementing 
741219 licensing submt t ta 1. Supp 1 contains App 1 which 
describes eztenslve corrosion studies performed to 
demonstrete compatibility of cleaning solvent. W/o end. 

ABEL, J. 8, Commonwealth Edison Co. 75/04/16. Ip. 03598:044. 


8012310401 Requests full public hearing on FES re proposed flushout. 
Util should not be authorized to proceed until public 
hearing Is held. 

WIDRAN, J. Aff 1 1 iatlon Unknown 60/12/21. 2pp. 07369:154. 


P. Operating license stage documents 6 correspondence 


8012110341 Notification of 750312 meeting w/utH,Dow Chemical Co,QE,ANL 
4: Buntac Nuclear Corp to discuss addl info on plan for 
chemical decontamination of primary coolant sys. 

0 'CONNOR, P.W Operating Reactors Branch 2 tPre 791030). 75/02/28. 

5pp. 07223:200. 


801209045? Summary of 750312 meeting u/utll re proposed facility 
chemical decontamination 

O'CONNOR, P. W, Operating Reactors Branch 2 tPre 791030). 75/04/03. 

4pp. 07203:060. 


8012110276 Forwards safety evaluation by Ofe of Nuclear Reactor 
Regulation supporting author 1 iatlon to chemically 
decontaminate pr Imary coolant sys at facility. 

OOLLER,K. R. Office of Nuclear Reactor Regulation, Director. 
75/12/09. Ip. 07224; 09J. 


6012110065 Requests addl Info for review of Dow Chemical Co rept, 
"Technical Study for Chemical Cleaning of Dresden 1. " 
Outstanding areas: equipment instellatlon tc hookup, operatien 
of decontamination sys 4, radionuclide inventory. 

H0ENE6, 0. R., WAITE, D. A. Battelte Menorlal InsUtutc, Pacific 
Northwest Laboratory. 77/10/25, 3pp. 07223:299. 


8012110258 Confirms 771219 teicon re postponement of facility 
assessment pending util submittal for chemical cleaning. 
Work on general steam generator replacement document will 
begin. 

HOENES, 0. R. Battel le Kemorlal Institute, Pacific Northwest 
Laboratory. 77/12/28. 2pp. 07224:091. 


8012110063 Notifies that lab wilt evaluate proposed procedure re 
minimizing occupational eiposura 4: release of radioactive 
effluents, Provides comments on program, based on preliminary 
documentation. 

KOENE3.0. R. Battelle Nemorlal Institute, Pacific Northwest 
Laboratory. 70/01/24. 3pp. 07223:296. 


8012090260 Informs that staff has decided not to review PNL draft rept 
re chemical cleaning. Review would not have slgnl/lcent 
Impact. 

KREOERi N. E. Radiological Assessment Branch. 76/09/11. Ip. 

07202: 333. 


8012090449 Informs of review of draft BNHL rept on facility chemical 
cleaning. Recommends rept be revised to Include attached 
comments. 

LEE, J. Y. Effluent Treatment Systems Branch. 70/10/03. 2pp. 
07203:050. 


8012230256 Informs of review of util 791114 Itr requesting amend to 
DPR-2,App A for chemical decontamination of facility 
primary sys. Proposed changes acceptable. 

KNIOHTON, 0. W. Reactor Systems Branch. 80/03/24. Ip. 07317:321. 


--0O1223O250 Safety evaluation supporting amend to App A Tech Specs to 
perforin primary sys chemical cleaning. 

* Office of Nuclear Reactor Regulation, Director. 00/03/24. 3pp. 
07317:322. 


— 8012230260 Amended Tech spec pages re conditions for operation, 
surveillance riqulraments (i primary containment. 

e Office of Nuclear Reactor Regulation, Director. 00/03/24, 5pp. 
07317:325. 
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SOiatAOasa submit* Ttvteu of util S00327 info re ehemicel cleanup 
pro jiet. Thorough riming proeedore thoulrf b* oitabliihed 
u/IMC concurrence. 

UEeKSiJ. R. Brookhaven National Lahoratorg. BO/05/05. 3pp. 
072ti2:3tS. 


fi0120'a0819 Forward* NEDC-I2620-Ii "Radiation Level A*«*iiment of 
Dresden 1 Decontacnlnetion Pilot Locp“Final Rapti" in 
reiponee to portion* of 801006 Itr to R Browning that have 
been referred to Dlvl*ion of Lieomlng. ~a-r 

eiSENHUT. D. 0. Oivition of Licensing. SO/ll/19. 3pp. 07149:097. 


6012160245 Advise* that util 600627 propo**d procedure for 
facility following decontamination u/WS-l solvent is 
accep teb le. 

HEEKS.J. R. Drookhaven National Leboretorg. 60/09/03. 
07261 : 328. 


rinsing 


2pp. 


of 


8012080533 Forwards withdrawal of NBC 600919 order re environ 
qualification at facllitg. 

CRUICHFIEtD* D. Operating Reactor* Branch 5. BO/IO/29. 2pp. 

07164: 312. 


— 0012060537 Mithdreuiil of NRC 800919 order re environ qualification at 
feetlitg. Licensee will he required to provide assurance re 
environ qualification of eaf otg-r e lated equipment prior to 
restart of facilltg. 

CASE.E.O. Office of Muclaer Reactor Regulation. Director. 

00/10/29 Ip. 07184:313. 


8012160050 Ltr to operating plant llcensees.QL applicant* 1< CP holder*. 
Forward* MUReo-07a7 re TMI action plan r equ Ireeien t *. Requee t * 
operating reactor llccneee confirmation In 4S day* that 
Enel 1 implementation dates will be net. 

EISENHilTr D. 0. Divltlon of Lleemlng. 60/10/31. 7pg. 


3012220358 Ltr to all CP ti OL holder* for BHR* re requirement for 
Isiplimentatlon of OOVN cod* for licensing hesls calculation* 
performid by OE. App 1 Icah le to all llctnee applIcatiDn* b 
propbsad amender inc ludlnj tore reload*. 

EIGEHNOT. D. 0. Divlilon of Licensing. 80/11/04. 4pp. 07307:335, 


6012010503 Inform* of decision to delay completion of SEP Topic 16. 
Tech Spacs.untll completion of all other SEP Topic review* 

& integrated safety a** element . al lowing for integrated 
evaluation of current Tech Spec*. 

CBiirCHFIELD. D. Operating Reactor* Branch 5. 60/11/05. Ip. 

07090: 234. 


80122P0563 Ltr to all power reactor licensee* forwarding NUREQ-0619, 
•BWR Feedweter Koule *; Control Rod Drive Return Line 
Noetic Cracking. " Confirmation that implementation dates 
will be met (nu»t be sent within 45 days.H/o end. 

EISENHUT. D. 0. Division of Licensing. 60/11/13. Ip. 


6012160620 Forwarde Amend* 32,51 !< 45 to Licenses DPR-2, DPR-19 6 
DPR-25.T**p*ctivelg. Amend* 60 t 55 to License* DPR-29 b 
DPB-OOi r e sp BC t i vel y b Amend* 58 b 53 to Licenses DPR— 39 t 
0PB-4S. r espec 1 1 vely. Sa f eguard* contingency plan* acceptable. 
CRUTCNFIELD. D. Operating Reactor* Branch 3. 60/11/17. 5pp. 

07271:324. 


— 8012160633 Amende 32.51 b 45 to License* DPR-2iDPR-l9 b DPR-25. 
rasp ic t ivc ly , requ ir t ng Implementation of safeguard* 
contingency plen. 

CRUTCHFIELD, D. Operating Reactors Branch S. IPPOLITO, T. A. 
Operating Reactors Branch 2. 80/11/17. 6pp. 07271:329. 


—8012180640 Amend* 60 b 55 to Licenees DPR-29 b DPR-30, re* p *et i vely, 
requiring Implementation of safeguard* contingency plen, 

IPPOLITO. T, A, Operating Reactor* Branch 2. 80/11/17. 4pp. 

07271:335 


— 8012030834 "Radiation Level Assessment of Dresden i 
Pilot Loop-Final Rept. " 

ANSTINS.L.D. , KENITZEH. H. L. General Electric Co. 
77/03/31. 42pp. 07149:100. 


Dtcontaminatlon 

N6DC-12620-1. 


0012020301 Forward* tabulation of planned environ qualification tasting 
programs. In rasponse to NRC 601001 ltr. 

ABEL.J.S, Cotn.nonueaUh Edison Co. 80/11/26. 4pp. 07148:193. 


8012160099 Draft safety evaluation supporting 791114 application for 
amend to License DPR-2i re deletion of Tech Spec* requirement 
for primary containment Integrity during chemical cleaning 
of primary cooling sys. . 

• Office of Nuclear Reactor Regulation, Director. 80/11/26. Bpp. 


8012220485 Reipondi to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/ravised Agreement State burial sit# cond Ition*. Forward* 
raewlts of IE survey. 

DENTONiH.R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 07299: 205. 


— 8012220306 Forward* tabulation t summary of IE survey on low level 
uaste at 51 reactor*. Lou level waete storage facilities 
have been eipanded at 37X of reactors surveyed u/71X 
planning or considering increaeing etorag* capacity. 

BANaART,R.L. Effluant Treatment System* Branch. 80/11/06. 0pp. 
07299:207. 


— 8012220534 Recommends that Ofe of Nuclear Reactor Regulation make 
licensee* aware of new disposal sit# requirements for solid 
raduaste b date* they wUl go Into effect. Draft memo end. 
DAVIS, 0.0. Office of Nuclear Material Safety b Safeguard*. 
60/09/ 1 1. Bpp. 07299:213. 


8012160172 Forward* 800709 b 10 chemical 
test results. 

JANECEK, R.F. Commonwealth Edison Co. 


cleaning solidification lyt 
80/12/11. 4pp. 07262:062. 


8O1217O4B0 Forward* response to NRC 801031 ltr requeitlng confirmation 
that Implementation dates indicated In NUREO-0737 will be 
met. Ability to meet required date* for major mod* is 
contingent upon hardware availability b delivery. 

ABEL, J. 8 Commonwealth Edison Co. 80/12/15. 37pp. 07270:294. 


8012240158 Forward* confirmation that implementation date* per 
NUREO-0737 wilt be met b justification for eseeptlon*. 

General ly, date* are contingent open hardware availability b 
del ivary. Comment* on safety requirement* in Tech Spec*. 

ABEL, J. 8, Commonwealth Edison Co. 80/12/15. 37pp. 07323:001. 


8012240489 Notification of 801210 meeting w/SEP owntri group In 
B#the*da,HD for discussions on SEP program, schedule for 
license topic completion b assignment of lead topic* to 
plants. 

RUSSELL, H.T. Syitematle Evaluation Program Branch. 80/12/16. 2pp. 
07324; 104. 


0, Inspection reports, IE Bulletin* b correspondence 


— e0121B06&S Amends 58 b 55 to Licenie* DPR-39 b DPR-4B. respectively, 
requiring Implementation of safeguard* contingency plan. 

VARGAiS. A. Operating Reactors Branch I. 30/11/17. 4pp. 

07271; 339, 


8011190515 Forward* IE Insp Rept* 50-010/80-14,50-237/80-17 b 
50-249/80-21 on 600803-0906 b notice of violation. 

HEIBHHAN,R. F. Region 3, Chicago, Reactor Operation* Nuclear Support 
Branch. 80/10/08. 2pp. 06998:180. 


— 6012100671 Notice of Itsuanc* of Amends 32,51 b 45 to Licenses DPR-2, 
DPft-19 b OPR-23, reepae lively, Amend* 60 b 55 to Llcensa* 

DPR-29 4 DPR-30, respac lively b Amend* 58 b 55 to License* 

DPR-39 b DPR-48, raspet lively re safeguards contingency plan. 
CRUTCHFIELD. D. Operating Reactor* Branch 5. 80/11/17. 2pp, 

07271:343. 


0012110426 Forward* F Rosa 790930 memo re SEP Topic VIII-3.0, “DC Power 
Syi Bus Voltage. ‘ 

CRUTCHFIELD) D. Operating Raactors Branch 5. SO/11/18. 2pp. 

07225; IS8, 


0012020091 Confirms 001016 b 17 teleons re util commllmenti to perform 
well water sampling b analysis at location* around site. 

Analysas will be performed for grot* alpha, groe* btta b 
tritium. 

OAWia,A.fl. Region 3, Chicago, fuel Facility fc Material* Safity 
Branch. 90/11/19. 3pp 07148:332. 


— 8011190518 Notice of violation from imp on 800803-0906, 

* Region 3, Chicago, Office of the Director. 00/09/89. ip. 
06998; 122. 


8012170510 Forwards IE Info Notice 00-37, "Containment Cooler Leal!* b 
Reactor Cavity Flooding et Indian Point Unit 2." No written 
response required, 

KEPPLERiO.Q. Region 3, Chicago, Office of the Director. 80/10/24. 
ip. 07260:099. 


8012160085 FOIA request for documents re eiperlmental us* of Dow NB-1 
solvent at Dresden 1 b Peach Bottom Including diepoialt b 
wastes. 

MCCULLOUGH. E. R. McCullough, E. R. 80/10/31. ip. 07261:336. 


8012100509 Forwards IE Inep Rept* 50-010/80-19,50-837/80-21 b 
50-849/80-25 on 000907-1003 b notice of violation, 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operation* Nuclear Support 
Branch. 80/11/04. 2pp. 07218:164, 
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1B 


"8012100591 Netie* o# violation #ro(n Intp on 800907-1003, 

• Rtglon 3r Chlcagoi Q^fic« of thi Dlroctor. 80/10/31. Ip. 
07218: 


— 0O121OOS97 IE Intp Roptt 90-010/80-19r SO-237/00-21 & 50-249/80-85 on 
000907-1003. None ompl lanct notad: fallura to adhara to QA 
program roq,ulrtnenti. 

TCmOUE.T.K, JORDAH, M, J. , 8PE88ARD, fl. L. Region 3, Chicago, Office 
of tha Dlractop. 00/10/31. 7pp. 07218; 167. 


0012020308 Act receipt of 001030 Itr informing NRC of ttept taken to 
correct violations noted in IE Intp Repti 50-010/00-14, 

50-837/80-17 «< 90-249/00-21. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 00/11/10. Ip. 07143: 109. 


--8012020312 Responds to NSC 001008 Itr re violations noted In IE Intp 
Repts 50-010/00-14,50-237/00-17 *; 50-249/00-21. Corrective 
actions; potential radiological canieq.uencat to workers 
performing maint on control rod driveline pump evaluated. 

ABEL, J. 8. Commonwealth Edison Co. 00/10/30. 3pp. 07143:106. 


8012020/43 Forwards three Performance Appraisal Branch insp repts 1, 
mgt evaluation tree u/user guide so that facilltg can 
compare program to program atreadg reviewed (i make 
appropriate adjustments. N/e end. 

REPPLER,J. 0. Region 3, Chicago, Office of the Director. 80/11/18, 
4pp. 07147:336. 


8012040667 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 80/11/21. 
2pp. 07t66:3SB. 


8012080087 Forwards IE Info Notlco 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written reeponse required. 

KEPPLER, J.O. Region 3, Chteego, Office of the Director. BO/lt/84. 
2pp. 07182:253. 


0O1823O893 Forwerds new security badge numbers ti clearance levels for 
Region 3 porsonnai. Changes should be antorod on Sept 1980 
access lists. 

KEPPLER, J. 0. Region 3, Chicago, Office of tha Director. 80/11/25. 
6pp. 07317:081, 


8012160032 Responds to FOIA requsst for documents re experimental use 
of Dow N0-1 solvent at Dresden 1 (< Peach Bottom including 
disposals t< wastes. Use of Dow NS-1 solvent wet not 
confldered eiperimente 1. Forwards documents listed in App A. 

FELTON, J.M. Division of Rules and Records, 80/11/26. 2pp. 
07261{335. 


— 8019160090 Rtsponds to 801006 request for Info re decontamination 
oparattoni of experimental Dresdan teat loop ti Peach Bottom 
rigentrative heat exchangors. DNL rapt re chelating agent 
study end. 

BROWNINOi R. E. Division of Haste Management. 80/10/84. 8pp. 


"8018160093 Requests Info re decontamination oporations of eiperlmontal 
Dresden test loop Peach Bottom regenerative heat 
exchangers. Also requests BNL rapt re chelating agent study. 

Related documentation end. 

DREY, L. A. Affiliation Unknown. 80/10/06, 9pp. 


— 8012160099 Draft safoty ovaluation supporting 791114 application for 
amend to License DPR-8, re deletion of Tech Specs requirement 
for primary eontatnmant integrity during chemical cleaning 
of primary cooling sys. 

0 Office of Nudtar Reactor Ragulation, Director. 80/11/26. 0pp. 


8012170552 Forwardi IE Info Notlco 80-29, 8upp I 1, "Broken Studi on 
Terry Turbine Bteera Inlet Flange. " No written reeponse 
required. 

KEPPLER, J. 0. Region 3, Chleagn, Office of the Director. 80/11/26. 
8pp. 07264:286. 


8012110602 Ack receipt of 001112 Itr Informing NRC of steps taken to 
correct violations noted in IE Intp Repts 50-010/80-16, 
50-237/80-19 «i 50-849/80-23, 

HIND, J. A, Region 3, Chicago, Baftguards Branch, 00/12/01. Ip. 
07826:179. 


■8012110608 Responds to NRC 801082 Itr ra violations noted In IE Insp 
Repts 50-010/80-11, 50-837/00-19 fc 50-849/80-23. Corrective 
action withhold (rtf 10CFR2. 7901, 

ABEL, 0,8. Commonwealth Edison Co. 80/11/12, ip, 07226:176, 


8012230069 Responds to IE Bulletin 0O-2i, "Valve Yokoi Supplied by 
Malcolm Foundry Co. Inc," No valve parts cast by Malcolm 
Foundry planned for use or in use at facilities. 

RAUSCH, T.O. Commonwealth Edison Co. 80/12/09. 2pp. 07311:081. 


0012310629 Ack receipt of 601125 Itr Informing NRC of stops taken, to 
correct violation noted in IE Insp Repts 50-010/80-19, 

90-237/80-81 &; 90-249/80-29. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operatlona Nuclear Support 
Branch, 80/18/09. Ip. 07371:092, 


--8019310630 Responds to NRC 801104 Itr re violations noted in IE Insp 
Repts 80-010/80-19.90-237/80-81 6 50-249/80-25. Corrective 
ac tl ons : c 1 eanad areas L removed combustible matl. 

ABEL.J. S. Commonwealth Edison Co. 80/11/29. 4pp. 07371:093. 


8018240489 Addl response to FOIA request for documents re impoiitlon of 
civil penalties, NRC requests for congressional authorl t at i on 
for more severe penalties (, responsibilities & behavior of 
nuclear plant operators. Forwards Investigation rept. 

FELTON, J. 11. Division of Rules and Records. 80/12/12. Ip, 

07324:310. 


—8019240432 "Invsstigatton of Alleged Sleeping Control Room Operators at 
Drtsdan Nuclear Powar Station, Morris, IL, 600BOB. " 

CUMMIN98,d, J. , BTRICRLER.L. d. Office of Inspector tt Auditor. 

80/09/17. 34pp, 


8012300118 Discufits IE Insp on 600723 t: forwards notice of violation li 
notice of proposed Imposition of civil penalty. 

STELtO.V. Office of Inspection (, Enforcement, Office of tho 
Director. 80/18/19. 2pp. 07356:893. 


--8012300184 Notice of violation from insp on 800723. None bmp 1 lance noted; 
waste matl delivared In improper packaging w/ne provision 
for securing lid. 

■* Office of Inspection ti Enforcement, Office of the Director. 
80/12/19. Ip. 03010:174. 


—8018300130 Notice of proposed imposition of civil penalty In amount of 
*4,000 for Item of noneompUanee noted In IE insp on 800723. 

* Office of Inspection 1, Enforcement, Office of the Director. 
00/12/19, Ip, 07366:296. 


R. Periodic opereting reports (, related correspondence 


8012160419 Forwards monthly optrating repts for Nov 1980. 

SCOTT, D.J, Commonweelth Edison Co, 80/12/08. Ip. 07254:124. 


—8012160420 Monthly opereting repts for Nov 1900. 

0 lESZKIEUICZ, 8. Commonwealth Edison Co. SO/18/Ot. ISpp, 
07884; 129. 


8, Repoi'tablo occurrences, LERs tc related correspondence 


8012010970 Ack receipt of B01030 Itr re Investlgetlon of alleged 
release of radioactlvely contaminated water. Requests addl 
info on conclusions that floupaths w/axcess background 
lavels have not ti are not transporting contaminated water. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. eo/il/14. 
2pp. 07162:339. 


"8012040333 Responds to 6ept 1980 allegations re release of contaminated 
water into environ. Investigation noted no detectable threat 
to public 4i insp revealed no discrepancies which could 
result In leakage, Forwards detailed summary of results. 

REED,C. Commonwealth Edison Co. 80/10/30. 6pp. 07162:337. 


DOCKET 50-13 BABCOCK U WILCOX CO, CRITICAL FACILITY 


F. Security, medical, emergency (: fire protection plans 


6012080266 Discusses NRC 801106 Itr requesting submittal of names of 
personnel respontlble for emergency planning. NRC should 
dlrtct such requests to AF Olsen 

OLSEN, A. F. Babcock t< Hllcox Co. eO/il/29. Ip. 07141:399. 


DOCKET 90-20 KASaACHUSETTS INST. OF TECH. RES. REACTOR 
P. Operating lictnse stage documents 6 correspondence 


8012110718 Forwards Amend 17 to License R-37 ti safety aveluatlon. 
MILLER, J.R, Stendardi latian 6 Special Project* Branch, 80/11/21. 
2pp. 07229:060. 
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—8012110726 Anenil 17 to l.icente R.-37 auttiorlilng litT to ree« ivei pottos » 
tt bi|prodiict nobl previoutlg activated in other 

reactor* , 

HILLERi >J, Ft. Standard I latioo ((Special Prajcctt Branch. e0711/'21. 
3pp. 07223:070. 


— 8012110734 Safrtij evaluation supporting Amend 17 to License R-37. 

* QFfLce oF Nuclear Reactor Regulatloni Director. ao/lt/Sl, 3pp. 
07225; 078. 


S. Flcportablo occurrenceti L.ERs t related correspondence 


@012030686 RO 30-020('79-“IA: * upp 1 emsntal InPe rs apparent fuel element 
cladding failure originally reported on 790702. Caused by nfg 
deficiency. Element continouslv monitored. 

CLARKiL. Massachusetts In*titute of Technology. 80711/26. 5pp. 
OTlSii 147. 


OQCRGI 50-27 WASHINGTON STATE ONIV. RESEARCH REACTOR 


F. Security! medlcali emergency & fire protection plans 


@012300274 Forwards revised portion* of physical security plan in 
response to cooments In NRC 801216 Itr.Plan withheld 
(ref 10CFR2. 790), 

WTLSQtJiW. £. Washington State Unlv. 80/12/23. Ip. 07349:361. 


9012110377 Forwards final review of SEP Topic VI -4 re electrlcalr 
InstruTientatlon fc control aspects of override of containment 
purge valve isolation. Eva luation will be basic Input to 
integrated safety assessment for unit. 

CRUTCHFIELD. 0. Operating Reactor* Branch 5. 00/10/24. 0pp. 

07224: 153. 


8012040100 Summary of 001009 msetlng u/util re progress to date tt 
further efforts In area of seismic evaluation. Seismic model 
eipected to be completed by early 1981. Another meeting to he 
held in Nov re generation of NSC spectrum. aha 

CARUSO. R. Operating Reactors Branch S. 00/10/27. 4pp. 07150:096. 


8012160050 Ltr to operating plant licensees. OL applicants 6 CP holders. 
Foruardi NURee-0737 re TMt action plan redulremenls. Rtyuests 
operating reactor licensee confirmation in 45 day* that 
Enel 1 implementation dates will bs met. 

EISENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


0012220563 Ltr to all power reactor licensee* forwarding NUftEO-0619< 
"EWR Feedwater Nosile 6 Control Rod Drive Return Line 
Noiile eroding." Confirmation that Implementation dates 
will be met most be sent within 45 days.W/o tncl. 

EISENHUT. D. 0. Division of Licensing. 00/11/13. Ip. 


8012020242 Informs of currently assessing two parallel approaches to 
resolve pertinent SB LOCA appl i cable issues. One approach 
will mean mod L regual if ication of currently licensed model. 

Second approach will mean selection of newer cede. Relap 5. 

KAY. J. A. Yankee Atomic Electric Co. 00/11/21. 2pp. 07140:105. 


DQCKEl 50-aV VANKEE-RDWE NUCLEAR POWER STATION 
F. Security, oiedleal. emergency 6 fire protection plans 


8012110300 Notifies of interim rule suspending completion dates for 
fire protection mods previously approved by NRC. FR notice 

EISENHUTe 0. -0. Division of Licensing. 80/10/31. Spp. 07224:123, 


8012040177 Informs of review 6 resulting mods to emergency notification 
sys 6 health physics network, NRC will have lamps Installed 
on emergency telephones in all control rooms. 

DRIER, O.H, Region I, Phi ladialph ia, Office of the Director. 

00/11/14. 2pp. 07170:225, 


80I2090S21 Forwards comments on emergency plan.Addl info is required to 

meet criteria in HUREO-0654. 

CRUlCHFIELDi 0. Operating ftaactors Branch 5. 00/11/17. 25pp. 

07184; 284. 


8012020111 Reaffirms belief in use of shift supervisor as fire brigade 
ieadei-. As al ternativei proposes use of supervisors until 
Jol 1982. C 1 arlf l«* BER commitment to control. not prohibit 
smoking In safety-related U major fire haiard areas. 

KAY. J. A. Yankee Atomic Electric Co. 00/ 1 1 /20. 2pp. 07141:077. 


K. General correspondence 


8012100072 Reyuests response 
re health ti safety concerns 
COHTE.B.O, House of Rep. 


to end constituent E Parmett 001102 
of families near plant. 
eO/lt/20, Spp. 07187:001. 


1 tr 


B012290249 Informs of relocation of engineering oft 
KAV»O.A. Yankee Atonic Electric Co. E0/!2/18. 


effective 001222. 
tp. 07342:338. 


P. Operating license stage document* fc correspondence 


6012170294 Reguest* detailed description of turbine Insp l» 
effort* reported in 800329 6 0905 Itrs. Effects of decide 
on rotor spindle including damage, repair tc mod also 

CRUTCHFIELD, D. Operating Reactors Branch 3. 00/12/01. 

07264: 333. 


repair 

nt 

Spp. 


0012190084 Notification of 801217 meeting 
discuss facility 0EP seismic evaluation. 
CARUSO. R, Operating Reactor* Branch 5, 


w/util in Bethesda.MD to 
80/12/04. 2pp. 07279:094. 


6012220405 Respond* to 000911 nemo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial site conditions, Forward* 
results of IE survey. , 

DENTON.H. R. Office of Nuclear Reactor Regulatloni Director, 
can/t ?ae 


— 0012220506 Forward* tabulation & summary of IE survey on low level 
w^ete at 51 reactors, Low level waste storage facilltlee 
have been erpandedat 37X of reactor* surveyed u/7lK 
planning or considering increasing storage capacity. 

BANOART.R.L, Effluent Treatment System* Branch. 00/11/06. Bpp. 


3012090423 Forwards preliminary probabilistic risk assessment. Interim 
seismic design basis 6 preliminary structural evaluation, 
suiamar ixing util position while detailed seismic analyses 
are performed. ___ 

TRIBBLE. J.E Yankee Atomic Electric Co. 60/12/05. 9pp. 07207:029. 


— 8012090434 "preliminary Probabilistic Risk Assessment for Yanteo 
Nuclear Pouer Station. " --- 

* Yankee Atomic Electric Co, 80/12/05. a9pp, 07207:030. 


— 8012090443 "Interim Seismic Design Basis for Yankee Nuclear Power 

Station. " 

» Boston Edison Co. 00/12/03. 27pp. 07207:067. 


7810240005 Presents results of grout investigation described in 700925 
Ur to NRC. Conclude* that heavy metal* are present oihieh 
will affect pool water chemistry. ,h,,a/,h 

OOH^iBON. W. P. Yankee Atomic Electric Co. 70/10/10- Ip. 

7811860221 Submits design safety class info applicable to part* of 
alternate shutdown methods mod. Entire new sys piping 
designed per util Engineering Dept OA Manual 

purcLsed 6 installed per Operational ‘ ''°®tA“*"940i 090 

OfiDCE/R. H, yank*< Atomic Etvi^tric Co. 78/11/31. Ip. 94012.090. 

7909210297 Notifies that review of electric power systems & associated 
analyses are being conducted as indicated in 
Addl two months necessary to complete review. Co.mplet»d 
diiAluftii sxiiftctC'd nid’^Oe'C 1979# aewsAuwA 

OROCE.R, H. Yankee Atomic Electric Co. 79/09/14. 2pp. 00979:231. 


0012020733 Forward* seismic gualif Icatlon* of aosittary fesdwater *y 
In operating PHRi 6 describes program NRC is undertaking 
to review capability of operating PHRs to remove decay 
heat following earthquake. a... 

E!8ENHUTi D. 0. Division of Llctniinfl. SO/IO/21. 4pp. 


— 9012090449 "Preliminary Structural Evaluation for Yankee Nuclear Power 
3tat 1 on. ” 

*• Yankee Atomic Electric Co. 80/18/01. Bpp. 07207:094. 


B0122402S9 Forwards VAEC-I331i "Application for Lower Plenum Phase 
Separation Model to Yankee Rowe Large Break LOCA Analysis. " 

KAY. <J. A. Yankee Atomic Electric Co. 80/12/10. tp. 07382:169. 


— 0012240268 "Appiication of Lower Plenum Phase Separation Model to 
Yankee R 0 (ja Large Break LOCA Analysis. " 

TURNAOEi J. C. , BROWN. 0. J. , HARVEYi R. C. Yankee Atomic Electric Co. 
YAEC-1231, 80/11/20. 104pp. 07328; 169. 


8013240174 Forwards commitment re implementation dates for post-TMI 
requirement* per NRC 801031 ltr. Include* revised dates 6 
justification for delays. Change* to Westinghouse owners' 
group schedule may require change* to util commitments. 

HEIDER.L.H, Yankee Atomic Electric Co, 00/12/15. I4pp. 07323:030. 
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8012240489 Notification of 801218 maoting u/SEP owners group In 
Bethesdat HO for discussions on SEP progra(n< schedule for 
license topic completion ili assignment of lead topics to 
plants. 

RUSSELLi W. T. Systematic Evaluation Program Branch. 80/12/16. 2pp. 
07324: 104. 


7910030679 Responds to IE Bulletin 79-17. Welds were esamined 
volume trical ly. No evidence of cracking In safety-related 
stainless steel piping sys. Plant will shut down for one uk 
beginning 790908 to perform visual weld tests, 

OROCE.R.H. Yankee Atomic Electric Co. 79/08/24. 4pp. 01091:304. 


0. Inspection roportsi IE Bulletins ts correspondence 


7612010146 Responds to IE Bulletin 78-12. Requests time eitenslon until 
790131 to provide record searches requested. 

OROCE.R.H. Yankee Atomic Electric Co. 70/11/13. Ip. 94418:088, 


7904190132 Responds to IE Bulletin 79-02 requesting reassessment of 
design criteria uttltjed for design of pipe support base 
plates. Util prop'oses to defer response until systematic 
evaluation program design basis Is established. 

HDODY. D. E. Yankee Atomic Electric Co. 79/03/20. Ip. 03142:223. 


7906130106 Responds to IE Bulletin 79-04. *' Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp. Velan valves 
are used In ECCS. Use of corrected weights is compensated for 
by design code Inherent conservatism, 

OROCE.R.H. Yankee Atomic Electric Co. 79/0S/02. 2pp. 02427:203. 


7907090076 Responds to IE Bulletin 79-09, Underveltage trip devices art 
not instal led. Alk-2 circuit breaker used In diesel generator 
incoming lines, emergency bus-bus tie. pump feeder circuit 
breakers b emergency motor control ctr circuit bVeaVers. 

OROCE.R.H. Yankee Atomic Electric Co. 79/0S/i6. 2pp. 00311:086. 


79070501S3 Responds to IE Bulletin 79-10 re examination of reactor 
operators. 

MOODY. O.E. Yankee Atomic Electric Co. 79/09/22. 3pp. 00287:101. 


7907240626 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A tt 06. Amend 1. Meeting u/owners of 
operating plants having Wastlnghouse-des Igncd sys 
scheduled for 790S30 In Btthesda.MO. 

SCHUENCER. A. Operating Reactors Branch 1 <Pre 79062S1. 79/09/22. 

4pp. 02946:238. 


7907190684 Responds to IE Bulletin 79-06A (Ref 6). Lists ECCS cutback or 
tarmlnatlon criteria L endorses termination of main coolant 
sys pumped flout as core cooling method following accident. 

MOODY. O.E. Yankee Atomic Electric Co. 79/09/24. 2pp. 00936:239. 


7908030172 Submits addl Info In response to IE Bulletin 79-06a. 
Emergency procedures revised to address symptoms of loss of 
cooling i: also direct operator to consult saturation 
pressure curve which Is now part of affected procedures. 

MOODY. D.E. Yankee Atomic Electric Co. 79/06/20. 4pp. 00980:343. 


7909100441 Responds to NRC 790807 request for eddl info re compliance 
u/IE Bulletins 79-06A i 79-06A. Revis Ion i.on void formation 
in primary coolant sys 4. verification of operability of 
redundant safe ty-r eta ted sys. 

MOODY. D. E. Yankee Atomic Electric Co. 79/08/30. 2pp. 00933:359. 


7910040432 Responds to IE Bulletin 79-03. Seam welded A312 pipe was not 
used at fac 1 1 1 ty . 

OROCE.R.H, Yankee Atomic Electric Co. 79/09/07. Ip. 01095:337. 


7910180149 Responds to IE DoUetln 79-06C. Procedures have been revised 
to assure manual tripping of reactor coolant pumps upon 
reactor trip & to assure presence of licensed operatore in 
control room at all times. 

OROCE.R.H. Yankee Atomic Electric Co. 79/09/14. 3pp. 01163:359. 


7910310256 Responds to IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping." Item 6. All deficient welds repaired or replaced, 
then red lographed. Feedwater not t ie-to-el bow welds will be 
rad togi-aph leal ly examined at next refueling outage. 

OROCE.R.H. Yankee Atomic Electric Co. 79/10/10, 2pp. 01247:359. 


7911230340 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Oenerator Field Exciter Transformer." No 
connection between exciter transformer L generator. Emergency 
generators have completed 24-h full-toad test. 

OROCE.R.H, Yankee Atomic Electric Co. 79/10/29. Ip. 01388:003. 


7912140252 Responds to IE Bulletin 79-02. "Pipe Support Base Plato 
Designs Using Concrete Expansion Anchor Dolts." Test 
program Instituted to assure proper installation of 
expansion anchor bolts. 

OROCE.R.H. Yankee Atomic Electric Co. 79/10/31. 2pp. 01573:290. 


0012020199 Forwards IE tnsp Rept 50-029/80-15 on 800907-12. No 
noncompliance noted. Insp summary only end (ref 10CFR2,790l. 
MARTIN. W.O. Region 1. Philadelphia. Safeguards Branch. 80/10/01. 
2pp. 07142:090. 


— 0012020209 IE Insp Rept 90-029/80-15 on 000907-12. No noncomp I lance 
noted. Magor areas inspec ted: securl ty p Ian. seeurl ty program 
audit, security organl lat Ion. phys leal barriers t< access 
control. Details withheld (ref i0CFR2 790). 

LADUN. R.H. Region 1. Philadelphia. Office of the Director. 

DEVLIN. J.W Region 1. Ph 1 ladelph la. Safeguards Branch. 80/09/29. 
Ip, 07142:092. 


7908070673 Responds to IE Bulletin 79-11 re faulty overeorrant trip 
divlces in Westlnghousc circuit breakers. Wes t Inghouse Type 
DB circuit breakers are not used In safety-related Class IE 
circuits. 

OROCE.R.H, Yankee Atomic Electric Co. 79/07/07, Ip, 00539:321. 


7908160863 Advises that util is presently compiling addl data to suppl 
raiponsa to IE Bulletin 79-02. Addl info will be submitted 
before 790720. 

MOODY. D.E. Yankee Atomic Electric Co. 79/07/11, ip, 00691:356, 


7908070712 Responds to IE Bui letin. 1 tern 5. Steam generator feedwater 
noiiles shall be performed In mld-Sept 1979, Three emergency 
methods are available to provide diverse Indications of 
leakage In ease of feedwater leak In containment. 

MOODY. D. E. Yankee Atomic Electric Co. 79/07/16. 2pp. 00522:266. 


7900270911 Responds to IE Bulletin 79-14. Proper support location fc 
design of piping sys Is evidenced by lack of any piping 
or support distress whsn constantly loaded. 

OROCE.R.H. Yankee Atomic Electric Co. 79/07/18. Ip. 02449:323. 


7908200004 Responds to IE Bulletin 79-02 ii 790621 request for addl Info 
re vliual inspe on hangers ti restraints for ECCS vapor 
container long-term recirculation sys 4i pressurikar safety 
L relief valve discharge lint. 

MOODY. D.E. Yankee Atomic Electric Co. 79/07/20. 2pp. 00771:348. 


7909200110 Notifies that administering of operator l< senior operator 
eeamlnations will resume. Decision based on facility response 
to IE BuUetlni 79-09, 79-06. 79-06A ii 79-06B. 

C0LLIN8.P.F. Operator Licensing Branch. 79/07/27, Ip. 00974:299. 


7909200469 Responds to IE Bulletin 79-02. Provides supplemsntal info re 
790813 start of testing program on conerata axpanslon 
anchors used on piping supports In safety clast sys, 

MOODY, O.E. Yankee Atomic Electric Co. 79/00/13, 2pp. 00972:293, 


0012240266 Forwards IE Insp Rept 50-029/80-14 on 800008-0915 U notice 
of violation. 

BRUNIIER, e. J. Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/20. 2pp. 07323:118. 


“8012240271 Notice of vloletlon from Insp on 80808-0915, 

« Region 1. Philadelphia. Office of the Director. 80/09/26. tp. 
07329; 120. 


— 8012240277 IE Insp 90-029/80-14 on 800808-0919. Noncomp I lance noted; 
failure to maintain barricade of high radiation area. 

FOLEY, T. Raglan 1. Philadelphia. Office of the Director. 

MARTIN, T.T. Region I, Philadelphia, Reactor Oparatlons Nuclear 
Support Branch. 80/09/26. 8pp. 07329; 121. 


8012090070 Ack receipt of 801006 ttr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 80-029/00-12. 

BRUNKER.E, J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/10/23. Ip, 07198:100. 


— 8012090074 Responds to NRC 800922 Itr re violations noted in IE Insp 
Rept 50-029/80-12. Corrective actions withheld 
(rif 10CFR2.790). 

MOODY, D.E Yankee Atomic Electric Co. 00/10/06. 2pp. 07198:101. 


—0012090076 Forwards IE Insp Rept 90-029/00-12 on 800714-0806 It notice 
of violation. 

BRUNNER. E.J. Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/09/22. 2pp. 07193:103. 


-—0012090081 Notice of violation from Insp on 800714-0806. Portions 
withheld (ref 10CFR2.790). 

a Region 1. Philadelphia, Office of the Director. 00/09/16. !p. 

07193; 109, 
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— B0iao90084 IE ln*|> R«pt 50-029/80-13 on 800714-000*. Hontompl 1 »nc* 
noted; f«lVur« to eonftPfn thot access controlled doors were 
phusicallu secured. Portions ult^held <r«# 10CFR2.790). 

FQUEViT. Region 1j Phlladelphlaj Office of the Director. 
MARTIN.T.T, Region li Ph I lede l ph to. Reactor Operations Nuclear 
Support Branch. 80/09/U. lOpp. 0719B: 106. 


0012220004 Forwards IE Insp Rapt 50-029/80-17 on 800922-24. Ho 
nonce-spl lane a noted. 

BRUHHCR.E. «>. Region 1. Philadelphia. Raactor aperations Nuclear 
Support Branch. 80/10/24. 2pp. 07306:271. 


-B012220006 IE Insp Rept 80-029/80-17 on 000922-24. Ho none oeip 1 1 ance 
noted. Hajor areas Inspect ed ; cent a Inmi nt Integrated leak rate 
test * licensee actions on previous findings. 

REHltOiH. A Region 1. Philadelphia. Office of the Director. 
CAPHTON. D.L. Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch 00/10/21. 5pp. 07306:273. 


— 0012030475 LEft 00-019/031.-0; on 801030, during turbine startup In 
left hand throttle valve failed to close tightly causing 
turbine to ace elerate. Caused by pilot valve failure, Left 
hand throttle disassembled U pilot valve replaced. fi7taB-23S 

FHENCH.L. 0. Yankee Atomic Electric Co. 00/11/20. Ip. 07140.235. 


S012050390 Forwards LER 80-020/03U-0. 
AUT10. H. A. Yankee Atomic Electric Co. 


aO/12/01. Ip. 07173:243. 


—8012050398 LER ao-020/03L-0; on 801 101, primary vent stack iodine monitor 
alarmed fc was declared out of sve. Caused by moisture In 
sampled air eiceeding capacity of unit air dryer. Dateetor 
dried out L reinatalled. 

MAY, E. L. Yankee Atomic Electric Co, 80/12/01. Ip. 07173.24 . 


0012090292 Forwards LER 60-017/03X-0. 
AUTIO. H. A, Yankee Atomic Electric Co. 


80/12/05. Ip. 07201:133. 


6012170392 Forwards IE Info Notice 80-38, "‘Cracllng 
Casing Cladding." Ho written response re^iuired. 
CRIER, B.H. Region 1, Philadelphia. Office of the 
80/10/30. Ip 07269:088. 


in Charg Ing 
Director. 


Pump 


-8012090293 LER BO-017/03X-0; on 001012, during malnt outage while 
performing rscalibr of Steam Oenerator 2 narrow range level 
trip sye, low level scram setpoints found below Tech Spec 


limits by 1.5 6 1.3 Inches. Spec If ic cause unknown. 








8012120150 forwards IE Bulletin 80-21, "Valve Yokes 
Foundry Co, Inc. ” Mrlttin response required. 
CRlERiB.K. Region 1. Phi lad 1 1 phla, Office of the 
60/11/06. Ip. 07228:346. 


Supplied by 
Director. 


Malcolm 


8012190353 Informs util of issuance of new NRC personnel 
badges, »f fee ti VB after 801130. Eiample end. 

HARTIH, H. J. Region 1. Ph 1 ladelph la. Safeguards Branch. 
2pp. 07206: 123. 


identification 

80/11/06. 


0012090301 Forwards LER 8O-O10/O3X-O, 

AUTIOpH. A. Yankee Atomic Electric Co. 80/12/05. 


ip. 07201:126. 


—8012090304 LER 60-018/03X-0: on 801012, dur ing recalibr of narrow ranga 
level trip sys, low level scram setpoints were found to 
operate below Tech Specs. Caused by recalibr process. Original 
LER should not have been submitted. - nooni-tsy 

aTAUfl,d. L. Yankee Atomic Electric Co. 00/12/05. 2pp. 07201.127. 


8012000150 Forwards lE Info Notice 80-40. "Erceislvo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depreisuriiatlon. “ No written response required. 

CRIER, B.H. Region I, Philadelphia. Office of the Director. 
BO/ll/07. ip. 07181:208. 


0012030493 Forwards IE Info Notice 80-14, "Failure 
in Decay Heat Removal Sys at Davis Bess* Unit l. " 
response raquired. . uv 

CRIER. B.H. Region 1. Philadelphia. Office of the 
aO/li/lD. Ip. 07182:339. 


of Swing Check Valve 
No 

Director. 


0012160509 Forwards LER 0O-O21/O3L-O. 
AUTIQ.M.A. Yankee Atomic EUetrie Co. 


00 / 12 / 11 . 


Ip. 


07261; 162. 


— 8D1216051I LER BO-021/03L-0: on BOlllI, plank 
klS-kV transmission line occurred due to 
by ground fault on E— 131 11 5— kV line. Line 
after 10 minutes. 

FRENCH, L.D, Yankee Atomic Electric Co. 


trip 6 loss of Z-126 
relay action. Caused 
Z-t26 re-energlied 

80/12/11. Ip. 07261:1*3. 


6012300595 Forwards LER 80-022/03L-0. 
AUriO.H.A. Yankee Atomic Electric Co. 


80/12/26. 


Ip. 


07362:318. 


8012040045 Forwards IE Bulletin 80-23, "Failures of 
Hfg by Vatcor Engineering Corp. " ftequlres estimate 
manpower associated w/correetlve actions. 

ORIER.B.M. Region 1, Phi latf elph la. Office of the 
SO/tt/14. Ip. 07169:352 


Solenoid 

of 

Director. 


Valves 


-S0123Q0600 LER 60-022 /03L-0: on 80 1 127, Ifis trument air p 
in ei ratic steam generator level control. Caused by p 
error. Personnel relnstruc ted. .. 

MAY, E. L. Yankee Atomic Electric Co. 90/12/26. Ip. 


roblems resulted 
ersonnel 

07362; 319. 


8012220682 Advises that written response Is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. ...... 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
80/U/19. ip. 07293:117. 


0012040509 Forwards IE Bulletin 80-24, "Prevention of Denage Doe to 
Water Leakage Inside Containment." Written response 
required- Requests info on manpower eipended. ^ 

CRlERrB.H. Region I,' Philadelphia, Office of the Director. 
60/11/21. 2pp. 07169:208. 


8012050610 Forwards Info Notice 80-42, 
Hydraulic Snubber Fluid. " No urltten 
ORIER.B.H. Region 1. Philadelphia, 
00/11/24. ip. 07174:104. 


"Effect of Radiation on 
response required'. 
Office of the Director. 


DOCKS I 50-47 ARMY MATERIALS RESEARCH REACTOR 
Q~"lnipeetien reports, IE Bulletins i correspondence 


0012190724 Forwards IE Insp Rept 50-047/80-01 on 801001. No 

noneomp 1 lance noted. .... > , r, » i... 

SMITH, O.H. Region 1, Philadelphia, Fuel Facility L Materials Safety 
Branch. 80/10/83. 2pp. 07888:044. 


-8012190788 IE Insp Rept 50-047/80-01 on 001001. No noneomplianee noted. 
Major areas Inspected : radiation monl toring, access to 
facility , aud Its, malnt 1 records. 

CLEMONS. P. Region I, Philadelphia, Office of the 

KNAPP, P.J. Region I, Philadelphia, Fuel Facility fc Materials 

Safety Branch. 60/10/17. 3pp. 07209:046. 


R, Periodic operating reports L related correspondence 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


3018180870 Forwards monthly operating rept for Wov 1930. 
MOQDYiD. E. Yankee Atonic Electric Co. 00/12/10. Ip. 


F. Security, medical, emergency U fire protection plans 


03794:025. 

8018190155 Releases public version of licensee emergency 
FELTON, J. 11. Division of Rules and Records, 80/12/02. 

plan. 

Ip. 

— 80X218027A Kon^hly operatinff rept for Nov 1^80. 

rt, Atomic Elacferlc Co. 80/12/10. 

Spp. 

07205:041. 


03794:026. 

3. Reportable oecurrencei, LERs L related eorrespondence 


— 8012190159 Public version of emergency p Ian, submitted i 
appllcatioi, for renewa 1 of License R-81. 
a Union Carbide Corp. BO/05/30. 86pp. 07803:048, 

In fupport of 

7910190174 RO 50-29/79-21: during volumetric ekemination of eteam 
generator feedwater noiile areas, unacceptable welds were 
found. Helds will be corrected before P ‘ ort,i.o.nAo 

AUTIO, H. A. Yankee Atomic Elec trie Co. 79/09/11. Ip. 90169.362. 

— 0012190165 EISi submitted In support of application for 
License R-01.Unlv of WI emergency plan end. 

Union Carbide Corp. 00/03/31. tOpp. 07805:068, 

renewal of 

8012080470 Forwards LER 60-019/031-0. 

AOriO, H. A. Yankee Atonic Electric Co. 80/11/26. Ip. 

07148:234. 
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DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0. Adjudicatory eorraspandenee 


8012S90149 Notice of 810106 second preheartnn conference in San 
FranciscoiCA re discussion of all pending mattersi includ Ing 
re-esaminatlon of status of discovery fc further scheduling. 

No lieitted appearance statenents will be heard. 

OROBSMAHi H. Atomic Safety and Licensing Board Panel. 00/12/10. ip. 
07344:091. 


8012310296 Motion for Issuance of order containing ASLB rulings 
granting joint petition to in tervene. Not ice of appearance & 
Certificate of 8vc end. 

TREBYiS. A. Hearing Branch 1. 00/12/24. 9pp. 07370:028. 


P. Operating license stage documents fc correspondence 


0012090149 Forwards "Analysis of Suhgrade Rupture Mechanism at OETR. " 
OILLILANO> D. L. Oeneral Electric Co, 00/12/03. 2pp. 07173:340. 


— 0012090151 "Analysis of Subgrade Rupture Mechanism at OETR. " 

MEEHAMiR.i TRAUBENIK. M. Earth Sciences Associates. 80/12/31. 
26pp. 07173:350. 


DOCKET 90-73 OENERAL ELECTRIC N'JCLEAR TEST REACTOR 


P. Operating license stage documents U correspondence 


S012120133 Advises that NRC SOtlOS I tr forwarding Amend 14 to License 
R-33 contained incorrect ref. License R-33 should be 
referenced in Paragraph t. 

MILLER. J.R. Slandardi lat Ion k Special Projects Branch. BO/ll/20. 
2pp. 07240:006. 


DOCKEl 90-97 CORNELL UMIV. ZERO POWER REACTOR 


J. Insurance h indemnity information 


8012050410 Eiocuted Amend 10 to Indemnity Agreement E-4, increasing 
amount of financial protection. 

SALTZMAN. J. Utility Finance Branch (formerly Antitrust ti Indemnity I. 
DYMEK.e. J. Cornell Univ. 00/12/01. Ip. 07174:029. 


DOCKET 50-99 BABCOCK t> WILCOX TEST REACTOR 


F. Security, medical, emergency i. fire protection plans 


0012020286 Discusses NRC B0U06 Itr Tequestlng submittal of names of 
personnel responsible for emergency planning. NRC should 
direct such requests to AF Olsen. 

OLSEN. A, F. Babcock 6 Wllcoc Co. DO/ll/25, ip. 07141:359. 


DOCKET 50-112 UNIV, OF OKLAHOMA RESEARCH REACTOR 


0, Inspection reports. IE Bulletins i correspondence 


8012120559 Forwards IE Insp Rept 50-112/80-01 on 801103-04, No 
noncomp 1 lance noted. 

KELLY. J. A, Region 4. Dallas, Office of the Director. BO/lI/25. ip. 
07237: 134, 


—8012120562 IE Insp Rept 30-112/80-01 on 601103-04. No noncomp llance 
noted. Major areas Inspec ted i secur I ty plan It organ i lation. 
access control . a larm sysi keys, locks t: hardware. Details 
withheld (ref lOCFRa. 7901. 

EVANS. C. A. I KELLY. J. A. Region 4. Dallas. Office of the Director, 
80/11/24. Ip. 07237: 135. 


DOCKET 90-63 UNIV, OF FLORIDA TRAINING REACTOR 
I. Financial information 


0012160107 Forwards financial qua I If ieations for Univ of FL & Annual 
Financial Rept FY79, in response to NRC request for add! info 
to support application for renewal of License R-96. 

JACOBS. A. M.. CHEN. W. . DIAZ, N, J. Florida. Univ. of, Oalnesvllle. 
80/12/00. 10pp. 07248:344. 


—8012160110 Annual Financial Rept FY79. 

ELMORE.U. E. Florida. Univ. of, Oalnesvllle. 79/12/03. 21pp. 

07248:394. 


DOCKET 50-124 VIRGINIA PQLYTECH INST, TRAINING REACTOR 
F Security, medical, emoigoncy it fire protection plans 


8012030690 Forwards security p 
R-62. U/o ends. 

CURTNEH.A.P. Virginia Tech. 


Ian it application for renewal 
80/11/26. Ip 07151: 234. 


of License 


8012230912 Releases public version of univ emergency plan. 
FELTON, J. M. Division of Rules and Records. 80/12/12. ip 
07312:301. 


— Q012230S17 Forwards univ draft emergency plan. 

PARKINSON. T. F. Virginia Tech. 00/03/19. Ip. 07312:302. 


P. Operating license stage documents It correspondence 


8012300906 Requests estanslon for submittal of required documents for 
rellcensl'ng of Univ of FL teaching reae tor. Entire package 
will be delivered for printing by 810119 u/espected iO-day 
turnaround & mailing by or prior to 810131, 

DIAZ.N. J. Florida. Univ, of, Oalnesvllle. 80/12/19. 2pp. 

07346; 282. 


R. Periodic operating reports & related correspondence 


8012230344 Forwards "Annual Progress Rept of Univ of FL Training 
Reactor Sept 1979 - Aug 1980. " 

DIAZtN. J. Florida. Univ, of. Gainesville, 80/12/18. Ip. 
07312:212, 


— 8012230513 Public version of draft emergency plan. 

# Virginia Tech. 79/09/30, I2pp. 07312:303. 

P, Operating license stage documents it correspondence 


8012090029 Forwards Amend 4 to License R-62 It safety evaluation. 
MILLER. J.R. Standardl jat ion t Special Projects Branch. 80/11/21. 
2pp. 07199:310 


— 0012090031 Amend 4 to Ltconso R-62. al lowing testing of one 
fuel element between 801201 4, 31, providing power level 
remains below 1 KW & man eitoss reactivity Is Umlted to 
certain levels. 

MILLER. J.R. Standard! lat ion 4 Special Projects Branch. 
4pp. 07199:313 


13-platf 


80/ 1 1/21. 


— 8012230348 "Annual Progress Rept of Univ of FL Training Reactor; Sept 
1979 - Aug 1980. “ 

DIAZ.N. J. Florida. Univ. of. Gainesville. 0R0~4014-10, 80/11/30. 

24pp. 07312:213. 


— 8012090035 Safety evaluation supporting Amend 4 to License B-62. 

* Office of Nuclear Reactor Regulation. Director. 60/11/21. 3pp. 
07199:317. 


DOCKET 50-89 GENERAL ATOMIC CO. 


J. Insurance 4 indemnity information 


8012020562 Forwards Endorsement 91 to MAELU Policy MF-59. 

CORREA. M. A. Marsh 4 McLennan, Inc, . M 4 M Nuclear Consultants, Inc. 
Oiv. eO/il/20. 2pp. 07148:071. 


8012030690 Forwards security plan 4 application for renewal of License 
R-62. W/o ends. 

CURTNER.A. P. Virginia Tech. 80/11/26, ip. 07191:234. 


DOCKET 50-133 HUMDQLDT DAY POWER PLANT, UNIT 3 
F. Security, medical, emergency 4 fire protection plans 


8012170372 Requests revised util emergency plan, add passing Impact of 
earthquakes on emergency preparedness. Primary concern should 
be stored fuel. but availability of resources 4 personnel 4 
transportation 4 communications links should be Included. 

IPPQLITO, T.A Operating Reactors Branch 2. 90/11/19. 3pp. 

07187:001, 
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— 8012170392 R 9 (iu«st» rsvleu of effaces of aarth^uakei i volcanic 
• Tupkiont on state it local amergencv plans in areas naarbij 
CA nuclear power plan ts , Licensee energencij plans will te 
revlseii to address primarij coneerns. 

Omt'.PS.B.K Eaiergeiicg Preparedness Projram Office {after B01119 
see l&E). BO/U/03 2pp. 07322:002. 


G. Ad |ud 1 catorij correspondence 


8012290818 notice of intent to participate as interested state. 
Certificate of Svc end. 

KERRi J. E . SIHPSON.J, C . DUMAS. C.T. California. State of. BO/12/01. 
6pp. 07332:292. 


P. Operating license stage docueients t correspondence 


6012310849 Forwards !E Insp Rept 50-153/00-03 on SOlllO.No 
none o.np 1 iance noted. 

CREWS. J.L. Region 8. .San Francisco, Reactor Operations Nuclear 
Support Branch. 00/11/15. 2pp. 07366; 020. 


— Q0123IO554 IE Insp Rept 50-133/80-03 on 601 110. No noncompliance noted 
Ma |or areas inspected: effects of 601106 earthquake. 

JOHNSON, A. D. Region 5, Ban Francisco, Office of the Director. 
STERNBERO, D. Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch. BO/11/17. 2pp. 07366:022. 


6012040465 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage inside Containment." Written response 
requ 1 red. Requests info on manpower expended. 

ENOELKEN, R.H Region 8, San Francisco, Office of the Director. 
60/11/21. Ip. 07163:325. 


8012160050 Ltr to operating plant 1 ic ensess, OL applicants & CP holders. 
Forwards NUHEO-D737 re TKl action plan requirements, fteques ts 
opei'ating reactor licensee confirmation in 45 days that 
Enel I implementation dates will be net. 

EiaENHUT. D, 0, Division of Licensing. 60/10/31, 7pp. 


6012820356 Ltr to all CP %< OL holders for BNRs ra requirement for 
imp lamentation of OSYN code for licensing basis calculations 
performed by OE. Appl I cable to all license applications t 
proposed amends, includ Ing core reloads. 

EtSEMHUT, D, G. Division of Licensing, 30/11/04, 4pp. 


8012160097 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENSELHEN.R.H Region 5, San Francisco, Office of the Director. 
60/11/24. Ip. 07262: 100, 


8012160124 Forwards Suppt 1 to IE Info Notice 80-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
00/11/26. Ip, 07262:076. 


8912220563 Ltr to all power reactor licensees forwarding NUREG-0619’i 
“BWa Feedwater Non I* i; Control Rod Drive Return Line 
Noiile Cracking.'* Confirmation that Implementation dates 
will be met must be sent uithin 45 days.N/o encl. 

EISEKHUT. D. O. Division of Licensing. BO/lt/13 Ip. 


8018090339 Responds to 801001 ltr re environ qualification of safely- 
related equipment. Fact I i ty in cold shutdown, mods until 
completion of ongoing geologic invest igat i on. Environ testing 
schedules will be submitted when seismic issue is resolved. 

CRANE.P. A. Pacific Gas b Electric Co. 30/12/01. Ip. 07201- 164, 


8012220485 Responds to B00911 me, no requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/rsvised Agreement State burial site cond Itions. Forwards 
results of £E survey. 

DEHTON.M R, Office of Nuclear Reactor Regulation, Director, 
80/12/04. 2pp. 


R. Periodic operating reports b related correspondence 


6012190046 Forwards monthly operating rept for Nov 1960. 

WEEKS. E. D. Pacific Oas t Electric Co. 80/12/05. Ip. 07237:241. 


— 8012150047 Monthly operating rept for Nov 1960. 

DA'Jif.P.N. Pacific Oas i Electric Co. 80/12/02. 4pp. 


07237; 242. 


DOCKET 50-142 UCLA TRAINING REACTOR 


G. Adjudicatory correspondence 

8012120648 Forwards 801104 ltr re Director's declpion awaiting 001107 
Commission determination re review. Alerts to possible error 
in d • c i s Ion. 

HIRSCHfO. Coitaiittee tp Bridge the Oap. aO/U/04. Ip. 07227:304. 


— 6912220506 Forwards tabulation 6 summary of IE survey on low level 
waste at 51 reactors. Lnw le-vol waste storage facilities 
have been expanded at 37'/. of reactors surve-yad u/71X 
planning or considering increasing storage capacity. 

BANOART. R. L. Effluent Treatment Systems Branch, 80/11/06. Bpp. 


O. Inspection reports, IE Bulletins L correspondence 


8012170/15 Forwards IE Info Notice 60-37. "Containment Cooler Leaks b 
Reactor Cavity Flooding at Indian Point Unit 2.“ No Written 
response required. 

ENCELKFtl. R, H. Region 5, San Francisco. Of fit a of the Director. 
BO/10/24, Ip. 07266:035. 


6012170657 Forwards JE Info Notice 60-39. "Halfunetion of Solenoid 
Valves Kfg by ValcoT Engineering Corp. " No written response 
is required. 

ENOELKFN. R. H. Region 5, San Francisco. Office a# the Director. 
80/10/3t. ip. 07266:047. 


— 8012120655 Discusses erroneous radiation measurements employed in 
DD-BO-30. At issue is whether esposure at UCLA math sciences 
bldg Is 1.4 milllrems/yr or 90 millirems/yr on roof. 

HIRSCH, D, Committee to Bridge the Oap. 80/11/04. ip. 07227:303. 


8012310S15 Forwards Committee to Bridge the Cap supplemental contention 
re UCLA Argonant research reactor b NRC position on 
eontan tions. N/o encl. 

UILSON, J. H, Standard ijation U Special Projects Branch. 80/11/24. 

Ip. 07365:268. 


0012020699 Notice of JH Laverty withdrawal from b CP Hoodhead 
appearance in proceed ing. Cert i f icate of Svc end. 

HOODHEAD. C, P. Hearing Branch 3, LAVERTY, J. H. Hearing Branch I. 
80/11/26. 2pp. 07147:289. 


8012030433 Informs that signed stipulation of contentions will be 
forwarded upon receipt. 

HOODHEAD, C. P. Hearing Branch 3. 00/11/20. Ip. 07150:075. 


0012120947 Forwards IE Bulletin 80-31, "Valve Voles Supplied by Malcolm 
Foundry Co. Inc. “ Hritten respoose required. 

ENCELKEH. R. H Region 5, San Francisco. Of flea of the Director. 
80/11/06. Ip. 07237:322 


8012030934 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i latton. " No written response required. 

ENOELKEN, R . K. Region S, San Francisco, Office of the Director. 
BO/ll/07. Ip. 07159:183, 


80120S9632 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
In Decay Heat. Renoval 8ys at Davis Besse Unit I.” No 
response required. 

ENOELKEN, R.H Region 5. San Francisco. Office of the Director. 
80/11/10. ip 07103:032. 


6012040225 Forwards IE Bulletin 60-33. "Failures of Solenoid Valves 
Hfg by Valter Engineering Corp." Requires estimate of 
manpower associated u/corrective actiens. 

EKOELKFN.R. H. Region 5. San Francisco. Office of the Director. 
80/11/14. Ip 07153:146. 


8012300196 Requests special prehearing conference re admissibility of 
remainder of Intervenor contentions re 601126 stipulation. 
Conference will allow opportunity to respond to arguments 
in opposition to admission. 

POLLOCK, H. S. Committee to Bridge the Oap. POLLOCK, M. 8. 

Pol lac t. M. S. 60/ 11/28. tp. 07356:333. 


— 8012300203 Statement of position re admissibliltg of remainder of 
intervenor contentions re 801126 s t Ipula t ion. Al 1 contentions 
in Attachment B are those which all parties agreed upon as 
far as uordlng. Cert if icate of Svc and. 

POLLOCK, K.S. Coffl,Tilttec to Bridge the Oap. POLLOCK. M. 8. 
Pollack. H 5. 89/11/28. 23pp. 07356:334. 


6012300351 Statement of position re 801124 unstiputated cantontlons, 
Requests opportunity to restate position on Contention XXI 
re emergency planning requirements if ABLBP permits further 
intervention. Svc list encl. 

CORNIER, U. H. California, Unlv. of, Los Angeles. 80/11/28. 18pp. 

07397: 152. 
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8012100161 NRC position supporting Committee to Bridge the Oap 
wnltiputoted Contentions V. 3rV. liiX. 2 (oitludlng Subpart S)> 
XV (for consolidation w/XliXVIl (except Subpart 2)<XV1II fc 
XXI. List of contentions L status end. 

WOODHEADiC. Hearing Branch 1. 00/12/01 I9pp, 07219:297. 


— 0012100171 Stipulation agreeing that sole contentions asserted are set 
forth In Attachment A (stipulated contentions) fc Attachments 
B C (one tlpulated content ions ). Supersedes intervener 
000028 suppi to petition to intervene. 

POLLOCKi M. Committee to Bridge the Gap. LAVERTYpJ. H. Hearing 
Branch 1. CORMIER, W. California, Unlv. of, Los Angeles. 

80/12/01. 22pp. 07219:316. 


6012230011 ForurardS Committee to Bridge the Gap 001106 submittal 
containing security contention. W/o end, 

HD0DH6AD, C. P. Hearing Branch 3. 80/ 12/03. Ip. 07311:166. 


8012300108 Memorandum in opposition to motion to compel further answer 
to interrogatories. Re lated correspondence. 

REIDHAAR. 0. L. . WOODS, G.R., HELWICK,C, California, Unlv. of, 

Berteley. 00/12/12. ' 10pp. 07358:332. 


8012290264 Order rei^uiring Committee to Bridge the Gap to pursue all 
records offered to date re 801120 motion to compel further 
antueri to Interrogatories 4,9,6 t: 9. 

B0W6R8,E. S. Atomic Safety and Licensing Board Panel. 00/12/22. 
5pp. 07341:180. 


H. General eorrespondenea 


S0123Q0022 Informs of new LPDR in Los Angeles, CA. 

WDODHEAD.C.P. Hearing Branch 3. 80/12/03, Ip. 07356:103. 


J. Iniuranca U indemnity Information 


0012020537 Forwards executed Amends 8 to Indemnity Agreements E-16 & 
E-S3. Amend 8 supersedes Amend 7, therefore execution of 
superseded amends not necessary. 

DENEG.SfS. J. California, Unlv, of, Berkeley. 80/11/24, 3pp. 

06916: 001. 


0012290302 Forwards Amend 9 to Indemnity Agreement E-t6. 

DEHESS, 8. 0. California, Unlv. of, Derkeley. 80/12/17. 2pp. 
07346: 116. 


P. Operating license stage documents 1: correspondence 


0012100322 Foruiards FR notice re establishment of LPDR for 
proposed license renewal for facility. 

FELTONiJ.ll. Division of Rules and Records. B0/12/0S. Ip. 
07272: 347. 


— 8012160323 Notice of establishment of LPDR at West Les Angeles 
Regional Library, Los Angeles, CA for proposed license renewal 
of facility. 

FELTON, J.M. Division of Rules and Records. 00/12/09. 2pp. 
07272: 348. 


9. Reportable occurrences, LERs &; related correspondence 


6012170436 Responds to D Hirsh, Comml t tee to Bridge the Gap 001104 Itr 
alleging discrepancy between estimated yearly exposure 
levels re License R~71 renewal. Discusses TLD program 
described in license renewal application. 

WEOSTiW. California, Unlv. of, Los Angsles. 80/12/08. 2pp. 

07269: 141. 


DOCKET 50-143 PHILIPP INE3 RESEARCH REACTOR 


C. Utility Environmental Report (ER), amends 6 eorrospendenee 


8012300261 Staff requirements memo re Commission 601201 briefing on 
environ releases at facility L ether fuel cycle plants. 

CHILK, 8. v). Office of the Secretary of the Commission. 00/12/10. 
ip. 07397:064. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency 4: fire protection plans 


8012100931 Advises that revised emergency plan was submitted u/ 
application fop renewal of License R-78. No feedback on plan 
hat bttn rteeivid. 

FRIE8EN, B.S. Kansas, Unlv. of, 00/12/01. Ip. 07219:394, 


DOCKET 30-150 OHIO STATE UIUV. RESEARCH REACTOR 


0, Inspection reports, IE Bulletins 4 correspondence 


BO1211O70B Ack receipt of 001117 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 60-150/00-03. 

DAVIS.A.S. Region 3, Chicago, Fuel Facility 4 Materials Safety 
Branch. 00/11/26. Ip, 07225; 099. 


—8012110796 Responds to NRC 001014 Itr re violations noted in IE Insp 
Rapt 50-190/80-03, Corrective act ions: procedure revised to 
Include methods for personnel accountability during 
emergency evacuation. 

REDMOND, R.F, Ohio State Univ, 90/11/17. 2pp. 07229:096. 


D0CKE1 90-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F, Security, medical, emergency 4 fire protection plans 


0012040190 Forwards physical security plan, Plan withheld 
(ref 10CFR8 790). 

BECK, O.P. Illinois, Univ. of, Urbana-Chaispalgn. 00/11/26. Ip. 
07170; 064. 


0. Inspection reports, IE Bulletins 4 correspondence 


0012240472 Immediate action Itr confirming 801205 telcon re NRC 001204 
insp of Inadvertant removal of fuel temp thermocouple 
channels from sve an 801 126, Fae i H ty will modify fuel temp 
thermocouple circuitry power supply by 801205, 

KEPPLeR,J. 0, Region 3, Chicago, Office of the Director. 00/12/05, 
Ip. 07324:314. 


S, Reportable occurrences, LERs 4 related correspondence 


0012090303 RO: on BOi 126, reactor was operated for 20 minutes u/o fuel 
temp Indications on mater. Caused by student 4 operator 
error. Mods will be made to relocate pilot strip receptacle 
4, power for fuel temp instrumentation. 

BECKiO, P., MILAVICKAS, L, R Illinois, Unlv. of, Urbatia-Champal gn. 
80/12/05. 4pp. 07201:110. 


DOCKET 90-195 DIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency 4 fire protection plans 


8012190330 Informs of recently approved revised 10CFR50. 40 containing 
schedules for completion of all fire protection mods. No 
present Implementation required as necessary addl info has 
not yet been approved. 

EISENHUT, D, 0. Dlvi s ion of Llcens Ing, 80/11/06, 6pp. 07206:093. 


0012080627 Forwards Suppi 3 to fire protection safety evaluation. A1 1 
Incomplete items except design of alternative safe shutdown 
capability have been acceptably resolved. 

LAINAS.O.C. Assistant Director for Safety Assessment. 00/11/14. 
4pp. 07100:215. 


—0012060630 Suppi 3 to fire protection safety evaluation. 

» Office of Nuclear Reactor Regulation, Director. 60/11/14. 6pp. 
07188: 219. 


0012020195 Discusses planned mods to emergency notification sys 4 
health physics network. NRC wilt pay for initallation of 
output jacks to provide capability for adding one-way 
speakers. W/o end health physics network manual . 

KEPPLEft,J. 0, Region 3, Chicago, Office of the Director. 00/11/19. 
2pp. 07148:200, 


8012090468 Informs that statement in util 801 114 Itr re Region 3 
acceptance of addition of training position to plant staff 
Ineorrec t. Staff has no regulatory basts to require offshtffc 
staffing. Health physics appraisal end. 

KEPPLER,J. 0, Region 3, Chicago, Office of the Director. 80/11/29. 
2pp. 07187:001, 


—8012090474 Notice of violation from health physics appraisal on 
800303-14. 

a Region 3, Chicago, Office of the Director. 80/06/13. tp. 
07187:001. 


8012190050 Forwards Revision 3 to security p Ian. Revision withheld 
(ref 10CFR2. 790). 

HOFFMAN.D.P. Consumers Power Co, 00/12/10. Ip. 07239:354. 
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0. Adjudlca^org <oi'resp«n<Sence 

a012030S7i Raqupit for iO-dag eit«n»ion to file an»u»rii\j brief r« 
ASUAB revlay of ABLB order an NEPA review. Schedu 1 e proposed 
bg Chrisba-Maria on satllS should be adopted for all 
parties. Oranted for A8LA9. BOI 125. -at 

0*NEILL>J, Affiliation Unknown, 80/11/20. Ip. 0A596:0O3. 

0012110001 Motion to be intloded on lO-dag filinj eitenslon. re revieu 
of memorandum fc order of NEPA revieu t need for pouer issue 
dacldEd bg ASLB. Certlf Hate of Sve end. 

LEITHAVJSSS. J. Affiliation UMnown, 80/11/20. 2pp. 


07283; 108. 


B0120S0415 Motion to include ^ Ueithauser in 10-dag ftlinj eitension 
review of mes>orandum fc order of NEPA review It need for pcuier 
Issue decided bg ABLB.Oranted for ASt-AB on 801124. 
s Affiliation Unknown, 80/11/24, Ip. 07173:270, 

8012290516 Request for eitension until 801205 to file answering brief. 
Addl time necassarg for intra-agencg revi eu. Car tif ica te of 


Svc end, 
CStiCIlENKQi 0. 
07335: 16G. 


Countli on Environmental Qualitg. 80/12/04. Spp- 


8012300247 Brief supporting ASLB finding that NEPA EIS requirements 
applg to util riquest to increase eapadtg of spent fuel 

LEITHAU5Eft> J. A. Affiliation Unknown, 80/12/04. flpp. 07337; 353. 

8012290142 Request for ertension until 801205 to file amicus curiae 
brief in spent fuel pool mod proceeding . Mo t ion granted for 

aSHEREHhOj 0. Council on Environmental Quality. 80/12/05. Ip. 
07308:001. 

8012290336 Brief In support of ASLB oe.rorandum 6 order on NEPA revieu, 
EIB should bo prepared. Certificate of Svc end. 

KNIOHri C. F. . OSHEflENKOiO, Council on Erviponmental Oualitg. 

80/12/05, ISpp. 07343: 113, 

6012300055 Forwards brief in support of ASLB 800912 memorandum 6 order 

on NEPA review Brief filed two ATaoa ooi 

O'NEILLtJ, Affiliation Unknown, 80/12/06, Ip. •07308.001. 

—8012300059 Brief in support of ASLB 000912 memorandum ^ 

review. ABLAB should affirm ASLB decision to order full EIS 
#fl«* #Acllitu soont fu<?l pool •xp*n»iort. a/vc 

0*UElLI,iJ. ^AffH iatlon Unknown. 80/12/04. 32pp. 07300:001. 

8012230270 Order allotting time for argument on ei0l09.NRC 6 CPC should 
confer to avoid duplicate arguments. ASLB »h«uld be advised 

of counsel to participate in 07317-332 

BISHOPi C. J. Administrative Branch. eO/12/12. 2pp, 07317.33 

8012300072 Notice of hearing on 810109 in Bethesda.MD to discuss ASLB 

800912 referred ruling. nnyi 3 /is 

BISKOP.C.O. Atonic Safety and Licensing Appeal Panel. 80/12/15, 

Ip. 07338:345. 

0012290056 Order granting UA Leithaoser 

argument time allotted to in t er venor t. Chr 1 s ta-Maria. e t al 6 

BI6HQp!c.*!f^°*Atoale Safetg and Licensing Appeal Panel. 80/12/19. 

2pp. 07344:232. 

8012290241 Response in opposition to intervenors Christa-Maria, et al. 

J a'lfeiU St UA Uelthauser briefs in suppeirt of A0LB 800912 
order for EIS prepara t ion. Doc trine of NEPA nonretroae tivl tg 

precludes 07341-145 

MOORE. J.E. Hearing Branch 2. 80/12/22. 17pp. 07341.145. 


8012300360 Brief in response to briefs supporting ASLB 000912 order to 
prepare EIS on application for mod of spent fuel pool. Order 
Should be reversed.Certlfieate of Svc encl, 

OALLOiJ. • THORHTON. P, Consumers Power Co. OALLO.J. 

4: Stale. 00/12/22. 28pp. 07359:302. 


Ishami Lincoln 


8012300617 Draft motion to postpone, unt i 1 8I012t< ora 1 “rgument on 
appUcabilitg of NEPA in spent fuel pool mod case 6 need fop 

LEITHAUSER. j. Affiliation Unknown. 00/12/24. Ip. 07300:001. 

H. Oeneral correspondanee 

8012290035 Supports proposed preparation ordered In spent fuel 

pool mod proceeding. Riquests studies re eff ects of long term 

coistinwous venting 9^ ’ ‘ '* **' ortz-io/m snn 07344-225 

HENDRIX, E.J. Affiliation Unknown. 00/12/03. 2pp. 07344, ,d25. 


-0012290039 Ac k receipt of 001203 1 tr re ^SLAB 800912 order in span* 

fuel pool capacllg ergansion P 9 

re contents of EIS are not presented bg ASLB referral of 

ruling to ASLAB. , nfi/lS/09. 

BISHOP, C.J. Atomic Safstg and Licensing Appeal Panel. 

3pp. 07344:227. 

P. Operating license stage documents 6 correspondenea 

8012020381 Suffiitiarg of 800320 meeting u/util fc Applications, In 

ra proposal to defer eentain mods related to TMI lessons 
learned 6 other issues until plant risk assessment is 
completed. Impact of deferrals not assessed. 
silver, R. D. Operating Reactors Branch 5. 

07143: U2, 


80/10/16. 4pp. 


0012110009 Forwards request for add! Info ];• ,‘‘•9;-;;;^ 

Table I does not show set point of second level undervaltage 

relays as stated in Ref a. _ t « any<n/oa aea 

CRUICHFIELD, D. Operating Reactors Branch 5. 00/10/24. epp. 

07223:247. 

0012110027 Forwards revieu of SEP Topic VI II-3< electrical, 
instrumentation 6 control sgs required for safe shutdown. 

Evaluation will be basic input to integrated safetg 

assessment for unit. ort/.n/no tAno 

CRUTCHFIELD, D, Operating Reactors Branch 9. 00/10/29. lopp. 

07223:261 

8O1216O-0SO Ltr to operating plant lieonseesiOL *f 9 * 

Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 Implementation dates will he _ 

EIS£lfHUTf D. 0. Division Licensing. BO/iO/31- /PP- 

B01222035B Ltr to all CP 6 OL holders for BWRs re requirement for 
® Implementation of OOYM code for licensing b*»‘* 

performed bg OE. App 1 Icab 1 e to all license applications fc 
proposed amends, inc lud tng core '‘'lo*”- 
E ISENHUT, D. 0. Division of Licensing. 00/11/04. pp. 

0012120336 Notification of 001113 meeting w/ubj* ‘P ®**^**''*'”° 
discuss containment overtemp conditions resulting from 

CRUTCHFIELD, D. Operating Reactors Branch 5, 00/11/12. 2pp. 

07236:317, 

0012220563 Ltr to all power reactor licensees forwarding NURE0-06I9, 

“BMR Feeduater Motile t Control Rod Driy 

NoexU Grading. ‘‘ Confirmation that implemantation data* 

will be met most be sent within 45 "^*9*- 

EISENHUT, D. S, Division of Licensing. BO/ll/lw- ip. 

0012020106 Confirms B01124 meeting in JackeenrMl to discuss regional 

evaluation of regulatory performance at *”‘ ***„**• to- BO/ll/19 
REPPLER, J. 0. Region 3. Chicago, Office of the Director. BO/ll/lV. 

Ip. 07149:359, 

0012010189 Resubmits 000922 ltr transmitting corrected Tech Spec change 
request re operability U surveillance testing requirements 
for fire protection equipment. . . , n.,Asv. nww 

DEWITT, fi B, Consumers Power Co. 00/11/21. Ip. 07097.066, 

00-12020341 Hlthdraus request for Tech Spec changes re installation of 
new redundant line providing backup cooling b® “fo 

spray reclrculati on heat eichanger in place of iilstlng fire 

cSJsuLJrPouer CO. 0O/U/26. Ip: 07148:171. 

9012020479 Discusses NRC 0OfO24 orders for mod of tnvlron qualification 
of safety-related eler.trieal equipment. Advises that mod far 
facilities is governed by SEP JoP * **^*gXQ/,ao 
related electrical equipment shall b» by 820630. 

VINCENTfR. A. ConsuffieTS Power Co. 80/11/26, 2pfi. 07141. 259. 

9012240499 Informs of review of SEP Topic VI-4 re containment 
isolation sys.Addl info described in encl requested. 

CRWTCHFIELD, D. Operating Reactors Branch 5. 80/12/02. 5pp. 

07324: no. 

8012080362 Requests e, tension until 800401 to install recirculation 
pump trip as required in NRC 800221 confirmatory order. Mods 
needed to assure that facility can safely respond to ATMS. 

Class III fee end. 

HOFFMAN, D. P. Consumers Power Co. 00/12/03. 3pp. 07189:249. 

—8012000365 "Probab 1 1 ie t ie Risk Asseiiment of Automatic Ree Ireulation 
Pufnp Trip, 

* Coniwfners Power Co. B0/12/31» Qpp* 07I8 *?j2S2. 
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8012220489 Retpondt to 800911 fliBmo racioBsttng that Oft of Nuclear 
Raactor Rtgulation Inform llcensset of need to complv 
u/r«vitad Agreement State burial §ite cond 1 1 ion*. Feruarde 
retultf of IE turveg. 

DENlQNiH.R. Office of Nuclear Reactor Regulatloni Director. 
80/12/04. 2pp. 


— 8012220506 Forward* tabulation i summarv of IE sorveg on low level 
waete at 91 reactor*. Lnu level ua*t* storage facilities 
have been espanded at 37X of reactor* surveged w/7r/ 
planning or considering Increasing storage capacity. 

BAN8ART>R.L. Effluent Treatment System* Branch. 00/11/06. Bpp. 


8012010496 Correct* error in 000730 response to IE Bulletin 79-03 re 
longitudinal weld defects In ASME SA-312.Type 304 stainless 
steel pipe. Fusion welded stainless steel pipe usedabut not 
A9I1E 8A“312iType 304. No addl action necessary. 

HOFfMANaD. P. Consumer* Power Co. 00/11/18. Ip. 07095:190. 


0012020743 Forwards three Performance Appraisal Branch insp repts tc 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 6 piaVe 
appropriate ad justments. N/o end. 

KEPPLERiJ.O. Region 3a Chicago. Office of the Director. 00/11/18. 
4pp. 


0012090419 Forward* application to amend License DPH-6 & Tech Spec 
change request re containment spray sys. 

Wl THROW. 0. C. Consumers Power Co. 80/12/09. ip. 07207:102. 


— 8012090426 Application to amend License DPR'6 u/changes to Tech Spec 
Sections 3. 9. 1. 1 1. 3 3. 4 «> il. 4. 3. 4 4-. Table 11. 4. 3. 4. allowing 
Implementation of plant mods designed to mitigate effects of 
steam pipe breaks. 

DEWITTaR.B. Consumers Power Co. 00/12/05. 9pp. 07207:103. 


8012040674 Forwards IE DolUtin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment.'' No written response 
re<iulred. 

KEPPLERaJ. 0. Region 3, Chicago. Office of the Director. BO/U/21 
2pp. 07169:079. 


0012080044 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLERaJ. 0. Region 3. Chicago. Office of the Director, eo/li/24, 
2pp. 07182:193. 


— 8012090429 Proposed changes to Tech Spec* to allow implementation of 
plant mods designed to mlttgate effect of steam pipe breaks 
Inilda containment. 

* Consumer* Power Co. 80/12/09, 14pp. 07207; 108. 


8012190289 Forward* info verifying adequacy ’of »pent fuel transfer ca*k 
redundant eupport aiiemb ly. Re*u It* of verification confirm 
adequacy of radundant support assembly. 

UITHROWaO. C. Consumer* Power Co. 00/12/09. 2pp. 07187:001. 


"8012190206 Analysis of facility 
support assembly. 

JOHN0QNaJ.W. HPR Assoclatesr 


spent fuel transfer cask redundant 
Inc. 80/11/26. laopp. 07107:001. 


8012160182 Forwards response to 801024 request for addl Info re 
geniric Issue of onsite power sys. 

HOFFMAN. D. P. Consumer* Power Co. 80/12/12. 5pp. 07268:097. 


8012090468 Inform* that statement In util 801114 Itr re Region 3 
acceptance of addition of training position to plant staff 
Incorrect. Staff ha* no regulatory basis to require off»hlft 
staff Ing. Health physics appraisal end. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 80/11/29. 
2pp. 07107:001. 


--0012090474 Notice of violation from health physic* appraisal on 
800303”*14. 

a Region 3, Chicago, Office of the Director. 80/06/13. Ip. 
07187:001. 


0012190262 Forward* new security badge number* fc clearance 
Region 3 personnel. Changes should be entered on Sept 1980 
access lists. 

KEPPLER.J. 0. Region 3. Chicago, Office of th* Director, 
6pp. 07282:130. 


levels for 


80/11/29. 


8012240489 Notification of 801218 meeting w/SEP owner* group in 
Sathesda.HD for discussion* on SEP program. schedule for 
license topic completion 4i assignment of lead topics to 
plants. 

RUS8ELL,W. T. 8yst*matic Evaluation Program Branch. 80/12/16. 2pp. 
07324: 104. 


0012230279 Forward* revision to Table l.App C of 001209 request for 
amend to License DPR-6 re containment spray »y«. 

HOFFMAN. D.P. Consumer* Power Co. 80/12/19. 2pp. 07314:067. 


9012300902 Forward* respon** to NUREO-0737, "Clarification of TMI 
Action Plan Raquirament*. " Provide* all requested 
evaluation*. design schedule Info, including justification 
for daviatlon* from recommendation* It tchedules. 

HOFFMAN. D. P. . DEWITT, R.B. Consumer* Power Co. 80/12/19, I2app. 
07346:284. 


0. Inspection reports, IE Bulletin* 6 correspondence 


8012100167 Forward* IE Imp Rapt 90-199/80-10 on 800804-0909. No 
noneonptlance noted. 

HEI8HMAN. R. F. Region 3, Chicago, Reactor Dpepatlom Nuclear Support 
Branch. 80/09/29. 2pp. 07219:340, 


—8012100176 IE Insp Rept 90-199/80-10 on 800804-0908. No noncompl lanes 
noted. Major area* Inspected: operations I safety, bullatln 
review, c Ireular review fc LER 80-23 Initial followup. 

WRIOHT, C.C, , PARKER, H.J., BOYD, D. Region I, Ph I ladelph la, Office 
of the Director. 80/09/29. 6pp. 07219:342. 


80121709P7 Forwards IE Info Notice 80-37, "Containment Cooler Leaks (i 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
retponie required. 

KEPPLCRfJ. 0. Region 3, Chicago, Office of the Director. 80/10/24. 
Ip. 07268: 124. 


8012100430 Forwards IE ln*p Rept 90-195/80-13 on 800906-1007. No 
noncompl lance noted. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch, 80/M/05- app. 07218:021. 


—8012100432 IE Imp Rept 90-199/80-13 on 800906 - 1007 . No noncomp I lance 
noted.Magor areas Inspected; operational saftty<LER review 1. 
Independent Inep effort. 

WRIOHT, O.C., BOYD, D. C. Region 3, Chicago, Office of the Director. 
80/11/03. 4pp. 07218:023. 


8012170961 Forward* IE Info Notice 80-29, Suppl 1. "Broken Stude on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

KEPPLERi J. 0, Regions. Chicago, Office of the Director. 80/11/26. 
2pp. 07264:137, 


8012220701 Respond* to IE Bulletin 79-OtB re environ que I If leatlon of 
Clast IE electrical equipmen t. Jt 1 1 enrolled In BEP. 

Electrical equipment qualification submittals sent to NRC on 
801007.30 ^ 31. 

HOFFMAN, D.P. Consumers Power Co. 00/12/01. Ip. 07293:125. 


8012100009 Submit* supplemental Info for response to IE Bulletin 00-10 
re contamination of nonradioac t ive sys <i potential for 
environ release. All floor drains to environ plugged 6 
routine sampling of air supply sys to be performed. 

HOFFMAN, D.P. Consumers Power Co. 80/12/02. 2pp. 03791:161. 


0012180600 Ack receipt of 801U2 Itr responding to noneonp 1 lines noted 
In IE Insp Rept 50-155/60-12. Forward* request for addl Info. 

Request withheld (ref 10CFR2.790). 

HIND, J. A. Regions, Chlcego, Safeguerdi Branch. 90/12/04. 2pp. 
07271:348. 


— 8012180603 Forwards response to noneomp 1 lance noted In IE Insp Rept 
90-195/80-12. Response withheld (ref 10CFR2. 790). 

HOFFMAN, D.P, Consumer* Power Co. 00/11/12. tp. 07271:350. 


R. Periodic operating reports h. related eorrespondenci 


8012170452 Forward* monthly operating rept for Nov 1900, 

HARTMANiC.J. Consumer* Power Co. 80/12/10. Ip. 07268:073. 


—0012170496 Monthly operating rept for Nov 1900. 

HIMEBAUCH.N. Consumer* Power Co. 00/12/10, 6pp. 07268:074. 


8. Reportetle eccorrenee*, UER* I; related correepondtnee 


8012160494 Forward* LER* 00 - 036 /03L-0, 80-037 /03L-0 ti BO-03S/03L-0. 
HOFFMAN, D.P, Consumer* Power Co. 80/12/12. Ip. 07299:393. 


—0019160490 LER 80-036/03L-0: on 001 1 10, output voltage did not reach 
normal 4BO-voU leva 1. Prebab ly eau*ad by damage to two 
diode* (type 1N-U90) during annual malnt cheeks. Dlodte 
replaced 6 annual checks eliminated. 

* Coneumer* Power Co, 00/12/12. Ip. 07259:354. 
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— 80jaiit>50^ LER 0O-O37/O3L~O; or aOUl B. eng i ne cooling 
coupling component* overheated. Cao»«d bij coupling 
wearing on beating seal of reduction gear unit due 
set strew. Unit repaired. 

* Consumers Power Co. S0/13/IS. tp. 07255.395. 


water pump 
sleeve 
to loose 


— 8012230525 Public version 
e Marg landi Univ. of. 


of emergency plan. 
60/0i/30. 59pp. 


07312:320. 


DOCKET 50-170 NATIOIfAL. NAVA1. KEOICAL CENTER 


— 80t2l&050a LEP. 90 - 03 B/ 03 L- 0 : on 80 1 UB. 1 0-i nc h feedwater check valve 
VFH aOA ejiiiblted 1 eakag e. Caused by dirt i stale on valve 
seat fc disc. Disc machined U seat ' 

4 Conitun<r% Power Co. 00/12/12. Ip. 07235. 35&- 


0. Adj-udicatory correspondence 


SO1229O5B.0 Petition for leave to intervene. Notice 
Certificate of 3vc signed petition 


of appearance. 
146pp. 07300; 001. 


0012230341 Forwards LER 90-042/01T-0. 

HOFFMAN. 0. P. Consumers Power Co. 60/12/10. 


ip. 07318:230. 


-8012230349 LER a0-042/OlT-O: on 801206. wall leakage observed during 
inservlte insp activity at weld in two-inch pipe in 
eicess flow return from control rod drive sys. Probable 
cause related to marginal const. Repairs "f"*' 

« Consumer* Power Co. eO/l2/iB. 2pp. 07318:231. 


8012230529 Forwards LER 0O-O41/O3L-O. 

HOFFMAN. D.P. Consumers Power Co. 00/12/19. 


Ip. 07312: 317. 


0012290402 Notice of ASLB es tabl i sKment. LJ Carter 
EE HIU b DR Bchink members. 

COTTER. E.P. Atomic Safety and Licensing Board 
2pp. 07336-. 300. 


appointed chairman. 
Panel. BO/12/ll. 


0012310460 Response In opposition to Citiiens 

Bafetg 601209 petition to Intervene. Pet i t loner lacks 
standing. No basis for discretionary standing. Notices of 
dppedrdnc^ it C'©rtlfic4t® Svc encl. i.__ 

BACHKA.NNf R . 0. Office of the Eiecutive LtgAl Director. 




Roector 


80/12/24. 


-8012230534 LER eO-D41/03L-0: on 001123. during containment type C 
component leak rate tests, reactor cleanup sys T® ® ! bu 
valves CV4092 t. CV4093 eJhiblted escesslve I ealage. Caused by 
mtirrVear on seat of each valve. Ball ^ 

* Copeuirere Power Co. 80/12/18 tp. 07312.318. 


8012310309 Forwards LER 60-039 /03L-0. ^ 

VINCENT. R. A. Consumers Power Co, a0/12/w2. 


Ip. 07369:040. 


-8012310312 LER 80 - 039 / 03 L- 0 : on 001127. check valve ins Ide containment 
In 3-lnch treated waste line found I®*'*"® ^ 'li'tnti^g 
criteria, Caused by eicessive wear on lilse pin of tilting 
disc check valve. Beat b disc components 
» Consumers Power Co, 00/12/22. Ip. 07369,041. 


8012310474 Response in opposition to 

Safety petition to intervene, I ntervenor to »**«*'*'' 

standing, Contentions outside scope of action U contrary to 
manifest ueight of evidence. W/Certi f lea to of 3vc. nn/is/24 

BRlTTIOANi R. L. De f enso , Da p t . a f . Defense Nuclear Agency, 
lapp. 07370:260. 

H, Oaneral correspondence 

9012020024 Responds to 600812 Itr f*eiHty. 

upgrading t modifying Tech ‘ ‘ ‘ ‘“I /PP* !*I, 

I 4 ren<a renewal will be announced In FR u/intervenlng 
DIRCXS.W. J. Office of the E.eeutive Director for Operations. 


8012300422 Forwards LER ^0-043/011-0. 

KOFFMAKf 0. P. C&osumeT* Poyar Co. ao/12:/23. 


Ip. 07360:330. 


-3013300427 LER 80-043/01T-0: on 001212. crack measuring 1/2-inch found 
"°ln bas"-tal of 3-inch line at l/ 2 -inch 

Probably caused by stress corros son, Dofec tlvo parts 

"'’’Jon^mer. Power Co. 80/12/23. SPR- 07360:331. 


DOCKEl 50-157 CORNELL UNIV RESEARCH REACTOR 
J. Insurance 1. indemnity information 


8012050418 Ececoted Amend 10 to Indonini 
amount -of financial protection. 
SALTZMAN. J Utility Finance Branch C 

DVHEA.E.J. Cornell Univ. 60/12/01. 


ty Agreement E— 4. Increasing 

formerly Antitrust 6 Indemnity), 
ip. 07174:025. 


P, Operating license stage documents 

8012010575 Forwards 801 U8 FR notice 

appli^tion for renewal of License R-SO.Uicsns. will not 
eiplre until application finally 
HILLERiJ.R- Staf^Jardtiat ion & Special Projects 


branch. BO/H/10. 


2pp, 070^5:052, 


— 0012010579 Notice of consideration of application 

HILLER. J.R. Standard i J atlon L Special Projects 
4pp. 07105:086. 


for renewal of 
Branch. 80/11/18. 


DOCKEI 50-163 GENERAL ATOMIC COMPANV 
J. Insurance L indemnity information 


8012020562 Forward* Endorsement 51 to 
CORREA. M. A. Karsh 6 McLennan. Ine. r 
Div. 80/11/20 apP- 07140:071. 


HAELV Policy MF-59. 

M i: H Nuclear Consul tan ts. Inc , 


DOCKEI 50-166 UNIV. OF MARVLANO RESEARCH 

F. Security, medical, emergency 6 -- 


8012230521 Releases public 
FELTON. J.M. Division of 
07312:319. 


version of univ emergency plan. 
Rule* and. Records, 60/12/11. Ip. 


BOi2020B2B Discusses citUen concerns re operation of f ac 1 1 1 ty. Ful 1 

public hearing should be held prior to '‘•‘= . oh 
Jelicenslng.EIS should.be undertaken to assess impact oh 
residentlalarea. 

SARBANEB. p. S, Senate. 80/09/12. Ip. 

8012120075 Respond, to 800919 Itr 

of License R-84. App I iea t ion was received on B01003. 

Regulations do not reguire ,^ble''in*PDR 

#or re«»arch rejc tor. Ap p I i cat ion av^Jlablo in PDR, 

DENTON, HR. Office of Nuclear Reactor Regulation. Director. 
80/10/23. 2pp. 07231 '.SSI. 

—0012120081 Requests info on status 

for renewal has been filed t if P'-bUc hearing will be 


ENTHISLE, E. 


Affiliation Unknown. 00/09/15. 2pp. 07231:395. 


8012290270 Request* preparation of EIS 6 public hearing* prior 
eitendlng facility License to yr 2,000. 
gpECTOR.R., 0ILCHRE8T.C.W, Montgomery County, MO. 

07341 ; leo. 


80/12/16. 


to 

Ip. 


P, Operating license stage document* U correspondence 


8012010533 Forwards BOllte FR notice 

application for renewal of License R-BC.License will not 
esplre until application finally determined. on/n 

MILLER. J.R. Standard i cation *( Special Projects Branch. 80/11 
2pp. 07095:022. 


0012010535 Notice of consideration of 801003 application for renewal of 

HILLER. J.R. Standard! lation 6 Special Projects Branch. 00/11/10. 

4pp. 07095:024, 


8012000451 Requests correction of typographical error 
application for renewal of amended DL. 

TVLER.P. E. Defense. Dept. of. Defense Nuclear Agency. 
07189:269. 


in FR notice re 
80/12/03. ip. 


R, Periodic operating reports L related '=®''''**Fond»nh» 


8012080308 Forward* annual operating rept for yr ending 001001 6 safety 

TVLERiP. E. Def ense r Dep t. of . Defense Nuclear Agency. 90/12/03. ip. 
07183:062. 
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“-BOI20B0510 "Armed Forces Red iob i o logg Reseerth Inst R-84« Annual Rapt 
Oct 1?80. " 

a Oefensei Dept. of j Defense Nuclear Agencg. 80/12/03. ISpp. 
07163:063. 


—6012060812 "Section VI Safetg Analgsis of FSAR. '' 
a Dames i Moore. 80/09/16 2app. 07183; 076. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POKER STATION, UNIT 1 


F. Secvritg, medical, emsrgencg t: fire protection plans 


6012240458 Informs of no objections to recording conversations on 
dedicated phone line connecting facllltg to NRC operations 
ctr in Be thesda. Detal led description of tasl to be 
accomplished reRUired. 

6TELL0, V. Office of Inspection & Enforcement, Office of the 
Director. 60/12/02. Ip. 07324; 174. 


P. Operating license .stage documents & correspondence 


8012220465 Responds to 600911 memo reguesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to complg 
u/rcvised Agreement Btate burial site conditions. Foruards 
results of IE turveg. 

DENIONiH. R. Office of Nuclear Reactor Regulation, Director. 
60/12/04. 2pp. 


—8012220506 Foruards tabulation tt sum.marg of IE surveg on lou level 
waste at 51 reactors. Lou level uaste storage facilities 
have been eipanded at 37X of reactors surveged u/71K 
planning or considering Increasing storage capacltg. 

BANOART, R.L. Effluent Treatment Sgstems Branch. 80/11/06. Bpp. 


R, Periodic operating reports & related correspondence 


8012300270 Foruards final post-operational Repts 13 b 14 re Conouingo 
Pond ecologg for Jul-Dec 1979 4; Jan-Apr 1 980, respect ive Ig, 

WILLSEY.N. B. Philadelphia Electric Co. 80/11/28. Ip. 07353:098. 


— B01230027S "Post-Operational Rapt 13 on Ecologg of Conouingo Pond, 
Uul-Oec 1979. " 

a Kuddg Run Ecological Laboratorg, RMC Ecological Div. 80/02/29. 
209pp. 07353:059. 


— 6012300282 "Post-Operational Rept 14 on Ecologg of Conouingo Pond, 
Jan-Apr 1980. " 

» Muddg Run Ecological Laboratorg, RMC Ecological Dlv. 80/08/31. 
l66pp. 07353:267, 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


Q. Inepectlon reports, IE Bulletins b correspondence 


8012160573 Foruards IE Insp Rept 50-182/80-02 on 801015-16. No 
nencomp 1 lance noted. 

0AVI8, A. 8. Region 3, Chicago, Fual Factlitg b Materials Safetg 
Branch. 80/11/04. 2pp. 07262:022. 


—8012160576 IE Insp Rept 50-182/80-02 on 801015-16. No noncompl iance 
noted. Major areas inspected: emargencg ((luipment supplies, 
tests, dri 1 Is, training b postulated incident. 

ORECR,R.J., NICHOLSON, N. A. , PAPERIELLO, C. J. Regions, Chicago, 
Office of the Director. 80/11/03. 4pp. 07262:024. 


DOCKET 50-184 NATIONAL BUREAU OF BTANDARDS REACTOR 


K. Utilitg Final Safetg Analgsis Report <F8AR> b amends 


8012030465 Application to amend Llctnse TR-S, increasing mas power from 
10 MW to 20 MW for 20 grs. Foruards Addendum 1 to 8AR b 
proposed Tech Spec changes. 

CARTERiR. 8. Commerce, Dept. Of, National Bureau of Standards. 

80/12/02. Ip. 07195:025. 


—8012090487 Addendum 1 to FSAR. Overs 1 le map end. 

« Commerce, Dept, of , National Bureau of Standards. ND8R 9 ADD 1. 
80/11/30. 73pp. 07195:026. 


P. Operating license stage documents b correspandence 


8012060485 Application to amend License TR-S, increasing mas pouier from 
10 MN to 20 MW for 20 grs. Forwards Addendum 1 to 8AR b 
proposed Tech Spec changes. 

CARTER, R.S. Commerce, Dept, of, National Bureau of Standards. 
80/12/02, ip, 07195: 025, 


"8012080487 Addendum 1 to FSAR. Overst to map end. 

* Commerce, Dept, of I National Bureau of Standards. NBSR 9 ADD 1. 
80/11/30, 76pp, 07195:026, 


—6012080491 Proposed Tech Spec changes supporting amend to License 
TR-S to increase authorized mai power level from 10 MW to 
20 MW for 20 grs. 

« Commerce, Dept, of, National Bureau of Standards. 60/11/30. 
2Spp. 07195: t09. 


e0i21S0143 Clarifies 801202 Itr.NBS is requesting both license amend to 
Increaee authorized power level b license renewal for period 
of 20 grs. 

CARTERtR.S. Commerce, Dept, of. National Bureau of Standards. 

80/12/11. Ip. 07240:081. 


DOCKET 90-186 UNIV, OF MISSOURI RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins b correspondence 


0012110737 Foruards IE Insp Rept 30-186/90-05 on 801000-10, No 
noneomp 1 iance noted. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/10/29, 2pp. 07225:078. 


—8012110753 IE Insp Rept 90-166/80-03 on 001008-10. No noncomplianee 
noted. Major areas Inspected: records, logs b organization 
review audit functions r equa 1 If Icat ion training b 
procedures, 

RIDOWAV, K. R. I CDNNAUOHTQNi K. A, BOYOiD.C. Regions. Chicago, Office 
of the Director. 80/10/28. 6pp. 07225:060. 


DOCKET 90-187 SPACE RADIATION RESEARCH REACTOR 


R. Periodic operating reports b related correspondence 


8012170314 Foruards "Natural Environ Rad toactl vt tg Surveg, 6ept 1979 - 
Aug 1980. '' 

CRANDALL, N. E. Northrop Research b Technical Center. 60/11/26. Ip. 
07270: 020. 


—8012170324 "Natural Environ Red loact 1 vl tg 8urveg,8ept 1979 - Aug 1900. 
AVANT, 0. . COZENS, 0., ND0D8, J. Northrop Research b Technical 
Center. 80/11/26. 11pp. 07270:021. 


DOCKET 90-201 WEST VALLEY REPROCESSINO PLANT 


F. Securltg, medical, emergeneg b fire protection plans 


801202048,1 Requests ecplanation of evacuation rumor b name of inspector 
Involved in rumor. 

M0NOER8ON, C. West Val leg Nuclear Wastes. 80/10/07. Ip. 07148:128. 


8012020733 Informs of existing emergeneg communications sgs review b 
resulting mods to emergeneg notification sgs b health 
phgsics netuorV. NRC will have lamps installed on emergeneg 
telephones In all control rooms b technical support ctrs. 
ORIER,B,H. Region 1, Philadelphia, Office of the Director. 
00/11/14. 2pp. 07147:340. 


H. Oenarat correspondence 


8012010618 Requests repts re faeilitg listed but not encl in NRC 
790920 Ur. 

CLAUSON.M, K. Affiliation UnStnown, 80/09/15. Ip. 07090:113. 


6012020691 Expresses concern re 800917 Itr discussing Itakage of 
radwaste at burial grounds. Sees better energg alternatives 
in development of solar energg b practice of conservation. 
0QRE,A. Affiliation Unknown. 80/09/24. 2pp. 07299:298. 
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DOCKETED ITEMS 


P. Opar^tlng Iteante •tt»ge <iocur*»iit« U eorreipondent* 

a01SOS0727 FoTuards rtvieu pf NRC i.BiiPic itudij o» KFS nautrplliad 
hlg)i l«v»l uaskt kank.Reft gantrallg well done iwt dp#» not 
addrtsl hlghlg signiPIcapk fastort.Rept dote not giv* 
reattupanet p# htalth i tafetg of public. — 

RESMIKOFF.M- Sierra Club. 00/09/21. 9pp. 07147:342. 

8018020339 Concur* u/mod depicted in HF8 drautnje #ot head-end 
ventilation bldg. NFS thogid place mod on annual cheek llet 
to aeeure ehJeld has not shifted due to frost action. 

CaFFHftN.W. A, Wagne A. CofMannP.E. 80/09/22. Ip. 0i91t.001. 

8012030^89 Respandi to 000316 Itr re Installation barrier to protect 
against tornedo ailtslles at heat end vsntlla tion HEV I enc 1. 

Proposed (sod will edeguatelg protect filters within HEV end 
in event of missile strike resulting from tornadle winds. 

RDUSEi L. C. Advanced Fuel h Spent Fuel Licensing Branch. 80/10/10. 
tp. 07I9A;120. 


B012310092 Forwards physical secoritg plan change involving specific 
response capabilities of US Marshals Sve.Encl withheld 
(ref tOCFB2. 790>. , abb 

DIETCHiR. Southern California Edison Co. B0/i2/17. 4pp. 

07389:273. 

H. Oentral correspondence 

0012290262 Forwards constituent EK Johnson Itr re location of 
facilities. Rag.uesti response. 

CRANSTON. A. Senate. 00/12/03 3pp. 0734!: 177. 

P. Operating license stage document* 6 eorrespondtne# 

6012020733 Forward* seismic (luallf ieatlon* of auslU^g fdd^“'dbd>' ‘M* 
In operating PUR* S> describe* program NfiC is undartaking 
to revlaw capabllitg of operating PWR* to rtmov# deeag 
heat following aarthguake. b.. 

EJSElfHUT* 0. 0. Division of Licensing. 00/10/21. 4pp. 


B012220726 notification of rascheduled ®I*bing «/00E In Silver 

Spring. MD to discuss Interageneg agreement between DOE 6 HRC 
re Meet Valleg Detnoostratlon Project Act of 19S0. Meeting 


ortglnallg scheduled for 001217. , _ i. 
TlHOiW.W. Advanced Fuel t Spent Fuel Licensing Branch. 
8pp. 07293:113 


30/ 12/16. 


BO12300346 Suamarg of 801210 meeting w/HF9 in Silver Spring. MD re 
progress of licensee efforts to process future 
decanteminatlon 6 decommissioning technical data. 

HAUOWfEV. C. J. Advanced Fuel 6 Spent Fuel Licensing Branch. 

00/12/16. 33pp. 07359:036. 

8012220732 Kotlf ica t ion of 810211 meeting w/NFS 6 State of NY Energg 
R6D Authorltg In Silver Spring. MO to discuss NFS progress in 
processing info needed as basis for decontamination t 
d Bcommissi oning of facllitg. _ , . , . b-.-.i. 

HAUOHUSV. C. J. Advancad Fuel L Spent Fuel Licensing Branch. 

00/12/17. 2pp. 07893:114. 

Q. Inipeetlcn report*. IE Bulletins 6 correspondence 

6012010109 Reouests that response to IE 3u I let in 80-19. "Possible Los* 
of Emergeneg Notification Sg* «EN3> U/Los* of 
Power." be resubmitted w/oath or affirmation within iO dag* 
of receipt of itr. per 10CFR90. 34. 

GRIER.B.H. Region 1. Phi ladelph ia. 

80/10/23. 1 P . 07092 : 1 27. 


Office of the Director. 


aOI2l90!.a5 Fcruerd* IE Insp Rept 30-201/00-05 on 800915-10. Mo 

5MITH?0.^H. ** Region 1. Philadelphia, Fuel Facllitg fc Material* Safetg 
Branch. 00/10/30 app 07287:329. 

"8012190689 IE Insp Rapt 50-201/00-03 on 900 915-1 6. No noneoap I lance 
noted. Major areas Inspected: 10CFR21 . organ I cation, mod fc 
changes to facilitg 6 sg*. 

ROTH. J. Region i. Philadelphia. Office of the Director. 

CROCKER. H W. Region 1. Philadelphia. Fuel Facility 4 Material* 
Safety Branch. 00/10/29. 21 pp. 07287; 33i. 

8012090004 Responds to IE Bulletin 80-15 by resubmitting 600026 "Rept 
of MF8 Nest Valley ENS Sgs Tests 6 Investigation a* 

Re<iuired by IE Bulletin 80-15." Affirmabion end. 

LEMISiW.H. Nueltar Fuel Service*. Inc. iiub*. of Oetty Oil Co. J. 
eO/lt/05. 3pp. 07199:339. 

p. periodic operating report* 4 related correspondene* 

8012040342 Forward* effluent discharge monitoring rept for 

DUCKHORTH. J. P. Nuclear Fuel Services. Inc.r Weet Valleg Reprocessing 
Plant. 00/10/16. Ip. 06915:001. 

--0O12O4O4IO flaw data effluent discharge monitoring rept for Sept 1980. 
DUCKHORTH. 0. P. Nuclear Fuel Services. Inc.« West Valley 
Reprocessing Plant. 80/10/17. Spp. 06915:001, 


DOCKEI 50-206 SAN ONOFRE NUCLEAR STATION, WIT^l 
F. Security, nsdleal. emergency 4 fire protection plans 


8018160050 Ltr to operating plant licensee*. OL *ff*J**D^* ** 9^ 
Forward* NUREO-0737 re TMI action plan re^uiremenbt. Request* 
operating reactor licensee confirmation In 45 dag* that 


operating 

Enel 1 implementation dates will be 
E1SEH4UT. D. 0. Division of Licensing. 80/10/31. 


7pp. 


3012030379 "Review of Repti Dealing u/81mulatIon of ^'^JbRuake Ground 
fre Nuclear Oenerator* Station Unit 1 for 


Motions for Ben Onofr 
NRC. " ..... 

BERMREUTER. D. L. Lawrence Livermore Laboratorg. 

07150:069. 


00/11/05. 6pp. 


8012220563 Ltr to all power reactor licensee* forwarding NUREO-0619, 
"BWR Feedwater Nojtle 4 Control Rod Drive Roturn Uine 
Noiilff Cradling.* Confirmation that implamantatlon dato* 
will be met must be sent within 45 dags.H/o encl. 

E t &6KH0rf D. 0. Division of Lictnflnp. 80/11/13. ip* 

6012040122 Ack receipt of 001023 ltr re revision “J 

shipping spent fuel.No.tei that request subj to NRC Heel)** 

fee sehadule.NRC will notlfg of fee due . O71S0-O4O. 

HEISSiD. License Foe Madagemenl Branch. 00/11/10. Ip. 

0012110435 Forward* F Rosa 790930 memo re SEP Topic VItI-3. 0, "DC Powar 

CRUTCI-IFIELD. D* Operating Reactor* Branch 5. 00/il/lS. 8pp. 

07285: 167. 

--0018110439 Comment* on 790926 nemo re de power sg* monitoring 6 
annunciation. Specific requirements for de power sgs 
monitoring derive from Reg ‘O* I- 

ROBAfF, Power 8g«tem» Branch. 79/09/30, 2pp. 07225. lov. 

0012110422 Immediate action ltr, confirming 801119 talcon re steam 
ganeratOT repair*. Util will not proceed w/produetlon 
insertion phase w/o prior NRC review 4 approval. 

ENGELKFM.fi.H Regtqn 9. Ban Francisco. Office of the Director. 

30/1 i/I9. Ip. 07227:136. 

B012090061 Notification of rescheduled 001205 meeting u/uttl in 
Bathesda.MD to discus* seismic re-eveluetlon program 
daicribing struc tures, method* 4 analgsl*. 

NQNlCKIfS. Operating Reactor* Branch 5. BO/ll/20. 2pp. 07190:080. 

8012020521 Forward* result* of evaluation to determine effect* of 
water hammep* on feedwater piping sys per 800214 commitment 
4 subsequent tj ten* ion. Further corrective action* not 
considered warranted. 

BASKIN. K.P. Southern California Edison Co. 80/11/25. ISpp. 

07148:081. 

0012020605 Forward* info re environ iwpect of current steam genarator 
sleeving repair program. 

BASKIN, K.P. Southern California Edison Co. 00/11/86. 5pp. 

071 48: 032. 

8012290097 Request* billing of util for Ofc of Nuclear Reactor 
Regulation review of Amend 3 to SCE-IA, "OA Program. " 
subftltted 000331 4 approved 800701, . 

MILLER.M, □, License Fee Managament flraneh. 80/11/26, Ip. 

07345:250. 


8018190335 Inform* of recently approved revised 10CFR60. 48 containing 
schedules for completion of alt fire protection mods. Mo 
present Implementetion required as naceisary addi info ha* 
not yet been approved. , 

EISENHUT, 0. 0. Division of Licensing. 80/11/06, 6pp. 07286:000. 


8018100068 Notification of 801204 meatlng u/utll in Bfthtsda.MD to 
addrass consultant comment* resulting from review of util 
seismic model. 

N0HICKI.8. J. Operating Reactor* Branch 5. 80/11/20. Spp. 

07219: 104. 
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B0I21603SS Forwards EIA r« sUeving project. 

OL 8 HIKSKI 1 J. A. Oporating Reactors Assossmont Branch. 
07246:291. 


eo/ii/2s. ip. 


— 60121*0260 6 IA supporting proposed mods re 
♦ Offlto of Nuclear Reactor Regulation. 
t<7pp. 07249:292. 


sleeving project. 
Director. 80/11 /26. 


6012120309 "Concentration fc Speelation of Copper in Haters Collected 
Near San Onofre 4< Diablo Canyon Nuclear Power Stations. 

HARR ISON, F. L. . BISHOP, D.J.. EMERSON, R.R. tauronc e L 1 vermor e 
Laboratory. FIN A-OlW. NURSO/CR-0750. 90/11/30, 66pp. Available 

at NT 1 9. 07260: 160, 

6012030977 Forwards Info re environ qualification tests to be performed 
within nest two grs, in response to MRC 801001 Itr. Tests for 
pressure ti level transmitters apply to Units 1, 2 & 3. All 
other tests apply to Units 2 k 3 only. 

BABKINrK. P. Southern California Edison Co. 90/12/01. 3pp. 

07191: 216. 

5012030716 Forwards Amend 94 consisting of Propoeed Change 96 to Tech 
Specs as App A of OL In response to NRC 000611 Itr 
reouastlng provision for redundancy In decay heal removal 
capability In all modes of operat 1 on. H/C*rtlf leata of 8ve. 

DlETCHiR. Southern California Edison Co. 80/12/01. 0pp. 

07149; 168. 

--8012030729 Amend 94 consisting of Proposed Change 96 to Tech Specs as 
App A re decay heat removal capability. 

4 Southern California Edison Co. 90/12/01. 32pp. 07149:172. 

6012220489 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/rawlsid Agreement State burial site cond Itlons. Forwards 
results of IE survey. 

DCMTON.H. R. Office of Nuclear Reactor Regulation, Director. 

60/12/04. 2pp. 

— 8012220506 Forwards tabulation t eummary of IE survey on low level 
uaste at 91 reactors. Low level waste storage facilities 
have been eipanded at 3755 of reactors surveyed w/7r/4 
planning or considering increasing 

BANOARTfR.L. Effluent Treatment Bystens Branch. 00/11/06. 0pp. 


B0121005F7 Requests eitonslon until 810201 to evaluate impact of 
automating aurlllary feedwater sys on eslsting safety 
analyels U estenslon until 810119 to provide Info re main 
steam lint piping Integrity evaluation, , 

BABKIN, K.P. Southern California Edison Co. 80/12/09. Ip. 
0721 9r 393, 


Q. Inspection reports, IE Bulletins L correspondence. 


6012040313 Forwards IE I nap ftopt 50-206/80-28 on 800904-26 l< notice of 
violation. . 

CREWS, J. L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch. 80/10/24. 2pp. 07162:352. 


— 9012040316 Notice of violation from insp on 000904-26. 

* Region 5, San Francisco. Office of the Director, 90/10/23. 
07162:354, 


IP 


—8012040319 IE Insp Rept 80-206/80-28 on 800904 - 26 . Noncomp 1 i ance noted: 
failure to observe reactor coolant chemistry limit 6 to 
follow raduaste discharge procedure 

MILLER, L Region 5, San Francisco, Office of the Director, 
FAULHENGERRYrB, Region 5, San Franctsco, Reactor Operations 
Nuclear Support Branch. 80/10/23 6pp. 07162:359. 


0012170695 Forwards IE Info Notice 00-37, 
Reactor Cavity Flooding at Indian Point 
re spans e required. 

EHOELKFU.fi. H. Region 5, San Francisco, 
80/10/24. Ip, 07266: 0 73. 


"Containment Cooler Leals 
Unit 2. " No written 

Office of the Director. 


6 


0012170411 Forwards IE Info Notice 80-39, "Cracking 
Casing Cladding. " No written response required. 
EH0ELK6N,R.H Region S, San Francisco, Office of 
80/10/30. Ip. 07269: 126.. 


In Charg tng Pump 
the Director. 


0012170952 Forwards IE Info Notice 00-39, 
Valves Mfg bij VaUor Engineering Corp. " 
1 s required. 

ENOELREN.R.H. Region 5, San Francisco. 
00/10/31. Ip. 07266: 049. 


"Malfunction of Solenoid 
No written response 

Office of the Director, 


8012090022 Forwards IE Insp Ropt 50-206/00-30 on 001020-23, No 
noncampl lance noted. 

CREHS, V. L. Region 9, San Francisco, 
aO/U/09. 2pp. 07197: 303. 


Office of the Director. 


0012090029 IE Imp Rept 50-206/S0’-30 on 801020-23. No noncomp I lance 

noted. Major areas Inspected ; des ign changes J< mods program, 

QA program, callbr, U IE bo 1 let 1 n/c Ircular followup. 

HORN, A. J. Region 5, San Francisco, Office of the Director, 
FAULKENSERRY, D. Region 9, San Francisco, Reactor Operations 
Nuclear Support Branch. 80/11/04. 4pp. 07197:303. 


8012120340 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. . . 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 


onyi 4 yni. 


mo 07* 


8012ia03V8 NotifUation of 0O121B meeting u/uUl in BathesdafMD fco 
dlocutt util comffl 0 nt« re NRC case stoilg of lo«» of salt 
watar cooling sgs. 

NQMICKIiS J, Operating Reactors Branch 5. 00/12/00, app* 

03794:049. 


0012030916 Forwards IE Info Notice 80-40. "Eseosalve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl ration *' No wr Itten response required. 

ENOELKFN, R. H. Region 9. San Francisco, Office of the Director. 
BO/U/07. Ip. 07150: 137. 


8012120399 Forwards application to amend App A Tech Specs, Sec tl ens 
2. 1,3. 9. 2 <1 3. 11. Westinghouse rept k Certificate of 8ve 

OIEICM, R. Southern California Edison Co. 00/12/10. Ip. 07839:263. 


-6012120413 Application to amend App A Tech Specs 2.1 re reactor core 
Involving, limiting eomliinatlon of power, pressure fc temp, 

3.9.2 re control group insertion limits fc 3,11 rs continuous 
powar distribution monl tor lug. M/rept 1: Certificate of S''*' 

DlETCHiR. Southern California Edison Co. OILMAN, D. M. iPIOOTT, D, R. 
San Diego Oas 4, Electric Co. 80/12/05. 7pp. 07299:864. 


8018080690 Forwards IE Info Notice 00-41, 
in Decay Heat Removal Bys at Davis Besse 
response required, 

EUOELKFN, R. H Region 9, 8an Francisco, 
80/11/10. Ip 07ia3:03R 


"Failure of Swing Check Valve 
Unit 1. " No 

Office of the Director, 


B012040244 Forwards IE Bulletin 80-23* "Failures of 
Mfg by Valcor Engineering Corp." Requires estimate 
manpower associated w/correetlve actions. 

ENOEH<EN, R. H Region 5, San Francisco, Office of 
80/tl/l4. Ip. 07158:173. 


Solenoid Valves 
o.f 

the Director. 


—6012120426 Proposed Change 100 to App A Tech Spec Sections 2. 1,3.5. 8 tc 
3.11 re Impact of core flow reduction resulting from steam 
generator mods. ntm 

e Southern California Edison Co, B0/t8/i0. 4pp. 07859:279, 


—0012120434 Rtviiion I to "Reload Safety Evaluati on, San Onofre Nuclear 
Oensratlng Station Unit 1, Cycle B. " 

8KARITKA,J., ARLOTTIrH.O. Westinghouse Electric Corp., Nuclear 
Energy Bystemi. BO/lO/31. 69pp. 


6012240489 Notification of 801210 meeting w/SEP owners group In , 
Bethasdi'MD for diitussions on SEP program, schedule for 
license tbple completion & assignment of lead topics to 

RUSBELUW.T. Byslamatie Evaluation Program Branch. 80/12/16. 8pp. 


B018300944 Advises that response to NRC 801031 Itr requesting 
confirmation for Implementation dales of TMI-relatod Items 
will be submitted by 010109. , 

BASKIN, K,P. Southern California Edison Co. 00/18/83. Ip. 
073971336. 


B012040497 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests info oi« manpower espended. 

ENOELKEN, R.H Region 5, San Francisco, 

80/11/21. Ip. 07163:313, 


Office of the Director. 


1012160037 Forwards IE Info Notice 80-42, "Effect of Radiation O'n 
Hydraulic Snubber Fluid," No response required, 

EM5ELKEN, R. H. Region 5, San Francisco, Office of the Director. 
SO/ll/24, Ip. 07262:116, 


8012160130 Forwards Supp I 1 to IE Info Notice 80-29. •‘Broken Studs on 
Terry Turblno Steam Inlet Flange." No written response 

ENOElSenIr, H. Region 9, Ban Francisco, Office of the Director. 
00/11/26, Ip. 07262: 07u. 
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R. P»rtQdic operating reports i related copreep andence 


B'012l603a9 Foruiarile monthly operating rapt for Mov 1980. 
CUaSAM.J. tt, SaukhfPn California Edienn Co, 80^12/06. 
07852; 318. 


tp- 


— 8012160336 KoPilhly operating r»pt for Ndv 1980. 

ijoy. J. II. Southern California Edi»on Co. 80/12/08. 
07252:319. 


5pp. 


S. Reportable occurrenceii LERft 6 related eorreepondence 


8012170619 Foruarde LER aO-039/03L-0. 

HAYNESi J. 0. Southern California Edison Co. 
07264:241. 


80/12/09. 


2 pp. 


-8012170628 LER eO-03a/03L-0: on &atl22> ac poyer to all station 
avilliarles was lost for 15-» due to breaker olsal 1 gnmen t. 
Caused by opening 4 IV bus tie breakers instead of opening 

auslliarv transformer C bus supply breators. 

CURRAMiJ. K. Southern California Edison Co, 00/12/09. Ip. 
07264:243. 


T. Hearing transcripts on non— ant itr ust matters 


8012170434 Submits proprietary 6 nonpropr i etary transcript of steam 
oenarator sleeving revlem board maetlngiper 001119 Itr. 

Proprietary version withheld Cref 10CFR2. 790) . W/o end. 

MCKIDY 4 W.C. Southern California Edison Co. 80/12/12. 2pp. 

07269; 346, 


OQCKET 50-213 HAOBAH NECK PLANT 

F. Security! oiedlcalp emergency A fire protection plans 


60l21?l}0fS Informs of recently approved revised lOCFRSO. 48 containing 
schedules for completion of all fire protection mods. No 
present implementation required as neesssary addi info has 
not yet been approved. ^ 

El&ENHUTi 0. 0. Division of Licensing. 80/11/06. 6 pp. 07278.200. 


0012110039 Notifies that 801101 deadline Is invalid for fire protection 
program mods. Plans for installation of dedicated shutdown 
sys or alternate shutdown capability should be forwarded 
upon completion, 

CRUTCHFIELD, 0. Operating Reactors Branch 5. 80/11/13. 3pp. 

07222- 359. 

0012930740 Informs that mods nil 1 1 be made to emergency notification 
sys A health physics network equipnsnt. NRC will have lamps 
Installed on emergency telephones in all control rooms* 
technical support ctrs A emergency operations facilities. 

CRIER. B.H. Region 1. Philadelphia, Office of the Director. 

00/11/14, 2pp. 07196:159. 


8012030872 Forwards public version of util emergency plan. 
FELTON, J. ri. Division of Rules and Records. 80/11/19. Ip. 
07150; 3iS. 


8012310638 Advises that Power Facility Evaluation Council for Btat 
CT will proceed u/petition for declarative ruling re 
jurisdiction over proposed spent resin storage facility at 
site. NRC response requested by 001022. nni 

POND, 0.0. Connecticut, State of. 80/09/17. 8 pp. 07300.001. 


8012310635 Responds to 000424 A 0917 Itrs re const of addl low level 
waste storage ' facilities at site, NRC audit insp of licensee 
safety evaluation has determined acceptability of change. 

Change request A audit summary end. 

DENIONiH. R. Office of Nuclear Reactor Regulation, Director. 
00/11/24. 16pp. 07300: 001, 


8012090172 Requests hearing to determine necessity of environ 
quallf icatlon of all safety-related electrical equipment at 
facilities, as required by NRC B01024 orders for mod of 

CQUNSIL, N. 0. Connecticut Yankee Atomic Power Co. BO/12/04. 3pp. 
07200; 131. 


H Oenaral con espondenee 


8012100433 Responds to 800430 Itr re const of addl low level waste 
storage facilities at plant site. Change In plant design does 
not require prior NRC approval. Safety evaluation A summary 
of aud i t enc 1 . . . . _ 

DENTON<H.R. Office of Nuclear Reactor Regulation, Director. 
eO/n/24. I7pp, 07103: 001, 


8012180536 Responds to 000506 Itr opposing const of addl low level 
waste storage facilities on site. Major changes at operating 
nuclear reactors require prior NRC approval. Licensee 
evaluation of change request A NRC audit summary enel. 

DENTON, H.R. Office of Nuclear fioaetor Regulation, Director. 
00/11/24. I7pp. 07183:001. 


— 6012100541 Opposes const of atomic waste storage facility on site. 
Townspeople have agreed to generation of electr Ic I ty, not 
waste dump. 








8012190760 Responds to 000503 Itr re const of addl low level waste 
storage facilities at site, Change in plant design does not 
require prior NRC approval. Uti I evaluation of design change 

A NRC audit summary enel, , _ . n, !.«- 

OENIONpH. R. Office of Nuclear Reactor Regulation, Director. 

art i « « t-VA/s 


P. Operating license stage documents A correspondence 


8012020753 Forwards seismic qualifications of auilliary feedwater sys 
in operating PUSs A describes program NRC is undertaking 
to review capability of operating PURs to remove decay 
heat following earthquake. 

ElSEIlHUT, D. <5. Division of Licensing. 80/10/21. 4pp. 


8012090672 Forwards evaluation of SEP Topic VI-A, ''Electrlcali 
Instrumentation A Control Aspects of Override of Containment 
Purge Valve Isolation." Assessment compares facility u/ 
criteria currently used for new OLs, 

CRUICHFIELDi 0. Operating Reactors Branch 5. BO/10/24, 9pp. 


< aa. 


•8012030684 Forwards public version of draf t. Rovi s ion 8 of site 
emergency plan, (Amend 22 to facility description A safety 
analysis ). Pinal version will be submitted by 810102 A 
Implemented by 310401, 

COUNSILtU S. • FEE, W, I, Connecticut Yankee Atomic Power Co. 
80/10/14. 3pp. 07150:316. 


■8012030639 Public version of draft Revision 8 to site emergency plan. 
(Amend 22 to facility description A safety analysis). 

4 Connecticut Yankee Atomic Power Co 80/10/14. 190pp. 

07150:319. 


8012040643 Transmits emergency planning Info for placement in LPDR. 
SOUOERiJ.L. Division of Rules and Records. BO/lt/19. Ip. 
07170:076. 


0. Adjudicatory correspondence 


8012000527 Forwards corrected page of 801024 order for mod of License 
DPR~ 6 l to reflect correct plant name. 

CRUTCHFl ELDj D. Operating Reactors Branch S. 80/11/13. 2pp. 

07184: 309. 


0013160050 Ltr to operating plant licensees, OL applicants A CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee c cnf i rmat Ion in 49 days that 
Enel 1 Implementation dates will be net. 

E t SSNHVT, b. 0. Division of Licensing. B0/10/3i. 7pp. 


8012170476 Informs of Div of Licensing generic bounding review of 
inadvertent safety injection during cooldown, No further 
licensing action necessary. Safety evaluation end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 80/11/05. 2pp. 

07264; 227. 


•8012170477 Safety evaluation re inadvertent safety Injection durltig 
cooldown. No addl licensing action required, but frequency of 
events should be monitored. 

a Operating Reactors Branch 5. 00/11/09. tp. 07264; 229. 


6012220963 Ltr to all power reactor licensees forwarding NURE0“06I9» 
"tWR Feeduabar Noide A Control Rod Drive Return Line 
Noiile Cracking," Confirmation that implementation dates 
will be met must be sent within 49 days. W/o end. 

EISENHJT, D. e. Division of Licensing. 80/11/13. Ip. 


—8012080930 Corrected page to order for mod of License 0PR-6l<to reflec 
correct plant nans. 

EISENHUT. D. 0. D I V i s ion o f Licen s I ng. 80/10/24, Ip. 07104:311. 
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S01S010070 flespands to NRC 801031 Itr forwarding NtJREO-0737. Utl 1 has 
consultad on revisions to small break LOCA model. BtiU 

will advise NRC re scope & schedule of revisions. Ut 1 1 is 
developing ln~house capabilltg to perform LOCA analyses. 

CDUNSlLi If. 0. Connecticut Vankee Atomic Power Co. 80/11/14. 8pp. 
07090:208. 


8012110076 Forwards req.uest for Info re containment sumps 6 insulation 
Info from operating reactors is needed to develop range of 
test parameters t> evaluate significance of debris formation. 
CRUTCHFIELD. D. Operating Reactors Branch 3. 00/11/18. 4pp. 

07283:311. 


801S0S0S72 Advises that 90K of rec^uired mods re anchorage 6 support of 
saf ety-related electrical equipment will be completed by 
001831. Util will complete mods by B1 1031. Requests response 
by 801208 if NRC does not concur. 

C0UN3IL. H. O. Connecticut Vankee Atomic Power Co. 00/11/81. 8pp. 
07173: 040, 


B012090041 Forwards evaluation of SEP Topic VI 1 1-3 re electrical 
instrumentation & control features of sys required for safe 
shutdown. Evaluation will be besic input to integrated safety 
assessment for facil'ity. 

CRUTCHFIELD. D. Operating Reactors Branch 3. BO/ll/Sl. ISpp. 
07198:063. 


8018090331 Informs that immediate plant shutdown to install override to 
close capability on pressurlier power operated relief 
valves, as requested in 000930 Itr. is unwarranted. Commi tment 
to Install new switches prior to startup acceptable. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 80/11/81. 8pp. 

07806:814. 


8018190660 Forwards evaluation of SEP Topic VIII-3. 0 re dc power sys 
bus.revieed to reflect comments in 800904 Itr. 

CRUTCHFIELD. D. Operating Reactors Branch 3. ao/il/81. 7pp. 

07103:001. 


8013240441 Responds to 800484 itr rc const of addl low level waste 
storage facilities at plant. Change found acceptable from 
safety standpoint It no NRG action planned. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director, 
80/11/84. 4pp. 0733B;04S. 


B012310633 Responds to 800434 L- 0917 Itrs re const of addl low level 
waste storage facilities at site. NRC audit Insp of licensee 
safety evaluation has determined acceptability of change. 

Change request I. audit summary end, 

OEHTON.H.R. Office of Nuclear Reactor Regulation. Director. 
80/11/84. 16pp. 07308:001. 


— 8018310638 Advises that Power Facility Evaluation Council for State of 
CT will proceed w/petltion for declarative ruling re 
gurlsdictlon over proposed spent resin storage facility at 
site. NRC response requested by 801038. 

POND. D. D. Connecticut, State of. 80/09/17. 8pp. 07308:001. 


8018190314 Forwards Amend 36 to License DPR-61. safety evaluation li 
notice of issuance 6 ava 1 lab i 1 1 ty . 

CRUTCHFIELD. 0. aperattng Reactors Branch 3. 80/18/08. 8pp. 

07886:032. 


—0018190381 Amend 36 to License DPR-61. revis ing reactor vessel matl 
surveillance capsule withdrawal schedule t. changing 
administrative controls section of Apps A B to reflect 
current names tt titles. 

CRUTCHFIELD, D, Operating Reactors Branch 3. 80/18/08. 88pp, 

07806:034. 


—8018190385 Safety evaluation supporting Amend 36 to License DPR-61. 
e Office of Nuclear Reactor Regulation. Director. 80/18/02. 4pp. 
07806:074. 


—8012190330 Notice of Issuance t: availability of Amend 36 to License 
DPR-61. 

CRUTCHFIELD, 0. Operating Reactors Branch 3. 80/18/02. 8pp. 

07886:078. 


8018090178 Requests hearing to determine necessity of environ 
qualification of all safety-related electrical equipment et 
facllitleti as required by NRC 801024 orders for mod of 
licenses. 

C0UN8IL.H. 0. Connecticut Yankee Atomic Power Co. 80/18/04. 3pp. 
07800: 131. 


801S8S048S Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation inform Hcensees of need to comply 
w/ravlsed Agreement State bur ial s 1 ts cond 1 tions. Forwards 
results of IE survey, 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 
80/18/04. 8pp. 


—8018280306 Forwards tabulation U summary of IE survey on tow level 
waste at SI reactors. Low level waste s torag e facilities 
have been eipanded at 37K of reactors surveyed w/71X 
planning or considering increasing storage capacity 
BANOARTiR L. Effluent Treatment Systems Branch. 60/11/06. 0pp. 


8012310039 Notifies of fee determination for util 800228 (t 0481 
requests for route change approvals re shipments of spent 
fuel to Battelle Columbus Lab.Ofc of Controller has bean 
notified to issue invo ice. 

HILLER. 11. □. License Fee Henagement Branch. 6O/18/0B. ip. 
07371; 147. 


8012160117 Submits info comparing facility to criteria used for 
ilcanslng new facilities re SEP Topic 111-10. fi. "Reactor 
Coolant Pump Flywheel Integrity." in response to NRC 800926 
Itr. In-p lace ultrasonic eiam will be conduc ted. 

CQUNSIL.N. 0. Connecticut Yankee Atomic Power Co. CQUNSIL. N. 0. 
Northeast N.jclear Energy Co. (subs, of Northeast Utilltlesl. 
00/12/09. 8pp. 07862:194. 


8012230362 Forwards response to NUREO-0737 re Implementation status of 
TMI-related requirements. 

COUNSlLiN. 0. Connecticut Yankee Atomic Power Co. C0UN61L. U. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 

80/12/13. 41pp. 07314: 023. 


8012840489 Notification of 801810 meeting w/8EP owners group in 
Bethesda. HD far discussions on SEP program, schedu 1 e for 
license topic completion 6 assignment of lead topics to 
p lants. 

RUSSELL. N. T. Systematic Evaluation Program Branch. 60/18/16. 8pp. 


Q. Inspection reports. IE Bulletins t: correspondence 


6012040139 Responds to IE Bulletin 80-13. Ex 1 sting emergency 
notification sys has battery backup 6 includes inverter 
(t battery charger. No addl modi required per Item 2 nor any 
notification per Item 4. 

COUNSII. . H, 0. Connecticut Yankee Atomic Power Co. 00/08/27. 3pp. 
07170: 833. 


0018010389 Requests that response to IE Bulletin aO-lS. "Possible Loss 
of Emergency Notification Sys (EN8I N/Loss of Offsite 
Power." be resubmitted w/oath or affirmation within 10 days 
of racelpt of Itr. per 10CFR50. 34. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 

80/10/33, Ip. 07091:303. 


6018170370 Forwards IE Info Notice 60-39. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

CRIER. B.H. Region 1. Philadelphia, Office of the Director. 
80/10/30, Ip. 07269:045. 


0018120077 Forwards IE Bullettn 80-81. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

CRIER, B.H. Region I. Ph 1 iadelphia. Office of the Director. 

80/11/06. ip. 07830:263. 


6012190360 Informs util of Issuance of new NRC personnel identification 
badges, effective after 801 130. Example end. 

MARTIN, If. U. Region 1. Philadelphia. Safeguards Branch. 80/11/06. 
8pp. 07206: 187. 


60120307/1 Forwards IE Info Notice 60-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl latl on. " No written response required. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
80/11/07. Ip. 07130:208, 


8012040067 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

CRIER. B.H. Region 1. Philadelphia, Office of the Director. 
80/11/14. Ip. 07157:288. 


8012220633 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Kfg by Valcor 
Engineering Carp." First paragraph erroneously stated no 
written response required 

CRIER. B.H. Region I, Phi tadelph la. Office of the Director. 
80/11/19, Ip. 07293:136. 


0012040500 Forwards IE Bulletin 80-24. "Prevention of Demage Due to 
Weter Leakage Inside Containment. " Written response 
required. Requests info on manpower expended. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/11/31. 2pp. 07169:184. 
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B0ta050547 Foruard* Notice 00-42. "Effect 

Hydraulic Snubber Fluid." No wr i 1 1 en responi e 
CRIER. B.H. R«8ion X. Philadelphia. Office of the Director. 
e0/ll/a4. Ip- 07174:035. 

S. Periodic operatmj repo, l» 4 

8012190534 Foryard* monthly operatlny rept for Nov 

OBAVeS.H.H. Connecticut Yankee Atonic Pojer Co. fiOfiaVia. 

072B7;09B. 


Ip. 


-8012190526 Plonthly operating rept •’o® oft/?ayi2 

e Connecticut Yankee Atetnlc Pouer Co. 00/12712. 
07287: 099. 


lOpp. 


3. Reportable occurrences. LERs I 


0012090361 Forward s UER 60 - 016 /O3L-0. _ 

CRAVEB.R. H. Connecticut Yankee Atonic Power Co. 
07202:359, 


00/12/03 Ip 


-8012090364 LER SO-Oli/OSL-O : an 601 110. audit 1 e 5 visual alarms indicate- 
lurdTopped rods 4 initiation of turbine load runbact^Cau.ed , 
fay badlS'^burnt arc chut* U au t i Uary con tac t s on one side of 

type 1414310 contactor rubbins 4 ^ * " 03 / 12/03 2pp- 

LEVINE. J.« Connecticut Yankee Atomic Pnyer Co. 03/12/03, app 

07202: 360. 


DQCHET 50-219 OYSTER CREEK NUCLEAR 

r"se'U^”tyrmedic-l’'«n^r5ency_4_fire_proheeUon_plan. 

6012110290 Notifies of interim rule *'J*P 


fir# protection mods previously approved by NRC.FR notice 
EISEiwJT. D. 0 Division of Licensing- 00/10/31. Spp. 07224:113. 


0012050456 inform, that mod, wilt be ‘ 

«. health physics netuort e^uip-sent. hfiC u 1 1 1 have lamps 

installed on emergency telephones 

fretfknical <ijoport ctrs ^ emeT^ency cp-erations 

Gr1eS,B ^ Region I , Philadelphia, Office of the Director, 

60/11/14. 2pp. 07175:311 

8012090704 Requests delay in emergency preparedness 

llai^rdireet resources towards upgrading emergency plan 
irme.tin; criteria of NUaEO-0654 4 

changes 4 training are needed to ^ *80/12/01 Ip- 

FIN»^ROCKf I. R- Jerfc«ij CentTsil Pouer t Lvght vO 

07200:343. 


O. AdjudicatOTV torreipondenc e 


U •iiipportlni} 


8012160144 Forwards SEC Form '0;°' '' l'’*'’‘ 
mot comments, in response to KRC 790 -» 2 l . i 109 «, Bogui* 
requests for info re significant financial developments 

affecting utils in restart 00/1 1 / 2 * 300 07262:246, 

CONOOH.V.H. General Public Utilities 80/11/26, PP- 

-0012160154 Quarterly Fin-sncial Rapt, Sept 1900 4 supporting mg t 
t“'"o:nlJal Public Utilities. eO/U/14. 44pp. 07262:249. 

H. Oenaral correspondence 

0012160422 Responds to FOIA request ^ rr*"*' ‘’"’'a^^h'of ‘pA 
info re spent fuel shipments through Comnonuealth 
Forwards documents listed in App A, Info 

local law enforcement capabilities iref FOIA Eiemptlon a>- 
FEL70N. J. ti. Division of Rules and Records. BO/12/03. 3pp. 

07261:310. 

—0012160431 Provides addl info re proposed *P»''*=, ^°'^* *'* 

River. HJ to West Jefferson. OH. AddJ security will be provided 
■jhen shipment crosses urbaoiietf area. Travel will be on 
interstate 4 major highways 4 will be ao/04/10 ip 

FINFROCK. I . R- Jersey Central Power 4 Light Co. 80/04/10. p. 

—8012160439 Denies 790921 4 1004 requests for 

shipment of spent fuel Primary * 

do not mast code requirements, Info partially withheld 

(re# FOIA Exemption 3>, , n, l ein./na/ia 

MCCDRKLE. O.W. Physical Security Licensing Branch. B0/04/1B. 

lOpp. 


— B012160457 Discusses amend to interim 

irradiated spent fuel in trans It. Forwards NUREO-0561 “ 

listing of routes previoosl'j approved for 

designated heavily populated areas. H/o «"<:» NUREO 0561. 

NCCGRKLEiO M, Physical Security Licensing Branch. 0 

--6012160462 Advises of review 4 approval of 791004 changes to appro 
spent fuel route. In view of changes, 7-day advance 

notification requirements «'’« 00/07/25. 2pp. 

MCC0RKL6.O.W, Physical Security Licensing Branch. 

P. Operating license stage documents L 

8003170.323 Submits info re advance route approval. NURE0-056t. App 2-A 


used as qulde. . _ , , r„ 

CARROLL. J. T. Jersey Central Power 
Utilities .- GPU Service Corp. 


79/09/21. 


ip. 


e Otntral Public 
04200: 360. 


0003120301 Provide, advance route info re 10CFR73 requirements for 
r"i:r,tyTe;?r:} FowerL Light CO. 79/10/04. Ip. 04176:123. 

0012110060 Notifies of acceptability of util 000731 j’''®*''*** 

core spray line break LQCA w/failure of cracks in unbroken 

CRUICHFlELOf D, Operating Reactors Branch 5. 00/10/21. 3pp. 

07223: 293, 

0012030574 Forwards request for addl info ®g generic issue 

re onsite power sys. Response aO/10/24 4pp. 

CRtriCHFIELD. 0. Operating Reactors Branch 5. 80/10/2*. hpp 

07180: 192. 

of cracks on core spray sys spargers. Submits feature, of 

PaSls5n,‘m"a. operating Reactor, Branch 5. 80/10/29, 30pp. 

07157:308. 

0012110019 Forward, review of SEP Topic 11 1-0. C re irradiation, damag e, 
ule of “ansi tiled , tain less- , tea 1 L 9'^® 

Revie.j will be basic input to integrated safety assessment 

^RUTCHfIei^D, operating Reactors Branch 5. 0O/*1O/3O, 7pp. 

07223: 251- 

BO12I60050 Ltr to operating plant licensees, QL applicants ft CP holders, 
forwards NURtO-0737 re TMI action plan ‘ 

operating reactor licensee co.if irma t ion in 45 days that 
Enel I implementation dates ui 1 I be , 

EISEUHUTi D. G. Division of Licensing. 00/10/31. 7pp. 

001222031)0 Ltr to all CP L OL holder, for 0RRs ra requirement for 
® tmpUmentatlon 0 ? ODYN code for licensing ® ” 

performed by OE. App 1 1 cab le to all license applications S< 
proposed amends, inc lud ing core 

EISENHUT. 0. O. Division of Licensing, 80/11/04. 4pp. 

SO I 22 20563 Ltr to all power reactor licensees forwarding NUfiEO-0619, 
.'SWR Feedwater Noiile L Control Rod Drive Return Line 
NoizlB Cracking." Confirmation that implementation dates 
will be met must be sent within 45 

EIEENHUTf D. G Division of LJcensiP^* 60/11/13. ip. 

0012080135 Inform, that review of 000926 request for delay in certain 
implementation date, of TMI action plans will be deferred 
until response received to NRC B01031 !*''■ om/ii/sn ann 
CRUTClIFlELDu D. Operating Reactors Dranch 5. 80/11/20. 2pp. 

07161: 163 

8O12O90363 Informs that util Jan 1900 ltr meets NRC 800924 request for 
commitment 6 cthedule re Class IE protoc t ion installation of 
interface between non-Class IE power supply reactor 
protection sys. CE design previously approved, ,, 

F INFROCK, I. R. Jersey Central Power 6 Light Co. 80/12/04. ip. 

07201; I7i. 

0O122?O4a5 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond 1 1 Ions. Forwards 

result, of IE survey. . 

DENTOff. H. R. Office of Nuclear Reactor Regulation, Director. 

80/12/04, 2pp. 

8012220506 Forward, tabulation 6 summary of IE survey on low level 

waste at SI reactors. Low level .waste storage facilities 
have been expanded at 377, of reactors surveyed w/7lX 
planning or considering increasing storage capacity. 
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0012090177 Foruarda reaponaos addressing items identified in NfiC 790B14 
Itr re QA program, Add! time is needed to update commitments 
on rag guides «< ANSI stds. Responses & revised organisation 
ui 1 1 be discussed at 001211 meeting. 

FINFROCK. I. R. Jerseg Central Power It Light Co. 80/12/05. Hpp- 
07200: 134. 


0012310410 Forwards response to IE Bulletin 80-15. “Possible Loss of 
emergency Notification Sgs <£NB) u/Loss of Offsite Power." 

Laet of oath was due to administrative oversight In original 
response. N/o end. 

FINPROCH. I. R Jarsog Central Power {< Light Co. QO/tl/lO. Ip. 
07369:229. 


8012160634 Notification of 001211 meeting w/utll in Bethesda.MD to 
discuss licensee responses to concerns re QA plan. 

PAULSON. W, A. Operating Reactors Branch 5. 00/12/05. Ip. 

07254: 320. 


0012040102 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp. “ Regulres estimate of 
manpower associated w/correctlve actions. 

OHIER.a.H. Region 1. Ph I iadelphia. Office of the Director. 
0O/U/i4, ip. 07150:020 


0012240409 Notification of 801218 meeting w/SEP owners group In 
Betheida.HD for discussions on SEP program, schedule for 
license topic completion 4i assignment of lead topics to 
plants. 

RUSSELL. W.T. Systematic Evaluation Program Branch. 80/12/16. 2pp. 


8012230183 Forwards evaluation requested in 001001 Itr re DWfl scram 
syt. Existing scram sys evaluated re addl design t( 
performance criteria developed by BWR owners group. Mod If led 
sys scheduled to be operational by 020501. 

FINFROCK, !. R. Jersey Central Power fc Light Co. 00/12/17. 2pp. 
07317:022. 


8012220665 Advises that written response is required to IE Bulletin 
60-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required, 

ORIER. B.H Region t. Philadelphia, Office of the Director. 
60/11/19. ip. 07293: 130, 


0012040529 Forwards IE Bulletin 00-24, “Prevention of Damage Due to 
Water Laetage Inside Containment. " Written response 
r equ Ired. Requests info on menpower expended. 

ORIERiB.H, Region 1. Philadelphia, Office of the Director. 
80/11/21. 2pp. 07169:232. 


Q, Inspection reports, IE Bulletins 1; correspondence 


0012110082 Forwards IE Inap Rept 50-219/80-29 on 000902-1001 . No 
noncompltanee noted. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 00/10/07. 2pp. 07223:318. 


8012050561 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 
GRIER. B.H. Region 1. Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:047. 


R. Periodic operating reports t. related correspondence 


“0019110090 IE Insp Rept 50-219/00-29 on 000902-1001. No noncomp 1 lance 
noted. Major areas Inspected; log fc record review, LER review, 
onsite LER followup t: review of periodic repte. 

BRI0G8,L.E. , THOMAS, J. A. Region i, Philadelphia, Office of the 
Director. KEIMIG.R.R. Region 1, Philadelphia, Reactor Operations 
Nuclear Support Branch. 80/10/06. 0pp. 07223:317. 


0012050019 Requests that response to IE Bulletin 00-15, "Possible Lost 
of Emergency Notification Sys <ENS) M/Loss of Offsite 
Power," be resubmitted w/oath of affirmation within 10 days 
of receipt of Itr, per 10CFR50. 54. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 

80/10/23. Ip. 07173:071. 


0012110054 Forwards request for addl Info for review of Inservlce Imp 
program. Proposes 801117 meat ing. Vessel weld examination info 
required. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 80/10/30. 5pp. 

07223:280. 


8012040162 Forwards staff requirements memos for closed Commission 
meetings. Transcripts for all meetings have been released in 
entirety to FDR, 

BROWN, J. Office of the Secretary of the Commission. BO/il/06. 
07170:035. 


ip. 


— 801204020B Staff requirements memo from 000521 closed meeting to 
discuss results of performance appraisal team insp of 
facility ti upcoming Congressional testimony to be delivered 
by ItcE. 

CHILK,8. J. Office of the Secretary of the Commission. 00/05/20. 
Ip. 07170:041. 


8012120009 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

ORIERiB.H. Region 1, Ph 1 ladelphia. Office of the Director. 

80/11/06. Ip. 07230:251. 


8012220404 Forwards monthly operating rept for Nov 1980. 

FINFROCK, 1. R. Jersey Central Power t. Light Co. 00/12/10. Ip. 
07307; 346. 


— 0012220400 Monthly operating rept for Nov 1900. 

8KLAR,J. H, Jersey Cantral Power U Light Co. 80/12/09. 9pp. 
07307: 347. 


8. Reportable occurrences, LERs & related correspondence 


8012040489 RO a0-049/0lP: on 001105, while removing Isolation 
condenser B from svc to repair steam leak, vent Isolation 
valves V-14-1 fc V-14-19 for condsnser failed to close. Cause 
unknown. Op erab i 1 1 ty check performed 8, valves closed. 

» Jersey Central Power Light Co. 00/11/06. 3pp. 06915:001. 


0012010319 Nonroutine Environ Operating Rept 30-219/00-10: on 801111, 
dilution pump 1-2 tripped. Caused by debris In Barnegat Bay 
clogging pomp seal water strainer s, reduc ing pressure. Lines 
c leared. Long-term corrective ectlon being reviewed. 

FINFROCK, 1. R. Jersey Central Power L Light Co. 80/11/21. 3pp. 
07092; 150. 


0012040445 Nonroutine Environ Operating Rept 50-219/60-10; on BOlIliiETS 
lliititlng condition exceeded when less than two dilution 
pomps worked for 25 minutes u/amblent intake water temp at 
less than 60 F. Caused by unusual svc condition. 

FINFROCK, 1 . R. Jersey Central Power U Light Co. 00/11/21. 4pp. 
07150:200. 


0012100205 PNO-I-00-169; on 001 191, I ieensee will commence cold shutdown 
condition to repair hinge pin leak on feedwater cheek valve 
to Investigate suspected tube leak in high pressure 
feedueter heater. Shutdown to last five days. 

THOMASiJ. A. , KEIMIO,R.R. , BRUNNER, E.J. Region 1, Philadelphia, 
Office of the Director. 00/11/21, 2pp. 07218:296. 


8012190369 Informs util of Issuance of new NRC personnel Identification 
badges, effective after 001 130. Examp le end. 

MARTIN, W.J. Region 1, Ph I ladelph la- Safeguards Branch, 00/11/06, 

2pp. 07286: 133. 


8012030767 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliatlon " No written response required. 

ORIERiB.H. Region I, Philadelphia, Office of the Director. 
80/11/07. Ip. 07150:276. 


0012010310 Nonroutine Environ Operating Rept 80-219/00-1 1; on 901118, 
fish were found dead in creek. Caused by apparent distraction 
from fell migration doe to warm water from facility. 

Installation of blocking devices under review. 

FINFROCK, I. fi. Jersey Central Power 1, Light Co, 80/11/25. 3pp. 
07098: 026. 


8012020532 Forwards LER 80-047/03L-0. 

FINFROCK, I. R. Jersey Central Power fc Light Co. 
07148:073, 


80/11/25. 3pp. 


8012000542 Forwards IE Info Notice 80-41, "Failure of Swing Cheek Valve 
In Decay Heat Removal 8yi at Davis Basse Unit 1. " No 
reiponse required. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 

80/11/10. Ip. O7102'387, 


— 8012020556 LER 0O-O47/O3L-O: on 801101, while performing core eprey sya 
Instrument channel callbr it tsst/hlgh drywell pressure 
switches tripped above Tech Spec limit. Cause attributed to 
instrument repea lability. Switches adjusted. 

CROSBY, P.J. Jersey Central Power U Light Co. 00/11/25. Ip. 
07140:076. 
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S0120B042'0 Hociro;ftlne Environ Operating Rept S0-219/80~12: on 8011S2 
during roactor ihuidown ui/thre« circulating pucipi in <vci 
uatiT temp in discharge canal fell beloui louer lethal tempj 
ratultlng in f Ishk 11 1 . Sloe k Ing devices considered. 

PfNFROCKi I.R. Jarseg Central Peuer 4 Light Cs. 8O/12/'0S. 4pp. 
07183; 058. 


8012070466 Forwards LER 80-050/03L-0. 

FtKFR0CK4 I, R. Jersey Central Power 4 Light Co. 80/12/02. 3pp. 
07203:066. 


--3012090471 LER aO-050/03L-0: on 801 i06» c onta inment spray syi dryuell 
pressure switches IP-ISA. IP-I5B, IP-13C h IP-lSD found to 
trip at greater than allowable Tech Spec values. Caused by 
instrument repeatat 1 1 ity . Suitches adjusted. 

PITZOERALD.H. J. Jersey Central Pauer 4 Light Co. 80/12/02. Ip. 
03S60: 001. 


8012160546 FfltMards LER 80-031 /03L-0. 

FIRFROCKk I. R. Jersey Central Pouar 4 Light Co. 80/12/04. 3pp. 
07262: OIS. 


—8012160554 LER BO-051/03L-0: on a01103i daily surveillance eheels not 
made of linear heat generation rate>av«rage planar linear 
heat generation rate 4 mai critical power ratio. Caused by 
personnel error. Insps performed. 

BHAM.R, Jersey Central Power 4 Light Co 80/12/04. Ip. 
07262:010. 


8012160482 Forwards LER B 0-052 /03L-0. 

rihiPROCK. I. R. Jersey Central Pouar 4 Light Co. 80/12/08. 3pp. 
07255: 337. 


—3012160491 LER a0-052/03L-0; on 601 1 18. reactor triple low water level 
indicator switches RE-IBA 4 RE-ISD tripped at eoanooieter 
readings higher than Tech Spec limit. Caused by sensor 
repeatability. Switches reset. 

FITZCEHALD. 11. J. Jersey Central Power 4 Light Co. 80/12/03. Ip. 
07255:342 


3012230460 RO 50-219/00-13: on 801204, plant Intake water level reached 
critically low al avatlon. affect ing supply of cooling water 
to main condenser, reactor 4 turbine bldgs. Caused by environ 
4 SVC cond i ti ons. Di lotion pumps 1-2 4 1-3 restarted, 

FlHFROCKtl.R Jersey Central Power 4 Light Co. 30/12/17. 4pp. 
07313:292. 


V. Operator Examinations 


F. Operating license stage documents 4 correspondence 


6012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Forwards NUftEO-0737 re TMI action plan renulrements. Reyuasts 
operating reactor licensee confirmation in 45 days that 
Enel 1 inpl ementati on dates will be net. 

EtSEmJT, D. 0. Division of Licensing. 60/10/31. 7pp. 


801222035S Ltr to alt CP 4 OL holders for BURs re riRulrement for 
implementation of ODYN code for licensing basis calculations 
performed by OE. App licab I e to all license applications 4 
proposed amendsr including core reloads. 

EISEt.'HUT, D. 0. Division of Licensing. 60/11/04. 4pp. 


9012010460 Forwards request for addl info re adequacy of station 
electric distribution sys voltages in order to complete 
review of 791003 submi ttal. Response due In 45 deyt. 

IFPOLITO, if. A. Operating Reactors Branch 2. flO/ll/tO. 3pp. 
07095; 107. 


8012220563 Ltr to all power reactor Ileanaaes forwarding NLfRE0-06t9. 
"BWR Feedwater Noiale 4 Control Rod Drive Return Line 
Nocilc Cracking.” Confirmation that implementation dates 
will be met must bo sent within 45 days. U/o end. 

EISENHJT, D. O. Division of Licensing. 80/ll/t3. Ip. 


6012040424 Advises that revised inssrvice testing program for pumps 4 
valvss will be submitted by 610106. Revis ion will incorporate 
all info agreed to at 601007 4 08 ineetlngs. 

OtSE, D. P. Niagara Mohawk Power Corp. 60/11/26. Ip. 07160:356. 


6012040438 Informs that licenses plans to Install Class IE protietlon 
sys by Spring 1963 refueling outage to meet requirements 
per 600924 ltr. Design info 4 proposed Tech Specs will be 
provided prior to refueling outage. 

bfSE, D. P. Niagara Mohawk Power Corp. SO/11/26. Ip. 07153:197. 


8012220485 Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial tlbe cond I t Ions. Forwards 
results of IE survey. 

DENION, H. R. Office of Nuclear Reactor Regulation, Direetdr.. 
60/12/04. 2pp. 


— 8012220506 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors. Lnw level waste storage facilities 
have been eipanded at 37X of reactors surveyed w/71X 
planning or considering Increasing storage capacity. 
aAN5ART,R. L. Effluent Treatment Systems Branch. 80/11/06. 0pp. 


8012160461 Responds to NRC 600731 ltr re interim criteria for shift 
staff ing. NRC requirements met, w/exeep tion of Itin b 
requiring licensed senior reactor operator to be In eontroi 
room at al 1 times. 

FIKf HDCKj I. R. Jersey Central Power 4 Light Co. 60/12/09. 2pp. 
07243: 353. 


6012150076 Requests acceptance criteria for TMI Lessons Learned 
Category A, Item 2. 1. 6. b re stack monitor. Util needs info to 
prepare response to NRC 801126 ltr. 

THOMAS, E.0. UeBoeuf, Lamb, Lelby 4 MacRae. 80/12/05. 2pp. 
07239: 352. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATIOM, UNIT I 


F. Security, medical, emergency 4 fire protection plans 


8012040651 inforuif that certain mods will be made to emergency 
notification sys 4 health pJiysiet network equipment. NRC will 
have lamps installed on emergency telephonas in ail control 
rooms, technica 1 support ctrs 4 emergency operation facility. 
ORtER.fi.H. Region i, Ph i ladelph ta. Office of the Director. 
BO/II/H. ipp. 07170: 076. 


0 . Ad|udlcatery correspondence 


8012100103 Discusses IE Insp on 301008-10, 20-31, 1 lOl 4 13 4 forwards 
notice of violation 4 order modifying License DPR-63. 

STELLO'V. Office of Inspection 4 Enforcement, Office of the 
Director. 60/11/26. 2pp. 07219:151. 


--3012100125 Order laodlfylng License DPR-63 forbidding TJ Perkins from 
involvement w/nuclear matters 4 directing Imp lenentat Ion of 
new reporting procedures, 

8TELLO, V. Office of Inspection 4 Enforcement, Office of the 
Director. 8D/H/26. 9pp. 07219:157. 


8012310394 Motion to dismiss proceeding u/r«speet to Allegation 0 of 
801126 notice of viola tl on. Cancerns operation w/o lead cave 
shield 4 portable survey ins trument. Requirement of law 
allegedly violated is impermissibly vague. 

TH0MA3,E. B. Niagara Mohawk Power Corp. THOMAS, E. 6. LeBoeuf, Lamb, 
Lciby 4 Maefias. 00/12/29. 3pp. 07370: 165. 


8012150155 Requests affidavits from Ofc of Nuclear Reactor Regulation 
re TMI Lessons Learned Category A, Item 2. 1.8. b re stack 
noni tor. 

THOMASiE.n. LeBoeuf, La.nb, Ueiby 4 MacRae. 00/12/05. 2pp. 

07241: 159. 


8012230321 Responds be NRC request for info re electrical distribution 
sys voltages at facility. Info is contained in util 761018, 

1130,770714 4 791207 Itrs. 

OISE, D. P. Niagara Mohawk Power Corp. 60/12/10. Ip. 07311:138. 


8012190399 Advises that info requested re environ qualification tests 
will be included as necessary in future responses to IE 
Bulletin 79-OlB per 301001 request. 

DISErD. P. Niagara Mohawk Power Corp. 00/12/12. Ip. 07282:142. 


6012190514 Notifies that owner's sub-group has revised design 4 
performance criteria re proposed scram discharge sys mods. 

Further review of criteria required prior to licensee 
commitment to compl lance. Results will be tent by 610115. 

LEMPOEStT. E. Niagara Mohawk Power Corp. 60/12/12. ip. 07265:321. 


8012300640 Forwards Amend 33 to License DPR-63< safety evaluation 4 
notice of issuance 4 availability. 

IFPOLITO, T. A. Operating Reactors Branch 2. 60/12/12, 2pp. 

07362:340. 


— 8012300647 Amend 33 to License 0PR-63i permitting plant operation for 
4-h u/lneraased secondary containment allowable leakage. 

IFPOLITO, T. A. Operating Reactors Branch 2. 60/12/12. 7pp. 

07362: 342. 
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— 0O123OOi-49 Bafetv evaluation eupportinj Amend 38 to Licenee DPR-63. 

* Office of Nuclear Reactor fiegolatloni Director. flO/12/lZ. 3pp. 
073A2; 349. 


— Q01S300633 Notice of Issuance U availability of Amend 38 to License 
DPR-63. 

IPPOLITOiT. A. Operating Reactors Branch 2. 80/12/12. 2pp. 

07362: 392. 


Q01219047S Advises that info re 801031 request to cominit to 
implementation dates for TMl action plan uilll not be 
provided until 801217. 

LEtIPOea. T. E. t^liagara Mohauk Power Corp. 80/12/19. Ip. 07282:190. 


8012300903 Forwards addl info re crack in reactor bldg uiaU>per NRC 
BOOB21 request. Photographs li oversije drawings end. 

DISEi D, P. Niagara Mohawk Power Corp. 80/12/19. 16pp. 07374:001. 


8012230472 Forwards lists of Implementation dates re TMI action plan 
Items per 601031 request in compliance w/ldentlfled dates 
eieapt those Indicated In attached Table 1. 

OISEtD.P. Niagara Mohawk Power Corp. 00/12/17. 20pp. 07318:296. 


Q. Inepection reports> IE Bulletins t: correspondence 


8012020329 Requests that response to IE Bulletin ao-l9i “Possible Loss 
of Emergency Notification 8ys <ENS> W/Loss of Offsite 
Power) " be resubmitted w/oath or affirmation within 10 days 
of racetpt of Itr)per 10CFR90. 94. 

ORIER<B.H. Region !> Ph 1 ladelph iai Office of the Director. 

00/10/23. ip. 07143:129. 


8012220063 Forwards IE losp Rept 90-220/80-12 on 800922-26. No 
noncempltance nottd. 

MARTINiN. 0. Raglan !•' Philadelphia, Safaguards Branch, 80/10/28. 
2pp. 07306:334. 


—8012220069 JE Insp Rept 90-220/80-12 on 800922-26. No noneompl lance 
noted. Ka.|or areas inspected: phys lea 1 security plan 
Implemantatlon. Detal Is wtthhald <ref 10CFR2. 790), 

BAILEY, R.J., SMITH, M. Ragicn 1, Ph 1 ladelph la. Office of the 
Director. DEVLIN, J.H. Region 1, Philadelphia, Safeguards Branch. 
80/10/23. Ip. 07306:336. 


0012040577 Forwards resubmitted response to IE Bulletin 80-19, 
"Poislble Loss of Emergency Notification 8ys <EN6> U/Loss of 
Offsite Power,” ti required oath of affirmation. 

LEMPOEBi T. E. Niagara Mohawk Power Corp. 80/10/29. Ip. 07170:099. 


—8012040992 Responds to IE Bulletin 80-19, "Possible Loss of Emergency 
Notification 8ys (EN3I M/Losi of Offsite Power." Required 
oath of affirmation end. 

LEMP0E6,T.E. Niagara Mohauk Power Corp. 80/09/03, 4pp. 

07170: 100. 


8012120637 Responds to IE Bulletin 79'OIG re environ qualification of 
electrical equipment. dual If Icatlon doeumantat ion for 
components lacking documentation util be completed by 
810201. 

LEMPOES, T. E. Niagara Mohauk Power Corp. 80/11/03. 4pp. 07227:346. 


8012120117 Forwards IE Bulletin 80-21, "Valve Yokes Bupplied by Malcolm 
Foundry Co, Inc. " Written response required. 

ORIER,B.H. Region 1, Philadelphia, Office of the Director. 

80/11/06. Ip. 07230:216. 


8012190373 Informs util of issuance of new NRC personnel Identification 
badges, off active after 801 130, Examp le end. 

KARTINiH. J. Region 1, Philadelphia, Safeguards Branch. 80/11/06. 

2pp. 07286; 137. 


8012030789 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safsty Relief Valve Operation to Cause 
Rsaetor Dsprtsiur 1 cation. ” No written response required. 

0R1ER,B.H. Region 1, Philadelphia, Office of the Director. 
80/11/07. Ip. 07190:203, 


8012080449 Forwards IE Info Notice 80-41, "Failure of Bwlng Check Valve 
In Decay Heat Removal Sys at Davis Bssse Unit 1." No 
responst required, 

ORIERiB. H. Region 1, Philadelphia, Office of the Director. 

80/11/10. Ip. 07182:324. 


8012090019 Responds to IE Bulletin 00-1 1 . Re-evaluatlon of masonry walls 
damonstratas that continued operation of facility presents 
no undue safety hacard to public. 

LEMP0E8,T. e. Niagara Mohawk Power Corp. 80/1 1/IO. 9pp, 07199:320, 


8012040098 Forwards IE Bulletin DO-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

ORIEfiiB.H. Region I. Philadelphia, Office of the Director. 
00/11/14, Ip. 07150:020. 


8012220643 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

<5RIEH,B.H. Region 1, Philadelphia, Office of the Director. 
80/11/19. ip 07293:132, 


8012040919 Forwards IE Bulletin BO-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
requ Ired. Requests info on manpower expended. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/11/21, 2pp. 07169:220. 


8012090978 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required, 
GRIER, B.H Region I, Philadelphia, Office of the Director. 
80/11/24. Ip. 07174: 068. 


8012030008 EN-00-92- on 801 126, not ice of violation *i notice of propotad 
imposition of civil penalties to be issued to licensee. 

Action based on matt false statement submitted under oath 
on 6C0122 re completed work under NUREO-0978. 

THOMPSON, D. , STELLOiV, Office of Inspection U Enforcement, Office of 
the Director, 80/11/26. 2pp. 07191:141. 


8012100100 Discusses IE Insp on 801008-10.20-31,1101 l< 18 I, forwards 
notice of violation ti order modifying License DPft-63. 

STELLOrV. Office of Inspection tc Enforcement, Office of the 
Director. BO/ll/26, 2pp. 07219.151. 


— 0012100121 Notice of violation from insp on 801009-10.20-31,1101 b 18. 
Noncompliance no ted: opera t loft of facility u/o lead cave 
shield or survey gamma instrument 6 false statement re 
completion of Category A, Item 2.1.0b. 

a Office of Inspection t< Enforcement, Office of the Director. 
80/11/26. 4pp. 07219:183. 


—8012100129 Order modifying License DPR-63 forbidding TJ Perkins from 
Involvement w/nuclear matters 4; directing implementation of 
now reporting procedures. 

STELLOiV. Office of Inspection t; Enforcement, Office of the 
Director. BO/ll/26, 9pp. 07219:197. 


ebt229040l Forwards IE Insp Rept 90-220/00-lB on 001008,10,20-31 1, 
1112 4 13 4 IE Investigation Rept 90-220/80-17 on 
801020-1101 4 10. 

ORIERrB.H. Region I, Philadelphia, Office of the Director. 
SO/12/02. 2pp, 07329:270. 

—8012290409 16 Insp Rept 50-220/80-18 on 801000.10,20-31 4 1112-10. 
Noneompl lance noted; valve position 4 alarm not 
indicated in control room. 

HVD8DN, 8.D. , WHITE, J.R,, KISTERiH, D. Region 1, Philadelphia. 
Office of the Director. 60/11/26. 23pp. 07329:272. 


—8012290420 IE Investigation Rept 90-220/80-17 on 801020-1101 4 18. 
Investigation determined that basis for licensee conclusion 
that mods re Increased radiation monitor range 4 post- 
accident sampling were completed In compliance w/NUREO-0970. 
CHRISTOPHER, R. I KISTER.H. B. , WHITE. J. R. Region 1, Philadelphia, 
Office of the Director. 80/11/21. 2lpp. 07329:299. 


— 8012290426 Hr to all operating nuclear power plants forwarding 
diseusston of TMI Lessons Learned short-tarm requirements 4 
Implementation schedule. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
79/10/30. 9pp, 07329,316. 


— 8012290431 Forwards show cause order re short-term Lessons Learned 
requirements implementation 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
80/01/02. 2pp. 07329:326. 


—8012290434 Order to show cause why util should not implement all 
Category A requirements of NUREG-0978 by 800131. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
80/01/02. 4pp. 07329:380. 


— 8012290446 Answer to NRC 800102 show cause order re TMI lessons Iterned 
short-term requirements implementation dates. Alt but one 
Catetory A item will meet Implementation dates. Necessary 
equipment for last requirement will be received by 810229. 

BARTLETT, J. Niagara Mohawk Power Corp. 80/01/22. 10pp. 

07329:332. 
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— eOl aa90*l5-0 Foru^rAs evaluaticn at Catagot-v A eorractiva actions. All 
raquiranants sat is+at tori 1 1 * not. 

IPPOLITOi T. A, Operating Reactors Branch 3, 00/03/21. 5Bpp. 

07329; 342. 

8012290491 Responds to B0J124- Itr. TJ Pertina shall no longer be 
involved ui/nuclear matters for util»pfndins final 

OOMI.OM.U. J. Niagara Hohauk: Pover Corp. 00/12/03, 2pp. 07335:157. 


R. Periodic operating reports t related correspcndenee 


60l21t0474 Forujards monthlg operating rapt for Nov 1980. 
LEiIPCESi T. S. Niagara Kohauk Power Corp. 80/ 12/08. Ip. 


07255:330. 


DOCKET 50-220 AEROTEST RADIOORAPHY ti RESEARCH REACTOR 
q. Inspection raportst IE Bulletins & correspondence 


8012310411 Forwards IE Insp Rept 50-220/00-02 
noncompl lane e noted. 

CREW9(J. L. Region 5) San Franelscoi Reactor 
Support Branch. 80/11/19. 2pp. 07370:184. 


on 001007-00. No 
Operations Nuclear 


— B012310415 IE Insp Rept 50-220/80-02 on 001107-03, No noneomp 1 ianea 
noted. Hajor areas Inipee ted: organUatloni logs ti reeordSr 
ravleu t. audl t. requal I f Icat ion training tr. the 

HORN.A.J., CHAFFEE-A.E. Region 5, San Francisco, 0^ 

Director. FAU1.KENDERRY, B. Region 8' S?S7o“lB6. 

Operations Nuclear Support Branch. 80/11/10. 4pp. 07370. 


— 30121A04S0 Monthly operating rept for Nov 1900, 

RQIlANi T. W. Hiagara Mohawk Power Corp. 80/12/00. 4pp. 


07255: 331. 


S. Reportable oceurrencesi LERs S; related correspondence 


0012100477 Forwards LER 80-025/03L-0. 

LEliPOES. T. E. Niagara Mohawk Pouer Corp. 00/11/24. 


tp. 07210:084. 


—8012100401 LER 80-025/03L-0: on 001020. stack gas monitoring sys rendered 
Inoperable when Inadvertently left In purge operation mode 
for 9. S-h. Caused by technician failing to return sys to 
normal eperal i on, Hon i tor returned to operation. 

HARRISON. P. Niagara Mahauk Power Corp. 80/11/24. 2pp. 

07218: OSS. 


8012100472 Forwards LER 80-026 /OIT-O. 

LEMPOES. T. E. Hiagara Mohawk Power Corp 


80/12/02. Ip. 07187:001. 


8012100475 LER 00-026/017-0: on BO1110. input error discovered which 

resulted In reduction in calculated pressure margin to 
reactor safety valve setpoints during possible transients. 
HARRISON. P. Niagara Mohawk Power Corp, 00/12/02. 2pp. 

07107: 001, 


DOCKEt 50-234 UHIV. OF CALIFORNIA RESEARCH REACTOR 
P. Operating license stage documents 6 correspondence 


8012010561 Forwards Amend 3 to License R-101 t safely •^***'f ‘ 

MILL ER, J. R. Slandardl I a tion L Special Projects Branch, BO/H/19, 
2pp. 06916:001. 


—0012010564 Amend 3 to License H-10 1 . permi tt ing possession of up to 25 g 
enriched U other than fuel elements 6 use of 1 t> 10 Ci PuBe 
sources i correcting discrepancy in max allowable rod drop 

MILLERiJ.R Standar dl lat Ian & Special Projects Branch. 00/11/19. 

6rp. 06916:001. 

--B0I2010571 Safety evaluation supporting Amend 3 to License R-lOl. 

* Office of Nuclear Reactor Regulation. Director. 80/11/19. 2pp. 
06916:001. 


DOCKET 50-226 TARAPUR ATOMIC PROJECT 

P. Operating license stage documents 6 correspondence 


SOIBIIOOOB Forwards application by GE for license to 
parts to India. 

HILSQM. B. 0. General Electric Co. SO/ll/14. 3pp. 


etport rep lacement 
07223: 114. 


—0012110015 Application by GE for license to eeport replacement parts to 

In<ji4> jka.^ee.em a a -r 

lOLSiiHiB.D. O^ne-ral EI&ctPi< Co, aO/ll/l4. Ip. 07223:117. 


DOCKET 50-227 TRIGA THERMIONIC PROTOTYPE REACTOR 
J. Insurance indemnity Information 


8012020562 Forwards EndoTsemsnt 91 to HAELU Policy MF-59. 

COBREA.M, A. Marsh 6 McLennan. Inc. , M It M Nuclear Consul tants, Ine. 
Div. 80/11/20. 2pp. 07148:071. 


DOCKEI 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Security, ciedlcal. emergency 6 fire protection plans 


8012190342 Informs of recently approved revised lOCFRSO.AS eontalnlng 
schedules for completloti of all fire protection mods.NO 
presant impl ementotion required as necessary addl Info has 

not yet been approved. nvont- lOl 

ElBENHUT. D. 0. Division of Licensing. BO/ll/06, 6pp. 07286.1 


0012020167 Discusses planned mods to emergency notification sys 6 
health physics network. KRC ulll pay for Installation of 
output jacks to provide capability for adding one-way 
speakers, N/o end health physics network manual, 00/11/19 

HEPPLER.J.O. Region 3. Chicago. Office of the Director. BO/ll/iir. 




0012 1 20576 Resubmits security plan revisions, in response to NRC 800910 
tt 1119 Itrs. Plan withheld from public disclosure <rcf 




art / 1 m /no 


07007 ' oua. 


G. Adjudicatory eorrospondenee 


0012020691 Request for reconsideration of A5LB 001120 order granting 
continuance or, al terna t i valy. f or certification to 
Cormtssion. Certificate of Sve and. 07147.271 

MURRAY. M. U. Illinois. State of. 80/1 t/e.6. 4pp. 07147. 271. 

0012170669 Forwards Director's decision under 10CFR2. 206 ii FR notice- 
denying 001024 petition bo shut down fadl 1 ties, pend Ing 
installation of required scram discharge vol monitoring 

DENTON. H. R Office of Nuclear Reactor Regulation, Director. 
90/11/26. ip. 07269:216, 


-0012170678 Director's decision under 10CFR2. 206, deny ing Pollutlo'n ti 
Environ Problems. Inc 601024 petition to shut down 
facilltiesi pending Installation of required scram discharge 
vol monitoring equipment, ....... 

DEHTON.K. R. Office of Nuclear Reaetof Regulation, Director. 






3012170693 Notice of Issuance of Director's decision under lOOFRa. 206, 

denytrg Pollution U Environ Problems 801024 petition. 

CASE. E.O. DffUe 0 # Nuclear Reactor Regulation. Director. 

80/11/26. 2pp. 07269:225. 


8012300324 Forwards applicant motion to strike Intervanor, State of 
IL, cross-e tamina 1 1 on of ML Hoh 1 . app 1 leant brief In 
support of motion to strike 4; applicant corrections to 
801119-21 hearing transcript. 


(T t nenijo. o 






9012300333 Motion to strike cross-examination of ML Wohl by lnt*rv*nok>, 

State of IL. Cros i-Biamlnat ion has no relevance to 
intervener Contention 6 re accident eonsaquences considered 

STEPTOE. P. P. Commonwealth Edison Co, STEPT06,P.P. Isham, Lincoln 
6 Beale. 00/12/01. Ip. 07357:119. 


—0012300341 Brief in support of applicant motion to strike 
eross-exaralnatlon of MH Wohl by Intervenor, State of IL re 
Contention 6. Bupportlng documentation & Certificate of 8vc 

STCPTOEiP.P, Commonwealth Edison Co. STEPTOE, P.P. Iihara, Lincoln 
& Beale. 00/12/01 14pp. 07357: 120. 


—8012300345 Corrections to transcript of 001119-21 spent fuel pool 
mod h««rinQt in Mofrl*< lU. 

* CofPi'n^inw**! th Edison Co. 00/12/01. 10pp. 07357:134. 



docketed items 


801SilOS40 Forward* Oli;mpic Assoeiata* thetkliifc document* re Leckcnby 
audit per eOlllB r eque* t . In teraa 1 Nuclear Bvc* Corp auditi 
requetted 801203>re Lasalle work 1* beinp 1 oca t ed . Re latod 
corraipondence. H/o encl. 

FITZOIBBONSi R. Itham. Lincoln t Beale. 0O/12/OS. Ip. 07222:399. 


8012290699 Reiponso In opposition to State of IL 801126 motion for 
reconsideration of ASLB decision to grant continuance ort in 
al t*rnatlve> f or cer tlf i cat ion. Certl f Ication should not he 
granted for scheduling matter * Cer t i f i cate of Svc encl. 

STEPTOEiP.P. Commonwealth Edison Co. STEPTOEi P. P. Isham. Lincoln 6 
Beale. 80/12/10. 6pp. 07333:082. 


B012300090 Response. in opposition to applicant motion to strike cross- 
ezamination of ML Uohl.Nohl testimong shows that NRC did 
not consider multiple failure analyses in SER. 

FAHNER.T, C.. MURRAY. M.J. Illinois. State of, 80/12/10. 8pp. 

07359; 007. 


•8012300093 Draft. "8g* Interaction t< Single Failure Criterion." App A, 
Certificate of Bvc encl, 

* MHB Technical Associates. 80/11/30. 2lpp. 07359:015. 


8012160332 Notifies that 801203 request for "Internal Audit of La Salle 
Pipe Stress Analgsls 6 Support Design <flAR“0303) — Internal 
Audit Rept BO-3. " cannot be honored. Document is not relevant 
to spent fuel rack proceeding for facilities, 

8TEPT0E.P. Isham. Lincoln it Beale. 80/l2/tl. ip. 07262:009. 


8012170410 Requests refusal of u t ll. app 1 i cat i on to transfer spent 
nuclear fuel rods from Dresden units to Quad Cltg unit* for 
storage. NRC should hold public hearing*. 

» Citlien* for Safe Energg. B0/i2/tl. 2pp. 07269:391. 


QOi2230284 Order granting NRC motion for extension until 801219 to 
respond to applicant motion to strike State of IL 
CFOssexaminatlon of ML Nohl. 

WOLF. J. Atomic Safetg and Licensing Board Panel. 80/12/11. ip. 
07317:362. 


8012300031 Forwards cover page for response in opposition to applicant 
motion to strike cross-ezamination of ML Hohl. 

MURRAY. M.J. Illinois. State of. 80/12/11. Ip. 07398:342, 

— 8012300004 Cover page to response in opposition to applicant motion to 
strike cross-eiaminat ion of ML Mohl. 

FAHNER.T, C.. MURRAY.M.J, Illinois. State of. 80/12/11. Ip. 

07398; 343. 


8012300122 Forwards closeout documents re Nuclear Svc Corp audit of 
Brooks k Perkins on 791212 6 13. Applicant will request 
permission from ASLB, during 801210 conference call. to file 
proposed finding* of fact on 601222. 

STEPTOE.P. P. Isham. Lincoln k Deala. 60/l2/lt. lOpp. 07358; 309. 


— 0012300129 Correction* to transcript of 801tl9-2l hearings. 

e Atomic Bafetg and Licensing Board Panel. 80/ 12/11. 6pp. 
07358: 310. 


0012230019 Response in opposition to intervenor 801126 motion for 
reconsideration or certification to Commission re spent fuel 
pool mod, Certificate of Svc encl. 

OODDARDiR. Hearing Branch 2. 80/12/15. 5pp. 073ti;t8S. 


B012290149 Order requesting applicant to file proposed finding* of 
fact on or before 801222. interveners. State of IL. on or 
before 810130 k NRC on or before 010213. 

HOLF.J. F. Atomic Safetg and Licensing Board Panel. 80/12/19. 2pp. 
07344:093. 


0012290213 Response in support of applicant 801201 request to strike 
State of IL erossezamlnat ion of ML Nohl.Role of ASLB In 
license amend proceeding Is limited bg scope of contention*. 
Certificate of Svc end. 

OODDARD. R.J. Hearing Branch 2. 60/12/19. 7pp. 07344:283. 


8012310268 Forward* applicant proposed finding* of fact* per 801218 
tf icon. Ineemp late sections k omissions noted. 

STEPTOEiP.P, Isham, Lincoln k Beale. 80/12/22. ip. 07370:069. 


•0012310289 Proposed findings of fact*. Matter* in eontroversg include 
erltlcalltg,QAr transportation damage. corrosion. rad waste 
treatment, rad lat ion monitoring ti acc ident*. Certificate of 
Svc end. 

* Commonwealth Edison Co. a Isham. Lincoln 4 Beale, 80/i2/22. 
B9pp. 07370:066. 


8012310419 Order denging 001126 motion for reconsideration of util 
motion for continuance of hearing or al ternat I vel g for 
car 1 1 fleet i on. No merit in contention that requiring further 
evidence adversely affected intervenor case. 

WOLF, J. F. Regulations Division. 00/12/22. 3pp. 07370:190. 


P. Operating license stage documents & correspondence 


0012110023 Forwards request for addl info for review of SEP Topic 
VI!-t.A re isolation of reactor protection from nonsafetg 
devices. Util must provide acceptance criteria for each 
identified i sola tor. 

LAINAoiO. C. Assistant Director for Safetg Assessment. 60/10/22. 
3pp. 07223:250. 


0012160050 Ltr to operating plant lleenseesiOL applicants 4 CP holders. 
Forward* NUR60-0737 re T«I action plan requ 1 reman t*. Requests 
operating reactor licensee confirmation in 45 dags that 
End 1 implementation dates will be met. 

EISENHUT. D. 0, Division of Licensing. 00/10/31. 7pp. 


8012220398 Ltr to all CP 4 OL holders for BWRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performad bg BE. App 1 icab lo to alt license applications 4 
proposed amends, including core reloads. 

EISENHUT, D, 0. Division of Licensing. eO/lt/04. 4pp. 


8012010503 Informs of decision to delag completion of 6EP Topic 16. 
Tech Specs.unttl eoraplatlon of all other SEP Topic reviews 
4 integrated safetg assessment, al lowing for integrated 
evaluation of current Tech Spec*. 

CRU1CHFIELD, D. Operating Reactor* Branch 5. 80/11/05, Ip. 

07098, 234. 


8012080089 Forward* Amends 90.99 4 94 to Licenses DPR-I9i DPfl-29 4 
DPR-30, raspoetivelgi safetg evaluation 4 notice of issuance 
4 ava 1 lab 1 i 1 tg. 

IPPOLITO. T. A. Operating Reactor* Branch 8 B0/li/i2. 2pp. 

07100: 352. 


—8012080099 Amends 50,99 4 94 to Licenses DPR-19, DPR-29 4 DPR-30. 
respec tivolg. es tab 1 i t h ing max average planar linear heat 
generation rate limits for std 0X8 fuel tgpes for exposure 
valves, 

IPPOLITO, T. A. Operating Reactors Branch 2. 00/11/12. a3pp. 

07180: 394. 


--B012060i02 Safetg evaluation supporting Amends 90.99 4 94 to Ltconsa* 
DPR-19, OPR-29 4 DPR-30 respec tlvelg. 

« Office of Nuclear Reactor Regulation. Director. 80/11/12. 4pp. 
07101; 016. 


— 8012080106 Notice of issuance 4 aval lab llitg of Amends 90.59 4 84 to 
Licenses DPR-I9i DPR-29 4 DPR-SO. respec tlvelg . 

IPPOLITO, T. A. Operating Reactors Branch 2, 80/11/12. Bpp. 

07181:020. 


0012220963 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BWR Feedwater Notile 4 Control Rod Drive Return Lint 
Noiite Cracking, " Confirmation that Imp 1 emantat ion date* 
will be met must be sent within 49 dags. N/o encL. 

EISENHUT, D. 0. Division of Licensing. 80/11/13. ip. 


8012090980 Forward* Revision 1 to "SEP Review of Safe Shutdown ags for 
Dresden Unit 2 Nuclear Power Plant." Request* notification 
within 90 dags of receipt of ltr if as-hullt facllitg 
differs from licensing basis. 

CRUTCHFIELD. D, Operating Reactors Branch S. 80/11/14. 90pp. 

07206:229. 


0012180620 Forwards Amends 32.5! 4 45 to Llcenaes DPR-2i DPR-19 4 
DPR-25. respec tlvelg. Amend* 60 4 59 to Licenses DPfi-29 4 
DPR-30. retpoe tlvelg 4 Amends 93 4 55 to License* DPR-39 4 
DPR-40< respoctivelg. Safeguards contingeneg plan* acceptable. 
CRUTCHFIELD, D, Operating Reactor* Branch 9. 80/11/17. 9pp. 

07271:324. 


•8012180633 Amend* 32, 9i 4 45 to Licenses DPn-2, DPR-19 4 DPR-85, 
respoet Iva Ig. requiring imp le.Tientatlon of aafaguard* 
contingeneg plan 

CRUTCHFIELD. D, Operating Reactor* Branch 9. IPPOLITO, T. A. 
Operating Reactor* Branch 2. 80/11/17. 6pp. 07271:329. 

•8012180671 Notice of issuance of Amends 32>5t 4 45 to Licenses DPR-2. 
DPR-19 4 DPR-29, fespeetivelg. Amend* 60 4 99 to Licenses 
OPR-29 4 DPR- 3 O 1 respectlvelg 4 Amends 98 4 9S to Licenses 
DPR-39 4 DPR-4B. respectlvelg re safeguards contingeneg plan. , 

CRUTCHFIELD, 0. Operating Reactors Branch S. 80/11/17. 2pp. 
07271:343 
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801211O4S6 Forwards F Ro<« 790930 re SEP Topic VtIt-3.Bi"DC Fourer 

Sijs Bus Voltage. " 

CRUTCHFIELD^ D. Operating Reactors Branch 9. 80/11 /IQ. 8pp. 

0783S; 198. 


8012020091 Corifirms 801016 U 17 fcslcons re util commltmenti to perform 
well water sampling & analgsts at locations around site. 

Analvses will be perforoved for gross alphaijross beta b 
tr 1 tiun. 

DA.VtSrA.B. Region 3, Chicago. Fuel Facllitg b Materials BaFetv 
Branch. 80/11/19. 3pp. 07143:338. 


8012090400 Informs that Info requested re SEP Topic Vl-S was submitted 
to NRC in B01103 Ur to CO Eisenhut. 

JANECEH. R. F. Commonwealth Edison Co, 00/11/20, Ip. 07207:136, 


6018160310 Comments on hIRC 800812 Itr evaluating SEP Topic Vl-10. Q< 
"Shared Engineered Safetg Features." Operating procedures 
dictate proper position of normai/bgpass sui tc h. Forwards 
OE "BUR Power Plant Training." Revision 5. 

JANECEHi R. F. Commonwealth Edison Co. 80/11/24. 3pp. 07107:001. 


— Q012160S12 "SWR Power Plant Training." Revision 5. 

a General Electric Co. 74/(0/14. S8pp. 07187:001. 


—8012160517 DQP 6600-8. '"Oieset Generator Normal-egpai s Switch 
(Ipcration. '* 

a Conmonuea I th Edison Co. 76/07/31. Sfp. 07107:001. 


—8012160519 OOP 6900- 1. Ravi s ion 3, "250 VDC Electrical 8gs. “ 
• Commonwealth Edison Co. 79/07/31. 4pp, 07107:001. 


—8012160522 CDF 6900-2. Revi s ion 4. "125 VDC Electrical Sgs. " 

* Com.nonweal th Edison Co, 79/07/31. 9pp. 07107:001. 


— 0012160585 DQP 6900-9. Rev I sion 1. "Station Batterg Isolation b Return 
to Mormel for Discharge Testing Unit 8 or U3 24/48 VDC 
Batterg. " 

* Commonwealth Edison Co. 79/08/31. 5pp. 07187:001. 


— 8012160580 OOP 6900-10. Sevis ion 2. "Station Battery Isolation b Return 
to Normal for Discharge Testing 1)3 129 VDC Battery." 

♦ Commonwealth Edison Co. 79/08/31, 9pp. 07107:001. 


— 8012160932 DOP 6900-1 1 . Revis ion 2. "Station Battery Isolation b Return 
to Normal for Discharge Testing U2 123 VOC Battery. “ 

* Commonwealth Edison Co. 79/00/31 6pp. 07187:001. 


— 8012160937 DOP 6900-12. R evl s 1 on 1. "Station Cattery Isolation b Return 
to Normal for Discharge Tasting VS 890 VDC Batterg." 

• Com-nonuealth Edison Co, 79/07/31. 9pp. 07187:001. 


— 8012160939 DOP 6900-13. Revis Ion 1. "Station Battery Isolation b Return 
to Normal for Oiecharge Tasting 03 890 VDC Battery. " 

* Com.i.onyeal th Edison Co. 79/07/31. 9pp. 07187:001. 


8012020301 Forwards tabulation of planned environ qualification testing 
progranpiin response to NRC 801001 Ur. 

ABEL.J.S. Commonuealth Edison Co. 80/11/26. 4pp. 07148:193. 


8012110874 Forwards Revision 4 to ‘’Licensing Rept. Dresden Nuclear Power 
Plan* Units 8 b 3 Spent Fuel Rack Mod. " originally submitted 
W/70OSU proposed OL amend. 

JANECEKiR.F. Corsmonwaa I th Edison Co. 00/12/02. 8pp. 07289:173. 


— 8012110293 Revision 4 to "Licensing Rept. Dresden Nuclear Power Plant 
Units a b 3 Spent Fuel Rack Mod. " 

a Ouadre* Corp, QUAD- 1- 79-234 R4, 60/10/31. 4pp. 07229:175. 


3012190637 Forwards request for addl Info re 000022 rept entitled. 
"Evaluation of 10 Inch Containment Isolation Valves for 
Dresden 2 b 3 b Quad Cities 1 b 2. " 

L-AINASi 0. C. Assistant Director for Safety Assessment. 60/18/02. 
3pp. 07273:890. 


8018180002 Immediate action Ur confirming actions discussed in 801204 
tclcen re problems w/seram discharge vol level monitoring 
sys. Daily checks of scran discharge vol to be performed 
until operability of monitoring sgs demonstrated. 

HEPPLER. U. 0. Region 3. Chicago. Office of the Director. 80/12/04. 
2pp. 03791: 159, 


8012280483 Responds to 800911 nemo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlted Agreement State burial site conditions. Forwsrdi 
rasvlt* of IE survey. 

OENTON.H.R. Office of Nuclear Reactor RtgulatJon. Director. 
80/12/04. 2 pp. 


— 8012220506 Forwards tabulation b sum.narg of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been espanded at 377. of reactors surveyed w/7lX 
planning or considering Increasing storage capeelty. 

BANOART. R. L. Effluent Treatment Systems Branch. 00 / 11 / 06 . app. 


8012150052 Application to amend Licenses DPR-19 b DPR-29. changing Tech 
Specs. Section 3.8 re limiting conditions for operation of 
chimney gas sampling sgs. Class 1 b III fees end. 

JANECEF.R. F. Commonwealth Edison Co. 80/12/03. 2pp. 07840:331. 

—8012150054 Proposed Tech Specs. See tion 3. B, chang Ing limiting conditions 
for operation re chimney gas sampling sgs. 

• Commonwealth Edison Co. 00/12/03. 2pp. 07240:333, 

0012120301 Forwards Tech Specs Page 3, 2/4, 2-15. inadvertently omitted 
from utU 800910 Ur to NRC, , 

JANECEK.R.F, Commonwealth Edison Co. 00/12/10. 2pp. 07236:249. 

—8012120341 Proposed Tech Specs. Page 3. 2/4. 2-15. Incorporating Til! 

Lessons Learned Requirements. 

* Commonwealth Edison Co. 80/12/10. Ip. 07236:250. 

8012160136 Responds to NRC 000984 request re mods for provision of 
redundant Class IE protection at Interface of Nondass IE 
power supply b reactor protection sgs. Instal latlon scheduled 
for refueling outages occurring after June 1981. 

JANFCEF. R. F. Commonwealth Edison Co. 00/12/11. 2pp. 07262:244. 


8012170480 Forwards response to NRC 801031 Itr requesting confirmation 
that imp I emintat ion dates indicated in NUREG-0737 will be 
met. Ability to meet required dates for major mods is 
contingent upon hardware availability b delivery. 

ABEL.J.S. Commonwealth Edison Co. 00/12/15. 37pp. 07270:294. 


0012240150 Forwards confirmation that implementation dates per 
NUHEO'0737 will be met b justification for eiesptlons. 

General ly I dates are contingent upon hardware availability b 
delivery. Comments on safety requlromants in Tech Specs. 

ABEL.J.S Commonwealth Edison Co. 00/12/15. 37pp. 07323:001. 


0012240409 Notification of 801210 meeting w/8EP owners, group' in 
Sethasda.dD for discussions on. SEP prog ram. schedule for 
license topic completion b assignment of lead topics to 
plants. 

RUSSELL. M.T. Systematic Evaluation Program Branch. , 00/12/16. 2pp. 


80I23102B2 Requests amend of Confirmatory Order re installation of 
recirculation pump trip by 801231. Amend eitends required 
implementation date to B10i04. 

REED. C. Commonwealth Edison Co. 00/12/24. 2pp. 07361:310. 


G. Inspection reports. IE Bulletins b correspondence 


8012170510 Forwards IE Info Notice 80-37. "Containment Cooler Leaks b 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

HEPPLERi J.G. Region 3. Chicago. Office of the Director. 80/10/24. 
Ip. 07260; 099, 


8912170546 Forwards IE Investigation Repts 50-237/80-16 b 90“249/00-20 
on 000908-10, 

HEPPLER. J. 0. Region 3. Chicago. Office of the Director. 80/10/24. 
2pp. 07269: tS?. 


—8012170554 IE Investigation Repts 50-237/80-16 b 50-249/00-20 on 
809908- to. Noneomp lienee noted: two reactor operators 
apparently asleep on duty. 

PHILi IP.O. A. . NORELIUS. C. E. I BPES8ARD, fi. L, Region 3. Chicago. 
Office of the Director. 60/10/23. 41pp. 07269: 161. 


8012100599 Forwards IE Insp Repts 50-010/80-19,50-237/80-21 b 
50-249/80-25 on 800907-1003 b notice of violation. 

HElSHHANi R. F. Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 80/11/04. 2pp. 07218: 164. 


— 0O121CO591 Notice of violation from Insp on 000907-1003. 

« Region 3. Chicago. Office of the Director. 80/10/31. ip. 
07210: 166. 


— 0O121OOS97 IE Insp Repts 50-010/80-19.50-237/80-21 b 50-249/80-25 on 
800907- 1003. Noneomp 1 lance noted: failure to adhere to QA 
program requirements. 

TONSUE.T.M., JORDAN. tl. J. I SPEeSARD. R. L. Regions. Chicago. Office 
of the Director. 80/10/31. 7pp. 07210:167. 
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80120S0308 Aek netlpt ot 801030 Ikr Informing NRC of steps taken to 
correct violations noted in If tnsp Repts S0-0t0/80'14> 

90-237/80-17 l< 80-249/80-81. 

HEISHMANi R. F. Region 3. Chieagor Reactor Operations Nuclear Support 
Branch, 00/11/10. Ip. 07143; 103. 


—8012020312 Responds to NRC 601008 1 tr re violations noted in IE Insp 
Repts 50-010/80-14.90-237/80-17 k 50-249/00-21. Corrective 
actions: potential radiological eonsectuences to uorkers 
performing malnt on control rod driveline pump evaluated. 

ABEL. J. S. Commonwealth Edison Co. 80/10/30. 3pp. 07143:109. 


6012290496 Confirms 801110 telecopy req,urstlng artension for response 
to 801080 notice of violation & proposed imposition of civil 
penalty until 801124. 

ABEL. J. S. Commonwealth Edison Co. 60/11/12. 2pp. 07339:040. 


8012020743 Forwards three Performance Appraisal Branch Insp repts tc 
mgt evaluation tree w/user gulda so that facility can 
compare program to program already revltuad k make 
appropriate adgustments. N/o end. 

KEPPUER. J. 0. Region 3. Chicago. Office of the Director. 80/11/18. 
4pp. 07147:339, 


8012230069 Responds to IE Bulletin 60-2i. "Valve Yokes Supplied liy 
Malcolm Foundry Co. Inc." No valve parts cast by Malcolm 
Foundry planned for use or in use at facilities. 

RAUSCH. T, J. Commonwealth Edison Co. 80/12/09. 2pp. 07311:081, 


8012310629 Acl receipt of 80112,9 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 90-010/80-19. 

90-237/80-21 k 90-249/80-29. 

HEISHMANi R. F. Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 00/12/09. Ip. 07371: 092. 


--8012310630 Responds to NRC 801104 Itr re violations noted in IE Insp 
Repts 90-010/80-19,90-237/80-21 «; 90-249/80-29. Corrective 
actions: cleaned areas b removed combustible matl. 

ABEL. J. S. Commonwealth Edison Co. 60/11/25. 4pp. 07371:053, 


8012240429 Addl response to FOIA request for documents re imposition o 
civil pena 1 kies, NRC requests for congressional authorlaation 
for more severe penalties k responsibilities fc behavior of 
nuclear plant operators. Forwards Invastigation rapt. 

FELTON. 0.11, Division of Rules and Records, B0/t2/i2. Ip. 

07324:310. 


8012040967 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Mater Leakage Inside. Containment. " No written response 
required. 

KEPPLER.J. 0, Region 3. Chicago, Office of the Director. 80/11/21, 
2pp. 07166:398. 


8012080087 Forwards IE Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 60/11/24. 
2pp. 07182:253. 


8012170400 Forwards monthly status rept of evaluations performed In 
response to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Saf ety-Related Piping Sys. " No sys identified 
u/ttrass crceedlng 1/2 matl ultimate stress at QBE loadings. 
JANECEK.R.F. Commonwealth Edison Co. 60/11/24. I4pp. 07107:001. 


8012290466 Protests civil penalty imposed in 601020 Itr fc notice of 
violation. NRC failed to use appropriate enforcement 
criteria in classifying severity level of noncomp 1 lance. 

REEOjC. Commonwealth Edison Co. 80/11/24. 6pp. 07335:044. 


6012290470 Refutes item of noncomp 1 iance re two on-duty operators 
allegedly found asleep on 800606. Operators wero present at 
prescribed stations k able to perform all required 
functions. 

REED, C. Commonwealth Edison Co. 60/11/24. Bpp. 07335:052, 


8012230293 Forwards new security badge numbers 2 clearance levels for 
Region 3 personnel, Changes should be entered on Sept I960 
access lists. 

KEPPiIeR, J. 0. Region 3. Chicago. Office of the Director. 00/11/25. 
6pp. 07317:081. 


—0019240432 "Investigation of Alleged Sleeping Control Room Operators 
Drasden Nuclear Power Station. Morris. IL, 800800. " 

CUMMIN08, J. J. , STRICKLERi L, J. Office of inspector t: Auditor. 
00/09/17. 34pp, 


8012300118 Discusses IE insp on 900723 ti forwards notice of violation ! 
notice of proposed Imposition of civil penalty. 

STELLO, V. Office of Inspection k Enforcement. Office of the 
Director. 80/12/19. 2pp. 07356:293. 


'-8012300124 Notice of violation from tnsp on 600723. Noncomp! ianc o not< 
waste matl delivered In Improper packaging w/no provision 
for securing lid. 

e Office of Inspection t. Enforcement. Office of the Director. 
80/12/19. Ip. 03810; 174. 


'-B0123001SO Notice of proposed imposition of civil penalty in amount < 
Si. 000 for item of noncompliance noted in IE insp on 600723. 
a Office of Inspection t. Enforeemsnt. Office of the Director. 
60/12/19. ip. 07396: 296. 


R. Periodic operating reports k related correspondence 


8012160419 Forwards monthly operating repts for Nov 1960. 

SCOTT, D.J. Coismonwealth Edison Co. 80/12/06. Ip. 07294:12 


— 6012160420 Monthly operating repts for Nov 1980. 

CIESZKIEWICZi 3. Commonwealth Edison Co. 60/12/01. i9pp. 
07254: 125. 


8. Reportable occurrences. LERs k related correspondence 


8012100661 Ack receipt of B00919 response to NRC 800816 Ur requesting 
addl info re IE Bulletin 79-14 evaluations. Dresden (i Quad 
Cities responses to Items 1 t: 3 unaccap tab ie. s Ince 
requested info was not included. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 80/11/26. 
3pp. 


6012170552 Forwards IE Info Notice 80-29, Suppl 1, "Broken Stud# on 
Terry Turbine Steam Inlet Flange," No written response 
required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 60/11/26. 
2pp. 07264:266, 


8012040270 Ack receipt of 801030 Ur re Investigation of alleged 
release of rad loactlvely contaminated water. Requests addl 
Info on conclusions that flowpaths u/stcess background 
levels have not t; are not transporting contaminated water. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 80/U/14. : 
2pp. 07162:339. 


'-8012040333 Responds to Sept 1960 allegations re release of contaminak 
water into environ. Investigation noted no detectable threat 
to public t: Insp revealed no discrepancies which could 
result in leakage. Forwards detailed summary of results. 

REED.C. CoramonweaUh Edison Co. 60/10/30, 6pp. 07162;33~ 


6012110602 Ack receipt of 801112 Ur informing NRC of steps taken to 
correct violations noted in IP. Insp Repts 90-010/80-16, 
90-237/80-19 k 90-249/00-23. 

HINO.J.A, Region 3, Chicago, Safeguards Branch. S0/i2/01. ip. 
07226: 179. 


8012110608 Responds to NRC 801022 Ur re violations noted in IE tnsp 
Repts 90-010/00-11,90-237/60-19 k 90-249/60-23, Corrective 
action withheld (ref 10CFR2. 790). 

ABEL, J. 8. Commonwealth Edison Co. 80/11/12. Ip, 07226:176. 


80I2160S38 Forwards LER eO-043/03L-0. 

SCOTT, D.J. CoiT,monweaUh Edison Co. 60/12/03, Ip, 07261:1 


— 0012160943 LER 0O-O43/O3L-O; on 801113, found pressure switch 
low trip point. Caused by Instrument drift. Prassuro switch 

reset. 

ROWLEY.E. Commonwealth Edison Co. 80/12/09. Ip. 07261:170. 


8012230900 Forwards LER QO-044/03L-0. 

SCOTT, D.J. Commonwealth Edison Co. 80/12/12. 2pp. 07316:244. 


8012090044 Notification of 801209 meeting w/utll In BethesdB,MD to 
discutt acceptance criteria used for evaluation of piping 
lys under review for IE Bulletin 79-14, 

MONO, H. J. Office of Inspection 6 Enforcement, Office of the 
Director. 80/12/04. 2pp. 07198:078. 


— 8012230506 LER 80-044/03L-0; on 001 124. target rack eafety relief vaU 
Inoperable pressure alarm 2A annunciated. Indicating target 
rock not operable in safety mode. Cause unknown. Continad H 

operation permissible duo to overpressuriiatlen analysts. i.; 

SPEROFFiR.D. Commonwealth Edison Co. 80/12/19. ip. 07316:246. 1.^ 
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T. H«-arlng transcripts on nan-anti trust matters 

aOiaOlOSlB Transcript of GOlll^f hearing in HorriiilL re spent fuel pool 
isod.Pp 73-370. 

* Atomic Ssfetij and Licensing Board Panel. a0/tl/’t9. aOOpp. 
07093:31 4. 


P. Operating license stage doeyments fe correspondence 

8013030753 Forwards seismic goal If icat Ions of auiiUarg feedteater sgs 
in operating PWfls & describes program NRC is undertaking 
to review capability of operating PWfis to remove decay 
heat following earthgoaVe. 

eiSENHDT/ D. 0. Division of Licensing. 80/10/31. 4pp. 


3013030614 Tranieript of 301130 hearing in Morris, IL re spent fuel 
pool nod. Pp 37t-503. 

* Atomic Safety and Licensing Board Panel, 00/11/30, SOOpp. 
07131: 197. 


0013030038 Transcript of 301130 hearing evening session, in Morrii.lL re 
spent fuel pool mod. Pp 504-573. 

e Atomic Safety and Licensing Board Panel. 00/11/30. &9pp. 

07130: 333. 


S01201092^ Transcript o# 601121 hearing in Morris* IL re speni fuel pool 
mod Pp 571-721 

* Atc^nic and Licensing Ocard Panel. 80/11/21. lS5pp. 

07093: 155. 


8012300324 Forwards applicant motion to str i ke intervenori State of 
IL* e ross-eiatai nat a on of ML WoM ♦ app 1 1 cant brief In 
support of motion to strile & applicant corrections to 
Q011I9-2I hearing transcript. 

FIT20IBS0NS* ft. Isham. Lincoln L Scale. B0/J2/01. Ip. 07357: lie. 


•S0123C0345 Corrections to transcript o# 831119-21 spent fuel pool 
fibod hearings in MorriSfIL. 

* Coramorvuea 1 1 h Edison Co. QO/12/01. 18pp- 07357:134. 


0012160050 Ltr to operating plant licensees. OL applicants U CP holders. 
Forwards HyREO-0737 re TMI action plan regulrements. Requests 
operating reactor licensee confirmation in 45 days that 
End i Implementation dates will be met. 

ElSEIlHUTr D. 0. Division of Licensing, 80/10/31. 7pp. 


0012830563 Ltr to all power reactor licensees forwarding NUREO-O619i 
"BHR Feedwater Noiile L Control Rod Drive Return Line 
Noiile Cracking." Confirmation that implementation dates 
will be net must be sent within 45 days.lf/o end. 

E16ENHUT, D. G, Division o ' 1. irensiiig 80/11/13. Ip. 


8013090038 Forwards current evaluation of EEP Topics V-iO. B. V"! l> A. 
V-l 1, 8. Vll-3 8i IX-3 re safe shutdown sys. Eval uation will be 
basic input to Integrated safety assessment. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 00/11/14. tOlpp. 

07197:319. 


8013190339 Submits concerns identified during reviews of license 
applications re containment su,rp design 4t effect on long- 
term cooling following LOCA. Debris could potentially block 
sump screen 6 core passages in ECCS U core 

CRU1CHFIEL0, 0, Operating Reactors Branch 5. 80/11/80. App. 

07386:084, 


8012290406 Forwards WRC proposed corrections to transcripts of 

801£I9-31 hearings. 

GODDARD, ft. J. Hearing Branch 3. 80/12/10. Ip. 07336:303 


■8013390413 Proposed transcript changes . Cert I f icate of 3vc end. 
» Atomic Safety and Licensing Board Panel 80/13/10’, t3pp. 
07336: 303 


V. 0pdT4^or E lani Tidfe i on« 


8012160510 Comments on tJRC 000013 ltr evaluating SEP Topic VI-IO. B. 
"Shared Enginaered Safety Features.'' Operating procedures 
dictate proper position of normal/bypass switch. Forwards 
OE "BVa Power Plant Training." Revision 5. 

JAKECEK. R. F, Commonwealth Edison Co. 8<3/ 11/34, 3pp. 07187. ODI. 


— 8012160513 "BMR Power Plant Training," Revision 5. 

a General Electric Co. 74/10/14. sapp. 07107:001. 


8012010397 Forwards Amend 11 to application to convert provisional OU 
to full-term OU. Amend constitutes Revision 7 to Suppl 4 to 
technical suppl accompanying application for full-term OL. 
Certificate of Sve end, . « 

LEBOEUF.R. J. . LAMB, H, R. , LEIBY.A.C. LeBoeuf, Lamb. Leiby fcMacRae. 
80/11/31 4pp. 07097:314, 


•Q013010S99 Amend 11 to application to convert provisional OL to 
full-term OL. Amend constitutes Revision 7 to Suppl 4 to 
technical suppl accompanying application for full-term 
CL. Revision end. 

MAlER.d.E. Rochester Gas 6 Electric Corp. 80/11/14. aBpp- 
07097:313 


8012010384 Requests completed SEP topic asseismenti for Topic VI-B re 
control room habitability 6 Topic II-l, C re potenial offsite 
haiards.Work on five addl TMI-2 related reguiroments will 
not start util SEP topic assessments issued. 

WHITE. L. 0. Rochester Gas 4; Electric Corp. 80/11/34. 3pp. 

0691 S: 001. 


DOCKET SO-343 OREGON STATE UtllV. RESEARCH REACTOR 
0. Reporlable occurrences, LERs 4 related correspondence 


8013010397 Informs NRC that responses to SEP 
were provided on 800910. Addt copies can he 
necessary. 

WHITE, L.D. Rochester Oas ti Electric Corp. 
07090; 063. 


Topics VI-7. A. 3 fc VI-10. A 
supp 1 1 ed. if 

80/11/24. tp. 


B0123004S3 RO: on 801313, reactor operated fop appro* l-h w/ 
nonfuetlonlng air pump on reactor top continuous air 
particulate radiation monitor. Caused by loosely fitting^ 
power plug 4/or loose fuse holder connoctlon. 

HAKO.C.K, Oregon State Univ. 80/12/19. 8pp. 07357:201. 


8012160429 Forwards Info re util 791306 rept on adequacy at station 
electric distribution sys voltages. Info provided to assure 
reviewers of rept that analyses are consistent w/NRC 
guidelines for voltage drop calculations. 
l1AieR,J. E. Rochester Gas 4 Electric Corp. 80/13/04. Ip. 

07340; 343. 


DOCKET 80-344 ROBERT EHHET OINNA NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency 4 fire protection plans 


8013190011 Informs of recently approved revised 10CFR50. 40 containing 
schedules for completion of all fire protection mods. No 
present implementation required as necessary addt info has 
not yet been approved. 

EISEllHUT, D. 0. Division of Licensing. 80/11/06 6pp. 07270: 195. 


’ Informs of review 4 resulting mods to emergency notification 
slth physics network. NRC will have lamps installed 
'a telenhnno* in all control rooms 4 technical 

liladelphla. Office of the Director. 


u/selection of basement of tfayns 
iool as emergency offsite 
Ians for util emergency 

.trie Corp, 00/11/24. 8pp. 


80123704B5 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions. Forwards 
results of IE survey. 

DENiail. M. R. Office of Nuclear Reactor Regulation, Director. 
80/13/04. 3pp. 


— 8013330S06 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37'A of reactors surveyed w/71K 
planning or considering increasing storage capacity. 

8ANGART, R. L. Effluent Treatment Systems Branch. 80/1 i/06. Bpp. 


8012390499 Informs of completion of generic review of Inadvertent 
safety injection during cooldown. No further tleenalng action 
necessary since facility could probably withstand more than 
SO Inadvertent ECCS actuations. 

CRUTCHFIELD. 0. Operating Reactors Branch 3. 80/13/08. Spp. 

07335:398. 


■6013390503 Safety evaluation of inadvertent safety injection during 
cooldown. Pad 1 Ity could withstand more than SO inadvertent 
ECCS actuations since not all actuations will result in 
cold water injection Into hot RC8. 

• Operating Reactors Branch S. 80/13/05. Ip. 07335:300. 
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e0121£0S40 Foruirds 4ddl info providing qualification of certain 
electrical equipioenti per cammitment in 801031 Itr reiponding 
to NRC 000919 revised order for mod of license. 

HAlERt J. E. Rochester Oas ti Electric Corp. 80/1S/08. 16pp. 

07246; 271. 


aoi21A0540 Forwards Pages 3. 10-6 to 3. 10-10 of Tech Specs re control 
rod mlsallgnmenti to facilitate review. 

HAIERtJ. E. Rochester Oas ti Electric Corp. 00/12/10. Ip. 

07263; 094. 


—0012160847 Tech Specs 3.10.4.4 re control rod misalignment. 

* Rochester Oas tt Electric Corp. 00/12/10. 8pp. 07263:095. 


0012160391 Forwards addl info concerning rock anchors for containment 
re tendon Insp lift off vorlf ication> in response to NRC 
request at 801021 meeting. Post-tensioning field records 
end. 

KAIERt J. E. Rochester Gas Electric Corp. 60/12/11. 164pp. 

07244; 215. 


—8012160394 "Addl Info on Olnna Reck Anchor Design." 

PAOES.R.E.i FUtTON, J. F. . MOREADITH, F. L. 01 Iber t/Commonueal Ih Cos. 
80/11/26. 200pp. 07245:017. 


8012220227 Forwards visual aids used during 801107 meeting re plans to 
install test sleeves In several steam generator tubes, 

Affidavit supporting proprietary nature of visual aids 
end. Slides withheld (ref 10CFR2. 790). 

HAIERtJ. E. Rochester Oas b Electric Corp. 80/12/12. 6pp. 

07304:058. 


8012220329 Forwards responses to NRC 801031 Itr ru clarif Icatlon of TMI 
action plan requirements. Util intends to comply u/NRC 
requirements b Implementation dates, Ececpt ions are discussed 
in end. Deviations will be corT.nunlcated. 

HAIER. J.E. Rochester Oas b Electric Corp. 80/12/15. 11pp. 

07301: 193. 


8012220341 Suppls 801031 submittal re "Environ Qualification of 
Electrical Equipments." Possible effects of motor driven 
auclllary feedwater pumps failure due to high energy line 
break on Class IE sys provided. 

HAIER< J. E. Rochester Oas b Electric Corp. 80/12/15. 2pp. 
03797; 067. 


8012240489 Notification of 801218 meeting w/8EP owners group in 
BethasdaiKD for dtscusslons on 6EP program) schedule for 
license topic completion b assignment of lead topics to 
p lants. 

fiUa9ELL)H. T. Systematic Evaluation Program Branch. 00/12/16. 2pp. 


6012300393 Forwards util 801231 final rapt) "Anchorage b Seismic 
Support of Safety-Related Electrical Equipment." All safety- 
related electrical equipment b permanently mounted ancillary 
assemblies have acceptably engineered anchorage sys. 

MAIERiJ. E. Rochester Oas b Electric Corp. 80/12/22. Ip. 
07357:256. 


—0012300397 "Anchorage b Seismic Support of Safety-Related Electrical 
Equipment) ” final rapt 

* Rochester Oet b Electric Corp, 00/12/31. 30pp. 07357:257. 


Q. Inspection reports) IE Bulletins b correspondence 


BO12O0OO92 Forwards IE Insp Rapt 50-244/80-12 on 800915-17. No 
nancompl lance noted. 

BRUNNERiE. J. Region 1) Philadelphia) Reactor Operations Nuclear 
Support Branch, 80/10/09. 2pp. 07189:178. 


— 8012080099 IE Insp Rapt 50-244/80-12 on 000915-17, No noneompllanee 
noted. Kajor areas Inspected; 1 icensed operator 
requat If icatlon training program b Independent plant tour. 
NI00INS>J.T. Region 1) Philadelphia) Office of the Director. 
CArHTONfD.L. Region 1) Philadelphia) Reactor Operations Nuclear 
aupport Branch. aO/10/07. 7pp. 07189:180. 


80121703^4 Forwards IE Info Notice 80-38) "Cracking in Charging Pomp 
Casing Cladding." No written response required. 

0RIER)B.H. Region !> Philadelphia) Office of the Director. 
80/10/30, Ip. 07269:093. 


8012090043 Responds to IE Bulletin 00-11, "Hasonry Wall Design." 
M/o end, 

NAIERiO.E. Rochester Oas b Electric Corp. 80/U/04, Ip. 
07199; 296. 


0012120097 Forwards IE Bulletin 80-21) "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

6RIER)6.H. Region 1) Philadelphia. Office of the Director. 

00/11/06, !p. 07230; 240. 


8012190382 Informs util of issuance of new NRC personnel tdefttlf icatlon 
badges, effective after 001 130. Stamp 1 e enc 1. 

MARTIN. W.J. Region 1. Philadelphia. Safeguards Branch. 80/11/06. 

2pp. 07286: 143. 


0012030799 Forwards IE Info Notice 00-40, “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor ( lat Ion. " No written response required. 

GRIER, D.H. Region 1. Philadelphia. Office of the Director. 
80/11/07. Ip, 07150; a2B, 


0012000486 Forwards IE Info Notice 00-41, “Failure of Swing Cheek Valve 
In Decay Heat Removal Sys at Davis Besse Unit 1." No 
response required. 

OfilER.B.H. Region 1, Philadelphia. Office of the Director, 

00/ 11/ 10. Ip. 07102: 3)12. 


8012040060 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valeor Engineering Corp." Requires estimate of 
manpower associated w/correctlve actions. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
80/11/14. Ip. 07170:012, 


8012220671 Advises that written response is required to IE Bulletin 
80-23) "Failures of Solenoid Valves Mfg by Valeor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER.B.H. Region 1 . Philadelphia, Office of the Director. 
80/U/19. ip. 07293:127. 


8012040499 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests Info on manpower eepended. 

GRIER.B.H. Region l> Philadelphia, Office of the Director. 
80/11/21. 2pp, 07169:178. 


8012050599 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
GRIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. ip, 07174:09s. 


8012090278 Forwards corrected Pages I b 9 to 801105 revision to 
Inservlee insp program for 1900-89. 

WHITE, L.D. Rochester Gas b Electric Corp. 00/12/01. Ip. 
07201;08l. 


— 8012090280 Corrected Pages I b 9 to B01105 revision to Inservice insp 
program for 1980-89. 

ANDERSON, C, R. Rochester Gas b Electric Corp. 80/11/10. app. 
07201: 002. 


R. Perlolic operating reports b. related correspondence 


8012220440 Forwards monthly operating rept for Nov 1980. 

SNOW) B. A. Rochester Oai b Electric Corp. 60/12/10. Ip. 07308:342. 


— 8012220443 Monthly operating rept for Nov 1980. 

MCNAMARA, A E. Rochester Gas b Elactrle Corp, 00/12/11. 5pp, 
07300; 343. 


8, Reportable occurrences, LERs b related correspondence 


8012300522 Forwards LER eO-010/03L-0. 

MAIER, J. E. Rochester Oas b Electric Corp. 80/12/23, Ip. 
07361; 326. 


— 0012300525 LER BO-010/03L-0: on 801 125, p inhole leak found in weld on RH8 
thermowell. Caused by poor quality weld. Weld repelred. 

6PECTQR, 6. M. Rochester Gas b Electric Corp. 00/12/23. Ip. 

07361: 327. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency b fire protection plans 


8012040166 Public version of "Independent Assessment of Evacuation 
TLnes for Millstone Nuclear Power Plant," Vol B, prepared for 
FEMA. 

COSBY, J.C., SHEPPARD, W.V. , LAMAGNA, F. Wilbur Smith b Associates. 
80/06/30. 72pp. 07161:289. 
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80t2t90015 Informs of retentlv approved revised I0CFR50. 43 eonkaining 
schtdules for cosiplet i on oF all fire protection mod*. No 
pra»tnt implementation required a* necesaarij addl info has 
not yet been approved. 

EISENVUr» D. O. Division of Licenjirg. BO/ 1 1 /’06. 6pp. 0737B; 200. 


8012080716 Inforn* that mnda utl) be made to emergency notification 
sys 4 health physic* network equipment. NRC ulll have lamps 
installed on ersersency telephones In all control room*) 
technical support etri 6 emergency operations facilities. 
GRIERiB.M. Region !• Philadelphia, Office of the Director 
0O/llft<l. 2pp. 07196:142. 


Q012020973 notifies that 801031 updated NUREO-O737r "TMI Action Plan" 
r# revised analyses models for small break LOCA wilt be 
handled by OE. OE will discuss approach to analysis on 
801218. ^ 

COUMSIi <11.0. Northeast Nuclear Energy Co. (sub*, of Northeast 
Utilities). 00/11/14. 2 pp. 07141:274. 


6012040211 Forwards Revision 1 of SEP reviaw of safe shutdown *y* for 
facility t NRC positions re review. Evaluation ulll be basic 
input to integrated safety assesment for unit. 

CRUTCHFlELt, D. Operating Reactors Branch 5. 00/11/14. 04pp. 


6012040639 Transmits emergency planning Info for placement in LPDH 
N/d end. 

SQUOER. J.L. Division of Rules and Record*. 60/11/19 lo 
07170:086. 


0012040065 Forwards public version of ‘•Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning 2o.ni*, “ 
ececutlve summary. 

FELTBM, J.H, Division of Rules and Records. 80/12/03 lo 
06915:001. 


— 80120400B3 Public version of "Evacuation Time Assessment of Nino 
.Ifwclear Power Plants Emergency Planning Zones," eieeutlve 
luoTary, prepared for FEKA, 

a Wilbur Smith 6 Associates. 80/06/30. 17pp. 06915:001. 


— B0120401S5 Public version of program ropt, "Evacuation Tim# Assessaent 
of nine Nticlear Power Plants Emergency Planning Zones," Vol 
1, prepared for FEHA. 

C0SSY,J.C. . SHEPPARD, W. V, Wilbur Smith 6 Aseociatrs. 00/06/30. 

43pp. 07160:313. 


0. Adjudicatory correspondence 


6012090172 Request* hearing to determine necessity of environ 
qual i f ica t i on of all sa fety-r e lated electrical equipeient at 
facilities, as required by NRC 001024 orders for mod of 
1 Icenses. 

C0UMStl.,W. $. Connecticut Yankee Atomic Power Co. 60/12/04 aoo 
07200:131, 


P. Operating license stage document* 1. correspondence 


8012110307 Forwards request for addl info for review of SEP Topics 
I II— 2> II1-4A. iri“49 6 1 1 1-4C. Ou tstand ing 1 nfo: location of 
missile barriers, description of physical characteristics & 
criteria used for design. 

UAIWAS.O. C. Assistant Director for Safety Assessment. 00/10/24. 
3pp. 07224:161. 


8012110290 Forwards review of SEP Topic Ulll-t re electrical 
penetrations of reactor •conpa,- tment, Evaluat ion will be basic 
Input to integrated safety assessment for unit. 

CRUTCHFIELD, D. Operating Reactor* Branch S. 00/10/30. 17 bd 
07224:098. 


eoiaiioaoe Forward* Amend 70 to License DPR-21, safety evaluation fc 
notice of issuance it availability. 

CRUTCHFIEI Di D. Systematic Evaluation Program Branch. 00/11/19. 
2pp. 07225: 126. 


—8012110812 Amend 70 lo License DPR-81 revising License Condition 3. F 
conjunction w/lssuance of suppl to fire protection EER re 
snoks detection 

CRUTCHFIELD, D, Systematic Evaluation Program Branch. 80/11/19. 
2pp, 07225:120, 


—8012110017 Safety evaluation eupportlng Amend 70 to License DPR-ai. 

* Office of Nuclear Reactor Regulation, Director. 00/11/19. 3pp. 
07225: 130. 


6012110019 Notice of issuance it availability of Amend 70 to License 
DPfi-2I. 

CRUTCHFIELD, D. Systematic Evaluation Program Branch. 80/11/19. 
2pp. 07225: 133. 


B0I2050232 Responds to NRC 800924 Itr re commitments 6 schedule* for 
installing reactor protection sys power supply isolation 
devices. Class IE protection will be Installed during nest 
refueling outage scheduled for Spring 1902. 

CllUNSIL, W. 0, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). aO/ll/24. Ip. 07175:042. 


0012240967 Informs of review of 000808 submittal providing results of 
operability review of pupge/vent va Ives, Forwards request for 
addl info. 

LAINAS. <}. C. Assi stant Director for Safety Assessment. 80/11/26, 
3pp, 07324:276. 


8012090172 Requests hearing to determine necessity of environ 
qual if leati on of all safety-related electrical equipment at 
fac 1 li ties, as required by NRC B01024 orders for mod of 

Uceni es. 

CDUNSILi U. D, Connecticut Yankee Atomic Power Co. 80/12/04. 3pd 


8012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENION.H. R. Office of Nuclear Reactor Regulation, Director 
60/12/04. 2pp. 


8012090012 Follows op original 800331 1 tr , provl ding status & revised 
schedules for completing add! containcient penetration anchor 
evaluations formerly identl f led. Results of Item* 4 6 5 
portions of Item 1,2 scheduled for submittal by 010228, 

COUNSIL, N. C. Northeast Nuclear Energy Co, (subs, of Northeast 
utilitlasl. 09/10/31. 2pp. 07199:329. 


'6012220506 Forwards tabulation 4: summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been eipanded at 37X of reactors surveyed ui/7iX 
planning or considering increasing storage capacity. 

BAN'SART, R. L. Effluent Treat.nent Systems Branch. 80/11/06. 0pp, 


eai2160'}S0 Ltr to operating plant licensees, OL applicants fc CP holders. 
Forward* NUR65-0737 re TMI action plan requirements, Reqoes t* 
operating reactor licenste confirmation in 45 days that 
End I inplenentation dates will be net. 

EISEilKUr, D. G. Division of Licensing, 80/10/31. 7pp. 


wuiaiousui roruaros aoai info re SEP Top 


m-4C,eE rapt, "Analysis of Turbine Missile* Resulting From 
Last Stag* Uhael Failure," ti 9 aperture cerdi of structural 
drawings, per NRC 801024 request. One illegible drawing end 

Ensf-ay Co. (subs, of Northeast 
Utilities). 80/12/05, 2pp. 07308:001. 


B0122F0353 Ltr to all CP L OL holders for BW.4* re requirement for 
Implereentalion of QDVN code for licensing basis calculations 
performed by OE. Appl icable to all license applications it 
proposed amends, Inc lud ing cor* reload*. 

EISENHUr. D. 0. Division of Licensing. 80/11/04. 4pp. 


—6012160464 "Analysis of Turbine Missiles Resulting From Last Stage 
Wheel Fal lore. " 

07306' oof' ®*"*''*' Electric Co. TR-67SL211. 80/12/31, 79 pp. 


B'012220S63 Ltr to alt power reactor licensees forwarding NUfiEO-0619, 
"BWa Feedwater Koijle I Control Sod Drive Return Lin* 

Notile Cracking." Confirmation that imp] e, mentation dates 
will be met oust be sent within 49 days, W/o end. 

EISENHUT, D. 0. Division of Licensing. 80/11/13 Ip, 


awf « ft I r rovi Q« I 


of on* i fee e/nergency power diesel generator to 
lieenflng basis assun^ed in astessntenfe of SEP Topic VIII*<8. 
COU.NSIL, If. 0, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 80/12/09. 3pp, 07243:347. Northeast 


6012010101 Forwards add! info re station electric distribution sys 
voltage*, completing NRC 000627 request. Data sheets 
summarsiing case* analysed in studies 6 voltage analysis for 
accident o/al«u1 taneeus shutdown included. 

COUNSIt j II. 0. , FEEiH. F, Northeast Nuclsar Energy Co. (subs, of 
Northeast Utilities). 60/11/14. 20 pp 07096 : 214 . 


8012230242 Forwards response to NUREO-0737 re implementation status of 
Tnl-relafetc reqirirament*. 

CDUNSILi W.O. Connecticut Yankee Atomic Power Co. COUNBILiM 0 
Nuclear Energy Co. (subs, of Northeast Ulitltie*),' ' 
60/12/15. 41pp. 07314:023. 
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001S3404B9 Na t i fieaklon of 601819 meeting u/SEP owners gi'O'JP 1*1 
BethasdeiHD far discussions on SEP progrom< schedule for 
license topic conpletlen & essigninent of lead topics to 
plants. 

RUSSELL) U. T. Sgstamatlc Evaluation Program Branch. 60/18/16. Spp. 


BOISS90890 Submits Class III fee previouslv omitted from 601118 Itr. 
COUN8IL, W. O, , FEE.W.F, Nor theast Ot 1 1 1 1 lei. 60/12/16. Ip, 

07346; 183. 


Q. Inspection reportst IE Bulletins i correspondence 


801S080330 Requests that response to IE Bulletin 80-13i "Possible Loss 
of Emergenev Notification Sgs (EN8) H/Loss of Offsite 
Fauer> '' be resubmitted u/oath or affirmation within 10 days 
of receipt of Itrrper lOCFRSO. 34. 

ORIER. D. H. Region 1. Philadelphia. Office of the Director. 
eO/10/33, Ip. 07143; 114. 


9012830071 Forwards IE Insp Repts S0-24S/80-17 I. 80-336/00-19 on 
800907-1004. No noneomp 1 lance noted. 

BRUNNER. E, 0, Region 1. ’ Phi ladelph ia. Reactor Operations Nuclear 
Support Branch. 80/10/8V. 3pp. 07306; 337, 


•8013830077 IE Insp Repts 30-845/80-17 «< 90-336/80-19 on 800907-1004. 
No noncompl lance noted. Major areas Inspec ted ; control room ti 
accessible portions of Unit 1 reae tor. turb Ine. radwas te & gas 
turbine generator. 

SHEDLOSKY. J. T. . ZIMMERMAN. R. P. Region 1. Philadelphia, Office of 
the Director. KEIMIO.R.R, Region 1. Philadelphia, Reactor 
Operations Nuclear Support Branch. 60/10/87, 18pp, 07306:339. 


8012180113 Forwards lE Bulletin 80-81, "Valve Yokes Supplied by Malcolm 
Foundry Co, Ine. " Written response required. 

ORIERiB.M. Region 1, Philadelphia, Office of the Director. 

BO/11/06. Ip, 07830:881. 


S0I8190377 Informs util of Issuance of new NRC personnel Identification 
badges, effective after 801 130. Eramp le end. 

MARTIN, H, J, Region 1, Philadelphia, Safeguards Branch. 80/11/06. 
Spp. 07366; 139. 


9018030787 Forwards IE Info Notice 60-40, "Ekcesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 latlon. " No written response required, 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
BO/11/07. Ip. 07180:807. 


6OISO80474 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
Im Decay Heat Removal Sys at Davis Baste Unit 1," No 
response required. 

GRIERiD.H, Region 1, Philadelphia, Office of the Director. 

80/11/10. Ip. 07183:330, 


8013040093 Forwards IE Bulletin 80-83, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director, 
80/11/14. Ip. 07197:353. 


601S310389 Responds to IE Bulletin 80-13, "Cracking in Core Spray 
Spargers. " Eiam of upper & lower core spray spargers on 
901017 confirms that no cracks or adverse Indications were 
observed. Eian rept end. 

CQUNSILi W. C. Northeast Nuclear Energy Co, (subs, of Northeast 
Utimieil, 00/11/17. Spp. 07369:803, 


8018190117 Forwards safety evaluation fc notice granting relief from 
Inservlee Insp requirements of Section XI A8ME Code to allow 
poatponement of Category B-L-8 etam beyond insp Interval 
ending 601839. 

CRUTCHFIELD, 0. Operating Reactors Branch 9. 80/11/19. 8pp. 

07341:190. 


•8013190180 Safety evaluation supporting relief from inservlce insp 
maqulrements of Section XI ABME Code to allow postponement 
of Category B-L-8 eiatn beyond Insp Interval ending 001289, 

* Operating Reactors Branch 9. 60/11/19. Spp. 07341:103. 


"8013150183 Notice of granting of relief from Inservlce insp 
requirements of ASME Code Section XI to allow postponement 
of Category B-L-3 e»ain beyond Insp interval ending 801888. 
CRUTCHFIELD, D, Operating Reactors Branch 9. 00/11/19. Spp. 

07241; 104, 


8013330616 Advises that wr 1 1 ten response Is required to IE Bulletin 
80-33, ''Failures of Solenoid Valves Mfg by Valcor 
Englnaerlng Corp." First paragraph erroneously stated no 
written response required. 

ORIER.B.H. Region I, Philadelphia, Office of the Director. 
aO/ll/ 19 . Ip, 07300:398, 


8018040499 Forwards IE Bulletin 60-24, ‘'Prevention of Damage Due to 
Uater Leakage Inside Containment. " Uritten response 
required. Requests info on manpower eipended. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
60/11/21. 2pp 07169:166. 


6018090973 Forwards Info Notice 60-42i “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
80/11/24, tp. 07174:062, 


6018320183 Informs NRC that results from re-evaluation of scram 
discharge sys per IE Bulletin 80-17 t schedule for 
implementation of any required mods will be provided by 
610115. 

COUNSII I U. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Ufel li ties. 80/12/15, Ip. 
07303: 191. 


R Periodic operating reports i; related correspondence 


0013830348 Forwards monthly operating rept for Nov 1980. 

MROCZKA.E J.. Northeast Nuclear Energy Co. (subs, of Nartheait 
Utl I itles). 00/12/15, Ip. 07310: 233. 


•6018230343 Monthly operating rept for Nov 1960. 

HARRAHi 0, Northeast Nuclear Energy Co. (subs, of Northeast 
Utl 11 ties). 60/12/04 5pp. 07316: 834. 


8. Reportable oceurrencesi LERs & related corrospandenc e 


6013230409 ET8-NR/ 90-249/80-03 ti 50-336/80-03: on 931 109, Ag-1 lOm 
activity exceeded control station average by factor greater 
than ten. Caused by oyster trays being maintained within 
quarry bondaries ti plant liquid vol increase. 

MROCZKA.E, J. Northeast Nuclear Energy Co. (subs, of Northeast 
Util (ties) . 00/ 18/1 9. Spp. 07310: 388, 


0018300639 ET8-NR/90-249/90-336/e0-03i on 601 109, level s of Ag-llOm 
activity observed in fourth quarter sample of oysters 
eiceeded control station average by factor of ten. Caused by 
increase in plant liquid d i scharges. New Tech Specs proposed, 
MfiOCZKA.e.U, Northeast Utilities. 60/18/19, Spp, 07346:102. 


DOCKET 80-847 INDIAN PaillT STATION, UNIT 2 


F. Security, medical, emergeney tt fire protection plans 


8018040673 Forwards NRC sponsored proprietary vital area analysis of 
fad I ity. Requests review of editing security plan t< 
response within 60 dags of receipt of Hr describing results 
of review. Info wlthhe Id (ref 10CFR8.790), 

VAROA, 6, A. Operating Reactors Branch 1. 60/11/04. 2pp. 07170:057. 


8018040632 Informs that certain mods will be made ',••0 emergency 
notification sys L health physics network equipment. NRC will 
have lamps installed on emergency telephones In all control 
rooms, taehni cal support ctrs i emergency operation facility. 
ORIER.B.H. Region I, Ph i lad elph la, Office of the Director. 
60/11/14, Spp, 07170:079, 


8012090172 Informs of Interim 10CFR90, 40 suspending completion dates 
for previously approved fire protection mods. Revised 
IOCFBS0.4B will contain schedules for completion of all fire 
protection mods. 

EISENHUT, D. O, Division of Licensing. 80/11/17. Spp. 07179:019. 


6012040701 Forwards public version of two FEMA repts entitled 
"Assessment of Evacuation Time Around Indian Point Nuclear 
Power Station '' 

FELTON, J. II. Division of Rules and Records. 60/13/01. Ip. 
07195; 173, 


•8018040704 Public version of draft final rept "Assessment of Evacuation 
Time Around Indian Point Nuclear Power Station," eieciitlve 
summary, prepared for FEMA. 

CQNBAD RESEARCH CORP. e Center for Planning Research, Inc. 
aO/Oa/81. 34pp. 07139: 174. 


•0013040710 Public version of final rept, "Assessment of Evacuation Tlmo 
Around Indian Point Nuclear Power Station," prepared for 
FEMA, Public version of Consad Research Corp 800904 Hr end. 
e CONSAD RESEARCH CORP. a Center for Planning Research, Inc. 
00/06/83, 18npp, 07199:307. 
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0. Adjubitatorg torredpondence 


&012lt0430 Edcerpt froo »ta#f re^u ir siren t d memo re GbLtIb IE brleflnj 
re eurrent Jacilltg dtakud-Ofe o-f Oeoeral Counsel must 
revile draft order to Include input frorn Oft of Polteg 
Anaigsis. 

CHlLKi S. J Office of the Secretary of the Co<rniS4ton, GO/U/24, 

Ip. 07527 135 

90l22'?02t7 Urges Cormi ssion to order ASLS to hold full adjudicatorg 
hearing on contentlona 4 haiards posed bg reactors. 

HElSSiE. R. Sheldoni Harmon 4: Heiss. £0711/25. 3pp 07345; 024. 


S01230027S Staff r tg.ukreirents rer.o re Connission 801126 meeting on 
instructions to Board on. facility proceeding. 

CHItKiS.O. Office of the Secretary of the Conrnlssion, SO/12/05. 
ip 07357; 063. 


8012150133 Faruards ean'jsents on 801124 revised draft order being 
prepared for ASLD re future of f ac i 1 it y. Order should erplain 
uhg hearings are being held.KRC should declare Intention to 
reconsider question of interim operation in June 1981. 

HCLT.U. Public Interest Research Group. New York. 80/12/10. 5pp. 
07241; 161. 


--0012150140 Conmants on NRC 800530 crder establishing informal 
proceeding to define scope of A5LB adjudication re UCS 
petition *1 criteria for f ac i 1 i tg, Cr i t er ia for decisions 
should be in terms of uorst-case accidents. 

HOLTi J. Public Interest Research Ofoupj Neui York. 80/09/26. 9pp. 
07241: 166 


8012290236 Status rept recommending no action be taken in Hudson River 
pautr plant case re closed cycle cooling sys pending further 
filings by part ies. Cert i f I cate of Svc end. 

MOORE. J. E Hearing Branch 2. 60/12/22 5pp. 07341:141. 


H. General correspondence 


0012040371 Opposes continued operation of facility re recent findings 
q# rust on inner 4: outer layers of vessel resulting from 
Saline Rlvor acc 1 dent. Reikuests name be added to mailing list 
to receive info re emergency procedures t public hearings. 

MACHUi.TY. J. J. Affiliation Unknouin. 80/10/25. Ip 06915:001. 

6015030/03 Urges permanent shutdoun of f ac 1 1 i 1 1 e t, Shu t down costs should 
he assumed by util. not consumers. 

OALLiL. K. Aff ilia t ion Unknown SO/tl/24, Ip. 06506:003. 


0012030710 Urges that facilities be shutdoiun !< that customers not pay 
for util disastrous mistakes uhtch could pose potential 
danger to putlic health 4; safety 

WESER.tl.S. Affi Hat ion Unknown 00/11/24. Ip. 06586:003, 


6OI2O306S0 EspresseS concern on nuclear energy. Con Ed i PASNV should 
hfl refused permtssiom to resume facility operations until 
safety hearings have been held. 

CONSTUil.L Affiliation Unknown. SO/ll/25, ip 06586:003. 


6012030695 Requests that correspondence re facilities he directed to 
JD O'ToO’te 

O'TQCLE. J. D. Consolidated Edison Co. of .“lew Vorfc, 60/11/25. ip. 
07151:237. 


2012040375 Opposes conlinued operation of facility until promised 
safety hearings re recent accidents at plants 
KUNO.M, J. Affiliation Unknown, B0/11/2S, Ip. 07159:176 


□012040401 Urges iirr.ediate estab I ishment of firm natl policy to 
prohibit plant siting near de.nsely populated areas. Protests 
AStAB ruling to consider plant location after const Cites 
negative factors re nuclear const near Lake MI. 

BUSKEAI.U. Indiana. State of. 60/lf/2S. Ip 07158:181. 


12030254 De.mands facility be shut doun Si that Util bear cost. 
SALL.H.L. Affi 1 iation Unknown 00/11/26. Ip. 06586:003. 


6012030715 Requests that facilities be permanently shut down. 
ANOOLCSE. 0, Affiliation Unknown. 60/12/01. Ip. 06586:003. 


G0I20307I9 Requests that facilities ba permanently shut down to prevent 
further accidents. 

BElOTTIiM. Affi I iation Unknown. 80/12/01. Ip. 06586:003. 


9012110639 Requests that NRC revoke util OL heeause of negligence in 
operating prop edures. Er tensive tests should be made to 
determine damage or contaminatl on af environ. All wastes must 
be suficiently shielded. 

WE 185. E. Affiliation Unknown. 80/12/03. 2pp. 07225; 233. 


8012150181 Urges revocation of util license 4; complete shutdown of 
facilities in light of saltwater leakage i; seismic location. 
WEISS, E, Affiliation Unknown 80/12/03. 2pp. 07240:357. 


8012160441 Comments on Inept operation of facility. 

DUFFEEi R, Affiliation Unknown. 80/12/03. Ip. 07243:356. 


8012110625 Requests that NRC refuse to restart plants until after 
safety hearings have been held re water leak, 

HIEUE. A. Affiliation Unknown. BO/12/04. Ip. 07107:001. 


8012290045 Forwards constituent J Barrows 801118 Itr re 601017 
discovery of water in reactor b 1 dg. Request s response. 

EMERY, D.F. House of Rep., Armed Services. 00/12/04. 8pp. 
07309: 001. 


6012150169 Submits petition to shut down reactors pending full 
investigation of safety issues 

* Westchester Peoples Action Coa 1 1 1 ion. Inc. 80/12/12. ip. 
07240: 024. 


6012290023 Requests Commission deny utils permission to resume 
operations pending full investigation of safety issues to be 
adjudicated during forthcoming hearings 

LENAHAN, E. . LOTOCKI.D., BAKER, EH. Af f i I i a t i on Unk noun, 80/12/19. 
ip. 07344:216. 


60)2300089 Raq^ueats that Cominis^ion pdrmisslon to 

gperatton of facUitles. 

SEIO.M., CARTER. D, . PESTCOE. S, Af f 1 li a t i on Unknown. 80/12/23. 2pp. 
07356: 191, 


0. Advisory Coiriiti 1 1 tee on Reactor Safeguards reports !« correspondence 


8012020060 Summary of Subcommittee on Class 9 Accidents 000702 meeting 
In Ing leusodi CA re possible mitigation features. 

s ACR5 - Advisory Committee on Reactor Safoguards. ,00/09/17. 8pp. 
07147: 237, 


P. Operating license stage documents 6 correspondence 


6012020753 Forwards seismic qualifications of ausillary feedwater sys 
in operating PURa 6 describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

EISENH'JT, t>. 0. Division of Licensing. 80/10/21. 4pp. 


0012160050 Ltr to operating plant IlcenseeSiOL applicants ti CP holders, 
Forwards N(JREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee conf Irma t ion in 45 days that 
End 1 implementation dates will be net. 

ElSEliHUT, D. G Division of Licensing. 80/10/31. 7pp. 


8012220563 Ltr to all power reactor licensees forwarding NURE0-0619< 
"BWR Feedwater Notile 4: Control Rod Drive Return Line 
Noiile Cracking. " Confirmation that impiementatlon dates 
will be met must be sent within 45 days. W/o end. 

EtSENHUT, 0. C. Division of Licensing. 80/11/13. ip. 


8012030587 Forwards Amends 20 5 65 to Licenses DPR-5 Si DPR-26, 
respectively & notice of issuance U availability. 

VAROA.S. A. Operating Reactors Branch t. 80/il/lB. 4pp. 07186:340. 


— 80120B0593 Amends 28 t 65 to Licenses DPR-S & DPfi-26i respec tively, 
adding requirements to maintain safeguards contingency plan 
4; to follow guard training t\ qualification plan within 60 
days of commission approval. 

VARGA, S A Operating Reactors Branch 1. 80/11/18. 4pp. 

07186:344, 


■6012080593 Notice of issuance U availability of Amends 28 & 65 to 
Licenses DPR-5 i. DPR-26, respec tively. 

VAfiOAi S, A Operating Reactors Branch t. 80/11/18. 2pp. 
07186:348. 


9012160296 Discusses analysis performed for loss of main feedwater. 
Results demonstrate that reduced au> diary feedwater flow 
rate profile of 300 gpm for first 10 minutes, fol lowed by 
400 gpm will satisfy auxiliary feedwater design basts. 

O'TOOLE, d.D, Consolidated Edison Co. of New York, SO/ll/26. 3pp. 
07263: 146. 
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601210040'? R*«pond« to NfiC 000905 request #or documentation re actions 
taken to satisfy TMI action plan Item 1 1. K. 3. 9. Derivative 
action has been removed from control ler. No derivative 
function associated ui/PORO 4S6 etlsts. 

O'TDOLB. J. D. Consolidated Edison Co. of New York, 0O/12/Oi. Ip. 
07210:500. 


6012090S81 Confirms status of steam generator tube examination program 
for current refueling t: malnt outage. Evaluations based on 
profllometry to justify not plugging tube uill be submitted 
for approval. Steam generator tube examination program end. 

Q'TOOLEtO. D. Consolidated Edison Co. of Neu York. 00/12/02. 2pp. 
07201:004. 


■8012090282 Steamr generator tube examination program for 1900-01 
refueling U malnt outage. 

* Consolidated Edison Co. of Neu York. 80/11/30. llpp. 
07201:006. 


0012220405 Responds to S00911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/rcvtsed Agreement State burial site cond i t 1 ons. Foruards 
results of IE survey. 

DENrONiH. R. Office of Nuclear Reactor Regulation/ Director. 
00/12/04. 2pp. 


■0OI222OSO6 foruards tabulation & summary of IE survey on lou level 
uaste at SI reac tors. Low level uaste storage facilities 
have been expanded at Z7Y. of reactors surveyed u/?!'/ 
planning or considering increasing storage capacity. 

BANOART/R. t. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


0012290315 Expresses opinion that RCStw/mods described In NCAP-91t7i 
could utthftand effects of asymmetric LOCA loads. Detal led 
eafity evaluation is forthcoming. 

VAROAiS. A. Operating Reactors Branch 1. 80/12/09. 3pp. 07346:099. 


Q. Inspection reports/ IE Bulletins & correspondence 


8012300001 Forwards IE Insp Rept 50-247/80-09 on 000629-0823. No 
noncompliance noted. 

BRUNNER/ E, J, Region 1/ Philadelphia/ Reactor Operations Nuclear 
Support Branch. 00/10/21. 2pp. 07356:069. 


•0012300003 IE Imp Rept 50-247/80-09 on 800629-0823. No noncompliance 
noted. Major areas inspected : shi ft legs << records/ physical 
security i. verification of raduaste sys controls 
implementation. 

KIBTERiH, Region 1/ Philadelphia/ Reactor Operations Nuclear 
Support Branch. REBEL0W8KI/ T. / KENNY/ T. Region 1/ Philadelphia, 
Office of the Director. 80/l0/i7. llpp. 07356:071, 


0012170367 Foruards IE Info Notice 00-30/ "Cracking In Charging Pump 
Casing Cladding." No written response required. 

6R1ER/B.H, Region 1/ Phi lade 1 phia/ Of f ice of the Director. 
00/10/30. Ip. 07269:040. 


0012120080 Forwardi IE Bulletin 00-21. "UaWe Yokes Oupplled by Malcolm 
Foundry Coi Inc. " Written response required. 

CRIER/ B.H. Region i, Philadelphia, Office of the Director. 

00/11/06. ip. 07230:262. 


0012190365 Informs util of issuance of neu NRC personnel identification 
badges/ effect! V* after 801130. Example end. 

MARTINiW. J. Region 1/ Philadelphia/ Safeguards Branch. 80/11/06. 

2pp. 07286: 131. 


8012030772 Forwards IE Info Notice 80-40, “Excessive Nitrogen Supply 
Preseure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl latlon. " No written response required. 

CRIER/ B. H. Region 1, Philadelphia. Office of the Director. 
80/11/07. Ip, 07150:292. 


8012080547 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit 1. " No 
reipo.iti required. 

CRIERiB.H, Region 1. Phi lade Iph la. Office of the Director. 

00/11/10. Ip. 07103:047. 


8012040066 Forwardi IE BuHotln 80-23. "Failurts of Solenoid Valves 
Hfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corractive actions. 

ORIER/B.K. Region 1/ Philadelphia. Office of the Director. 
00/11/14. Ip. 07157:203. 


8012220618 Advises that written response is required to IE Bulletin 
80-23/ "Failures of Solenoid Valves llfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORlEftiB.H. Region 1. Philadelphia. Office of the Director. 
80/11/19, Ip; 07300; 359. 


8012040532 Forwards IE Bollatin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." Uritleo response 
required. Requests Info on manpower expended. 

ORIER.B. H. Region 1. Ph i lade 1 ph la. Office of the Director. 
80/11/21. 2pp, 07169: 144. 


80120S0546 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

CRIER. B. M. Region 1. Philadelphia, Office of the Director. 
80/11/24. Ip, 07174:032. 


0012180351 Forwards IE Investigation Rept 50-247/00-19 U IE tigt Meeting 
Rept 5O-247/e0-19A on 601022-1121. 

CRIERiB.H. Region 1. Philadelphia. Office of the Director. 

00/12/04. 2pp. 03794: 077. 


— 00121B03S3 IE Investigation Rept 50-247/80-19 on 001022-1121. 
Noncompliance no ted . fai lure of nuclear safety committee to 
review potential safety hatards prior to reactor startup. 
MARTIN. T.T. Region 1. Philadelphia. Reactor Operatione Nuclear 
Support Branch. RGOELQWSKI, T. A. . HICOINS, J. C. Region 1/ 
Philadelphia. Office of the Director. 80/11/28. I 18pp. 
03794:079. 


■0012100357 IE Mgt Meeting Rept 50-247/S0-19A on 801203, Major araae 
d Iscussed: add 1 Info not previously made available to NRC 
investigation team re maint work requests, fai lure analysis 
rept & proposed Tech Specs. 

ALLAN, J. M. , HICOINS, J. C. , KtSTER.H. B. Region 1, Philadelphia. 
Office of the Director. 00/12/04 14pp, 03794:100, 


8012300037 Discusses IE insp on 001022-1121 4. forwards notices of 
violation t: proposed imposition of civil penalty ti notice of 
deviation. 

8TELL0. V. Office of Inspection 1: Enforcement. Office of the 
Director. 80/12/11. 3pp. 07356: 193. 


■0012300091 Notice of violation proposed imposition of civil penalty 
In amount of $210,000 for Item of noncompliance noted In IE 
Insp on 601022-1121. 

a Office of Inspection b. Enforcement. Office of the Director. 
00/12/11. 9pp. 07356 196. 


■8012300097 Notice of deviation from Insp on 001022-1121. Noreomp llanee 
noted: containment sump pump float rods not attached or 
guided on 801017-20. caus ing pump inoperability. 

* Office of Inspection U Enforcement. Office of the Director. 
00/12/11, Ip, 07356:205. 


8012310096 Foruards notice of violation t. proposed imposition of civil 
penalty 4t notice of deviation based on NRC 801022-1121 
investigation of 801017 event re leakage In fan cooler unit 
resulting in sve water flooding of reactor vessel pit. 

STElLQiV. Office of Inspection b; Enforcement, Office of the 
Director, 00/12/11. 3pp. 07371:164. 


— 0012310102 Notice of violation (i proposed imposition df civil penalty 
based on NRC 001022-1121 investigation of 001017 event re 
leakegt In fan cooler unit resulting in water flooding of 
reactor vessel pit. 

STELLOiV. Office of Inspection ti Enforcement, Office of the 
Director, 80/12/11. 9pp. 07371:167 


— 8012310106 Notice of deviation from insp on 801022-1121. 

* Office of Inspection bi Enforcement. Office of the Director. 
00/12/il, Ip, 07371:176. 


0012300104 Discusses IE insp on 000924-25 bt forwards notice of 
violation b( notice of proposed Imposition of civil penalty. 
STELLO.V, Office of Inspection bi Enforcement. Office of the 
Director, 00/12/19. 2pp. 07356:231. 


— 8012300109 Notice of violation from tnsp on 000924-25. Noneompllanee 
noted; procedure changed u/o NRC approve I . render trg automatic 
startup feature of containment spray sys inoperable b> 
reducing margin of safety. 

e Office of Inspection 6 Enforcement, Office of the Director. 
80/18/19. 8pp, 07356:233. 


— 0013300113 Notice of proposed imposition of civil penalty In amount of 
•5/000 for Item of noneompliance noted in IE insp on 
800924-25. 

* Office of Inspection b. Enforcement, Office of the Director. 
00/12/19. Ip. 07356:235. 


R. Periodic operating reports bi releted correspondence 


0018160476 Foruards data specified In Section 401 Certification for 
Nov 1900, 

MONM/W.A. Consolidated Edison Co. of New York. 80/13/iO. 16pp. 

07263: 114. 
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Q012SS0399 Foruiard? tabul-ation of daitg record of fith eollectiont for 
Nov t7SO.Dol]ij specie* code list count itc totot utiqht encl. 
D’TOaLE>J.l>. Consolidated Edison Co. of Meu rort. SO/ia/15. 5pp. 
07304; 105. 


•BOiaSfOSO? Oiseuisas «< forwards redrafted BOllSi order U clarifies 
to.rii\ls* ioner reso lot ioti*. Escarp ted Itr to EL Jordan 
BICKWIT<U. Office of the General Counsel. SECV-A-80-179D. 
BO/13/11. 31pp. 


8013330303 Forward* monthly operating rapt for Nov 1980. 

O'TQOLEiJ, D. Consolidated Edison Co. of Neu York. BO/ta/tS, Ip. 
07318-. 067. 


--8013330306 Monthly operating rept for Nov 19B0. 

EICH.S. Consolidated Edison Co, of Neu Yart. 80/12/11. 9pp. 
07318: 068 


U. Congress ional/Etecutlve Correspondence 


6018050386 Forwards questions re 801017 shutdown following discovery of 
major leak in secondary cooling sy*. Bubsequant event* 
indicate incident may be more serious than believed t 
Independent inquiry ini tiated. Responses requested by 801331. 

FINK, B. , HQPPELLiO. New York. State of. BO/ll/25. 3pp. 


07173: 384. 


S. Reportable occurrences. LERs i: related correspondence 


DOCKET 50-249 DRESDEN NUCLEAR POVJER STATION, UNIT 3 


0012100239 PNS-I-00-24; on S011ia.l3fh Precinct. NY City Police Dept 
received phone call from anonymous person threatening to 
bomb Con Ed sys. Licensee notified all sta t ions. Bomb search 
procedures initiated w/o result*. 

JONES, E.. DEULIN.J, Region t, Phi ladel ph la. Office of the Director. 
eO/11/19. 2pp. 07218:394, 


6012030S64 Nanroutine 30-day rept: on BOlO-Sd, wh i I e In cold shutdown 
cond i ti cn, oi 1 collected tn 5 ft elevation conventional plant 
sump & w/uater from sump, was autoiaa t ica 1 ly pumped Into 
.circulating water discharge canal. 

O'TOOLE, J.D Consolidated Edison Co. of New York. BO/lt/30. 2pp, 
07148; 0A9. 


B012040S07 Monroutine 30-day rept: on B01024, during cold shutdown 
c ondi tion, ol 1 collected in conventional sump £i appro* 4 
gallons were pumped into river. Caused by maint activities 
on IS-ft e 1 eva ti on. Sump pump shut & oil removed. 

O'TOOLE. J. D. Commonwealth Edison Co. 80/11/20. 2pp. 07157:269. 


B013080444 Forwards revised LER 60-Ot0/04X-l . 

O'TOOLE. J.D. Consolidated Edison Co. of Hew York. BO/ll/SB, Ip. 
07186: 316. 


—8012030450 Revised UER aO-OIO/04X-l : on 800910, Te I edyne Isotopes 
informed util that activity of leafy green vegetation sample 
esceeded 10 times historical level for site. Caused by 
disposal of low level matl in sink used for std preparation 
HARP.F. B. Consolidated Edison Co. of New York. 80/tl/3B. 4pp, 
071&6:3I7. 


T. Hearing transcript* on non-ant i trust matters 


F. Security, medical, emergency t: fire protection plens 


9013040010 Forwards interim IOCFR50. 4B suspending completion date* for 
fire protection i«o.d*, effective upon 801029 puhlleatlon In 
45FR71569. Rule will be superseded by revised role when 
effective. 

E15ENHUT, 0, 0, Division of Licensing. 80/11/07. 3pp. 07152:083. 


8012030167 Discusses planned mods to emergency notification sys ti 
health physic* network. NRC will pay for Installation of 
output jacts to provide capability for adding one-way 
speakers. N/o encl health physics network manual. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 00/11/19. 
2pp. 07148:202. 


0012150126 Notifies that S00421 Revision 8 to facility security plan ie 
uneceeptab I e. Speei f ic changes must be properly identified t 
plan resubmitted. 

IPPOLITO, T. A, Operating Reactors Branch 3. 80/11/19. app. 

07241 : 178. 


8012120576 Resubmits security plan revisions, in response to NRC 000910 
t 1119 Itrs.Plan withheld from public disclosure {ref 
10CFR2. 7901. W/o end, „„„ 

ABELi J. S. COiT.monwea 1 th Edison Co. 80/12/08. Ip. 07227:292. 


0, Adjudicatory correspondence 


8012020681 Request for reconsideration of A6LB 001 12^ order granting 
continuance or, al t erna t ively , f or certification to 
Comml ssion. Certif t cate of Svc end. 

MURRAY, 11. J. IlllnoiSi State of. 60/11/26. App, 07147:271. 


8012150026 Forwards statement re 801017 malfunction at facility. 
Statement was Intended for presentation at NRC 801 lOS public 
hearing. 

TODORQVICH, M, M, Scientists 6 Engineers for Secure Energy. 80/11/07. 
Ip. 07240:352 


■8012150023 Statement re 801017 malfunc tion at facility. 

^ Scientists tt Engineers for Secure Energy. 80/11/05 ip. 
07240:353, 


— 8012150030 Commends V Stello for accamodat i ng speakers at 801105 public 
hearing. 

HTLNER.K. C. Af f i liat ion Unknown. 80/11/07. ip, 07240:354, 


6012170669 Forwards Director's decision under 10CFR2. 206 S: FR notice 
denying B01024 petition to shut down fac i I i t ies, pend Ing 
installation of required scram discharge vol monitoring 
equipment. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
60/11/26. Ip. 07269:216. 


8012170670 Director's decision under 10CFR2. 206, deny ing Pollution li 
Environ Problems, Inc 801024 petition to shut down 
fac ilities, pending Installation of required scram discharge 
vol nani toring equipment, 

DENTON, H.H, Office of Nuclear Reactor Regulation, Director. 

60/ 1 1/26. 7pp. 07269: 218. 


0012120365 Transcript of 601126 public maeting in Wash ing ton, DC re 
instructions to ABLB on facility proceeding. Pp 1-39 
* Commissioners 60/11/26. 39pp. 07236:324. 


— 8012120373 Forwards draft order reflecting divergent position* on 
certain questions re principal focus of adjudication. 

BICKHIT. L. Commissioners, SECY-A-80-t79C. 80/11/26. I4pp. 

07237: 003 


'12120808 Transcript of ACRS 248th general meeting on 801205 in 
Wash ington, DC re waste mg t activities <• operating eiperlence 
at Indian Feint Unit 2 

e ACRS ” Advisory Committee on Reactor Safeguards. 80/13/05. 

304pp. 07187:001. 

8012290493 Transcript of S01215 public meeting in Wash i ng ton, DC re ASLB 
ins truction*. Pp 1-54. 
a CDT.<n{s*lotieri. 80/12/15. S6pp. 


•8012290501 Responds to commissioner 301126 request re assessment of 
one-hearing vs two-hearing approach iinp 1 1 eat Ions on safety 
issues' adjudication. 

BICKIfIT,L, Office of tho General Counsel. SECY“A-80-i79E. 
80/12/12. 3pp. 


—6012170693 Notice of issuance of Director's decision under i0CFn2.206, 
denying Pollution t< Environ Proble.-es 001024 petition. 

CASE'S. 0. Office of Nuclear Reactor Regulation, Director. 

80/11/26. 2pp. 07869:225. 


8018300324 Forwards applicant motion to strike intervenor? State of 
ILi cross-eiamlnation of ML Wohl, app 1 leant brief in 
support of motion to strike 6 applicant corrections to 
901 1 19-21 hearing transcript. 

FITZOIBSONS. R. Isham, Lincoln 1 Beale. 80/12/01. Ip. 07357:118. 


— S012300333 Motion to strike cross-e>amtnation of ML Wohl by intervenor. 
State af IL. Cross-eiamlnat ion has no relevance to 
intervenor Contention 6 re accident consequences considered 
in F9AR,SeR t FES. 

STEPTOE, P.P. Commonwealth Edison Co. BTEPTOEiP.P. Isham, Lincoln 
i- Oeala, 80/12/01. Ip. 07357:119, 


— 8012300341 Brief in support of applicant motion to strike 
cross-eiamlnation of KH Wohl by intervenor, State of IL re 
Contention 6. Supporting documentation 6 Certificate of Svc 
encl. 

STEPTOE, P.P. Commonwealth Edison Co. STEPTOE, P.P. Isham, Lincoln 
6 Beale. 80/12/01. I4pp. 07357:120, 
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— B012300345 Correction* to transcript of B0II19-21 spent fuel pool 
mod hearings in Horrls>IL. 

* Coismonuealth Edison Co. 90/12/01. I9pp. 07397:134. 


9012110540 Forwards Olgmpic Associates eheetllst documents re Lecionby 
audit per 901118 reiiuBst. Internal Nuclear Svcs Corp audit> 
r* 4 uatted 801203>r* Lasalle work Is being located. Re la ted 
correspondence. M/o end. 

FirZOIBBONS.R, Ishami Lincoln 4: Beale. S0/12/0S. Ip. 07222:359, 


9012290659 Response in opposition to State of IL 801126 motion for 
reconsideration of A8LB decision to grant continuance ori in 
alternative! for certi f Ication. Cert if icatlon should not be 
granted for scheduling matter *. Cert i ficate of Svc encl, 

8TEPTOE. P.P. Commonuea I th Edison Co. 8TEPT0E< P. P. Ishanii Lincoln 6 
Beale. BO/12/10. 6pp. 07333:082. 


8012300090 Response in opposition to applicant motion to strike cross- 
eiamlnation of ML Hohl.Uohl testimony shows that NRC did 
not consider multiple failure analyses in 8ER. 

FAHNERj T. C. . MURRAYtM. J. IllinolSt State of, 80/12/10. Ope 
0739^; 007. 


— 8012300093 Drafti ''8ys Intaraetton & Single Failure Criterion!'' App A. 
Certificate of Svc end. 

* MHB Technical Associates. 00/11/30. 2ipp. 07399:019. 


9012160332 Notifies that 901203 retiuest for "Internal Audit of La Saile 
Pipe atrass Analysis »< Support Design (8AR-0303> — Internal 
Audit Rapt 80-3!*' cannot be honored. Document Is not relevant 
to spant fuel rack proceeding for facilities. 

STBPTOEiP, tshami Lincoln fc Beale. 80/12/11, Ip, 07262:009. 


9012170410 Renuests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings. 

* Cltliins for Safe Energy. 80/12/11, 2pp, 07269:391. 


0012230284 Order granting NRC motion for ektenslon until 801219 to 
respond to applicant motion to strike State of IL 
crossesamlnation of ML Nohl. 

W0LF!J. Atomic Safety and Licensing Board Pantl. 80/12/11. ip. 
07317:362, 


8012300081 Forwards cover page for response in opposition to applicant 
motion to strike eross-e jamlnat ion of ML Wohl. 

MURRAYi M. J. Illinois! State of, 00/12/11, Ip. 07398:342. 


— 8012300094 Cover page to rasponse in opposition to applicant motion to 
strike cross-examination of ML Nohl. 

FAHNERjT. C, , MURRAYi M.J. Illinois! State of. 80/i2/H. Ip. 

07390: 343. 


6012300122 Forwards closeout documents re Nuclear Svc Corp audit of 
Bro'ok* t> Perkins on 791212 (< 13. Applicant will request 
permission from ASLBrdurlng 001218 conference eallito file 
proposed findings of fact on 801222. 

BTEPTOEiP.P. Ishami Lincoln 4i Beale. 00/12/lt. lOpp, 07398:308. 


— 8012300129 Corrections to transcript of 801119-21 hearings. 

» Atomic Safety and Licensing Board Panel. 80/12/11. 6po. 
07398:310. 


8012230019 Response in opposition to Intervener 801126 motion for 
reconsideration or certification to Commission re spent fuel 
pool mod. Certificate of Svc end, 

OODDARDiR. Hearing Branch 2. 80/12/19. 5pp. 07311:189. 


0012290149 Order requesting applicant to file proposed findings of 
fact on or before 801222. Intervcnersi State of IL.on or 
before 810130 (t NRC on or before 810213. 

WOLF. J, F. Atomic Safety and Licensing Board Panel. BD/12/19. 8pp, 
07344:093. 


8012290213 Response In support of applicant 801201 request to strike 
State of IL crossesamlnation of ML Wohl. Role of ASLB in 
license amend proceeding is limited by scope of contentions. 
Certificate of Svc end. 

ODDDARO. R. J. Hearing Branch 2. 80/12/19. 7pp. 07344:293, 


8012310288 Forwards applicant proposad findings of facts per 801218 
telcon. Incomplete sections I* omissions noted. 

STEPTOE. P. P. I sham. Lincoln It Beala. 80/12/22. Ip. 07370:065. 


"8012310289 Proposed findings of facts. Matters in controversy include 
critical 1 tyr QAi transportation damage, corros ion. radwaste 
treatment, radiation monitoring I: accidents. Certificate of 
Svc ene|. 

* Commonwealth Edison Co. # Isham. Lincoln It Beale. 80/12/22. 
B9pp. 07370; 066. 


8012310419 Order denying 801126 motion for reconsideration of util 
motion for continuance of hearing or al ternative I y for 
cert if tea t ion. No merit in contention that requiring further 
evidence adversely affected intervener case. 

WOLF, J, F, Regulations Division. 00/12/22. 3pp. 07370:190. 


P. Operating license stage documents t correspondence 


8012160050 Ltr to operating plant licensees, OL applicants & CP holder*. 
Forward* NUREO-0737 re TMI action plan requlremen ts. Requests 
operating reactor licensee confirmation in 49 days that 
End 1 implementation dates wilt be net. 

EI8ENHUT, D, G, Division of Licensing. 80/10/31. 7pp. 


8012220398 Ltr to all CP I: OL holders for BWRs re requirement for 
Implementation of ODYN coda for licensing basts calculations 
performed by OE. App I Icabl e to all license applications It 
proposed amends, indud ing core reloads. 

EISENHUT, D. 0. Division of Licensing. 80/11/04, 4pp. 


0012220963 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BUR Feedwater Nettle I-. Control Rod Drive Return Line 
Notile Cracking." Confirmation that implementation datei 
will be met must be sent within 49 days. W/o encl. 

EISENHUT, D, G. Division of Licensing. 80/11/13. ip. 


8012180620 Forwards Amends 32,51 It 45 to Licenses DPR-2, DPR-I9 l> 
DPft-29, rsspeetlvely. Amends 60 It 95 to Licenses DPR-29 t. 

DPR-30, respectively U Amends SB I; 95 to Licenses DPR-39 6 
DPR-4a, respectively. Safeguards contingency plans acceptable. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 00/11/17. 5pp, 

07271:324, 


— 8012100633 Amends 32,51 U 49 to Licenses DPR-2, DPR-19 *< DPR-2S, 
rsspeetlvely, requiring Implementation of safeguards 
contingency plan. 

CRUTCHFIELD, D, Operating Reactors Branch S. IPPOLITO, T, A. 
Operating Reactor* Branch 2. 80/11/17. 6pp. 07271:329. 


—8012180671 Notice of issuance of Amends 32, 91 l< 45 to Licenses DPft-2, 
DPR-19 It DPR-89, respec tlve ly, Amends 60 l< 55 to Licenses 
DPR-29 !( DPR-3O1 respec tlve ly li Amends 98 fe 95 to Licensee 
DPR-39 6 DPR-4a, respec t IvB ly re safeguards contingency plan. 
CRUTCHFIELD, D. Operating Reactors Branch 9. 80/11/17. 2pp. 

07271; 343. 


8012020091 Confirms 801016 It 17 telcons re util commitments to perform 
well water sampling b. analysis at locations around site. 

Analyses will be performed for gross alpha, gross beta It 
tritium. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility it Materials Safety 
Branch. BO/I 1/19, 3pp. 07140: 352, 


8012020301 Forwards tabulation of planned environ qual if lea t Ion testing 
programs, in response to NRC 001001 ltr 

ADEl. ,U. 8 Commonwealth Edison Co. 00/11/26. 4pp. 07149:193. 


8012110974 Forwards Revision 4 to "Licensing Rep t, Dresden Nuclear Power 
Plant Units 2 It 3 Spent Fuel Rack Mod," originally submitted 
w/780911 proposed OL amend. 

JANECEKiR.F. Commonwealth Edison Co, 80/12/02. 2pp. 07229:173. 


--8012110283 Revision 4 to "Licensing ReptiDresdon Nuclear Power Plank 
Units a I; 3 Spent Fuel Rack Mod. " 

a Quadrex Corp. QUAD-l-79-234 R4. 80/10/31. 4pp, 07229: 179. 


8012190657 Forwards request for addl info re 800822 rept entitled, 
"Evaluation of 18 Inch Containment Isolation Valvos for 
Dresden 2 l< 3 1: Quad Cities 1 I, 2. '' 

LAINASrO, C. Assistant Director for Safety Assessment. 80/12/02. 
3pp. 07273:290. 


8012180002 Immediate action ltr confirming actions discussed In Q01204 
telcon re problems w/scram discharge vol level monitoring 
sye. Daily checks of scram diseharga vol to be performed 
until operability of monitoring sys demonstrated. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director, BO/12/04. 
2pp. 03791:159. 


6012220489 Responds to 60C911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site condi tlons. Forwards 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Oiractar. 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation l< summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been expanded at 37Vi of reactors surveyed u/71i< 
planning or considering increasing storage capacity. 

BANOART, R, L. Effluent Treatment Systems Branch. 00/11/06. Bpp. 
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SOlSlSOOSa Application to am&nJ t-ieenses DPR-19 << DPR-23< chaog ing Tech 
apet-ap Section 3-9 tb limiting conditiona -for operation of 
chimneg gat aampllng 14 s Class I t; III fe«» «"«!. rt-todn-aai 

JATlECEKi R. F. Conmonuoa 1 tK Edison Co. 00/12/05. 2pp. 07240.331. 


-6012180054 Proposed Tech Bpecsi Sec t i on 3 . Bp ehang ing limiting con i 
for operation re chimney gas sampling syi. 

* Cominanueal th Edison Co. 00/12/05. 2pp. 


07240: 333, 


6012120301 Foriiiards Tech Specs Page 3 . 2 / 4 . 2 - 1 5 , Inadvertently omitted 

from util 000910 Itr to fmc. mo>si..oi.o 

JANECEKp R. F. Comma nuoa It Ji Edison Co. 00/12/10, 2pp. 07236. 

—□012130341 Proposed Tech Specs, Page 3 . 2 / 4 . 2 - 15 , incorporat ing TMI 
Wessons Learned Rnuiremants. nnn 

a GommonueaSth Edison Co. BO/12/10. Ip. 07236.250. 

8012160136 Responds to NRC 000924 renuest re mods for provision of 
redundant Class IE protection at Interface of . 

power supply K reactor protection sys. Insta 1 1 a t ion scheduled 
far refueling outages occurring after 073 * 3.244 

./ANBCEKi H. F. C ompTonwea 1 th Edison Co. 00/12/11- 2pp. 07263. 

BO121704SS Forwards response to NRC 801031 Itr 

that Inpleraentation dates indicated in NUREO-0737 will he 
mot Ability to meet required dates for major mods is 

contingent upon hardware 07270'394 

ABELiJ. S Coiroonuealth Edison Co. 00/12/15. 37pp. 07270. 

0012240198 Forwards confirmation that implementation dates per 
NUflE<J-0737 will be met i. justification for **' ^ . 

Generally, dates are contingent upon ^ 

del Ivery. Comments on safety '‘•4 ''*’' 001 
A5E>. , J. S Comwonueal th Edison Co. 90/12/15. 37pp. 0 

0. Inspection reports. IE Bulletins 4 corres ponde nce 

0012170510 Forward, IE Info Notice 90-37. “Un ** 

Reactor Cavity Flooding at Indian Point Unit 2. No written 

KlpPWRf/r'R^Jion 3, Chicago, Office of the Director. 90/10/24. 
ip. 07269:099. 

9012170546 Forwards IE Investigation Rapts SO-237/80-16 U 50-249/90-20 

REPPUER?j: 9® Region 3. Chicago, Office of the Director, 80/10/24. 
Spp. 07269:159. 

-8012170554 IE Investigation Rapt, 50 - 237 / 00-16 4 50-249/80-20 on 
&00908-10. Noncornpliance not«rf: two rtactor opBr*tor* 

spee3»;.».l. «....« »■ =»“■>«■ 

Office of the Director, 80/10/23. 41pp. 07269.161. 

9012100569 Forwards IE Insp Rapts 50-01.0/80-19.50-237/60-21 4 
•ift-odfl/art-ss fiti ao0907-fe003 t no%lc« of violatioR- 

HEllSmM?R I. Rspicrs, Chicago. Reactor Operations Nuclear Support 
Branch. 90/11/04. 2pp. 07219:164 


-0012100391 Notice of violation from insp 

a Region 3, Chicago. Office of the Director. 80/10/31. 
07219: 166. 


IP- 


-9012100597 IE Insp Repts 

800907-1C03. Moncomp 1 tance not ed : fal lure to adhere to 

TOMOUrT”'.“'jORDANNl. J. . SPESSARD. R. L. Region 3. Chicago, Office 
of the Director, 90/10/31. 7pp. 07219:167. 

JOI202030S Act receipt of 901030 Itr 

correct violations noted in IE Imp Repts 50 010/80 14, 

HErSMWM,°R.'F.*' Region? Chicago. Reactor Operations Nuclear Support 
Branch. eO/ll/iO. Ip. 07143 : 105 . 

—0012030312 Riiponds to NRC 801009 Itr re violations noted in IE Insp 
R!ptr50-oIl/8SM4No-237/80-17 4 50-249/60-21 . Corr.c t i V. 
aetlons;petential radiological consequences to 

performing malnt on control rod drive I Ine pump J;,-. , n, 

AaEU,d S. Commonwealth Edison Co. 60/10/30, 3pp. 07143:106, 

80122904S8 Confirms 901110 telecopy requesting 

to B01020 notice of violation 4 proposed imposition of civil 

SSEu5V’*cL™^lth Edison Co. 00/11/12. 2pp. 07333:040, 


8012020743 Forwards three Performance ^PP^****^,?!* ' „ 
mgt evaluation tree w/user guide so that 
compare program to program already reviewed 4 male 

appropriate ad justnent s. H/o end. ni-,.,.rnr 00/11/19. 

KEPPLER,J,0, Region 3. Chicago, Office of the Director. 0O/ii/» 

4pp. 07147: 336. 

90120406.67 Forwards IE tjulletln 80-24. 

Mater Leakage Inside Containment." No written response 

KE^PLER^.O. Region 3. Chicago, Office of the Director. 90/11/21. 
2 pp, 07166: 359. 


80/11/24. 


0012090097 Forwards IE Info Notice 00-42, "Effect of 

Hydraulic Snubber Fluid." No written response required. 

KEPPLERrU.O. Region 3. Chicago, Office of the Director 
2pp. 07192:253. 

8012170408 Forwards monthly status ’’♦P* 0 ' •''■'oatloni performed In 
respo.tse to IE Bulletin 79-14, "Seismic Pin**^*** '".a 
As-aunt Safety-Related Piping Sys." No sys ^ - 
w/stress- etceeding 1/2 matl ultimate ?*» ** 001. 

JANECEKfR.F. Comtnonwtal th Edl«on Co. 30/11/24. I4pp. 

8018290466 Protests civil penalty imposed in 801020 Itr 4 notice of 
violation. NRC failed to use appropriate enforcement 
criteria In classifying severity 044. 

REEOiC. Commonwealth Edison Co. 0O/li/24. 6 pp. 

8012290470 Refutes item of noncamp 1 iance re two on-duty operators 
allegedly found asleep on BOOBOB. Operators were present at 
prescribed stations 4 able lo perform all required 

Bpp. 


f uncti one. 

REEDtC. Commonwealth Edison Co. 80/11/24. 


07335; 0S2. 


8012230223 Forwards new security badge numbers ®**f!'*7ann'*'^*** 

Region 3 penonne 1, Changes should be entered on Sept 1900 

^EPPLEfilaG*’ Region 3, Chicago, Office of the Director. 90/11/25. 
6 pp. 07317; 091. 

8012100661 Aek receipt of 800919 response to NRC 000910 Itr requesting 
idd info re ^i Bulletln 79-14 evaluations. Dresden 4 Quad 
Cities responses to Items I 4 3 unacceptable, since 

;i?^cS:lG"'‘‘Re"or 3 .‘chUa;o; Office of the Director,, 90/11/26, 
app. 

8012170552 Forwards IE Info Notice 80-29, Suppl ‘S 

Terry Turbine Steam Inlet Flange. " No written responee 

KEPPUERfj.O. Region 3, Chicago, Office of the Director. 90/11/26. 
2pp. 07264:286. 

8012110602 Act receipt of 801112 Itr Informing NRC of steps taken to 
correct violations notad in IE Insp R»pt» 90-010/00 16» 

60-237/60-19 U 50-249/80-23. 4.. 

HIND, J. A. Regions, Chicago, Safeguards Branch. 80/12/01. Ip. 

07226; 175, 

—9012110608 Responds to NRC 801022 Ur re violations "“^red in IE Insp 
Repts 50-010/80-11,50-237/80-19 4 50-249/80-23. Corrective 

action wl thhel d <ref 10CFR2. 790). onytiyio in n7a?6> 176 
ABEL, J. S. Commonwealth Edison Co. 0O/tl/I2. Ip. 07826.176. 

8012090044 Notification of 001209 meeting w/utll in Bethesda.MD to 
discuss acceptance criteria used for evaluation of piping 
sys under review for IE Bulletin 79-14. 

HONOiH. J. Office of Inspection 4 Enforcement, Office of the 
Director. 00/12/04. 2?p. 07190:078. 

9012230065 Responds to IE Bulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Ine. " No valve parts east by Malcolm 
Foundru planned for use or in use at facilities. a-., 

RAUSCH, T. J. Commonwealth Edison Co. 00/12/05. 2pp, 07311:091. 

8012190210 Forwards third bimonthly status rept on IE Bulletin 79-010 
re environ qualification of Class IE equipment. . ^ , , 

HAYES. D.M. Region 3, Chicago, Reactor Construction 4 Engineering 
Support Branch, 00/12/09. 2pp. 07282: 108. 

8012310629 Ack receipt of 801125 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-010/80-19, 

50-237/90-21 4 50-249/80-25. * 

HEI8H)1>iN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/12/09, Ip. 07371:052. 

—8012310630 Responds to NRC 001104 Itr re violations noted in IE Insp 
Repts 50-010/00-19,50-237/80-21 4 50-249/80-25. Corrective 
eetlons; cleaned areas 4 removed combuitltle matl. 

ADEL, J. 8 . Commonwealth Edison Co, 80/11/25. 4pp. 07371:053. 
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8018240429 Adrfl respons# to FOIA request for documtntt r« imposition of 
civil penal tiosi NRC requests for congressional authorl lation 
for more severe penalties & responsibilities & behavior of 
nuclear plant operators. Foruards investigation rapt. 

FEUTOMi J. (1. Division of Rules and Records. 80/12/12. ip. 


--8012240432 "Investigation of Alleged Sleeping Control Room Operators at 
Dresden Nuclear Power Station. Morris. IL. 000008. " 

CUMMINOS. J. J. Office of Inspector &; Auditor. 00/09/17. 34pp. 


S018300118 Discusses IE insp on 000723 (< forwards notice of violation it 
notice of proposed imposition of civil penaltg. 

STELUOi V. Office of Inspection & Enforcement. Office of the 
Director. 00/12/19. 2pp. 07396:233. 


— 8012300124 Notice of violation from insp on 800723. Noneomp 1 lance noted; 
waste mail delivered in improper packaging w/no provision 
for securing lid. 

# Office of Inspection it Enforcement. Office of the Director. 
00/12/19. Ip. 03810: 174. 


--0012300130 Notice of proposed imposition of civil penalty in amount of 

• 4.000 for item of noncomp Uance noted in IE insp on 800723. 

* Office of Inspection 4; Enforcement. Office of the Director. 
BO/12/19. tp. 07396: 296. 


R. Periodic operating reports 4 related correspondence 


8012160419 Forwards monthly operating repts for Nov 1980. 

SCOTTi D. J, Commonwealth Edison Co. 80/12/08. Ip. 07294:124. 


— 6012160420 Monthly operating repts for Nov 1980. 

CIESZKlENICIi 0. Commonwealth Edison Co. 80/12/01. 19pp. 

07294: 129. 


S. Reportable occurrences. LERs 4 related correspondence 


8012040270 Act receipt of 801030 Itr re investigation of alleged 
release of rad loac tlvelg contaminated water. Requests addl 
Info on conclusions that flowpaths w/e>cess background 
levels have not 4 are not transporting contamlnatad water. 

KEPPLEfij J..0. Region 3. Chicago. Office of the Director. 80/11/14. 
2pp. 07162:339. 


— 8012040333 Responds to Sept 1960 allegations re release of contaminated 
utter Into environ. Investigation noted no detectable threat 
to public 4 Insp revealed no discrepancies which could 
result in leakage. Forwards detailed summary of results. 

REED. C. Commonwealth Edison Co. 80/10/30. 6pp, 07162:337. 


0012020903 Forwards LER 80-041/03L-0. 

SCOTT. D.J. Commonwealth Edison Co, 80/11/20, Ip. 07149:263. 


—8012020991 LER 80-041 /03U-0; on 801027. i sola t ion valvt 3-1301-20 in 
Isolation condenser vent to main steam line found closed 4 
Incperab le. Caused by open conductor in neutral side of power 
source to valve operator. Side jumpered to redundant sys. 

BEROANiO. Commonwealth Edison Co. BO/U/17. 2pp. 07149:264. 


T. Hearing transcripts on non-ant I trus t matters 


8012010918 Transcript of 801119 hearing in Morris. IL re spent fuel pool 
mod.Pp 73-270. 

• Atomic Safety and Licensing Board Panel. 80/11/19. 200pp. 

07093:314, 


8012020614 Transcript of 801120 hearing In Morris. IL re spent fuel 
pool mod. Pp 271-903. 

• Atomic Safety and Licensing Board Panel. 80/11/20. 390pp. 

07131:197, 


0012000030 Transcript of 801130 hearing evening session, In Morris. IL re 
spent fuel pool mod.Pp 904-973 

• Atomic Safety and Licensing Board Panel, 80/11/20. 69pp. 

07160:222. 


8012010923 Transcript of 801121 hearing In Morris. IL re spent fuel pool 
mod.Pp 871-721, 

• Atomic Safety and Licensing Board Panel. 80/11/21. 199pp.. 

07093: 199, 


8012300324 Forwards applicant motion to strike intervener. State of 
IL. crois-etamination , of ML Hoh 1, app Heant brief in 
•uppopt of motion to strike 4 applicant corrections to 
801119-21 hearing transcript. 

FITZ0IBB0N3. R, Ishatn, Lincoln 4 Beale. 80/12/01. Ip. 


—8012300349 Corrections to transcript of 801119-21 spent fuel pool 
mod hearings in Morris. IL, 

* Commonwealth Edison Co. 00/12/01. IBpp. 


8012290406 Forwards NRC proposed corrections to transcripts of 
801119-21 hearings. 

ODDDARD. R. J. Hearing Branch 2. 60/12/10. Ip, 07336:302. 


— 8012290412 Proposed transerlpt changes. Cert 1 fieate of Sve enel. 
* Atonic Safety and Licensing Board Panel. 80/12/10. tSpp. 
07336: 303. 


DOCKEI 90-290 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency 4 fire protection plant 


0012090190 Informs of interim 1CCFR90. 40 suspending completion dates 
for previously approved fire protection mods. Revised 
10CFR90. 48 will contain schedules for completion of alt fire 
protection mods. 

EISENHUT. D. 0. Division of Licensing. 00/11/17. 9pp. 07175:089. 


0012040069 Forwards info re security plan. Info withheld iref 
10CFR2. 7901. 

UHRI'J. R. E. Florida Power 4 Light Co, 60/11/86. Ip, 07170:065. 


8012050213 Releases public version of util emergency plans. 
FELTON. U. M. Division of Rules and Records. 00/12/09. Ip. 
07189:294, 


— 0012080220 Forwards public version of util emergency plans. Revision S. 
UHRlOiR.E. Florida Power 4 Light Co. 60/11/07. Spp. 07189:297. 


— 8012060229 Public version of util emergency p Ians. Revis ion 5. 
e Florida Power 4 Light Co. 00/10/20. I90pp. 07109:299, 


0. Adjudicatory correspondence 


0012290400 Request that tntarvonor 4 designated e«perts be allowed to 
enter site to measure, survey. test 4 photograph based on 
recant 4 continuing steam generator prob terns. Certificate of 
Sve end. 

CHQNIN.N, Oncavage.Mark. CHONIN, N. Chonin.N. 80/11/09. 9pp, 
07336: 299. 


8012230047 Notice of Comptroller Oeneral 001203 opinion disallowing 
procedural assistance in adjudicatory licensing proceedings. 
Co.eptroller Oeneral 801303 Itr to J Ahearne 4 Congressman M 
McCormack end. 

BOUERS/E. 8. Atomic Safety and Licensing Board Panel. 80/12/16. Ip. 
07311:246, 


6012300516 Response In opposition to Oncavage 601209 metlon to permit 
intervener 4 eiperts to enter site for Insp. measuring 4 
tasting property or objects 4 for production of documents. 

Entry Is irrelevant. Certl fi cate of Bve end. 

COLL.N.A. Florida Power 4 Light Co. COLL. N. A. Steel. Hector 4 
Davis. 80/12/24. 17pp. 07360: 343. 


P. Operating license stage documents 4 correspondence 


0012020793 Forwards seismic qualifications of auiillary feedwater sye 
in operating PHRs 4 describes program NRC Is undertaking 
to review capability of operating PUfts to remove decay 
haat following earthquake. 

EISENHUT. D. 0. Division of Licensing. 80/10/21. 4pp. 


8011210443 Forwards request for addl Info generated from review of 
"Asymmetric LOCA Loading." HCAP-9628 4 9746, dtd Nov 1979 4 
June 1960. respectively. 

LAINAS. 0, C. Assistant Director for Safety Assessment. 80/10/29. 
27pp. 


8012160090 Ltr to opera t ing p 1 an t licensees. OL applicants 4 CP holders. 
Forwards NUREO-0737 re TMl action plan requlrsnents. Requests 
operating reactor llcenseo confirmation In 49 days that 
End 1 imp 1 ementatlon dates will be met. 

EISENHUT, D. 0, Division of Licensing, 00/10/31. 7pp. 


60182P0963 Ltr to all power reactor licensees forwarding NURE0-06i9. 
“BNR Feedwater Nojile 4 Control Rod Drive Return Lins 
Noiilt Cracking." Confirmation that implementation dates 
util be mat mutt be sent within 49 days. U/e end. 

EI6ENHUT. D. 0. Division of Licensing. 60/11/13. Ip. 
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QOtSOlOiSl Forutrdi adttl ififo ra «(;aan ganerator dicontaminat i on 
altarndtive^ i< u«li) strer^gbh far sealing of atean genarator 
lo'diar asaembllei after r eitiova) t p er 801110 telcon. Info re 
do<ie& re«vlttng fram postulated drop af lauer assemblg end. 
UHRIOiR.E. Florida Pouisr &: Light Co. BO/ll/Si. Spp. 07091:251. 


801S010091 Foritiardi info ra rare L epilangered species occurring at 
faellitg or viclnltgrln response to B003S3 Itr. 

UHRIO.n.E. Florida Pouei fc Light Ca. aO/11/24. llpp. 07091: 2i3. 


8013020079 Foruards info re air lock leakage testing per 790312 
request. 

UKtllO.R.E. Florida Pouer V Light Co. 60/11/26. Bpp. 07142:102. 


— 8012290657 Updated safatg evaluation supporting proposed steam 
generator repairs at facilities. 

+ Office of Nuclear Reactor Regulation. Director. 60/12/17. 
36pp. 07333:037. 


0012300320 Application to amend Licenses DPR-31 L OPR 41 authorliing 
proposed changes to Tech Specs per TNI lessons learned. 

IfliRlO.R.E. Florida Power U Light Co. 80/12/23. 4pp. 07390:023. 

--80I2300334 Tech Spec Pages 3.3.3.5.3.5-2.3.5-4.4.1-1.4,10.6.3 1. 6. 4 r# 
containment int egr i tij. ac c Ident monitoring instrumentation, 
engicieered safety features actuation L setpoints, ausi liary 
feedwater sgs & facility staff qualifications it training, 
e Florida Power & Light Co, BO/12/23. 12pp. 07390:027. 


8012090121 Forwards final rept on low fracture toughness in response to 
HRC 800729 Itr 

UHRIO.R.E. Florida Power & Light Co, 80/11/26. Ip, 06916:001. 


— S0t2020129 "Rapt on Fracture Toughness of Steam Oenerator (i Reactor 
Coolant Pump Supports." 

• Bechtel Power Corp (subs, of Bechtel Corp. I. 80/11/30. 2Bpp. 
06916:001. 


8012190069 Forwards Amends 61 4= 52 to Licenses DPR-31 L DPR-41, 
respectively tc notice of issuance L availability. 

VAROA. S.A, Dporatlng Reactors Branch 1. 90/11/28. 3pp. 07279:076. 


0. Inspection reports. IE Bulletins L correspondents 


8012180023 Foruards IE Info Notice 80-38. "Cracking In Charging Pump 
Casing Cladding." No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

Ip. 03790:106 


80/10/30. 


8012170422 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding," No written response required. 

O'REIULV. J, P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 07264:128. 


—8012190075 Amends 61 52 to Licenses DPR-31 L DPR~4l. r espec t ive ly. 

requiring safeguards contingency plan to be fully 
implemented within 30 dags of Commission approval. 

VAROA. 9, A. Operating Reactors Branch I. 90/11/28. 1 0pp. 

07279: 079 


— 8012190079 Notice of issuance 4. availability of Amends 61 6 52 to 
Licenses DPR-31 L DPR~4 1 . resp ec t ive I y. 

VARCAf S. A Operating Reactors Branch 1. 80/11/28. 2pp. 

07279:009, 


8012230063 Foruards IE Circular 00-23. "Potential Defects in Beloit 
Power Bys Emergency Oenarators. “ No written response 

O'REIUY. J.P. Region 2. Atlanta. Office of the Director. 00/10/31. 
ip. 07313:232. 

0012110626 Forwards IE Insp Rept 50-250/80-32 on 801000 - 10 . No 
noneompllanco noted. 

MURPHY. C.E. Region 1. Ph i lad e 1 p h la . Reactor Construction 
Engineering Support Branch, SO/lt/03 2pp. 07226:190. 


0012270485 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revised Agreement State burial site eond 1 tlons. Foruards 
results of IE survey. 

DEMI0I6H.R. Office of Nuclear Reactor Regulation. Director. 
eo/12/04. 2pp. 


—6012110629 IE Insp Rept 50-250/80-32 on 801000-10. No noneomp 1 ianee 
noted. Major areas inspected ; 1 nstal led equipment w/respect to 
IE BoUotin 79-OlB. 

OIBSOHS.T.D. Region 2. Atlanta. Office of the Director 

COMLON. T.E. Region 2. Atlanta. Reactor Construction it Engineering 

Support Branch, 00/11/03. Spp- 07226:192. 


— 8012220506 Forwards tabulation 4 summary itf IE survey on low level 
waste at 81 rsactors.Uou level waste sto^rage facilities 
have bsen eipandad at 37V. of reactors surveyed u/71’/. 
planning or considering Increasing storage capacity. 

BANOART. R. L. Effluent Treat.rent Systems Branch. 00/11/06 Bpp. 


8012290364 Forwards evaluation of 601007 submission of info re reactor 
(oola it pump oil collection sys.Sys deemed acceptable. 

VAROA. S.A. aperating Reactors Branch I. BO/12/08. 4pp. 07348:234. 


8012110736 Forwards IE Bulletin 00-21. "Valve Yokes Supplied 
Foundry Co. Inc. " Written response required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director, 
ip. 07225:211. 


by Matcolffl 
BO/li/06. 


8012030069 Forwards IE Info Notice 80-40. "Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lat i on " No written response required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 00/11/07. 
ip. 07150; 117. 


8Ot2290375 Informs that commitments to "Interim Position on 
Purging 4 Venting Pending Resolution of Isolation Valve 
Qperabiltty" found acceptable f* must remain In effect 
pending completion of long-term review 

VARCA.a. A. Operating Reactors Branch I. 90/12/00. 3pp. 


Conta Inment 


07345: 181. 


8012080-194 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Sesse Unit 1." No 
response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 00/11/10. 
ip. 07182:261. 


6012160145 Advises that centalnmant purge valve torque It stress 
analysis has been completed by Henry Pratt Co. Mods to limit 
valve disc openings for Unit 3 comp leted. Hods to Unit 4 will 

be completed during current refueling outage. 

UHRIO.R.E. Florida Power 4 Light Co. 80/12/09. Ip, 07262:066. 


B0120401B3 Forwards IE Bulletin BO-23. "Failures of Solenoid Valves 
rtfg by Valcor Engineering Corp, " Requires estimate of 
manpouer associated w/correetive actions. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. BO/il/14. 
ip. 07188:091, 


012290321 Forwards Revision 3 to QA manual. 
UHRIO.R.E. Florida P-ower 6 Light Co, 00/12/17. 


ip. 07346:007. 


— 0012290326 Revision 3 to OA .manual. 

4 Flarida Power 4 Light Co. 80/09/30 QVpp. 


07346: 000. 


8012040477 Forwards IE Bulletin 00-24. “Prevention of Damage Due to 
Water Leakage Inside Containment," Written response 
required. Reques te info on manpower erp ended. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 00/11/21. 
Ip, 07163:339. 


0012240430 Forward s add! Info re distribution sys voltages. in response 
to NSC 800019 Itr. Since safety Injection signal initiates 
automatic fast transfer from auxiliary transformer to 
startup transformer, only connection via startup 

UHRIO.R.E Florida Power fc Light Co. 00/12/18. 27pp. 07328:105. 


6012000229 Ack receipt of 801020 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-250/00-19 4 
50-251/90-20. ^ , 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 00/11/21. ip. 07101:213. 


0012290651 Foruards NUREO-0743. DES re steam g 
facilities 4 updated safety evaluation 
OOLDBEROi 8. C. Hearing Branch 2. 80/12/22, 


eneratoT repair at 
ip. 07332:339. 


■— 0O1229D655 DES re steam generator repair at faetliti 
* Offlca of Nuclear Reactor Regulation. Director. 
80/12/31. 4Bpp, 07332:340. 


ss. 

NUREO-0743. 


—8012080234 Responds to NRC 800627 Itr re violations noted in IE Insp 
Rapts 50-250/80-194 50 - 280 / 80 - 20 . Requests extension of 
compliance date from 0OIOIS te 001115 for rovlsloni to fire 
training procedures. 

UHRIO.R.E. Florida Powor 4 Light Co. 00/10/20. 2pp. 07I8t:2l4. 


0012080024 Foruards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

D 'REILLY. U. P. Region 2. Atlanta. Office of the Director. 80/11/24. 
ip. 07102:165, 



DOCKETED ITEMS 


49 


5012170312 Foruardf IE Infa Kotlca S0-29>Suppl li "Brokan Studi on 
Tarry Turbine Steam Inlet Flange, " No uritten reaponae 
required. 

0'REIt.LY> J. P. Region 2> Atlantai O^^ice of the Director. 80/11/26. 
Ip. 07268: 103. 


6012190067 Notification of 801219 meeting y/utll in 5ctheada>MD to 
dlfcuae upcoming steam generator inap rapt for facility. 
OROTENHUISi K. Operating Reactors Branch 1. 80/12/12. 2pp. 

07279:074. 


B. Periodic operating reports fc related correspondence 


8012160466 Foruardt monthly operating repta for Nov 1980. 

aCHMIOTiA D. Florida Power Light Co, 80/18/06. Ip. 07834:816. 


—8012160460 Monthly operating repta for Nov 1900. 

CHIUaON. V. T. Florida Power Light Co. 00/12/06, I7pp. 
07234:217. 


B018180P58 Forwards monthly operating repts for Nov 1980. 

BCHMIOT.A. D. Florida Power ti Light Co. 80/12/06. Ip. 03794:006. 


—6012100265 Monthly operating repta for Nov 1980. 

CHICSONrV. T. Florida Power 1: Light Co. 00/12/06. 16pp. 

03794:007. 


S. Reportable occurrenceai LERa 1: related correapondenee 


8012080538 Forwards LER 80-020/03L-0. 

SCHMIDTfA.D, Florida Powar It Light Co. 80/11/14. Ip. 07143:875. 


—6018080544 LER 80-0SO/O3L-O; on SOlOlBi periodic teat of RHR pump 3A not 
completed within praacilbed time interval. Cauaed by 
personnel being unaware that 3A 4160-volt bus returned to 
fvc. Scheduling sya modified. 

PACEiP.L. Florida Power t, Light Co. 00/11/14. Ip. 07143:276. 


DOCKET 50-231 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, amsrganey U fire protection plans 


801S0S0190 Informs of interim lOCFRSO. 40 suspending completion dates 
for previously approved fire protection mods. Revlied 
lOCFRSO. 48 will contain schedules for completion of all fire 
protection mods, 

eiSENHUT, D. 0, Division of Licensing. 80/11/17. Spp. 07173:025. 


8012040085 Forwards Info re security plan. Info withheld (ref 
10CFR2. 790). 

UHRIO, R.E. Florida Power it Light Co. 00/11/26, ip. 07170:065. 


BOI20B0213 Releases public vorslon of util emergency plant. 
FELTON, J. (1. Division of Rules and Records. 00/12/05, Ip. 
07189:294. 


—6012080220 Forwards public version of util emergency plana, Ravls len 5. 
UHRIO, R.E. Florida Power ^ Light Co, 00/11/07. 2pp, 07189:297. 


—6012060225 Public version of util emergency p lana, Revision 5. 
a Florida Power t< Light Co. 80/10/88, 150pp. 07189:899. 


0. Adjudicatory correspondence 


8012590400 Request that Intarvanor *< daatgnatad aaparta be allowtd to 
enter alta to measure, survey, tea t ti photograph based on 
recent it continuing steam generator problems. Cartlftcata of 
Svc end. 

CHONIN.N. Qncavage,MarV. CHONIN, N. Chonln.N. 00/11/09, 3pp. 
07336:298. 


BO12230047 Notice of Comptroller Oeneral 001203 opinion disallowing 
procedural assistance in adjudicatory licensing proceedings. 
Comptroller Oeneral 001203 Itr to J Ahearne {< Congressman M 
McCormack end, 

BOHibRSiE. 8 . Atomic Bafety and Licensing Board Panel. 80/12/16, Ip. 
07311:846. , 


8012300S16 Response In opposition to Oncavage 001809 motion to permit 
Intcrvanor t< espirts to enter site for Insp, measuring t 
tasting property or objects i for production of documents. 

Entry la Irrelevant. Certlf leate of 8 vc end. 

COLl,N. A, Florida Power L Light Co. COLL, N. A. Steel, Hector t< 
Davti. 00/12/24. 17pp, 07360:343. 


P Operating license stage documents 6 correipandence 


8012080753 Forwards seismic qualifications of auiiliary feedwater sya 
in operating PWRs L describes program NfiC ia undertaking 
to review capability of operating PU'Rs to remove decay 
heat following earthquake. 

ElSEfIHuTi D, 0. Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, OL applicants it CP holders. 
Forwards NUftEO-0737 re TKI action plan requl roments. Roque sta 
operating reactor licensee confirmation in 43 days that 
Enel 1 imp lementat 1 on dates will be met. 

EISENHUT, D, 0. Division of Licensing, 80/10/31. 7pp. 


8018220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BWR Feedwater Noitle t Control Rod Drive Return Line 
Noiile Cracking." Confirmation that Implementation dates 
will be met must be sent within 45 days N/o end. 

EISENHUT, 0. 0. Division of Licensing. 80/11/13. ip. 


B012010131 Forwards addl info re steam generator decontamination 
alternatives L weld strength for sealing of steam gentrator 
lower assemblies after removal, per 301110 telcon. Info re 
doses resulting from postulated drop of lower assembly end. 

UHRIO, R.E. Florida Power 6 Light Co, 60/11/81, Spp. 07091:251. 


6012010091 Forwards info re rare It endangered species occurring at 
facility or vlclnltyrln response to 800683 ltr. 

UHRIO, R.E. Florida Power Light Co, 60/11/24. 11pp. 07091:263. 


6012020079 Forwards Info re air lock leakage testing per 790312 
request, 

UHRIO.R.E. Florida Power t, Light Co. 80/11/26. Spp. 07142:102. 


8012020121 Forwards final rept on low fracture toughness in response to 
NRC 000729 ltr, 

UHRIO, R.E. Florida Power Light Co. 60/11/26. Ip. 06916:001. 


— 8018080129 "Rept on Fracture Toughness of Steam Oenerator fc Reactor 
Coolant Pump Supports. " 

• Bechtel Power Corp. isubs. of Bechtel Corp. 1. 80/11/30. 2app. 

06916: 001. 


0012190069 Forwards Amends 61 6 52 to Licenses DPR-31 & DPR-41, 
respectively 4: notice of issuance 4 availability. 

VAR0A,8,A. Operating Reactors Branch 1. 80/11/88. 3 pp, 07279:076, 


—8012190073 Amends 61 4 52 to Licenses DPR-31 (« DPR-41. respee tlve !y, 
requiring safeguards contingency plan to be fully 
Implemented within 30 days of Commission approval. 

VAR0A,8 A. Operating Reactors Branch 1. 00/11/80. lOpp, 

07279:079. 


—8018190079 Notice of Issuance 4 avallabilily of Amends 61 4 58 to- 
Licenses DPR-31 fc DPR-4i, respective] y, 

VAROA 18 .A Operating Reactors Branch 1. 00/11/80. 2ap. 

07279; 009, 


8018220483 Responds to 800911 memo requesting that Qfc of Nuclear 
Raactor Regulation Inform llcensaes of need to comply 
w/revised Agreement State burial site conditions. Forwards 
results of IE survey. 

DENTON, H R. Office of Nuclear Reactor Regulation. Director. 
80/18/04. 2pp. 


—8018280506 Forwards tabulation 4 so.T..nary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been espanded at 37X of reactors surveyed w/71X 
planning or considering increasing storage capac i t y. 

BANOARTifi.L. Effluent Treatment Systems Branch. 90/11/06. Spp. 


6012290364 Forwards evaluation of 801007 submission of Info re reactor 
coolant pump oil collection sgs.Sys deemed acceptable. 

VAR0A,8.A. Operating Reactors Branch 1. 60/12/00. 4pp. 07345:254. 


8018890375 Informs that commitments to "Interim Position on Containment 
Purging 4 Venting Pending Resolution of Isolation Valve 
Operahlllty" found acceptable 4 must remain in affect 
pending completion of long-term review. 

VAROA, 8 , A. Operating Reactors Branch 1. 80/18/00. 3pp. 07345: 181. 


6018160145 Adviias that containment purge valve torque 4> stress 
analysis has baan completed by Henry Pratt Co. Mods to limit 
valve disc openings for Unit 3 completed. Mods to Unit 4 will 
be completed during current refueling outage. 

UHRIO.R.E. Florida Power 4 Light Co, 80/12/09. Ip. 07262:066. 


6012890321 Forwards Revision 3 to QA manual. 

UHRIO.R.E. Florida Power 4 Light Co. 60/12/17. ip. 


07346:007. 
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— a01SS’7a336 n«vl«iDn 3 ts 3A nanudl. 

a .riorida Po^er LLQht Co. 60/09/30. S9pp. 


07344:009. 


8012340430 Foruarils add! info re d l» tr i but imi sya volfcayesitn response 
to MRC BOOSJ9 ktr. Since safety Injactlon signal initiates 
automatic fast transfer from auiiUari/ transformor to 
startup transformer! oni y connection via startup 

UtfftlOrR.C. Florida Pouer & Light Co. 90/12/16. S7pp. 07329.105. 


0012290491 Forwards NUBEe-07'O. OSS re steam generator repair at 
facilities 4 updated safety evaluation 

OOLODCHIO. S. C , Hearing Branch 2. 90/12/22. Ip. 07332:339. 


■8019290653 0E3 re steam generator repair at 
a Office of Nuclear Reactor Regulation. 
80/12/31. 4app. 073 j2;340. 


facl 1 1 ties. 

Director. NUREO- 0743 , 


—8012290657 Updated safety evaluation supporting proposed steam 
ganerator repairs at facilities 

♦ Office of Nuclear Reactor Regulation. Director. BO/lZ/1/. 
36pp. 07333:037, 


9012300330 Application to amend Licenses DPS~3l & DPR 41 authoriiing 
proposed changes to Tech Specs per TMl lessons learned. 

UHRIO. R.E. Florida Fotuei' i Light Co, 80/12/23- 4pp. 07350.023. 


-8012000234 Responds to MRC 800627 Ur re violations noted In 16 Insp 
Repts S0-2S0/B0-19 & 50 - 250 / 00 - 20 , Regues ts eitenslon of 
compliance date from 901015 to 001115 for revisions to fire 
training procedures. 








6012080024 Forwards Info Notice 80-42. ''Effect of Radiation on 

Hydraulic Snubber Fluid." Ho written response required. -..,..24 
O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 00/11/89. 


1 A.5 


0012170512 Forwards IE Info Notice 00-29. Supp! 1. “Broken Studs on 
Terry Turbine Steam, Inlet Flange." No written response 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 00/11/8*. 

IP. 


8012190067 Notification of 801219 meeting u/utll in Bathesda.MD to 
discuss upcoming steam generator insp rept for facility. 
OROTENHUIS. H. Operating Reactors Branch 1. 80/12/12. upp. 


8012220301 Forwards steam generator Insp results from current sutagP. 
Results show no new phenomena 6 verify general denting 
patteni'uithtn predictable limits consistent u/previoos 
Insp.Requests permission to return to ^^11 Pouer 


I it-ia T A . B cr 


-0019300334 Tech Spec Pages 3 . 3 . 3 . 3 . □. 5 - 2 . 3 . 5 - 4 . 4. 1-1. 4. iO. 6 . 3 i 
containment Integr i ty. ace iden t mon 1 1 or ing Ins tru/nent a t Ion. 
engineered safety features actuation & s e tpoin t s. aUT 1 1 lary 
feedwater sys 6 facility staff qua 1 1 f lea t i ons 6 draining. 

■t Florida Power L Light Co. 80/12/23. I2pp, 07330.027. 


— 8012220307 Inservice insp in Nov 1580 Descr ibes gauging of steam 
generator S' “'u! !! V r^v 


< ua 


plugging . 

■* Florida Power 4: Light Co. 


00/12/18. 35pp. 07304: 066. 


Q. Inspection reports. !E Bulletins 4; correspondence 


B0121B0023 Forwards IE Info Notice 90-30. "Cracling In Charging Pump 

Casing Cladding. “ No written response rsquired, nr.yin/'in 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. BO/lO/30. 
Ip. 03790; 106. 


8012170432 Forwards IE Info Notice 80-39, ’’Cracking in Charging Pump 
Casing Cladding." No written response required. Qm/inysi 

Q'REIUY. J. P. Region 2. Atlanta, Office 0 # the Director. SO/tO/31. 

Ip. 07864: 126. 


8012230063 Forwards IE Circular 80-23. "Potential Defects In Beloit 
Power Sys Emergency Oenerators. " No written response 

□‘reIuLvIj.P. Region 2. Atlanta, Office of the Director. 00/10/31. 

Ip 


0012110736 Forwards IE Bulletin 00-21. "Valve 
Foundry Co. Itic. ■■ Written response required 
O'REILLY, J. P, Region 2- Atlanta. Office of 
tp 07225:211. 


Yokes Supplied 
the Director. 


by Malcolm 
80/11/06. 


8012030863 Forwards IE Info Notice 00-40, ’'E.cessiy Nitrogen Supply 
-Pressure Actuates Safely Relief Valve Operation to Cause 
Reactor Depressor i lat t on, ■’ No written response ’•squired^ rin/'ii/07 
O'HElLLY./p. Region a. Atlanta, Office of the Director. BO/ll/07, 

Ip. 07150:117 


8012000194 For'dards IE Info Notice 80-41. Failure 
In Decay ileal Removal Sys at Davis Besso Unit 1. 
response required, 

Q'REILLY. J. P Region 2. Atlanta. Office of the 
Ip. fr7ie2;261, 


of Ewing 
" No 

Director. 


Check Valve 
90/11/10. 


8012040103 Forwards IE Bulletin 00-23, 

Mfg by Valcor Engineering Corp Requires estimate or 

manpower associated >j/c orrec t i vg actions, + 90/11/14 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 90/11/14. 

Ip. 


8012040477 Fop.wards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " Written response 

required. Requests Info on mat, power erpendad. nn/ll/Sl 

O'REILLY. Ji P. Region 2. Atlanta. Office of the Director. 

Ip. 07163:339, 

0012090229 Aek receipt of 0OIO2D ktr informing NRC of st»P» taken to 
iorrecrYioIaU;ns noted In IE Ensp Repts 50-250/00-19 L 

Region 2, Atlanta, Reactor Construction i Engineering 
Support Branch, 90/11/21. ip. 07191:213 


H, Periodic operating reports i Telated^corruspondence 


012160466 Forwards monthly ‘T' 


• f>1 A 




— 8012160469 Monthly operating repts for Nov 
CMiLSONi V. T. Florid-a Power 6 Light Co. 
072S4; 217, 


1980. 

80/12/06. 


17pp 


9012180258 Forwards mon 
SCHMIDT, A. D. Florida 


thly operating 
Power k Light 


repts for Nov 
Co, BO/12/06. 


1980. 

Ip. 


03794: 006. 


-8012180265 Monthly operating ''fP J®'' 00/12/06 

CHILSQN. V. T. Florida Power t Light Co. 00/12/06. 


I 6 pp. 




S. Repo.'table occurrences, LERs 


012020469 Forwards LER 80-Oi2/03L-0. 
SCHrtI i)Ti A. D. Florida Power t: Light Co. 


00/11/12. Ip. 07143:24,7. 


-8012030474 LER 80 - 0 i 2 /oaL-O: on 80101 3 , e icas s i ve leakage past primary 
^“Jacklnr in Charging pu.mp 4A caused pump to be removed from 
SVC. Caused by loose P^ck ing. Packing 




f\yi Ark’ 


DOCKET 50-254 QUA0-CITIE9 STATION. UNIT I 
F, Security, medical, emergency 4: fire P'"®^*® 


12040010 Forwards Interim lOCFRSO 40 suspending completion dafcas for 
fire protection mods, effect ive upon 001029 P^*" ‘ {*® ‘ 

45 FR 71 S 69 . Rule will be superseded by revised rule when 

effective onyn/07. 5 do. 07152:063. 


1012020167 Discusses planned mods to 

outjit jSckl'to"pJovide“capab}utrforadding one-way 

sis::: .;"s: 

2pp. 

W12120576 Resubmits security plan revisions, in Tesponse to MRC 000910 
i; 1119 Itrs. Plan withheld from public disclosure ire 

c.. bo/.=«8 . 



DOCKETED ITEMS 


61 


0. Adju<)ic«torij correspondence 


S01217066? Foruards Director's decision under 10CFfl2. 206 (< Ff) notice 
denying S01024 petition to shut doun f ac i 1 i t 1 est pend ing 
installation oF rei;ulred scram discharge vol monitoring 
e<iuipment. 

DCNIOt^H. R. Office of Nuclear Reactor Regulatloni Director. 
80/11/26. ip. 0726?: 216. 


"8012170678 Director's decision under 10CFR2. 206> deny tng Pollution 6 
Environ Problemsilnc 801024 petition to shut doun 
facilities! pending installation of required scram discharge 
vol monitoring equipment. 

DENTON) H. R Office of Nuclear Reactor Regulatloni Director. 
80/11/26. 7pp. 07269:218. 


--8012170693 Notice of issuance of Director's decision under tOCFR2. 206i 
denying Pollution tt Environ Problems 601024 petition. 

CASEiE. 0. Office of Nuclear Reactor Regulatloni Director. 

80/11/26. 2pp. 07269:223. 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings. 

« Cltliens for Safe Energy. 80/12/11. 2pp. 


P. Operating license stage documents 6 correspondence 


8012160030 Ltr to operating plant licenseesiOL applicants It CP holders. 
Forwards NUnEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 43 days that 
Enel I implementation dates will be met. 

EISENHOT) D. 0. Division of Licensing. 60/t0/3l. 7pp. 


8012220338 Ltr to all CP t. OL holders for BURs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by OE. App 1 ieab 1 e to all license applications ft 
proposed amendsi Inc lud ing core reloads. 

EI8ENHUT, D. 0. Division of Lleensifig. 80/11/04. 4pp. 


6012080089 Forwards Amends 50i 59 4; 34 to Licenses DPR-I9i DPR-29 & 
DPR- 3 O 1 respectively) safety evaluation 4 notice of issuance 
4 aval lab i 1 1 ty. 

IPPOLITO.T. A. Operating Reactors Branch 2. 80/11/12. 2pp. 

07180:332. 


--B0120B0093 Amends 30,59 4 84 to Licenses DPR-19, DPR-29 4 DPR-30i 
respec tively, estab 1 tsh Ing mac average planar linear heat 
generation rate limits for std 8K3 fuel types for exposure 
valves. 

IPPDUITOi T. A. Operating Reactors Branch 2. 80/11/12. 23pp. 

07180:334. 


--S012080102 Safety evaluation supporting Amends 30,39 4 54 to Licenses 
DPR-19, DPR-29 4 DPn-30 respectively. 

* Office of Nuclear Reactor Regulation. Director. 80/11/12. 4pp. 
07181:016. 


--80120B0106 Notice of Issuance 4 availability of Amends 30.39 4 34 to 
Licenses DPR-l?, DPR-a? 4 DPn-30, respectively. 

IPPOLlTQi T. A. Operating Reactors Brooch 2. 80/11/12. 2pp. 

07181:020. 


8012220363 Ltr to all power reactor licensees forwarding NUnEO-0619, 
"BUR Feedwater Noizle 4 Control Rod Drive Return Line 
Noiile Cractlng. " Confirmation that Implomentation dates 
will be met must be sent within 43 days. N/o end. 

EISENHUT, D. 0. Oi Vi s 1 on of Li c ens 1 ng. QO/11/13. Ip. 


8012180620 Forwards Amends 32,31 4 43 to Licenses DPR-2, OPR-19 4 
OPn-83, respec tively. Amends 60 4 33 to Licenses DPR-29 4 
DPR-30, respec tively 4 Amends 38 4 33 to Licenses DPR-39 4 
DPR-4B, respec tively. Safeguards contingency plans acceptable. 
CRUTCHFIELD, D. Operating Reactors Branch S. 80/11/17. Spp. 


—8012180640 Amends 60 4 55 to Licenses DPR-29 4 OPR-30, respectively, 
requiring implementation of safeguards contingency plan. 

IPPQLITO. T. A. Operating Reactors Branch 2. 80/11/17. 4pp. 

07271:333. 


"8012180671 Notice of issuance of Amends 32, 31 4 45 to Licenses DPR-2, 
DPR-19 it 0PR-23i respec tive ly. Amends 60 4 33 to Licenses 
DPR-29 4 DPR-30, respectively 4 Amends 30 4 S3 to Licenses 
DPR-39 4 DPR-4a, respec tively re safeguards contingency plan. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 80/11/17, 3pp. 


6012010343 Advises of .util review 4 plans re Cycle 6 reload cere. 
Reload dees not involve unreviewed safety quest ions. Summary 
of major parameters for reload 4 OE 801111 ltr re gadolinla 
rods specs enc I , 

vlANSCEKfR.F. Commonwealth Edison Co. 80/11/25. 7pp 07098:033. 


8012020301 Foruards tabulation of planned environ qual if ica t i on testing 
programs. in response to NRC 601001 ltr. 

ADEL, J. S. Commonwealth Edison Co. 60/11/26. 4pp. 


8012160479 Foruards listing of changes, tests 4 osperiments completed 
during Nev 1980. Summary of safety evaluation end. 

AL1VIANKI8, N, Commonweal th Ed ison Co. 80/12/01. 4pp. 07263:110. 


6012190637 Forwards request for addl info re 800823 rept entitled, 
“Evaluation of 18 Inch Containment Isolation Valves for 
Dresden 2434 Quad Cities 142“ 

LAINASiO.C. Assistant Director for Safety Assessment. 80/12/02. 
3pp. 07273: 390, 


8012220485 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of noed to comply 
w/revlsed Agreement State burial site condit 1 ons. Foruards 
results of IE survey. 

DENION, H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— 8012230506 Forwards tabulation 4 summary of LE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been eiponded at 377. of reactors surveyed u/7rX 
planning or considering increasing storage capac 1 ty. 

BANOARTfR. L. Effluent Treatment Systems Branch. 80/11/06. Spp. 


0012300706 Foruards Amend 61 to License DPn-29, safety evaluation 4 
notice of issuance 4 aval lab i 1 1 ty . 

IPPOLITO. T. A. Operating Reactors Branch 2. 80/12/05. 2pp. 

07300, 001, 


— 0012300790 Amend 61 to License DPR-29i revl sing min critical power ratio 
safety limit to apply to new fuel types 4 making minor 
ed 1 tor lal chonge. 

IPPOLITO, T. A. Operating Reactors Branch 2. 80/12/05. Stpp. 

07308: 001. 


— 0012300793 Safety evaluation supporting Amend 61 to License DPR-29. 

•* Office of Nuclear Reactor Regulation, Director. 60/12/05. Spp. 


— 801230079S Notice of Issuance 4 availability of Amend 61 to License 
DPR-29. 

IPPOLITO, T, A. Operating Reactors Branch 2. 80/12/05. 2pp. 


8012120301 Forwards Tech Specs Page 3 2/4. 2-13, Inadvertently omitted 
from utli 800919 ltr to NRC. 

JANECCR.R.F, Commonwealth Edison Co. 80/12/10. 2pp, 07236:249. 


—0012120341 Proposed Tech Specs, Page 3. 2/4. 2-l5i incorporating TMI 
Lessons Learned Requirements. 

a Commonudalth Edison Co. 80/12/10. Ip. 07236:330. 


8012160136 Responds to NRC 800924 request re mads for provision of 
redundant Class IE protection at interface of Nonelats IE 
power supply 4 reactor protection sys. Ins tal lat ion scheduled 
for refueling outages occurring after June 19B1. 

JANECEH, R, F. Commonwealth Edison Co, 00/12/11. 2pp. 07262:244. 


8012170480 Forwards response to NRC 801031 ltr requesting confirmation 
that Implementation dates indicated in NUREfi-0737 will be 
met. Ability to meet required dates for major mods is 
contingent upon hardware availability 4 delivery. 

ABEL, 0. 6, Coim-monwaal th Edison Co. 60/12/15. 37pp. 


8012240158 Forwards confirmation that imp lementat ion dates per 
NUREO-0737 will bo met 4 jus 1 1 F ica t Ion for exceptions. 
Oeneral ly, dates are contingent upon hardware availability 4 
del tvery. Comments on safety requirements in Tech Specs. 
ABEL.'J.S. Commonwealth Edison Co. 80/12/15. 37pp. 


0. Inspection reports, IE Bulletins 4 correspondence 


0012090039 Aek receipt of 800509 ltr Informing NRC of steps taken to 
correct violations noted in Naste Packaging Insp Ropt 
15000039/79-OSE. 

DAVIS, A. 8. Region 3, Chicago, Office of the Director. SO/iO/03. 
Ip. 07190:060, 


—0012090043 Responds to NRC 600421 ltr re violations noted in Waste 
Packaging Insp Rept IS000039/79-08E. Disputes NRC findings. 

All applicable require, nents met. 

PEOPLES, D.L, Commonwealth Edison Co. 80/05/09. 2pp. 07198:061. 



S2 
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aOS21705IO Foruiapd* IE Info Notieo 00-374 "Containmant Cooler Leaki (• 
Reactor Cavity Flooding at Indian Point Unit 2.” No written 
resgionse required. 

KEPPLERi Ji <3. Roglon 3^ Chitayo. OfPite of tte Oireelor, 00/10724. 
If- 

80l2ia01»l Forward* IE Insp Rapt* 30-254/00-22 & S0-2AS/B0-24 on 
B00?0i~1017 U notice of violation. 

HEI 8 MK/ 1 K 1 R. F. Region 3i CMcagoi Reactor Operation* Nuclear Support 
Branch. 00/11/06. 2pp. 03791:271. 


0012090044 Notification of 001209 meeting u/utll in Bethetda.MD to 
dl It u*s acceptance criteria u«ed for evaluation of piping 
«ys under review for IE Bulletin 79-14. 

WOHOiH. J. Office of Inspec.ticn tn Enforceoienti Office of the 
Dirac tor. 00/ 12/04. 2pp. 07190: 078. 


0012230065 Responds to IE Bulletin 80-21. "Valve Yoke* Supplied by 
Malcolm Foundry Co.lne.'* No valve part* cast by Katcolm 
Foundry planned for use or in use at facilities. 

R/>USCM,T.J. Commonwealth Edison Co. BO/12/05. 2pp. 


— 0012180193 Notice of violation from Insp on 800901-1017. 

a Region 3. Chicago. Office of the Director. 80/10/31. Ip. 
03791:273, 


—8012100137 IE Insp Rept* 50-234/80-22 k 30-263/00-24 on 000901-1017. 
Noncamp 1 lance noted : tharg Ing water isolation valves not 
closed at required. Fuel asseirbly removed w/sourca range 
monitor Indicating loss than 3 count* per second. 

CHRtfiSOTIKOS, M. . DUPONT. 8 , 0. . GPESSARD. R. L. Region 3. Chicago. 
Office of the Director. 00/10/31. llpp. 03791:274. 


8012190210 Forward* third bimonthly statu* rept on IE Dullatin 79 -OkB 
re environ qualification of Class IE equipment. 

HAYESi D. W. Region 3. Chicago, Reactor Construction «» Engineering 
Support Branch. 00/12/09. 2pp. 07202: 100. 


R. Periodic operating reports & related correspond a net 


6012170446 Forwards monthly operating rept* for Nov 1900. 

KAUIVIANAF.IS. N, C omrao nwea I th Edison Co. 80/12/01. Ip. 07268:047. 


0012020099 Act receipt of 801103.0509 It 0318 Itr* informing NRC of 
step* taken to correct violations noted in Waste Packaging 
Insp Rapt 19000039/79-08E. 

DAVIS. A. 8 . Region 3. Chicago. Fua I Facility 6 . Materials Safety 
Branch. 80/11/14. ip. 07147:268. 


— 0012170449 Monthly operating repts for Nov 1900. 

TU838.R.C. Commonwealth Edison Co. 80/12/01. 25pp. 07260:040. 

B. Reportable occurrences. i-ERs t related eorr espondane* 


— 0012020110 Responds to NRC 000222 Itr re violation* noted In Waste 
Packaging Insp Rapt l5000039/79-oaE.Correetlvt action*; 
shipping cask* in use t< all casks leaving station labelad 
''Radioactive L 8 A " 

ABEL. J. B, Commonwealth Edison Co, 80/11/03. 2pp. 07147:269. 


8012020743 Forwards three Parformanea Appraisal Branch insp repts fc 
mgt avaluatlon tree w/user guide *0 that facility can 
compare program to program already reviewed li make 
appropriate ad justfflsnts. U/o end. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director, 80/ll/lB. 
4pp. 


0012040667 Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Mater Laalags Inside Containment, '■ No urittan response 

NEPPLERiJ, 0. Ragion 3. Chicago. Office of the Director. 80/11/21. 
2 pp. 


B012010374 Forwards LER BO-O20/O3L-O. 

KALI VIANAVtIR. N. Commonwealth Ed 1 son Co. 


aO/it/18. ip. 07091:206. 


--B0120103S2 LER 80-028/03L-0: on 001023. diese 1 generator cooling water 
pump motor 1/2 found two-thtrds submerged in water. Caused 
by inadequate vault sump pump sys. Vault drained t cooling 
wafcor pump motor replaced. 


DOCKET 50-233 PALISADES NUCLEAR PLANT 

r. Security, medleal. emergency U fire protection plans 


8012110303 Notifies of interim rule suspending completion date* for 
fire protection mods previously approved by NRC. FR notice 

EISENHUT. D. 0. Division of Licensing. 80/10/31. Spp. 07224; I IB, 


0012000007 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Bnubbar Fluid." No written response required. 

KEPPLERi «/. 0. Region 3. Chicago, Office .of the Director. 00/11/24. 
2 pp. 


0012120413 Act receipt of 001106 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-254/60-19 tt 

HEISHMANi R. F. Ragion 3. Chicago. Reactor Operations Nuclear Support 
Branch. 00/11/24. Ip. 07236:017. 


80120201SS Discusses planned mods to emergency notification 
health physics network. HRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. M/o end health physics network manual. 

KEPPLER. -vf. Q. Region 3. Chicago, Office of the Director. 
2pp. 07148: 200. 


sys tt 

00/11/19. 


0012150058 Forwards Revision 3 to security p Ian. Revision withheld 
Cref IOCFft2. 790). . , „„„ 

HOFFMAN, D. P. Consumers Power Co. 80/12/10. ip. 07239:334. 


-8012120425 Responds to NRC 801013 Itr re violation* noted in IE Insp 
Repts 50-254/80-19 & 50-265/80-21. Correc tive ac tlons ; reat tor 
tore isolation tooling controller returned to normal 
op«i-atlng conf igurat Ion 4. investigation conducted. 

ABEL.O'. a Commonwealth Edison Co. 80/11/06. 2pp. 07236:016. 


6012170400 Forwards monthly status rept of evaluations pe 
response to IE Bulletin 79-14. "Beisnle Analysis for 
•-Built Safety-Related Piping Sys." No ays Identified 
'tress ereetding 1/2 mat! ultimate stra** at ODE load 
■•.CEKi R. F, Commonwealth Edison Co. 80/11/24. I4pp. 


rformsd in 


ings. 

07107:001. 


0223 Forwards new jeeorlty badge numbers I. clearance levels for 
cn 3 personnel . Changes should be entered on Sept 1900 

PLCfiiJ. 0. Region 3. Chicago. Office of the Director. 00/11/25. 
f- 

2100661 Act receipt of B00919 response to NRC 000818 Itr requesting 
ddl Info re IE Bullotin 79-14 evaluations. Dresden L Quad 
Itics Ttiponie* to Items 1 4: 3 unacesp tab I e, * Inc e 
eqoested info was not included, 

EPPLERt-d. 0, Region 3, Chicago, Office of the Director. 00/11/26. 
FP- 


12170552 Forwards IE Info Notice 00-29, Supp 1 1. "Broken Studs on 
•rry Turbine Steam Inlet Flange. " No written response 

EPPLERij. 9. Region 3. Chicago. Office of the Director. 00/11/26. 
pp. 


0. Adjudicatory correspondence 


8012290333 Response to NRC 801107 reqoe»ts for adrnls*! ons. Admits that 
two manual containment isolation valve* t" 

Penetration 4a ueT'e louniJ locked open on 79091 1 . Certl ricete 
BIELAWSKI. A, P. Consumers Power Co. 60/12/01. 0pp. 


07343: lOS. 


!O122a027B Informs that V Stello «: B Jorgenson will be available for 
deposition on date* suggested In 001112 notice. JO Keppler 
will not ta made available absent showing of exceptional 

BURNS. S. 0. Rulemaking L Enforcement Division. 00/12/02. ip. 


012220207 Provides status of prehearing matters per 800229 order. 
.Buppiemantal responees to CPC second round of 
interrogatories filed on 001107 . CPC representatives will be 

DURNsfs. 0? "^Rulemak ing 4: Enforcement Division. 80/12/02. 2pp. 




012890226 Confirms 001211 canversatlon re CPC deposition of NRC 
personnel. B Jorgensen deposition will take place on 810113. 

JO Kappler on 810114 4 V Stello on 810115. In Covert. Ml, 

Olen Ellyn, IL Si Bethesda.MD.respoctively. 

OURNB.S.O. Rulemaking S Enforcement Division. 80/12/19. 2pp. 
rvxman. nai . 


8012290106 Corree 
LIEDERMAN, J. R 
07342:361. 


deposition date contained in 001219 Itr to I'fBl' 
ameking S Enforcement Division. 00 / 12 / 22 . 2pp. 



DOCKETED ITEMS 


53 


80)8290522 Notice of appearance in proceed ing. Cert i ficatt ot Svc end. 
MOUNT.R.E. Rolemaking 4; Enforcement Division. 60/12/22. 8pp. 
07338: f74 


6012290214 Response to util third round of interrogatories. Inc lodes 
info re Items of noncomp 1 lance where noncomplging condition 
continued for more than 1 dag 4 whether Imposition of civil 
penalty uas proposed. Certlf Icate of Svc end. 

MOUNT. R. E. Rulemaking 4 Enforcement Division. 80/12/23. iSfipp. 
07344; 260. 


P. Operating license stage documents 4 correspondence 


6012020793 Forwards seismic gual if ications of auslllary feedwater sys 
in operating PNRs 4 describes program NRC is undertaking 
to review capability of operating PURs to remove decay 
heat following earthquake. 

EISENHUT, D. 0. Division of Licensing. 00/10/21. 4pp, 


6012160090 Ltr to operating plant licensees. OL applicants 4 CP holders. 
Forwards NUREG-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation in 49 days that 
End 1 Implementation dates will be met. 

EISENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


6012040128 Forwards Oct 1960 revision to SEP review of safe shutdown 
sys for facility 4 NRC positions re review. Eva lust ion will 
be basic input to integrated safety assessment far unit, 
CRUTCHFIELD. D. Operating Reactors Branch 9. 60/11/03. I04pp. 

07190; 320. 


6012110414 Confirms 601117-19 meeting at site to observe site ipodflc 
features of facility re SEP structural, elec tr leal 4 topical 
reviews. Open Items 4 request for addl info end. 

CRUTCHFIELD. D. Operating Reactors Branch 9. BO/U/10. i3pp. 

07224: 179. 


6012060/49 Forwards NRC evaluations of SEP Topics 1 1 1-t. VI-7. A. 3. 
VI-7. Bi VI-7. F. VI-10. A. VI 1-1. A 4 Vn-2. Assessments compare 
facility w/criterla used for new OLs. 

CRUTCHFIELD. 0. Operating Reactors Branch 9. 80/11/18. 114pp, 

07186:266. 


6012820S63 Ltr to all power reactor licensees forwarding NURE0-0619i 
"BUR Feedwater Noixle 4 Control Rod Drive Return Line 
Notde Cracking." Confirmation that implementation dates 
will be met must be sent within 4S days. H/o and. 

EieENHUT. D. 0. Division of Licensing. 60/11/13. Ip. 


8012120417 Forwards evaluation of SEP Topic VI-7. C. 1. "Independence of 
Redundant Qnslte Power Sources." Requests that NRC be 
Informed within 30 days of receipt of ltr if as-built 
facility differs from licensing basis assumed In assessment. 
CRUTCHFIELD. D. Operating Reactors Branch S. 80/11/18. IBpp. 

07227: 274. 


6012020106 Confirms 001124 meeting in Jackson. HI to discuss regional 
evaluation of regulatory performance at facilities. 

KEPPLER.J, 0, Region 3. Chicago. Office of the Director. 80/11/19. 
tp. 07148:399. 


8012110440 Forwards safety evaluation re extreme meteorological 
conditions 4 severe weather phenomena in facility site area. 

Also forwards TX Tech Univ rept on wind 4 tornado 
loadings. U/o TX Tech rept. 

CRUTCHFIELD. D, Bystematic Evaluation Program Branch. 60/11/21. 
7pp. 07229: 297. 


8018010138 Forwards proposed Tech Spec changes in response to NRC 
790606 request re undervoltage protection requirements. 

Changes da not constitute unrevltwed safety question. 

HOFFMAN, D.P. Consumers Power Co. 80/11/24. Ip. 07097:320. 


"8012010160 Proposed Tech Spec changes in response to NRC 790606 request 
re undervoltage protection requirements, Changes consist of 
Uniting conditions for operation 4 setting limits for 
preferred relays. 

DEWITT.R.B. Consumers Power Co. 80/11/24. 4pp. 07097:321. 


6012010286 Forwards request for Tech Spec changes re containment spray 
Initiation time. 

HOFFMAN.D.P. Consumers Power Co. 00/11/84. Ip. 07097:300. 


—6012010267 Application for Tech Spec changes to License DPR-20 re 
containment seray initiation time. 

DEWITT.R.B. Consumers Power Co. 80/11/24. 3pp. 07097:301. 


80)2020479 Discusses NRC a0i024 orders for mod of environ qual if ication 
of safety -related electrical equipment. Advises that mod far 
facilities Is governed by SEP Topic ni-)2, All safety- 
related electrical equipment shall be qualified by G20630. 

VINCENIiR. A Consumers Power Co, 80/11/26, 2pp. 07141:299. 


8012030702 Forwards description of proposed niods to auxiliary feedwater 
sys 4 implementation schedule. Mods will reduce potential for 
water hammer during auxiliary feedwater operation 4 assure 
sufficient flow to steam generators. 

HOFFMAN.D.P. Consumers Power Co. 60/12/01, 9pp. 07149:226. 


6012080394 Forwards proposed changes to Tech Specs.Section 6.0 for 
administrative c on tro Is. Changes reflect or gani za t lonal 
changes. c lari fy existing requirements 4 brings Tech Specs 
into closor agreement u/tbose of other nuclear plants. 
HOFFMAN.D.P, Consumers Power Co. 00/12/03. 2pp. 07109:834. 


--6012080397 Proposed changes to Tech Specs.Section 6.0 for 
administrative controls. 

a Copsumers Power Co. 80/12/03. i3pp. 07169:236. 


6012060460 Forwards application to amend Tech Specs. revls Ing limiting 
conditions for operation 4 setting limits for undervoltage 
protection relays. 

HOFFMAN.D.P, Consumers Power Co. 60/12/03. Ip. 07109:870. 


—0012060464 Application to amend Tech Specs . Bee t Ions 3.16,3.17,4. 1.2 4 
4, 7. 1. b< revls ing limiting conditions for operation 4 setting 
limits for undervoltage relays. 

e Copsumers Power Co. 80/18/03. 3pp- 07169:871. 


0012060925 Forwards "Containment Bldg Tendon End Anchorage Concrete 
Ourvei 1 lance. " list of plants w/stmilar conf Iguratl ont, 1 1st 
of rotating equipment 4 17 oversize drawings per 0O’tll7-19 
site meetings. Drawings on aperture cards in PDR. 

KUEMIN. J. L, Consumers Power Co, 80/12/04, 2pp, 06906:003. 


--6012000589 "Containment Bldg; Tendon End Anchorage Concrete 
Survo 1 1 lance. " 

MlNKOHSKl.H. 0. 1 PVSHECKi B. N. Bechtel Associates Professional Oorp. 
73/09/30. 19app. 06506; 003, 


0012220465 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/ravlsed Agreement State burial site cond 1 tlons. Forwards 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director. 
00/12/04. 2pp. 


--6018820506 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facltlttas 
have been expanded at 377. of reactors surveyed w/7t7. 
planning or considering increasing storage capacity. 

BANOART. R.L. Effluent Treatment Systems Branch. 60/11/06, 8pp. 


6012240496 Forwards comments on util concerns expressed in 601020 ltr. 
Revision 2 of loss of offsite power - survey status rept 
adequately addresses comments raised for facility. 

CRUTCHFIELDi 0. Operating Reactors Branch S. 60/12/04. 4pp. 

07324; 106, 


6012170453 Forwards complete list of rotating equipment in plant spent 
fuel pool area to replace previous submittal. 

KUEMIN.J.L. Consumers Power Co. 80/12/09. 3pp. 0726?;a43. 


6012240409 Notification of 601216 meeting w/SEP ouners group in 
Bathssda.HD for discussions on SEP program, schedule for 
license topic completion 4 assignment of lead topics to 
plants. 

RVSSELL. N. T, Systematic Evaluation Program Branch. 80/12/16. 2pp. 


8012830205 Forwards request to change facility Tech Specs. in direct 
response to NRC 600702 ltr requesting submission of license 
amend application to incorporate specs addressing actions 
taken in responsa to items from T(il-8 lessons learned. 

HOFFMAN.D.P. Consumers Power Co, 80/12/18. 2pp. 07317:039. 


— 8019830809 Request for Tech Spec change in direct response to NRC 
800702 ltr requesting submission of license amend 
application to incorporate specs addressing actions taken in 
response to Category A Items from TMl-8 lessons learned. 
DEWITT.R.B, Consumers Power Co, 00/12/18. 9pp. 07317:041. 


6012300499 Forwards reiponss to NUflEO-0737. "Clarification of TMI 
Action Plan Requirements. " 

HOFFMAN.D.P, Consumers Power Co. 00/12/19. 300pp. 07054:071. 
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DOCKETED ITEMS 


Q !ni|>#=tion r«pcrt.s. IE BoHetins 4^ corre tpon<l er>e« 


H. PBrlotfle operating reports related eorrespontfeneo 


0012170537 Foryards IE Info Notice aO-37, "Containment Cooler Leaks t< 
Reactor Cavity Flooding at Indian Point Unit 2," Wo written 

KEPPLERiJ. 0? Region 3. CJiicagOi Office of tho Director. BO/lO/24, 
Ip. 07260:124. 


0012160425 Forwards monthly operating rapt for Nov 1^8® 

. _ _ .. — on y 1 tjyrtst in. \j/> 




— 0012160426 Monthly operating rept for 

SODTKEiP.J. Consumers Power Co, 00/12/08. 


4pp. 


07234: 141. 


0012310426 Forwards IE Insp Rept 50-255/80-10 on 000901-1003. No 


none o.'npl lance noted. 
HEISHMAHtR.F. Region 3. 
Branch. 80/11/04. 2pp. 


Ch icagoi Reactor Operations Nuclear 8i>ppor t 
07370: 200. 


-0012310433 IE Insp Rept 50-255/60-10 on S00901-1003. No noncemp I lance 
noted. Major areas ins pected ; operationa I saf e ty. «a int. 
lurvaillaneo. facility changes t procedures. 

JQRGENSOM. B. L. . HELLER. J. K. . PSSCHSL, J. M. Region 3. Chicago. 
Office of the Dt rector, 60/tO/31, 9pp. 07370:202. 


8011250069 Responds to IE Bulletin 79-18. "Aud lb i 1 i ty Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas." Survey/test will be conducted upon completion of 
repairs to evacuation alarm sys, „„„ 

FROST. S. B. Consumers Power Co. 00/11/07. Ip. 07060:209. 


8012020743 Forwards threa Performance Appraisal Branch insp repts t< 
Bigt evaluation tree u/user guide so that facility can 
compare program to program already reviewed t mate 
appropriate adjustments M/o encl. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 00/ll/lB. 
4pp. 

3012040674 Forwards IE Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 

KEPPLCfi. d. 0. Region 3. Chicagor Office of the Director. 00/11/21. 
2pp, 07169:079 


8012090044 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response regoired. 

KEPPLER. J.O. Region 3. Chicago. Ofrite of the Director. 00/11/24. 
3pp. 07102:193 


8012190262 Forwards new security badge numbers t; e I earanc e leve Is for 
Region 3 personnel. Changes should be entered on Sept 1980 

KEPPLER. J. 0 Region 3. Chicago, Office of the Director, 00/11/25. 
6pp. 07202: 130. 

0012170561 Forwards IE Info Notice 00-39, Supp I 1. "Broken Studs on 
Tarry Turbine Steam Inlet Flange. " No written response 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 60/11/26. 
3pp. 07264:137. 

8012310202 Responds to IE Bulletin 80-23 re failure of solenoid valves 
isfg by Valcor Engineering Corp.No Valcor solenoid valves in 
use or storage at site. o na< 

HOFFMAN. D P. Consumers Power Co. 80/11/26, ip. 07369:201. 


8012220701 Responds to IE Bulletin 79-010 re environ qualification of 
Class IE electrical equ Ipment . Ut I ! enrolled in SEP 
Electrical equipment qualification submittals sent to HRC on 
801007.30 6 31. .or 

HOFFUfAN, D. P. Consumers Power Co. 60/12/01. Ip. 07293:123. 


8012220270 Informs that V Stello t B Jergenion uill be available for 
deposition on dates suggested in 801112 notice. 00 Keppler 
uill not be made available absent showing of eieeptlcnal 
circumstances. ... 

BURNS. S, 0. Rulemaking 4; Enforcement Division. 80/12/02, Ip. 
07306: 220. 


12220287 Provides status of prehearing matters per 000229 order, 
ipp 1 l.oental responses to CPC second round of 
terrogatories filed on 80:1107. CPC representatives will be 
posed In Jan 1901, „ 

nWS.S. 0. Rulemaking t Enforcement Division. 00/12/02. 2pp. 
306 : 230. 


2290226 Confirms 801211 conversation re CPC deposition of NRC 
.ersonnel, B Jorgensen deposition will take place on 810113. 

JO Happier on 810114 & V Stello on BlOiiS. in CovertiMl, 

Olen Ellyn. IL 6 Bethesda. MD, respect ively. 

BURNS. 8,0. Rulemaking L Enf ore B.nen t Division. 80/12/19, 2pp. 
07345:041. 


1:012290243 Responds to NRC 001125 request for Info re inservlce insp 
program for prestressed concrete containment struc bores. Info 
discusses containment tendon surveillance program. 

FR03Ti8.R Consumers Power Co. 00/12/23. 2pp. 07345:143. 


S. Reportable occurrences, LERs «. related ‘orreipondence 

8012020580 Forwards corrected App C, "Calculations 

Effects as Results of Hypothetical Accident W/CV-3030 Open, 
to 800920 LER 80 - 021 , Revl s i on 1 . Corrected Apps E 6 F asso 

HOFFMAN. D.P. Consumers Power Co. 00/11/24. 17pp. 07141.276. 

8012010334 Forwards LER ,, n9a41-29B 

HOFFMAN. D.P. Consumers Power Co. 00/11/25. Ip. 07091.2 • 

--80180I0392 LER 8O-043/01T-0: on 801 106 . measured 

containment penetration 14 eiceeded Tech Spec limit. Cause 
under evat ua t Ion. Chec k valve «. butterfly valve seat 

a Copsuttieri Power Co, 00/11/25. Ip- 07091.299. 


0012300406 Forwards LER 80-044/03L-0. 

FROST, S.R. Consumers Power Co. 90/12/23. 


Ip, 07359:357. 


—6012300410 LER 0 O-O 44 /O 3 L-O: on 001 125, c losure head 

head flange of letdown heat e.changer found corroded. Caused 
by contact w/borated water leaking from flange due ” 

improper assembly of ^ losure head. Damaged studs rep laced. 


ye TA 


DOCKET 50-259 BROWNS F6RRV NUCLEAR PO'/ER 

F. Security, medical, emergency 6 fire f — 


8012040009 Notification of 901202 meeting **“ 

discuss replication tests for f re 07169:290. 




0012000835 Notification of 001121 meeting w/utll in Bethesda.MD to 
discuss util position on central emergency response etr I. 
plans for emergency mgt. 




•rn. 41*3 4 


8012090709 Advises that util has instituted interim procedures to 
handle conversion of release rates to emergency 
classifications for State of AL.as discussed in 601027 


meeting w/NRC fc util 001105 Itr to State a* AL 






8012300648 Requests comments by 010115 re plans to install prompt 
notification sys within S-mlle emergency planning rone. Util 
assessments on fission product releases are consistent u/ 
info presented at NRC 601110 meeting 






P, Operating license stage documents & correspondence 


8012160050 Ltr to operating plant llcenseesiOL applicants S. CP holders. 
Forwards NUR6C-0737 re TMI action plan requirements. Roques tt 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 




8012220350 Ltr to all CP b OL holders for BWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by CE. Applicable to all license applications it 
proposed amends. Inc lud ing core reloads. 

EISENHUT. D. 0. Division of Licensing. 00/11/04. 4pp. 


8012220563 Ltr to all power reactor licensees forwarding NURE0-0619i 
"BUR Feedwater Noiile k. Control Rod Drive Return Line 
Noiile Cracking." Confirmation that implementation dates 
will be mat must be sent within 45 days. W/o end, 

EIBENWUIT, D. 0. Division of Licensing. 80/11/13. Ip. 


8011250423 Forwards partial response to NRC 800700 request for info re 
tantaln.iiant purging b venting syt.Addl Info to complete 
response will be submitted by 010401. Drawings availahla In 
Central FI les. aperture cards in FDR. 

MILL8.1..H. Tennessee Ualley Authority. 00/11/19. 21pp. 07063:332. 



DOCKETED ITEMS 


B6 


8012090231 Forward* proposed c^ange to util repfc TVA-TR73-1 rt QA 
program at ref in App DiSection 0.4 of PSAR. 

HtUS.L.H. Tennestee Valleg Authority. 00/12/01. 2pp. 07201:191. 


6012160633 Forwards NRC review of fish Impingement data collected at 
facllttv from 9ept 1976 - Aug 1979i In response to util 
request to terminate study as required by ETB. Request should 
be granted. 

BALLARDi R. L, Environmental Engineering Branch. 80/12/02. 33pp. 

07261: 296. 


8012230910 Forwards Amends 63i 59 & 33 to Licenses 0PR-33( DPR-S2 (t 
DPR-68< reipec tlvelyi safety evaluation ti notice of Issuance 
6 aval labl 1 1 ty. 

IPPOLirOi T. A. Operating Reactors Branch 2. 00/12/02. 2pp. 

07316; 247. 


—8012230513 Amends 63,99 t< 39 to Licenses DPR-33, DPR-52 be DPR-68. 
respactivelyi Chang Ing Tech Specs to resolve autiliary 
elaetricat tyi ambiguities in Section 3.9. 

IPPOLlTO, T. A. Operating Reactors Branch 1. 00/12/02. ilpp. 

07316:249. 


—8012230519 Safety evaluation supporting Amends 63,59 tt 39 to Licenses 
OPR-33, OPR-92 6 DPR-60, respec t ive ly. 

a Office of Nuclear Reactor Regulation, Director. 0O/i2/O2. Spp. 
07316: 283. 


—6012230523 Notice of Issuance h availability of Amends 63,59 ti 35 to 
Licenses DPR-33, OPR -52 «< DPR-68, respectively. 

IPPOLITO, T. A. Operating Reactors Branch 1. SO/12/02. 2pp. 

07316: 268. 


8012190627 Forwards list of applications for Tech Spec changes, fees 
paid, feet due (• basts for each fie determination. Requeets 
rtmlssien of feet due. 

OIOOS, R.N. License Fee Management Branch. 80/12/03. 2pp. 

07273; 293. 


6012090344 Responds to NRC 800924 request for Info re reactor 
protfctlcn eys power supplies. Commits to install Class IE 
sys It provides schedule for completion of mods (< for 
submission of design info 6 proposed Tech Specs. 

HILLS. L.K. Tennessee Valley Authority. 60/12/04. 2pp. 07199:349. 


8012220485 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform tteensee* of need to comply 
w/revlesd Agreement State burial site cond t tions. Forward* 
rasults of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director, 

SO/12/04. 2pp. 


—8012220506 Forwards tabulation & suinmary of IE survey on low level 
waste et 51 reactor*. Lnw level waste storage facilities 
have bean ixpandid at 37X of reactors surveyed w/71V! 
planning or conildsrlng Increasing storage capacity. 

BANOART, R. L. Effluent Treatment 8y*tem* Branch. 80/11/06. Bpp. 


8012300713 Forward* Amends 64 &: 60 to Licenses OPR-33 it DPR-52, 
respectively, safety evaluation 1: notice of issuance & 
availability. 

IPPOLITO, T, A. Operating Reactors Branch 2. 80/12/10. 2pp, 

07360: 009. 


—0012300716 Amend* 64 1< 60 to License* DPR-33 (t DPR-92, rtspee tively, 
allowing facility operation w/standby coolant supply 
capability inoperable for period not to exceed 10 days. 

IPPOLITO. T. A. Operating Reactors Branch 2. 80/12/10. 16pp. 

07360:011, 


—6012300721 6af*ty evaluation supporting Amends 64 li 60 to License* 
0PR-3a k DPR-921 respectively. 

e Office of Nuclear Reactor Ragulatlon. Director. 80/12/10. Spp, 
07360: 029. 


—6012300724 Notice of Issuance t: availability of Amtndi 64 S* 60 to 
Llcaness DPR-33 1. DPR-92, ratpeetively. 

IPPOLITO. T. A. Operating Raaetor* Branch 2. 60/12/10. 2pp. 

07360; 032. 


80122302S7 Forwards brief summary of planned mode to BUR scram sys.in 
responsa to NRC 801001 Itr, Addl info regarding 
Implementation schedule will be provided by 810201. 

NILLS.UH. Tennessee Valley Authority. 80/12/19. 3pp. 07314:018. 


8012240269 Responds to 801203 Itr re final fee determination for 
facility Tech Spec change*. Fee determination for Changei TS 
193. TS 143 t< TS 148 not contested, Disagreements 
w/determlnatton for T8 149 1. T8 191 discussed In encT. 

KILLS, L.N. Tennessee Valley Authority. 80/12/17. 2pp. 07324:337. 


8012300289 Advises that In Jan 1931 util will provide addl info ra 
reacto.' bldg crane to aisist NRC review of generic subj of 
moving heavy loads near fuel. Pending resolut ion. con tinued 
caution will be exercised. 

MILLa,L.)1. Tennessee Valley Authority. 00/12/22, ip. 07349:339, 


8012290237 Forwards response to clarification items In NRC SOiOSi Itr 
re post-TMI requirements. Enc I contains list of ECC8 outages 
for past 9 yri & training program requirement* for shift 
technical advisors. 

MILLS. L, 11 Tennessee Valley Authority. 80/12/23, lOOpp. 

07338: 327. 


Q012300296 Request* extension of concurrent cycle start date from 
800101 to 800701. 

mills. L.M. Tennessee Valley Authority. 80/12/24. 2pp. 07308:001. 


Q. Inspection reports. IE Bulletins S: correspondence 


8012190201 Forwards IE Info Notice 60-37, "Containment Cooler Leals it 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY, J, P, Region 2. Atlanta, Office of the Director. 80/10/24. 
Ip. 07240: 279. 


8012170004 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valve* Mfg by Valcor Engineering Corp. " No specific action 
or response required. 

O'REILLY, J. P. Region 2- Atlanta, Office of the Director. 80/10/31. 
Ip. 07264:132. 


8012230030 Forwards IE Circular 80-23, "Potential Defects in Deloit 
Power Syt Emergency Oenerators. " No written response 
required, 

0 'REILLY, J. P, Region 2- Atlanta, Office of the Director, 60/10/31. 
Ip. 07311:214, 


6012110066 Requests assessment & corrective action* talen re control 
room celling constructed w/apparently flammable tllet within 
20 day*. 

TEOESCO, R.L Assistant Director for Licensing. 00/11/04. 3pp, 
07223; 139. 


8012110007 Forwards IE Bulletin 00-21, "Valvi YoVet Supplied by Malcolm 
Foundry Co, Inc. Written response required. 

O'REILLY, d.P. Region 2, Atlanta, Office of the Director. 80/11/06. 
Ip. 07229; 100, 


8012180220 Forwards IE Imp ReptS 50-299/80-38,50-260/80-32 k 
90-296/80-32 on 001014-19. No nonconp I lance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch. 80/11/06. 2pp. 03792:019, 


—8012180223 IE Insp Rept* 50-259/00-38,50-260/60-32 (< 50-296/80-32 on 
801014-13, No noncompllanci noted. Haior area* inspected: 
settling of structural backfill under RHR tve water tunnels, 
LENAMAN, J, J, Region 2, Atlanta, Office of the Director. 

COLO.N, T. E. Region 2, Atlanta, Reactor Construction i Engineering 
Support Qranch. 80/11/09. 3pp. 03792:021. 


8012030837 Forward* IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur 1 t a t Ion " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/07. 
Ip. 07190:089. 


0012100095 Forwards IE Insp Rapt* 50-299/80-37, 50-260/60-31, 
90-296/00-31 k 90-327/00-40 on 0OIOO6-O7.Nq noncompl lance 
noted. 

KENNAiU. B. Region 2, Atlanta, Safeguard* Branch. 80/11/07, 2pp. 
03791; 173. 


—8012180069 IE Insp Rept* 90-259/80-37,90-260/60-31,90-296/80-31 «i 
90-327/00-40 on 801006-07, No noncompl lance noted. Major arees 
Inspec ted : unescorted eccss* cleerancts k intrusion of plant 
protected area.Detells withheld (rtf i0CFR2.790). 

TOBIN.U. J, Region 2, Atlanta, Office of the Director. MCOUIFE.O, 
Region 2, Atlanta, Safeguerds Breneh. 80/11/06. ip. 03791:179. 


8012080276 Forward* IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Bstse Unit 1." No 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/10. 
ip. 07182:289. 


8012080773 Forward* monthly statu* rept for Nov 1960 rt work performed 
per IF Bulletin 79-14, "Seismic Analysts for As-Bullt 
Safety-Related Piping Sys." Drawing conf Igura tlon, pipe 
support k floor 4: wall penetration insp* included. 

MILLS, L.M. Tennessee Valley Authority. 80/11/10. 29pp. 


07168:008. 
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DOCKETED ITEMS 


8012<540143 ForiuaTtf* IE Bullatln fl0-23i '‘Failures of Solenoid 
Mfg bg ValeoT Engineering Corp. " R8<lulres estinata of 
isanpouer aasoelated u/correctlve actions. 

O'REII-Uy.J.P Region 2. Atlanta. Office of the Director, 
ip. 07l59i0i6. 


Valves 

HO/ll/U. 


— B0l2l«?0492 Responds to NRC 600913 Ur re viol lo"* 

Repts 50-259/60-26, SO-EtO/eO-ai fr. 50-296/80-22. Disputes 
finding of noneompllanca. -«,rto/na aon 
MILLS, L.M. Tenneesee Valley Authority. 80/09/04. 3PP' 
07287:041 


8012020339 Atl receipt of 801105 Itr informing NRC of steps taken to 
correct vlo.lattoni noted in IE Insp Repts 50-259/60-34, 

50-260/80-27 & 50-296/80-28. 

LENlSrS.'C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. BO/11/20, Ip. 07143:126. 


—0012020345 Responds to NRC 801009 Itr re violations noted In IE Insp 
Reptf 50-259/80-34.30-260/80-27 fc 50-296/80-29. Cor r eet ive 
aetionstadfliinistTatlve instructions modified to ensure fire 
uatch assigned to vital area Issued tey card for ate***- 
MILLS. L.K. Tennessee Valley Authority. 80/ 11/05. 2pp. 

07143: 127 


— 8012030348 Forwards IE Insp Repts 50-259/80-34,50-260/80-27 t< 
50-296/00-28 on 900801-31 4 notices of violation U 

deviation , e . -_4. 
UENISiR.C. Region 2, Atlarita, Reactor Operations Nuclear Support 
Branch. 80/10/09. 2pp. 07143:129. 


--8012190499 Forwards IE Insp Repts 50-239/00-20,50-260/80-21 4 

50-296/00-22 on 900601-30 4 notice of violation. Suonort 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 


—8012190504 Notice 
s Region 2, At 
07287:046. 


of violation from insp 
anta. Office of the D1 


on 000601-30. 

'ector. 80/08/15. Ip- 


--6012190512 IE Insp Repts 50-259/80-26, 50-260/60-21 4 50-296/00 22 
800601-30. Noncomp 1 lance no ted: fal lure to ****,®"'’k 


Sefore returning to sve. 


2 pressure sensor after malnt 4 sha 

SOLLIVAM. R. F. , CHASE. J. W, Region 2. Atlanta, Office of the 
Director. DANCE,H.C. Region 2, Atlanta 
Nuclear Support Branch. 00/00/15. 6pp. 


Reactor Operations 
07207: 047. 


Periodic operating reports 4 related correspondene 


-8012030394 Notice of violation from insp on 800801-31. 

* Region 2. Atlanta, Office of the Director. 80/10/07. 
07143: V3I. 


Ip- 


-8012020356 Notice Of deviation from insp on 600901-31. 

• Region 2, Atlanta. Office of the Oirector. 00/10/07. Ip. 

07143: 132 

-8012020364 IE Insp Repts 50-259/80-34. 50-260/00-27 k 60-296/00-20 on 
BOOaOI-31.Moneompllance noted: no fire ualeh in cable 
Spreading room w/inoperable carbon dloiide sys 4 failure to 
monitor scram discharge header level ** 4.K. 

SULLIVAN, R, F. , CHASE, J. H. Region 2, Atlanta, O^fl'* “ 

Director. DANCE, H.C. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 80/10/07. 9pp. 07143:133. 


8012160317 Forwards monthly operating repts for 

ABERCRQMS IE, H Tennessee Valley Authority. 60/12/10. 
07252: 269. 


— 8012160321 Monthly operating repts for Nov 1960. 
THOM, T. Tennessee Valley Authority 00/12/01. 


33pp. 07252:270. 


S. Reportable occurrences, LERs 4 related correspondent# 

0012090410 RQ 50-259/8065: on 001123 reservoir water temp ecceeded 
mac allowable temp. Caused by influence ''*;; “*** J ,, 

upstream. Load on Unit 3 reduced in rour stages to shutdown (< 


water flows increased. 

MILLS, L.H. Tennessee Valley Authority. 


80/12/03. 2pp. 07187:001. 


8012050067 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Leakags Iniiil* Confca innertt. No trrittan reipon»< 

a'HEILLV, J. P. Region 2, Atlanta, Office of the Director, 80/11/21. 
Ip. 07173:225. 


0012080094 Forwards IE Info 
Hydraulic Snubber Fluid. " 
O'REILLV, J.P Region 2- 
ip. 071B2: 197, 


Notice 00-42, "Effect of Radiation on 
No written response required. 

Atlanta, Office of the Director. 00/11/24. 


0012100497 Forwards LERs identified as missing in 801104 memo, Enc I 

LlS!s'rr“Ragion 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch. 80/12/03. Ip. 07216: 098, 


—0012100501 LEfi 00-009 has been 
e Duke Power Co. 60/12/03. 


cancel I ed. 

Ip. 07218; 099, 


— 8012100S06 LER 80-067 has been 
e Duke Power Co. 00/12/03. 


cancelled. 

Ip. 07210: 100. 


3012170359 Forwards IE Info Notice 
Terry Turbine Steam Inlet Flange, 
required. 

a 'REILLY. 0. P. Region 2, Atlanta, 
tp. 07269:022. 


80-29. Suppl 1i "Broken Studs on 
" Ho written response 

Office of the Director. 80/11/26, 


8012220595 Forwards response to IE Bulletin 80-06, "Engineered Safety 
Features (ESF) Reset Controls," Results of supplemental 
drautno review, devices to be tested 4 


drawing 
MILLS, U.tl. 


Tennessee Valley Authority. 00/12/03. 6pp. 07299:226. 


—0012100510 LER 00-062 has been 
e Duke Power Co. 00/12/03. 


cancelled. 

Ip, 07218:101. 


—0012100513 LER 00-051 
a Carolina Power 4 


has been cancelled. 
Light Co, 60/12/03. 


tp. 07218:102. 


9012120466 Forwards LER SO-0B3/O3L-O. 
GREENrH.J Tennessee Valley Authority. 


00/12/05. 


Ip. 07236:022. 


8012310111 Responds to IE Bulletin 00-21, 
Kaleol" Foundry Co, Inc. " No valve parts 
used at facilities. 

NILLS.L.J1. Tennessee Valley Authority. 


“Valve Yokes Supplied by 
cast by foundry 

80/12/05. Ip. 07370:019. 


--8012120477 LER 0O-Oa3/O3L-O: on 001107, HPCI steam line space high temp 
switch TS-73-2E found to trip at 23S Fierceedlng limit. 

Caused by Fenwal Model 17023-6 temp switch drift. Switch 


reca I ibr. 
e Tennessee Valley Authority, 


00/12/05. 2pp. 07236:023. 


8912190466 Act receipt of 801113 Itr 

correct violation noted in IE Insp Repts 50-299/00 28, 
aO-269/80-21 4 50-296/80-22. Conf irms telcon that maint on 
valve util be completed before entering operable fflooe. 

LEWIS,*. C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 00/12/10. Ip. 07237:036. 


-B012190472 Responds to NRC 001027 Ur re violations noted in IE Insp 
Repts 50-259/80-28,30-260/80-21 4 50-296/00-22. Correct Ive 
aetionsr testing of subj pressure switch accomplished as 
soon as 30X automatic bypass interlock 
HIl-LSiL.M. renn«$»tf0 Aothorltg. BO/U/13. 3pp, 

07287: 037# 


-8012190481 Acl receipt of 000904 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-259/80-28, 

50-260/80-21 4 50-296/00-22 More info requested on subj 

O'REILLY, J. P. Region Sr Atlanta, Office of the Director. 

80/10/27. Ip. 07297:040. 


0012120502 Forwards LER B0-0B5/O1T-0. 
GREEN, H.J, Tennessee Valley Authority. 


00/12/05, 


ip. 07236:040. 


— 8012120S06 LER aO-OQS/OlT-O: on 801123, river 
differential temp of less than 5 F. Caused 
Unit 3 load reduced 4 river flow increase 
* Tennessee Valley Authority. 80/12/05. 


temp lowered causing 
by heavy rainfall, 
requested, 
ip. 07236:041. 


>12120510 Forwards LER e0-0a4/03L-O. 
GREEN, H.vl. Tennessee Valley Authority. 


00/12/09. Ip. 07237:046. 


8012120514 LER eO-004/03L-0; on 801 1 12, alternate feeder breaker 1930 
failed to close. Caused by lack of contact between fuse clip 
U breaker fuse 4 dirty auxiliary contacts, Fuse clip adjusted 
(i contacts cleaned. 

* Tennessee Valley Authority. 90/12/09. 2pp. 07237:047. 


12300577 Forwards updated LER SO-065/03L-1. 

GREEN, H.J. Tennessee Valley Authority. 80/12/23. 


ip. 07362:312. 
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— e012300S9a Updated LER 0O-Oi5/O3L-t : on 800080, wind dlraetion IndUatiot, 
at alevation 087 naan saa lavsl uas lost & 7~dau limiting 
condition of operation entered, Caused by noisy 
potentiometer. Instrument reptaeed. 

* Tennessee Valley Authority. 80/12/23. 2pp, 07368:313. 


--8O120BOS9S Amend 58 to License DPR-SS, c6ang Ing Tech Specs to permit 
operation in Cycle 4. 

IPPOLITO, T, A, Operating Reactors Branch 2. 80/11/12. 34pp. 

06586: 003. 


6012300634 Forwards LER e0-076/O3L-l. 

OREENrH.J. Tennessee Valley Authority 00/12/23. ip. 07359:000. 


— 0O18OBO3O1 Safety evaluation supporting Amend 59 to License DPR-sa. 
a Office of Nuclear Reactor Regulation, Director. 60/11/12. 
lipp. 06596:003. 


— 0018300643 LER 0O-O76/O3L-1 : on 801007, dur Ing normal operation, air 
differential temp recorders TDR-90-103 8, TDR-90-104, channel 
A elevation 680 to 737 NSL & channel B elevation 620 to 067 
tiSL failed. Caused by component failure in digital voltmeter, 
e Tennessee Valley Authority, 80/12/23. 2pp. 07359:089. 


9012300429 Forwards LER 0O-O86/O3L-O. 

OREEN,H. V. Tennessee Valley Authority. 80/12/24. Ip. 07349:351. 


8012300432 LER 80-086/03L-0: on 801 129, dur ing scram time testing, control 
rods were moved in conformance u/8I 4. 3. B. 1. a. Qvertravel 
alarm received when control rod 14-11 was fully withdrawn, 
indicating rod uncoup I ed. Cause unknown. Instructions revised. 

« Tennessee Valley Authority. 00/12/84. 2pp. 07349:352. 


8012300615 Forwards LER 80-074 /03L- 1 . 

0REeN,H.J. Tennessee Val ley Authority. 80/18/24. Ip. 07357:326. 


--6012300685 LER 80-074 /03L- 1 ; on 000984, during normal operation, aelsmic 
monitor SHA2 found inoperable. Caused by failure of printed 
wiring board 100935. Assemb ly repaired, functionally tested 
t> returned to svc. 

» Tennessee Valley Authority. 80/12/84. 8pp. 07346:188. 


V. Operator Eiaminations 


801SS90837 Forwards response to clarification items in NRC 801031 1 tr 
re poit-THI requirements. Enc 1 contains list of ECGS outages 
for past 5 yrs (t training program requirements for shift 
technical advisors. 

HILLa,L.K. Tennessee Valley Authority. 00/18/23. 100pp. 


—0012080306 Notice of issuance i. availability of Amend 58 to License 
DPR-S8, 

IPPOLITO, T. A. Operating Reactors Branch 2. 00/11/18. 2pp. 

06586: C03. 


8012220S63 Ltr to all power reactor licensees forwarding NUREO-0619, 
“BMR Feedwater Notile K Control Rod Drive Return Line 
Noitle Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days. If/o end. 

EISENHUT, D. 0. Division of Licensing. 80/11/13. ip. 


8011250423 Forwards partial response to NRC 000708 request for info re 
containment purging it venting sys. Addl info to complete 
response will be submitted by 810401. Drawl ngs available In 
Central Files, aperture cards in PDR. 

httLt8,L.M. Tennessee Valley Authority. 80/11/19. Stpp. 07065:338. 


9018090831 Forwards proposed change to uti 1 rept TVA— TR7S-t re QA 
program as ref in App D, Section 0.4 of FSAR. 

MIUS,L.M. Tennessee Valley Authority. 90/12/01. 2pp. 07201:151. 


8018160633 Forwards NRC review of fish impingement data collected at 
facility from Sept 1976 - Aug 1979, In response to util 
request to terminate study as required by ET8. Request should 
be granted. 

BALLARD, R. L. Environmental Engineering Branch. 60/18/02. 33pp. 

07261 : 856. 


8018230510 Forwards Amends 63,59 U 35 to Licenses DPR-33, 0PR-S8 8 
DPR-60, respec tlvB ly, safety evaluation & notice of issuance 
it avaltabllitg. 

IPPOLITO, T, A Operating Reactors Branch 3. 80/18/02. 2pp. 

07316:847, 


DOCKET 50-860 DROWNS FERRY NUCLEAR POWER STATION. UNIT 8 


F. Security, medical, emergency & fire protection plans 


8012040009 Notification of 801802 meeting w/util In Dethesda.MO to 
discuss fire replication teats for fire protection sys. 

CLARK.R. J. Operating Reactors Branch 8. 80/ll/f9. 3pp. 07169:890. 


8012080835 Notification of 801121 meeting w/utll in Bethesda.KD to 
discuss util position on central emergoncy response ctr it 
plans for emergency mgt. 

8TAHLE, C. Licensing Branch 8, 90/11/19. 6pp. 07175:331. 


8018090209 Advises that util has instituted interim procedures to 
handle conversion of release rates to emergency 
classlf Ications for State of At, as discussed in 801027 
meeting w/NRC it util 801105 ltr to State of AL. 

MILLS, L.H, Tennessee Valley Authority. 80/12/03. Ip. 07800:344, 


0012300648 Requests comments by 810115 re plans to install prompt 
notification sys within 3-mile emergency planning tone. Util 
assessments on fission product releases are consistent w/ 
info presented at NRC 601118 meeting. 

HILLS.L. H. Tennessee Valley Authority. 80/13/84. 8pp. 07308:001. 


P. Operating license stage documents it correspondence 


8018160050 Ltr to operating plant licensees, OL applicants ti CP holders. 
Forwards NUfiEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
Enel 1 implementation dates will be met. 

EISENHUT, D. 0. Division of Licensing. 80/10/31. 7pp. 


8018820358 Ltr to all CP i: OL holders for BWRs re requirement for 
Implementation of OOYN code for licensing basis calculations 
performed by OE. Applicable to all license applications it 
proposed amends, ine lud ing core reloads. 

EI8ENHUT, D. 0. Division of Licensing. 80/11/04, 4pp. 


8018080290 Forwards Amend 58 to License DPR-32, safety evaluation 8 
notice of issuance & ava i lab i 1 ity. 

IPPOLITO, T. A. Operating Reactors Branch 2, 80/11/12. Spp. 

06506:003. 


--0012230515 Amends 63.59 U 35 to Licenses DPR-33i DPR-5a L DPR-69. 
respectively, Chang ing Tech Specs to resolve auxiliary 
electrical sys amb igul t ies in Sec t ion 3. 9. 

IPPOLITO, T. A. Operating Reactors Branch I. 00/18/02. Itpp. 
07316:249. 


—8013230519 Safety evaluation supporting Amends 63, 99 t, 35 to Licenses 
DPR-33. DPR-S2 «, DPR-6a, respectively, 

* Office of Nuclear Reactor Regulation, Director. 80/12/02. Spp. 
07316: 203. 


—8012230523 Notice of issuance t, availability of Amends 63,59 U 35 to 
Licenses DPR~33i OPR-53 & DPR-6S, respec 1 1 vely . 

IPPOLITO, T. A. Operating Reactors Branch 1. 00/12/08. 2pp. 

07316:200. 


8012190687 Forwards list of applications for Tech Spec changes, fees 
paid, fees due & basis for each fee determl nation. Deques ts 
remission of fees due. 

01008. R.H. License Fee Management Branch. 80/12/03. 2pp. 
07273:893, 


8012090344 Responds to NRC 800924 request for info re reactor 
protection sys power supp 1 ies. Coirmlts to install Class IE 
sys 1: provides schedule for completion of mods 6 for 
submission of design Info L proposed Tech Specs. 

HILL0,L.K. Tennessee Valley Authority. 80/12/04. 8pp. 07199:349. 


6018320465 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site condl tions. Forwards 
results of IE survey. 

DENTON, H. R. Office of Nuclear Reoctor Regulation, Director. 
00/12/04, 2pp. 


— 8012280506 Forwards tabulation t, summary of IE survey on low level 
waste at 51 reactors. Lnw level waste storage facilities 
have been expanded at 37S< of reactors surveyed w/7tK 
planning or considering increasing storage capacity. 

BANOARI.R.L. Eff 1 uont Treatment Systems Branch. 80/11/06. 0pp. 


0012300713 Forwards Amends 64 L 60 to Licenses DPR-33 6 DPR-S2i 
respectively, safety evaluation L notice of issuance & 
aval lab 1 1 Ity. 

IPPOLITO, T. A. Operating Reactors Branch 3. 00/18/10, 2pp. 

07360: 009. 
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-B0t230071& Amend! bA b 60 to UJeen&o* DPR-33 DJ»R“52. rwspee t Ivelij . 
Allouitng faciiltg operation u,/»tan<Jbg coolant !ijpplg 
capaijiUty inoperafcle for period not 

IPPOtlTOi T. A. aporatlna Reactora Dranch 2, BOrlS/iO. 

073*0: Oil. 


l*pp. 


6012030337 For ward » IE Info 
Pressure Actuates Safety 
Reactor Depr assur 1 taticn. 
O'REILI.V. J. P. Region 2. 


Notice ao-40. "Eicessive Nitrogen Supply 
Relief Valve Operation to Cause 
'* No written response renuired. 

Atlantai Office of the Director. 


BO/ 1 1/07. 


IP- 


-B012300721 Safety evaluation supporting Amends 64 & *D to Licenses 
DPft“33 t DPR“52i respectively . 

a Office of Nuclear Reactor Regulatlonp Director. QO/12/ 
073*0:027. 


3pp. 


6012180085 Foruiarils IE Insp Repts 50-8S9/80-37i 90-2*0/60“31< 
SO-296/BO-31 k 50-327/30-40 on B01006-07. No noneotnpl lance 

KENNA^M. B. Region 2. Atlanta> Safeguards Branch. 80/11/07. 2pp 
03771: 173, 


B012300724 Notice of issuance ti availability 

Licenses DPIl-33 k DPf 5 - 52 i respec t i ve ly . 
tPPOLlTQi T. A, Operating Reactors Branch 2. 
073*0:032 


of Amends *4 b 60 
BO/12/1Q. 2pp. 


to 


6012230757 Forwards brief luminary of planned mods to EHH ser 
response to NHC 001001 Itr.Addl info ';®S«r'llng 
Inplomontatlon schedule will be provided g 

NILLS.L.Ii rannsssee Vallau Authority. □0/12/15. 3pp. 


am sy Si in 


ion schedule will be providco by Q10201. 
Tennessee Valley Authority. □0/12/15. 3pp. 


07314:010. 


80122402*9 Responds to 601203 I tr re final fee detarnlnotlon for 
facility Tech Epee changes. Fee determination for Changes TB 
lS3i T 8 143 it T 6 140 not contested. Disagreements 

u/d. termination for TB 145 *. TS ‘51 discussed In ener 07324.337 

HILLS.L.M, Tenneasee Valley Authority, 00/12/17. app. 07324.337. 

BOI23002B7 Advises that In Jan I7fll util will 
reactor bldg crane to assist NRC review of 

moving heavy loads near fuel, Pending resolution, continued 
KlL^B!’L.M."‘Tenn»*,ee‘5atuy Authority. 90/12/22. ip, 07347:335. 

□0122903.37 Forward* response to ip^ECCS^uta,^*'^^* ^ 

re post-THl reduirementi, Enel contains list of ECC 8 outag 
for past S yrs fe training program reRuiremonts tor shift 

M1LLSfL^V*^^i^ne^see Valley Authority 80/12/23, lOOpp. 

07a3a'.327, 


0018300276 Rei;osst* a» tens ion 
000101 to Q00701. 

HlLLStL. II. Tennessee Valley 


of concurrent cycle start date 
Authority. 00/ 18/24. 2p p ■ 


from 

0730B: DOl. 


0 Inspection reporti. IE Dul I eUns^i^c orrespondente 


□012180201 Forwards IE Info Notice 
Reactor Cavity Flooding At Indian 
response renutred. 

O'REILLV. J. P. Region 2. Atlanta. 


00-37. 

Point 

Of f Ice 


‘'Containment Cooler Leals *1 
Unit 2. " No written 

of the Director. 00/10/24. 


Ip 


8012170004 Forwards IE 
Valves Mfg by Valcor 
or response renuirod. 
O'REILLV. J.P Raglan 
If 


Info Notice 80“39> 
Eng inear i ng Corp. " 

2. Atlanta. Office 


"Malfunction of Solenoid 
Mo. spec If ic action 

of the Director. BO/IO/Bl. 


—8012100067 IE tnap Repts 50-857/00-37.50-260/80-31(90-296/0 

50-327/00-40 on 001006-07. No noncomp 1 lance notad. Major area* 
Inspected; unescorted access <= *'’ = •* ‘*** 

protacted ar ea. Deta 1 I a withhold tref I0CFR2. 790). MrouiRE. D. 

TOBIHiU. J; Region 2. Atlanta. Office of the Olraetor. MC 


OBAinn 9. AtlAntAa 


Mb 


.«L«> h 


an/I f /Ci*» 


na77 i : 17S. 


001206027* Forward* IE 
in Decay Heat Removal 
retpopia required. 
O'REILLV, J. P, Region 
ip, 07188:265. 


Info Notice 80-41. "Failure of Bulng Check Valve 
Sy* at Davis Bess* Unit 1. “ No 

2, Atlanta. Office of the Director. BO/ll/i®- 


80120807/3 Forwards mont 
per IF. Bulletin 79-14, 
Safety-Re lated Piping 
support it floor b wall 
MILLS. L.ri. Tennessee 


hly status rept for Nov 1980 r* wort 
"Belsmic Analysis for As-Built 
Sy*. " Drawing configuration. pipe 
penetration Insps included. 

Valley Authority. 80/1 1/IO, 29pp. 


performed 


07138: 000. 


S012040143 Forwards IE Bulletin 00-23. "Failures of Solenoid 
Mfg by Valcor Engineering Corp." fieguires estimate of 
manpower associated w/eorrectiv* actions. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
nTiSR'O**. 


Valves 

80/11/14. 


0012020339 Act receipt of B01105 1 tr 

correct violations notad in IF Insp Repts 50 299/80 34 

Ll»!s?R®r"^R!:gio;^ 8 t’'A?ranta, Reactor Operation. Nuclear. Support 
Branch. 00/11/20. Ip. 07143:12*. 


Bfll2020345 Responds to NRC 601009 Ur re vioUtlonj noted in IE Insf 
R«tfsO-257/6S-34%0-260/80-27 6 SO-27A/0O-a3. Corrective 
aUUntfadmiMstratlve Instruction, modified o ensure fire 
watch assigned to vital area issued key ®‘*g**' 

MILLS, L.M. Tennessee Valley Authority. 80/11/09. app. 


-8012020349 Forwards IE Insp 2*** ^^'^^^vlolati ^ 
S0-a7*/a0~2a on eooeoi-si L notices of violation L 

Resirn 3. Atlanta, Reactor Operation. Nuclear Support 
Branch. 80/10/07. 2pp. 07143:129. 




rL"7<J'4. I'll 


ip* 


6018230030 Forward* IE Circular 80-23, "Potential Defects in Delolt 
P^er iys BmerS.ncy Oenerators. " No written response 

S'SeRLV;J.P. Regions. Atlanta, Office of the Director. 80/10/31. 

Ip- 

□0121100*6 Reguests assessfnent i ' ® * lY* ** J } j j“y 1 th ^ 

roam celling constructed w/apparently flammable tiles wisn. 

TWeSCan.L. Assistant Director for Licensing. BD/11/04, Opp. 


6012110907 Forwar 
Foundry Co, Inc. 
O'REILLY, d P 


ds IE Bulletin 80-21. "Valve 
" Written response renuirad. 
Region 2. Atlanta, Qfflet of 


IP 


Yokes Buppl lad 
the Director. 


by Malcolm 

ao/i 1/06, 


1012180280 Forward* IE Imp Repts 

* .nglnaerlng 

Kort Branch 00/11/06. 2pp. 03 792:019, 

0018160223 IE Insp Repts 50-299/00-38,90-2*0/80-32 ** 

^ 

Support Branch. 80/11/05. 3pp- 03792.021. 


—8012020356 Notice of deviation 
* Region 2, Atlanta, Office 
07143: 132. 


from insp on 800801—31. 

of the Director. 80/10/07. Ip. 


5012020364 IE Insp Ropts 50-257/80-34,90-260/00-27 b 90-276/00-28 on 

^s^LWAN:rr,^cHA6Errti''^"R:Siir2,‘ MiSnUriffu. of th. 

DUector, DANCE. H.C, Sesl"? 2 , Atlanta, Reactor Operations 


12050067 Forwards IE Bulletin 00- 
Water Leakage Inside Containment, 
required. _ , . , , , 

O'REILLV, V. P. Region 2. Atlanta. 


ntt Ti. 


24. "Prevention of Damage 
" No written response 

Office of the Director. 


Due to 

QO/il/31. 


8012080P04 Forwards IE Info 
Hydraulic Snubber Fluid " 
O'REILLY. J. P. Region 2, 
Ip. 07102:137, 


Notice 80-42, "Effect 
No written response r 
Atlanta. Office of th# 


of Radiation on 

equirid. 

Director. 00/11/84. 


8012170357 Forwards IE Info 
Tarry Turbine Steam Inlet 
required, 

O'REILIY, J. P. Region 2. 


Notice BO-29, Buppl 1, "Broken Studs on 
Flange." No written response 

Atlanta. Office of th* Director. 60/11/86. 



DOCKETED ITEMS 


59 


a012l3i}089 Aeli receipt of SOltfO Itr informing NRC of steps telien to 
correct violetloni noted in tE Insp Rept 50-260/Q0-29. 

MURPHV^C.E. Region 2i Ati 4 nto> Reactor Construction L Engineering 
Support Branch. 00/11/20. Ip. 03791:176. 


"0012180097 Responds to WRC 001017 Itr re violations noted in IE Insp 
Rept SO-260/00-20. Correct ive ac t ions : pr el iminarg It final 
llguid penetrant examinations performed. 
iitLLS.L. K. Tennessee Valleg Authorltg. 80/11/10. 3pp. 

03791: 177. 


—0012100099 Foruards IE Insp Rept SO-260/00-28 on 000916-22 U notice of 
violation. 

KURPKVtC.E. Region 2> Atlanta> Reactor Construction 6 Engineering 
Support Brehch. 80/10/17. 2pp. 03791: 100. 


"8Ot2t0OlO9 Notice of violation from insp on 000916-22. 

» Region 2< Atlantai Office of the Director, 00/10/14, Ip. 
03791: 102. 


—8012100112 IE Insp Rept SO-260/00-20 on 800916-22. Noncomp 1 lance noted: 
lnade((uate liquid penetrant esamlnation. 

OIRARD. E. H. Region 2. Atlantai Office of the Director. HEROTi A. R. 
Region 2i Atlantai Reactor Construction 6 Engineering Support 
Branch. 60/10/14. 6 pp. 03791:163. 


6012220S99 Forwards response to IE Bulletin 8 O-O 61 "Engineered Safetg 
Features (ESF) Reset Controls." Results of supplemental 
drawing reviewi devices to be tested U testing schedule end. 

MILLS. L.M. Tennessee Valleg Authorltg. 00/12/03. 6 pp. 07299:226. 


8012310111 Responds to IE Bulletin 0O-2ii "Valve Yokes Supplied bg 
Malcolm Foundrg Co. inc. " No valve parts cast bg foundrg 
used at facilities. 

MILIS. L. M. Tennessee Valleg Authorltg. BO/12/05. Ip. 07370:019. 


8012190466 Ac k receipt of 801113 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-259/00-20. 

50-260/80-21 «i 50-296/00-22, Confirms telcon that malnt on 
valve wilt be completed before entering operable mode. 

LEUISi R. C. Region 2> Atlanta. Reactor Operations Nuclear Support 
Branch. 80/12/10. Ip. 07207:036. 


—8012190472 Responds to NRC 001027 Itr re violations noted in IE Insp 
Repts 50-259/00-28.90-260/00-21 6 90-296/80-22. Corrective 
actions: testing of subd pressure switch accomplished as 
toon as 307. automatic bgpass interlock cleared. 

HILLSiL.M. Tennessee Valleg Authorltg. 00/11/13. 3pp. 

07287: 037. 


—8012190481 Ack receipt of 800904 Itr informing NRC of steps taken to 
.correct violation noted In IE Insp Repts 90-259/80-28. 

90-260/80-21 U 50-296/80-22. More info requested on subj 
pressure switch. 

Q 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

80/10/27. ip, 07287:040, 


—8012190492 Responds to NRC 800819 Itr re violations noted in IE Insp 
Repts 50-299/80-28,90-260/80-21 6 90-296/80-22, Disputes 
finding of noncompliance. 

MILLS, L.M. Tennessee Valleg Authorltg, 00/09/04, 3pp. 

07287; 041, 


—8012190499 Forwards IE Insp Repts 50-259/00-20,50-260/00-21 (, 
80-296/00-22 on 000601-30 «< notice of violation. 

LEUI0, R. C. Region 2. Atlanta. Reactor aperations Nuclear Support 
Branch. 00/08/15. 2pp. 07287:044. 


— 8012190904 Notice of violation from Insp on 000601-30. 

» Region 2. Atlanta. Office of the Director. 80/00/15. Ip. 
07287; 046, 


—0012190512 IB Insp Repts 50-259/00-28,50-260/80-21 i 50-296/80-22 on 
800601-30. Nohcomp 1 tance noted : fa 1 lure to test Control Valve 
2 pressure sensor after malnt 4i before returning to svc. 

SULLIVAN, R. F. , CHASE, J. M. Region 2, Atlanta, Office of the 
Director. DANCE. H.C. Region 2, Atlanta. Reactor Operations 
Nuclear Support Branch. 00/08/15. 6 pp. 07207:047. 


R. Periodic operating reports 6 related correspondence 


8012160317 Forwards monthlg operating repts for Nov i960. 
ABERCROMBIE. H. Tennessee Valleg Authorltg. 00/12/10. ip. 
07252:269. 


—8012160321 Monthlg operating repts for Nov 1900. 

THDM.T. Tennessee Valleg Authorltg. 00/12/01. 33pp. 07252:270. 


S. Reportable occurrences. LERs i. related correspondence 


6012030999 RO 30-260/80-47: on 601 107. chlorine residual reached 0.49 
mg/1 exceeding max allowable of 0. OS mg/1. Caused bg failure 
of main condenser cooling water pumps to provide adequate 
dilution. Chlorination stopped. Procedures revised. 

MILLS, L, M. Tennessee Valleg Authorltg. 80/11/26. 4pp. 07151:165. 


8012020418 Forwards LER ao-048/03L-0, 

OREENi H, J. Tennessee Valleg Authorltg. BO/U/28. ip, 07148:300. 


— 80120?*0421 LER eO-O40/O3L-O: on 601031. drgue 1 1 pressure transmitter 
2-PT-64-67 found not qualified for radiation environ 
fallowing LOCA. Caused bg transmitter GEHAC model 556 not 
qualified to meet environ cond 1 1 Ions. Transmi tter replaced. 

• Tennessee Valleg Authorltg. 80/11/28. 2pp. 07148:301. 


8012100523 Forwards LER 0O-O49/O3L-O. 

OOEENiH. J. Tennessee Valleg Authorltg. 80/12/03. Ip. 07210:119. 


"8012100934 LER aO-049/03L-0: on 801104, while In cold shutdown, total 
leakage found to erceed allowable rate. Caused bg 
deterioration of valve seats. Valves repaired h tested. 

• Tennessee Valleg Authorltg. 00/12/03. 4pp. 07210:120. 


8012170958 Forwards LER a0-092/03L-0. 

GREEN. H.J. Tennessee Valleg Authorltg. 00/12/12. ip. 07264:134. 


--8012170585 LER 0O-O52/O3L-O: on 001115, scram discharge vol tank 3-galion 
level alarm switch 2-L8-8S-49F found stuck i inoperable. 

Caused bg stuck Robert Shaw Model 8L-305-EI-X switch float. 

Switch backflushed. 

* Tennessee Valleg Authorltg. 00/12/12. 3pp. 07264:139. 


S012170642 Forwards LER 80-050/03L-0. 

OREENiH.J. Tennessee Valleg Authorltg. 00/12/12. tp. 07264:332. 


—8012170647 LER 80-050/03L-0: on 001 1 19. Inlertned la te range monitors B, D Ss 
H did not respond during Initial startup. creating less than 
allowable number of operable instrument channels In trip sgs 
B. Caused bg open time wire RO 114 a/u cab les. Cab les repaired 
» Tennessee Valleg Authorltg. 00/12/12. 2pp. 07264:333. 


8012220495 Forwards LER eo-09l/03L-0, 

OREENiH.J. Tennessee Valleg Authorltg. 00/12/12. Ip. 07300:336. 


— 8012220460 LER 0O-O91/O3L-O; on 001 121, reac tor water level switch 
2-LI8-3-96C switch 4 found inoperable at proper setpoint. 
Caused bg dlrtg switch con tec t s. Con tae ts cleaned 6 chocked 
at proper setpoint. 

» Tennessee Valleg Authoritg, 80/12/12. 2pp, 07308:337. 


8012300914 Forwards LER 80-054/03L-0. 

OREENiH.J. Tennessee Val leg Author 1 tg, 80/12/23. Ip. 07360:340. 


— 8012300920 LER 80-094/03L-0: on 801004, refuel interlocks switch 2 jammed 
in overtravel pos 1 tlon. rendering switch inoperable h 
allowing movement toward core in startup mode. Caused bg 
switch operating arm rotating 180 degrees. 

« Tsnnassee Valleg Authorltg. 80/12/22, 2pp. 07360:341. 


V. Operator Examinations 


8019290237 Forwards response to clarification Item* in NRC 001031 Itr 
re post-TMI requirements. Enc 1 contains list of ECCS outages 
for past 9 grs (t training program requirements far shift 
technical advisors. 

MILLS, L.M. Tennessee Valleg Authoritg. 00/12/23. 100pp. 


DOCKET 90-261 H. B. ROBINSON PLANT, U.NIT 2 


F. Securitg. medical, emergeneg 4: fire protection plans 


8012080790 Informs of interim iOCFRSO, 48 suspending completion dates 
for prevlouslg approved fire protection mod*. Revised 
IOCFRSO. 46 will contain schedules for completion of all 
protection mods, 

EtSENHUr, D. 0 . Division of Licensing. 00/11/17. 5pp. 07196:161. 

8012000035 Notification of 601i2l meeting w/utll In Dethesda.KO to 
discuss util position on central emergeneg response ctr St 
plans for emergeneg mgt. 

STAHLE.C. Licensing Branch 2, 00/11/19. 6 pp, 07179:331. 
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a01209&ta9 Forwards draffc Mnal rapt. •Penatrat ion Seal *. *' h v Sopthuool 
Evllutuon i^dtcatoo protlaa. e « ‘ ‘ 

received t< results arvily i«d. ut 1 1 uU 1 foruard plan 

u/correctiva action. ro eo/t2/05 iP 07246: IBl. 

yTI-Elf.E.E. Carolina Pouer & Light Co, BO/ii/ua- >P 

P. Qparating license stage 

01)12080753 Forwards leUo^ic (lual i f Icat ions of au i i I iary feeduater sys 
in operating PWRs 6 destTibes program KRC is ^"****1** ‘ ® 
to revlert eapabilitg of operating Pl^fls to remove decay 

heat following earthquake. nn/inyrt 4 «o 

EISEIIH'JT. D. 0. Division o-f Licensing. 0&ylO/21. opp. 

8018160050 Ltr to operating plant ^ ' ®'^***®" ^Ogoues ts *'°^*^**^* 

Forwards MI.<RE0-0737 re TMt action plan ‘ ^^'J*"** ■ 

■operating reactor licensee confirmation In 4S days that 
End 1 inpUmentation dates will be 

ElSEHHyT. 0 0. Division of Licensing. B0/iO731. 7pp. 

0013880563 Ltr to all power reactor licensees forwarding NUREO-0619. 
"Hlffl Feedwater NoJile i Control Rod Drive Return >-1')* 

Nsiile Cracking." Confirmation that implementation dates 
will be met must be sent within 45 

ElSE^WiiT# D. 0. Division aP LiCBnslrj. aO/ll/io. y- 

8012020643 Forwards SWR owners group design 0 

scram discharge sys. Criteria viewed as ‘ 

requlre.-sint of providing assurance of reliable 6 safe 

S^TErL'd^b'’' cl^olina Power t Light Co. BO/H/24. 4pp. 07148:013. 

001217069+ Hotifl.s that util 791 107 response re 

iniection during surveillance testing resolves item for 

operating Reactors Branch 2. 80/11/26. 8 pp. 07869:207. 

8012030679 Forwards proposed change to Tech Specs, requesting mod of 
spent fuel pool for increased spent fuel storage 6 
fuel storage eepansion r ep t. des cr ib i ng mads 6 supporting 
safety analyses, Class 4 amend fee end. 2 07151:280. 

UTLEVi E. E. Carolina Power t Light Co. Huyiw/ui. «pp. 

— 8012030691 Proposed Tech Specs 5,4 ^^ent fuel *^“ 01*592 

. Yankee Atomic Electric Co. 80/12/01. 2pp. 07131.282. 

—8012030684 "HB Robinson Unit 2 Spent Fuel Storage Eipansion Rept, “ 
supporting proposed Tech Specs changes. rtoini 0H4 

* Yankee Atomic Electric Co. 80/12/01. 69pp. 07151.284. 

8012050275 Appl ication for amend of License DPR-23. changing Tech Specs 

3 , 16 6 4. 17 re dedicated shutdown sys. fi-mi-mm 

UTLgY.E, E. Carolina Power U Light Co. SO/12/02 2pp. 

— 8012050278 Proposed changes to Tech Specs 3, 16 6 4. 17 re dedicated 
:'’“Ja?dinrPow.r 6 Light Co. 80/12/02, 6pp. 07171:205. 

3012090479 Requests revision to Tech Sp ecs r e f 1 ee t ing ^J*"*** ** 
additions to plant as result of NRC required fire protection 
lui Pr r^viaiona encl. /q-*e«.i. 

UTLEVfE.E Carolina Power St Li^ht Co SO/12/03. Spp- 

— 8012080482 Proposed revisions to Tech Specs reflecting 

additions to plant as result of NRC required fire protection 

Carolina Power 6 Light Co. 80/12/03. lOpp- 07194.347. 

8012090405 Application to amend License DPR-23 Requests Tech Spec 
change re operability requirements for heal tracing 

UTLEY.E.E. 0470.1163 Power 6 Light Co. 80/12/03, 2pp. 07207. 133. 


0012220485 Responds to 800911 memo requesting J^at Qfc of 
Reactor Regulation inform licensees of t 2Er!ards 

u^evised Agreement State burial site cond it ions. Forward 

Nucuar Reactor Regulation, Director. 

80/12/04. 2pp. 

—8012220506 Forwards tabulation U ^ *adl Ities^'*'*’ 

uaste at 51 reactors. Lou level waste storage 
havrb.en e.panded at 37X of reactors 

planning or considering increasing 1/06. Hpp- 

8AUOART,R.L, Effluent Treatment Systems Branch. BO/iwv 

9012160464 Advises of delay in completion 

qualification 0 # installed safety valve P®** 

sys Planned environ qualification now scheduled for 

completion in third I"*’'''*'', *• ao/ 12 /lO 2pp. 07263:131. 

UTLEY.E.E. Carolina Power b Light Co. 0O/l2/iu. pp 

8012190402 Forwards Amend 53 to License DPR-23, safety evaluation 

notice of Issuance b availability. bq/is/10 2pp. 07206:214. 

VARGA, S. A. Operating Reactors Branch 1. 00/12/10. PP 

-8012190403 Amend 53 to License DPR- 23 . increasing mini low-low 
generator water level reactor trip point from 54 to 14A 
of narrow range instrument icale. om/iavio 4 bd 

VAROA,S, A. Operating Reactors Branch 1. 60/12/10. Pp. 

07286:316 

0012190411 Safety evaluation supporting Amend 53 to *2pp. 

1 Office of Nuclear Reactor Regulation, Director. 80/12/10. -PP. 

07286:221. 

—8012190412 Notice of issuance i availability of Amend S3 to 

VAR0A*8, Operating Reactors Branch 1. 80/12/10. 2pp. 

07286: 223. 

B012230472 Forwards commitments for completion of 

UTLEYf E. E Carolina Power U Light Co. kh 

8012300671 Forwards util responses to HRC 800301 1“**^^®?® 

‘cTariflcatlon of 790927 Ltr to Licensees re Demonstration 
of Operability of Purge b Vent Valves" b Al I is-Cbalmeri 

tist rept which provides ‘''^®a0/12/24f'”a6pp. 07359:245. 

iJTLEYi E E. Carolina Po’i»er St Light Co ao/l2/«*+ PP 

0 . Inspection reports. IE 8*»‘ I® 

8012090201 Forwards IE Insp Rept, 50-323/80-39,50-324/00-36 b 

/so-27 on 000904. No noncofnp 1 1 one e noteo. - - . 

I?QHR,J P. Reylorl Atlanta, Fuel Facility b Materials Safety 
Branch. 00/10/21. 2pp. 07202:264. 

-8012090210 IE Insp Rept 50-325/80-39.50-324/00-36 b 50-261/80-27 qn 
800904, No noncompliance no ted. Ka jor areas ‘"‘P®**® ' . 

circumstances surrounding erroneously recorded personnel 

wSay’^”; OIBSON.A.F. Region 2, Atlanta, Office of the Director. 
BO/tO/ai. 5pp. 07202:266. 

8012090222 Forwards IE Insp Rept 50-261/00-25 on 000922-26. No 

LEWirR*c“"'ReSioo'^2. Atlanta, Reactor Operations Nuclear Support 
Larch.' 00/10/21, 2pp. 07202:290. 

—8012090228 IE Insp Rept 50-261/80-25 on 800922-26. No noncomp llane e 
noted. Major areas inspec ted : correc t ive action on previous 
deviations, QA program annual revio'j b personnel 

BELISLe!q*a'"' Region^, Atlanta. Office of the Director. 

UPRIGHT, C. li. ReLon 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/10/15. 5pp. 07202:292. 


—8012090409 Proposed revision to Tech Spec Page 3.3-4 re operability 
requirements for heat tracing channels. ... 

• Carolina Power b Light Co. 80/12/03. ip. 07207.135. 

eO12tD’0450 Forwards revised Page li correcting error on proposed 
Tech Specs sutraltted as license amend for radiological 
effluent on 601110, /vmn 

UTLEY.E.E. Carolina Power b Light Co. 80/12/03 2pp. 07219:030. 

012100495 Informs NRC that util will attempt to meet 020630 deadline 
re qualification of safety-r« lated eloetrical equ i pmen t , in 
response to NfiC 001024 orders. —mo ono 

UTLEY.E.E Carolina Pouer b Light Co.. 80/12/04, 2pp. 07216:309, 


8012150190 Forwards IE Info Notice 80-37, "Containment Cooler Leaks b 
Reactorcavurplooding At Indian Point Unit 2." No written 

O^REILuL J*p"**'RLi0T' 2' Atlanta. Office of the Director. 80/10/24. 
Ip. 07240:207. 

9012160027 Forwards IE Info Notico 00-30, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY, J. P. ^Region 2. Atlanta, Office of the Director. 00/10/30. 
ip. 03790: 104. 
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8012170705 Forwards IE Info Notice 80-39< "Malfunction of Solenoid 
Valve* Mfg bi; Valcor Engineering Corp. " No written responte 
reitulred, 

0 'RElULYi J. P. Region 2. AtUnkOi Office of the Director. 00/10/31. 
Ip. 07264: 122. 


0012230015 Forwards IE Circular 80-23, "Potential Defects in Delolt 
Power Sgs Emergency Generators.'’ No written response 
required. 

□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/31. 
ip, 07311:244, 


0012110767 Forwards IE aoUetin 80-21, "Valve Yoke* Supplied bg Malcolm 
Foundrg Co, Jnc. " Written response required. 

0 'RE ILL V, V. P. Region 2, Atlanta, Office of the Director. 80/11/06. 
ip. 07223:191; 


8012030837 Forwards IE Info Notice 80-40, "Eicessive Nitrogen Supptg 
Pressure Actuates 8afetg Relief Valve Operation to Cause 
Reactor Depresiur 1 ta t ion " No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/07. 
Ip. 07150: 147. 


9012080316 Forwards IE Info Notice 80-41, "Failure of Swing Check 
Valve in Decag Heat Removal Sgs at Davis Qesse Unit 1, " No 
response required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 80/11/10. 
Ip. 07102:294. 


8012180032 Forwards IE Insp Ropt 50-261/80-29 on 801014-17. No 
noneompl lance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/11/10. 2pp. 03791:167. 


'8012180039 IE Insp Rapt 50-261/80-29 on 001014-17. No noneompl lance 
noted. Major areas inspected: IE bulletins L reactor 
operations. 

HARDIN, A. K. Region 2, Atlanta, Office of the Director. 

KELLOOO, P.J. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/11/10. 4pp. 03791:169. 


B0120401S7 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp." Requires estimate of 
manpower associated u/correctlve actions. 

Q 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/11/14. 
Ip. 07180:071. 


8012040468 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required, Reques ts info an manpower etpended, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 
Ip. 07163:354. 


8012150099 Ack receipt of 801030 Ur responding to IE Bulletin 79-OtB, 
Suppl 2, "Environ Qualification of Class IE Equipment." 

MURPHY.C.E. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch. 00/11/21. Ip. 07240:351. 


8012310239 Forwards IE Insp Rept 50-261/00-32 on 001020-24. No 
noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/21. 2pp. 07370:045. 


'8012310242 IE Insp Rept 30-261/80-32 on 801020-24.No noncomp I lance 
noted. Major areas Inspee ted : res tart, cr It leal 1 tg It icro-power 
physics tests, 

BURNETT, P.T. Region 2, Atlanta, Office of the Director. 

QUICK, O.R. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/21. 6pp. 07370:047. 


8012030621 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J. F. Region 2, Atlanta, Office of the Director. 80/11/24. 
Ip, 07174:111. 


8012110127 Ack receipt of 801119 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-261/80-26. 
hURPHYiC. E. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch, 80/11/23. Ip. 07223:329. 


-8012110133 Responds to NRC 801027 Ur re violations noted in IE Insp 
Rept 50-261/80-26, Correct! ve ac t ions; permits describing 
locations were posted &' personnel required to review const 
procedure*. 

STARKEY, R.O. Carolina Power «; Light Co. 80/11/19. Spp. 

07223:330. 


--0012110137 Forward! IE Insp Rept 50-261/80-26 on 000929-1002 fc notice 
of violation, 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction (< Engineering 
Support Branch. eO/10/27 2pp. 07223:333. 


■0012110141 Notice of violation from insp on 800929-1002. 

« Region 2, Atlanta. Office of the Director. 80/10/24. 2pp. 
07223: 337. 


— 8012110144 IE Insp Rept 50-261/00-26 on 800929-1002. Noneompl lance 
noted: inadequate storage of fire protection equipment t, 
components L failure to follow fire prevention welding 
procedures. 

KILLER, W. H Region 2, Atlanta, Office of the Director, 

CQHLON, T. E. Region 2, Atlanta, Reactor Construction 4; Engineering 
Support Branch. 00/10/24. 7pp. 07223:339. 


6012170496 Forwards IE Info Notice B0-29>Suppl t> "Broken St'UdS on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/26. 
Ip. 07268: 070. 


8012100163 Ack receipt of 601112 Ur inforning NRC of steps taken to 
correct ‘.’lolatlons noted in IE Insp Rept 50-261/80-24. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch. GO/ll/26. Ip. 03791:353. 


— 8017180163 Responds to NBC 601016 Ur re violations noted in IE tnsp 
Rept 50-261/60-24. Correc fcive ac tlons: addendum to procedure 
issued to provide criteria for dimensional tolerances rc 
pipe 4 support clearances 

STARKEY, R.B. Carolina Power 4 Light Co. 80/11/12. 2pp. 
03791:3.34, 


— 0012100103 Forwards IE Insp Rept 50-261/60-24 on 600908-11 4 notice of 
violation. 

HURPHY,C,E. Region 2, Atlanta. Office of the Director. 00/10/16. 
2pp. 03791 : 336. 


— 80121B01B9 Notice of violation from insp on 800900-11. 

« Region 2, Atlanta, Office of the Director. 00/10/10. Ip. 
03791:338. 


'0012160194 IE Insp Rept 50-261/00-24 on 800908-1 1. Noneompl ianct noted: 
procedure for pipe stress review 4 analysis had no ref of 
acceptance criteria on dimensional tolerances for safety- 
related supports. 

KODENOS, L Region 2, Atlanta, Office of the Director. HERDT, A. R. 
Region 3, Atlanta, Reactor Construction 4 Engineering Support 
Branch, 80/10/10. 4pp. 03791: 359. 


6012030338 Confir.mi commitments re steam generator insp program. Objects 
to proposal that operation should not be resumed until eddy 
current examinations have been found acceptable by NRC. 

UTLEY, E.E. Carolina Power 4 Light Co. 80/12/02. 3pp. 07175:060. 


8012160242 Forwards IE tnsp Rept 50-261/60-34 on 601027-30. No 
noncg.mp 1 lance noted. 

KENNA, W. B. Region 2, Atlanta, Safeguards Branch. 60/12/03. ip. 
07252:236, 


•8012160286 IE Insp Rept 50-261/00-34 on 801027-30. No noneompl lance 
noted. Major areas inspee ted : secur i ty organitation tt 
protected 4 vital area barr i ers. Be tai i s withheld (ref 
10CFR2. 790), 

HOWELL, J.C., MCGUIRE. D.R Region 2, Atlanta, Office of the 
Director. 80/12/02. ip. 07252: 237. 


0012310194 Submits supplemental response to IE Bulletin 80-18, "Maint 
of Adequate Min Flow Thru Centritugal Charging Pumps 
Following Secondary Side High Energy Line Rupture " Required 
testing will be completed by 801219. 

FURR,B.J. Carolina Power 4 Light Co. 80/12/04. 2pp. 07369:170. 


6012310396 Responds to IE Bulletin 60-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc." No active safet'j-related valve* at 
facility ba/e yokes ,mfg by Malcolm Foundry Co, Inc. 

FURR,B. J. Carol ina Power 4 Light Co. 80/12/00. Ip. 07369:223. 


0012310404 Responds to IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." No solenoid valves or valve 
parts mfg by Valcor Engineering Corp are In use at facility. 

FURR.B.J. Carolina Power 4 Light Co. 80/12/00 Ip. 07369:224. 


R. Periodic operating reports 4 related correspondence 


8012160434 Forwards monthly operating rept for Nov 1980. 

STARKEY, R.B. Carolina Power 4 Light Co, 00/12/09, !p, 07254:168. 


— 8012160433 Monthly operating rept for Nov 1900. 

WATFORD, M. L. Carolina Power 4 Light Co. 60/12/01, Spp. 
07234: 169. 
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S. RsucrtahU otcurrencas. LERs i 


a0»20504a2 Forward* revised ^ c!.^' ’ 00/ lZ/02 

STARKER. P.B. Carolina Pouer i Lisht Co. 0O/lZ/o*i. 


Ip. 07173: 308. 


-B0180?0«9 Revised LER 6^-084/017- 1 : on 301014, con tainmontp.r sonn.l 

airlocii opened s Imu 1 tanaoos Iq on two ^ ^ 

reaovlr.^ ?^erlocl* fro« *vc for raint, Vendor Inspected 

alrlocV* fe retor, mended ‘'"P fc Co 00/12/02 2PP 
STARtlEV. S. B, Carolina Power i Ulght Co. 00/12/0 - PP 

07173: 303. 


80120R0457 F.oruards LER 00-027/017-0, 

STARKEV, R. D Carolina Power i t-lght Co 


00/12/05. Ip. 07203:057. 


relaij coll resoltins In confcinooos reactor trip signal. Relay 

STARKEV, R 0- Carolina Power t Light Co. 00/12/05. 2pp. 
07203: 053, 


3012150222 Forwards LER 30-023/017-0. 

STARREV, R. 8 Carolina Power * Llgh . Co. 


00/12/11. IP- 07240; 123. 


-fiOiatS022R LER 80-023/0 1 T-0; on 801127 prieiary sys I salt was discovered. 
CaileMg failure of carbon steel padlng gland studs from 
b:rn acn corrosion due to erroneous In. ta Hat 1 an of carbon 

steel studs to replace ‘ ‘^''an/is/u 3pp. 

STARKEVpfl. B- Carolina Power ^ Light Co. aO/j^ i • PP 

07SAO: 129. 


8012300411 Forwards LER BO-029/0 I T-0_ 
STARREViR. 3. Carolina Power I Ligni 


Co 30/12/24, Ip. 07359:334. 


-8012300415 LER a 0 - 029 / 01 t- 0 ;^on 601212 , leal calculated to te between B 
to Ifa gpn developed in HHR pump suction 

RHR- 7 S 0 . Caused by normal ‘-”^.!'co'‘"^ 80 /l 2/24 2 pp'. 

STASKEV, R D. Carolina Power U Light Co. 80/12/24. pp 

07359 : 355 . 

DQCKE 7 S 3-263 HONTICELLQ NUCLEAR QENERA 71 N 0 P LAN T 

F”seIurUy 7 'raeduIir'emergency_t 

0012020063 Discusses planned mods to emergency "“*‘^‘^^ 1 “'' * 

Vp. 0 ?lAe: 343 . 

Fflrwaril's > 1 RC cofniTients on energfff^cy subnifcted by 0 OOB 21 

i""! commitments re,uired e'”’'"" 

Onsite emergency preparedness '"■“T-leer tcCFRSO 

revised to address comments per ^ , 7 pp, 

1 PP 0 LIT 0 , 7 , A Operating Reactors Branch 2 . BO/li/iv, i rpp 

07227 : 257 . 

0012010351 Acs, reciept of NPC 801119 Itr eon.-me nt i ng on upgraded 

plans will be forwarded by BO/ 11/25 Ip 07090:043. 

haver. L.O Harthern States Power Co. 80/11/2=. ip 

3012000353 Releases public version ^ 

from Areas Hear Idonticello Nuclear '"9 ^ 1 * 2/01 Ip 

FEUTOH, J. 11 . Division of Rules and Records, 80 / 12 / 01 . ip 

06596 : 003 . 

—8012030349 Forwards public version, Revi s ion 1 to "Evacuation Time 
estimates IT o^n Ar.as Hoar Ilonti cello Nuclaar Genera ting 

MAYeR;L O, Northern States Power Co. 00 / 08 / 25 , Ip. 06586 : 003 . 

-8012080364 Revision 1 to "Evacuation Time Estimates fron Areas Near 
Honticello Nuclear Generating Plant. nnm 

" fjirtherr States Power Co. 80 / 03 / 31 . IGpp. 06596 : 003 . 

O. Adjudicatory correspondence 

8012290129 Retuests preparation of appropriate & required 

findings re ASLAB 801124 nemorandu,^ & order converting 

IhApUIiTk* °Ofnce‘'il"tre"’E«ecutlve Legal Director, 80 / 12 / 02 , apP- 
07308 : 001 , 


P. Operating license stage docum.nts_i_correspondenc» 

operating reactor licensee confirmation in 45 days 
Enel 1 Implementation dates will 

ElSEtlHUT, D, 0. Division of Licensing. 00/10/31. 


7pp. 


8012220358 Ltr to all CP ^ OL holders U^piUt uSs''" 

;:^J::;e51i”SE”:ppUcaSre%:°:n Hcense application, . 
proposed amends, including cor* 4pp. 

EISENHJT. 0. G. Division of Licensing. 00/11/04, epp 

8012220563 Ltr to aU power reactor licensee* forwarding NUREO-061'f. 
"IwrFtedwrterNoiile t: Control Rod Drive dltes 

Noiile Craebing." Confirmation that implementation 
will be met must be sent within 

EISEUHUT.O.O, Division of Licensing. 30/11/13. ip 

6012220485 Responds to 800911 memo to‘’«S5l'j"^ N«laar 

Reactor Regulation inform LJ on^Forwards 

w/revlsBd Agree.ment State burial site cond itlons. Porwar 

DErTOtLKR.'^ffin'of Nuclear Reac tor • Regu I a 1 1 on, Director. 

80/12/04. 2pp 

--8012220506 Forwards tabulation 4. summary of IE 

..^rrat MreactorsLow level waste storage facilities 
h^rb^n L^rnded at 37-/. of reactors -^veyed w 7 4 

fanning or t"® ^em^Brancr 80 / 1 1 / 06 . 8pp. 

BANOART.R. L, Effluent Treatment Systems Branch. 

Category A Tech Spec 'Ranges, , 07314:069. 

* Northern States Power Co, ao/l 2 /ia, ip 

8012230235 Forwards “PP* ‘ cr'"'80/12/l2"*%p^” 07314:072. 

f^/^YERf L. 0. Northern Btates Poi/er Co. 

A «,c 1 iretv^B DPR-sa authoriiing ch«njif 

position indication, „ r,^ Bn/12/12 300. 07314:073. 

MAYEH.L. 0. Northern States Power Co, 80/12/iz.. wpp. 

-B012230289 Revised Tech Specs for TMI Lessons Category A rt 

* Northern States Power Co. ao/lg/iz. lapp 

ma 1 averogo p lanar i inear ne „ 07362: 303. 

* Northern States Power Co, 30/12/22. p. 

6012300598 Forwards request to amend License DPR-22 fc supporting 
S^‘S““Northern States power CO. 00/12/22. Ip, 07346:195. 

-8012300605 Request to amend License DPfi-22 Co » « J*"'' 

average planar linear heat-generation rate limit* for one 

„. 07 =, 

-8012300611 Proposed revision to Tech Spec 

.rai average planar linear heat-generation rate limits for 
one fuel type to cover exposures during Cycle 6- 
a Mortbern States Power Co, 80/12/22. 4pp. 07346:197. 

-3012300613 Addenda 1 to NEDO-24050. "LOCA Analysis Rept for Hontlcelle 

.on ,. Bo.iom,. 

07346; 199. 

0. Inspection reports, IE Bui leCins^/^correspondence 

8012170644 Forwards IE Info Notice 80-37, "Containment Cooler Leaks fc 
Raoctor Cavity Flooding at Indian Point Unit 2. No written 

^EPPLER^T‘'‘S:9leP 3' Chicago, Office of the Director. 00/10/24. 

Ip. 07264: 192. 

6012020767 Forwards IE Insp Rept 50-263/60-10 on 000902-30. No 

HE^ShIian^R^F* 'fieglon 3, Chicago, Reactor Operation* Nuclear Support 
Branch. 80/10/30. 2p p. 07145: 204. 
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— B013020793 IE Insp Rept 50-263/00-10 on 800902-30, No none Ofnp U anc e 
noted. Major areas i ntpec bed : rout ine operat lons> tops 6 
recordSibuMebinsicircularS'LERsiKouselteBpIns ^ radiation 
protec ti on, 

aR0!.'.M. C. H. p MADIBONp A L. p LITTUEpI/ 5 Region 3, Chicago. Office of 
the Director, BO/10/29, 5pp. 07145:266 


8012040633 Forward* IE Bulletin 00-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment, " No written response 
required, 

KEPPLER. J.O. Region 3. Chicago. Office of the Director, 00/11/21, 
2pp. 07165:330. 


8012080070 Forwards IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

KEPPLER. J.O, Region 3. Chicago. Office of the Director, 00/11/24. 
2pp. 07182:223. 


6012180010 Responds to IE Bulletin 80-23 re Valcor solenoid valves In 
safety-related functions No valves used. 

OlLnERTS. D, E. Northern States Power Co. 80/11/25. Ip. 03791:165. 


8012190870 Forwards new security badge numbers i clearance levels for 
Region 3 p ers onns 1 . Ch ang as should be entered on Sept 1980 
access lists. 

KEPPLER. J. 0, Region 3. Chicago. Office of the Director. BO/ll/25. 
6pp. 07286:020. 


6012170531 Forwards IE Info Notice 00-29. Supp I 1. "Sroken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 80/11/26. 
2pp. 07268:132. 


8012220182 Responds to Item I of IE Bulletin 80-21. "Valve Votes 
Supplied by Malcolm Foundry Co. Inc, " No active valves are 
used at facility. 

01LBERT8. D. E, Northern States Power Co. 80/12/05. Ip. 07303:242. 


6012190310 Forwards third bimonthly status rept on IE Bulletin 79-0111 
re environ qualification of Class IE equipment. 

HAYES. D. W. Region 3. Chicago. Reactor Construction fc Engineering 
Support Branch. 80/12/09. 2pp. 


R. Periodic operating reports t: related correspondence 


6012150049 Forwards monthly operating rept for Nov 1980. 

MAV6R.L. 0. Northern States Power Co. 80/12/11. Ip. 07237:246. 


■8012150051 Monthly operating rept for Nov 1980. 

HYRABO. A. L. Northern States Power Co, 00/12/11, 4pp, 07237:247. 


3. Reportable occurrences. LERs 4- related correspondence 


8012020476 Suppls 801112 Itr re failure of recirculation pump discharge 
bypass valve motor. Event not repor tab le. Motor failure could 
not have resulted In reduced LPCI flow. 

SHAMLA.U.A. Northern States Power Co. 00/11/24, Ip. 07143:337. 


DOCKET 50-265 QUAD-CITIEB STATION. UNIT 2 


F. Security, medical, emergency fire protection plans 


0012040010 Forwards Interim 10CFR50, 40 suspending completion dates for 
fire protection mods. effective upon 601029 publication in 
45FR71569. Role will be superseded by revised rule when 
effective. 

EISENHUT. D. 0. Division of Licensing, 80/11/07. 5pp. 07162:003, 


0012020167 Discusses planned mods to emergency notification sys 4< 
health physics network, NRC will pay for Installation of 
output jacks to provide capability for adding one-way 
speakers. N/o enc 1 health physics network manual. 

KEPPLER. J.O, Region 3, Chicago. Office of the Director, 00/11/19. 

2pp. 


60121S0S76 Resubmits security plan revisions. In response to NRC 600910 
ti 1119 Itrs. Plan withheld from public disclosure (ref 
10CFR2.790). M/o end. 

ABEL. J. 8 Commenuealth Edison Co. 80/12/06. Ip. 


0. Adjudicatory correspondence 


0012170669 Forwards Director's decision under i0CFR2. 206 4 FR notice 
denying S01024 petition to shut down fac i 1 i t ies. pend ing 
installation of required scram discharge vo 1 monitoring 
equtp.nent, 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
00/11/26, Ip 


--B01217067B Director's decision under 10CFR2. 206. deny ing Pollution 4. 
Environ Problems. Inc 801024 petition to shut down 
f act 1 i 1 1 es . p end i ng installation of required scram discharge 
VO 1 monitoring equipment. 

DENTON, H.R. Office of Nuclear Reactoi Regulation. Director. 
00/11/26, 7pp 


--8O12170693 Notice of issuance of Director's decision under i0CFR2. 206. 
denying Pollution 4, Environ Problems 601024 petition 
CASE. E. G, Office of Nuclear Reactor Regulation. DtrBCto.r. 

60/11/26 2pp. 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings. 

» Citiiens for Safe Energy. 80/18/11. 2pp. 


H. Oeneral correspondence 


6012290396 Requests that cracked core spray injection piping be 
packaged 4: sent to EG4<G Idaho. Inc 

KEPPLER. J.O, Region 3, Chicago, Office of the Director, 60/12/05. 
2pp, 07345:350, 


P. Operating license stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees. OL applicants (. CP hoiders. 
Forwards NUnEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
Enel 1 implementation dates will be met 
EISENHJT. D. 0. Division of Licensing. 80/10/31, 7pp. 


8012220358 Ltr to all CP 4 OL holders for BUS* re requirement for 
Imp lamentation of ODVN code for licensing basis ca 1 cola ti one 
performed by OE. App 1 1 cab I e to all license applications & 
proposed amends, including core reloads. 

EI6ENHUT, D. 0. Division of Ltconsirg. 80/11/04. 4pp. 


8012010483 Forwards evaluation of NED0-242S9. "Generic Info tor 
Barrier Fuel Demonstration Bundle Licensing." including addl 
info transmitted In 800911 Ur Rept serves as acceptable 
ref providing generic description of program, 

TEOESCQ.R.L, Assistant Director for Licensing. 00/11/12. 8pp. 
07096: 236. 


--0018010469 Topical rept evaluation of NEDO-24259, "Generic Info for 
Barrier Fuel Domonstration Bundle Licensing." Rept 
acceptab le. 

•s Core Performance Branch 80/10/31. 6pp, 07090:238 


8012080089 Forwards Amends 50.59 4 54 to Licenses DPn-19. DPR-89 4. 
DPR-30. respectively, safety evaluation 4 notice of issuance 
4c aval lab 1 1 i ty. 

IPPOLITO. T, A. Operating Reactors Branch 2. 00/11/12. 2pp 

07180:352. 


■8012080095 Amend* 50,59 4 54 to Licenses DPR-19.DPR-29 4 DPfi-ao, 
respec t i vel y. estab I ishing mac average planar linear heat 
generation rate limits for std 6!(8 fuel types for etposure 
valves, 

IPPQLITO. T. A. Operating Reactors Branch 2. 80/11/12. 23pp. 

07180:354. 


•3012080102 Safety evaluation supporting Amends 50.59 4 54 to Licenses 
DPR-19, DPR-29 4 DPR-30 respectively. 

a office of Nuclear Reactor Regulation, Director. 80/11/12. 4pp, 
07101:016. 


■80180B0106 Notice of Issuance 4 availability of Amende S0> 59 4 54 to 
Licenses DPR- 19, DPR-29 4 DPfi-30i respec t i vely . 

IPPOLITO. T, A. Operating Reactors Branch 2. 80/U/18. 2pp. 

07101, 'ORO. 


6012220563 Ltr to all power reactor licensees forwarding NURE0-0619r 
"BWR Feedwater Nocile 4 Control Rod Drive Return Line 
biotzls Cracking." Confirmation that implementation dates 
will be met must be sent within ‘15 days, H/o end. 

EISENH'JT, D. 0, Division of Licensing. BO/lt/13. Ip. 
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80ta»e0620 foTwards Amends 33-51 tr 45 to Uicenss* DPfl-3. DPn-I9 U 
l)Pfl-35< T»s (>PC t iv*ly. Amends 40 & 55 to Licenset. DPR-29 t 
DPa-30.Tespecttvply St Amende 59 Si 55 to Licenses DPR-39 & 
DPR-iiS- T B spec t ive I y. Sa FeQ uer ijs contimyency plans acceptable. 
CRUTCl-IFIELDi D. Operating Reactors Branch 5. 00/11/17, Spp. 


--3013100157 IE Imp Repts 50-354/80-23 I-. 80-269/80-24 on 000901-1017. 
Noneonp 1 lane e noted; charg Iny uater isolation valves not 
closed as re itulred. Fuel assembly removed u/souree range 
monitor indicating less than 3 counts per second. 

CHRISSOTIMOS. N. , DUPONT. S.O.. SPESSARD. R. L. Region 3. Chicago# 
Odfice o# the Director. 90/10/31. llpp. 03791:274. 


— 8012100640 Amends 60 ti 35 to Licenses DPR-29 k DPR-30. resp ec t ively, 
re(|uirlng Imp temantat i on ai safeguards contingency plan. 
IPPDLITO«7.A Operating Reactors Branch 2. 80/11/17. 4pp. 

07271:335. 


—8012180671 Notice of Issuance of Amends 32.51 6 45 to Licenses DPR-2. 
DPft-t9 i BPR“25i respec b Ively. Amends 60 6 55 to Licenses 
OPR-29 i DPR- 3 O 1 respac t i ve ly U Amends 98 & 55 to Licenses 
DPR-39 A DPR-4e. respec t ive ly re safeguards contingency plan. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 30/11/17. Spp. 


B0120S0301 Foruards tabulation of planned environ qualification testing 
programs. In response to NRC BOlOOl I tr. 

ADELi 'J. S. Comma nuealth Edison Co. 80/11/26. 4pp. 


8012160479 Foruards listing of changes. t«s ts 6 esperlments completed 
during Nov 1980. Summary of safety evaluation end. 

AUIV1ANKI8.N Commonwealth Edison Co. 00/12/01. 4pp. 07263:110. 


8012020/43 Foruards three Performance Appraisal Branch Insp rep t» *'■ 
mgt evaluation tree u/user guide so that facility can 
compare program to program already revieued i mate 
appropriate ad justments. H/o enel. 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director. 60 / 11 /*“. 
4pp. 


8012040667 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Hater Leatage Inside Containment." No written response 
required. 

HEPPLERiJ.O. Region 3. Chicago. Office of the Director. 00/11/31- 

2pp. 


8012080087 Fo.rwarda IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

KEPPLER. J. 0, Region 3. Chicago. Office of the Director. 90/11/24. 

2pp. 


8012190657 Forwards request for addl info re 800623 rept entitled. 
"Evaluation of 10 Inch Containment Isolation Valves for 
Draaden 2 4. 3 4: Quad Cities 1 (- 2 " 

LAINAS. D. C. Assistant Director for Safety Assessment. 00/12/02. 
3pp. 


8012120415 Act receipt of 801106 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-254/00-19 6 
50-265/80-21. . 

HEI 8 HIIAN. B. F, Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 00/1 1/24. Ip. 07236; 017. 


SOt222O40S Responds to 3Q09II memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/ravised Agree.ment State burial site c and 1 ti ons. Forwards 
results of IE survey. 

DENTON. K.R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp. 


— 8012220506 Forwards tabutatlon 4: sum.mary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been eipanded at 37li of reactors surveyed tu/71i<. 
planning or considering increasing storage capacity. 

BAHOARTaR. L. Effluent Treatment Systems Branch, 80/11/06, 8 pp. 


0012120301 Forwards Tech Specs Page 3 2/4. 2-1 5. inadvertent ly omitted 
from util B0091B Itr bo NRG. 

vlANECEK.R. F. Commonwea I th Ed 1 s art Co. 80/12/10. 2Fp. 


— 8012120425 Responds to NRC 801015 Ur re violations noted in IE Insp 
Repts 50-254/80-19 t 50-265/80-21. Correc tlve actions: reactor 
core isolation cooling controller returned to normal 
operating conf igurat i on t. investigation conducted. 

ABEL. J. S Commonwea I til Edison Co. 80/11/06. 3pp. 07236:010. 


8012170409 Forwards monthly status rept of evaluations performed In 
response to IE Bulletin 79-14. "Selsnlc Analysis for 
As-Bullt Safety-Related Piping 8 ys. " No sys identified 
w/stress etceeding 1/2 iratl ultimate stress at O0E loadings. 
JANECEK.R.F. Commonwealth Edison Co, 80/11/24, 14pp, 


B012230323 Forwards new security badge numbers 4i clearance 
Region 3 personnel. Changes should be entered on Bept 1980. 
access lists. 

KEPPLER.J.O, Region 3. Chicago. Office of the Direetar. 

6 pp. 


levels -for 
00/11/25. 


— 8012190341 Proposed Tech Specs. Page 3 . 2 / 4 . 2 -lS. 1 ncorporat 1 ng TNI 
Lessons Learned Requirements, 
a Commonuiealth Edison Ca. 80/12/10. Ip. 


8012160136 Responds to NRC 800924 request re mods for provision of 
redundant Class IE protection ab Interface of Nonclass IE 
power supply k reacbor protection sy s. Ins tal la 1 1 on scheduled 
for refueling outages occurring after June 1981. 

JANECEK. R.F. Commonwealth Edison Co. 00/12/11. 2pp. 


B012170498 Foruards response to NRC 801031 Itr requesting confirmation 
that Imp Umontat 1 on dates indicated in nyRE0-0737 will be 
met. Ability to meet required dates far major mods £s 
contingent upon hardware availability 4< delivery. 

ABEL. 0. Commonwealth Edison Co. 00/12/15. 37pp. 


0012240150 Foruards confirmation that implementation dates per 
NUREO 0737 uiill be met L justification for eiceptions. 
Oenerall y. dates are contingent upon hardware availability t< 
del Ivery. Co.nments on safety requirements In Tech Specs. 

ADEl. J. S Commonwealth Edison Co. 00/12/15. 37pp. 


Q. ITtspectlon reports. TE Bulletins i correspondence 


0012170510 Forwards IE Info Notice 80-37. "Containment Cooler Leaks It 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
respoitse required, 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 80/10/24. 
Ip. 

0O1218OIS1 Forwards IE Insp Repts 50-254/00-22 k S0-26S/B0-24 on 
800901-1017 4; notice of violation, 

HEISHMANi R. F, Region 3. Chicago. Reactor Operations Nuclear Gopport 
Branch. 00/11/06. 2pp. 03791:271, 


— 8012180153 Notice of violation from insp on 800901-1017. 

a Region 3. Chicago. Office of the Director. GO/tO/31. tp. 
03791; 273. 


8012100661 Aek receipt of 000919 response to NRC 800018 Itr requesting 
addl info re IE Bulletin 79-14 evaluations. Dresden L Quad 
Cities responses to Items I & 3 unaecep tab le. since 
requested info was not included. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 80/11/26. 
3pp. 

8012170552 Foruards IE Info Notice 80-29. Suppl i. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
requ Ired. 

KEPPLER.J. 0, Region 3. Chicago. Office of the Director. 80/11/26, 
8 pp. 


8012090044 Notification of 801209 meeting w/utll in Dethesda.KD to 
discuss acceptance criteria used for evaluation of piping 
sys under review for IE Bulletin 79-14. 

NDNO.H. J. Office of Inspection 4 Enforcement. Office of th« 
Director. 80/12/04. 2pp. 


6012230969 Responds to IE Oulletln 80-21. "VaWo Vokes Supplied by 
Malcolm. Foundry Co. Inc. " No valve parts cast by Malcolm 
Foundry planned for use or In use at facilities. 

RAUSCH. T. J. Commonwealth. Edison Co. 80/12/05. 8 pp. 


8012190210 Foruards third bimonthly status rept on IE Bulletin 79-OiD 
re environ qual if ica t ion of Class I£ equipment. 

HAVES. 9. W. Region 3. Chicago. Reactor Construction It Engineering 
Support Branch. 00/12/09. 2pp. 07202:108. 


R. Periodic operating reports i related correspondence 


0012170446 Foruards monthly operating repts for Nov 1980. 

KALIVIANAKIS. M, Commonwealth Edison Co. 00/12/01. Ip. 07260:047, 


—6012170449 Monthly operating repts for Nov 1900. 

TUB 8 S.R.C. Commonwealth Edison Co. 60/12/01. 29pp. 07260:048. 
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S. R«partabl( occurraneesi LERs & reiabed correipondsnce 


6012090407 Forward* LER 80-030/03L-0. 

KALIVIAKAKIS. N. Commonwealth Edlian Co. 60/11/20. Ip. 07203:028. 


--6012090416 LER S0-030/03U— 0: on 801031 1 priirarij containnant valve 
AQ-2-1601-63 required 30-s to clo»e. Caused bq malfunction of 
pilot solenoid &0-2-1601-71. Sol eneid replaced & tested. 
KORRAyiR. Commonwealth Edison Co. 60/11/20. 2pp. 07203:029. 


B012090446 Forwards LER GO-031/01T-0. 

KALIVIANAKI8>N. Commonwealth Edison Co. 60/11/24. Ip. 07203:047. 


—8012090452 LER 80-031/01T-0: on 801 1 16( reactor core isolation cooling 
discharge Isolation valve 140-2-1301-49 would not open from 
control room. Caused by faultg torque swi tch. Torque b limit 
switches c leanedi checked ti exercised. 

MENDENHALLi E. E. Commonwealth Edison Co. BO/11/84. 2pp. 

07203: 046. 


6012090451 Forward* LER 60-032/017-0. 

KALIVIANAKISi N. Commonwealth Edison Co. 60/11/24. Ip. 07203:052. 


— 6D120904S9 LER 00-032/01 T-0: on 601116. HPCl sgs declared Inoperable. 
Caused bg oil leak on KPCI step valve cover. Cover replaced b 
tested. 

T0886. R.C. Commonwealth Edison Co. 80/11/24. 2pp. 07203:053. 


6012150250 Forwards updated LER 80-026/03L- 1 . 

KALIVTARAHIS. N. Commonwealth Edison Co. 80/I1/2S. Ip. 07240:117. 


—6012150254 Updated LER B0-O26/O3L-1 : on 601017. while performing manual 
operation of relief va Ives, re I lef valve 2-203-3C failed to 
open Caused bg excessive steam leak past retainer plus 
thread* info vol below main disc. Valve replaced w/spare. 

HUNOFRLICK. J. R. Commonwealth Edison Co. 80/11/25. 2pp. 

07240: 118. 


6012300414 Forwards LER 60-034/01 T-0. 

KALIVtANAKie. N. Commonwealth Edison Co. 60/12/15. Ip. 07359:359. 


—6012300420 LER 8O-034/0LT-0: on 801203. HPCl injection MO-2-2301-8 found 
Inoperable. Caused bg shorted motor on valve operator. Motor 
replaced. 

TUBBS. R.C. Commonwealth Edison Co. 60/ 12/ IS. 2pp. 07359:360. 


OOCKEl 50-266 POINT BEACH NUCLEAR PLANT. UNIT I 


F. Securltg. medical, emergencg b. fire protection plan* 


8012090516 Forward* Interim 10CFR50. 40. suspending complttlan date for 
prevtousig approved effective fire protection mod*, effective 
801029.Ruli will be superseded bg pending revision. 

EISENHUTi D. 0. Division of Licensing. 80/11/16. 5pp. 07207:011. 


8018020122 Discusses planned mods to emergencg notification sgs b 
health phgslc* network. NRC will pag for Installation of 
output jacks to provide capabllltg for adding one-wag 
speakers to sgs.U/o end health phgslcs network manual. 

KEPPLERiU. 0. Region 3. Chicago. Office of the Director, 00/11/19. 
2pp. 07149:003. 


6012050633 Forward* public version of draft revision of emergencg plan. 
FELTON. J. K. Division of Rules and Record*. 60/12/01, Ip. 

07172' 029. 


—8012050642 Forwards public version of draft revision of emergencg plan, 
FAV.C.H, Mliconsln Electric Power Co. 80/05/07. Ip. 07172:030. 


—8012050651 Public version of draft revision of emergencg plan. 

* Wisconsin Electric Power Co. 80/05/31. 300pp. 07172:032. 


6012090376 Inform* that revision of 800725 draft emergencg plan per NRC 
600929 comments will be delaged until 601231. Objects to NRC 
direction to begin implementing partlallg approved plan. 

Oehedules implementation for 810401 per NRC 601113 Itr. 

FAY. C.M. Wisconsin Elsctrle Power Co. 80/12/01. Ip. 07201:173. 


0. Ad judicatoTg correspondence 


6012310065 Forwards corrscted Pag# 15.6.10-2 to Tech Spec changes 
transmitted w/001024 order for mod of license re environ 
qualification of saf etg-related electrical equipment. 

CLARK. R. A. Operating Reactors Branch 3. 60/12/04. 8pp. 07371:146. 


— B012310071 Corrected Tech Spec Page IS. 6. 10-2. add ing footnote 
Indicating that starred item* re records will be 
permanentig retained. 

s Operating Reactors Branch 3. 60/12/04. 2pp. 07371:150. 


6012110399 Requests. on behalf of u t i l> eitens ion until 810106 for 
hearing on 801118 order for mod of license to allow more 
reasoned determination. 

SILnERO.J.E. Shaw. Pittman, Pott* i: Trowbridge, 60/12/05. 2pp. 
07223: 005. 


0O12S9O3O6 Notifies that Lakeshore Cltliens for Safe Energy it being 
disbanded per 781208 agreement. 

BAST. 8, A, Lakeshore Citizens for Safe Energg, 60/12/09. tp. 
07308: 001, 


P. Operating license stage documents U correspondence 


8012020753 Forwards seismic qualifications of auxlllarg feedwater tys 
in operating PWRs tc describes program NRC is undertaking 
to review capabilitg of operating PNRs to remove decay 
heat following earthquake. 

eiSENHUT. 0. 0. Division of Licensing. 80/10/21. 4pp. 


6012160050 Ltr to operating plant licenseesrQL applicants & CP holders. 
Forwards NUREO~0737 re TKI action plan requiraments. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 Implementation dates will be net. 

EtSENHUT. D. 0. Division of Licensing. 60/10/31. 7pp. 


6012010140 Trip rept of 801027-28 site visit to introduce plant mgt 
personnel to project manager. 

COLBURN, T.O. Operating Reactors Branch 3. BO/tl/13, 4pp, 

07092: I2B. 


6012820563 Ltr to all power reactor licensees forwarding NUAE0-06t9t 
"SWR Feedwater Nozzle fc Control Rod Drive Return Line 
Nozzle Cracking." Confirmatlo.i that implementation dates 
will be met must be sent within 45 dags.W/o end. 

EI8ENHUT. D. 0. Division of Licensing. 60/11/13. Ip. 


8012220465 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
ui/revised Agreement State burial site cond i tlons. Forwards 
results of IE surveg. 

OENIQNiH. R. Office of Nuclear Reactor Regulation. Director. 
eO/12/04. 2pp. 


— 8018880506 Forward* tabulation b summarg of IE survey on low level 
waste at 51 reactors. Low level 'waste storage facilities 
have been expanded at 371! of reactors surveyed w/71K 
planning or consider Ing increasing storage capacity. 

BANOARTrR. L. Effluent Treat.sent Systems Branch. 80/11/06. app. 


8018310011 Forward* request for addl info for Tech Spec change request 
re removal of rod bow penalty at fact 1 1 tg. Utl 1 must describe 
margins used to offset reduction in DNDR due to fuel rod 
bowing. 

CLARKp R. A, Operating Reactors Branch 3. 60/18/04. 3pp. 07371:091. 


8018310065 Forward* corrected Page 15.6.10-2 to Tech Spec changes 
transmitted w/e01024 order for mod of license re environ 
qual Iflcation of safety-related electrical equipment. 

CLARK. R. A. Operating Reactors Branch 3. 80/12/04. Spp, 07371:148. 


— 8012310071 Corrected Tech Spec Page 15. 6. 10-8, add Ing footnote 
indicating that starred items re records will be 
permanently retained. 

■* Operating Reactors Branch 3, 80/18/04. 8pp. 07371:150. 


8018150077 Oiseuise* lack of NRC action re comments submitted in 800604 
ltr concerning consolidation of reporting requirements. 

Clarification b consolidation of all licensee reporting 
requirements urged. 

FAY.C.W, Wisconsin Electric Power Co. 80/12/08. ip, 07839:358. 


8012290131 Submits info re hydrostatic testing b insp of steam 
generator tubes, per 600S05 b 22 ltr*. Review b concurrence 
requested bg 601231. 

OURSTEIN.S. Wisconsin Electric Power Co. 60/12/18. Spp. 
07342:344. 


B012300S93 Advises of 801207-12 reinsp of low pressure turbine rotor 
discs for Indications of kegwag b bore cracks. Indication* 
noted on two LP-1 rotor d iscs. as found in Nov 1979 imp. 

Rept will be forwarded whan received from Uestinghouse. 

FAY.C.W. Wisconsin Electric Power Co. 60/18/28. 3pp, 07346:205. 
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8012300+04 Forward'S rasporse ko NUReC-0737, "Cla ( i f ica t ion of TKl 
Action Plan Raqoi ramonts. " Iftip 1 enan tat ion of dasirad mod* 
will causa unavoidable matl t personnel shor kages, wh Ich mag 
result in delags in imp I emeu tat ion 07357-237 

FAV. C W. Wisconsin EUctrie Power Co. 00/12/23. 29pp. 0735/..:a/. 


801230053b suhnik* info re postulated uncontrolled ^ 

col^hbtdown, in response to NPC 300930 Itr. Boron dilution 
event for cold shutdown recalculated based on return 
eriticalttg 15 minutes after wave front reaches core 

FAV.-C W Wisconsin Electric Power Co. 80/12/23, 5pp. 0734A. 210. 


Q. Inspection roportsi IE Bulletins 


c orrespondenee 


B012170624 Forwards IE Info Notice 80-37. 
Reactor Cavitg Flooding at Indian Point 
response required. — 

KEPPLER. J. S. Region 3. Chicago. Office 
ip. 07264:173 


‘•Containment Cooler Leaks l< 
Unit 2. ” No wr i tten 

of the Director. 80/10/24. 


0012240473 Responds to IE Bulletin BO-21. 
Malcolm Foundrg Co, Inc. " Manufacturers 
verification phase of investigation. 
FAYrC.W. Wisconsin EloclPic Power Co. 


"Valve Yokes Supplied bg 
contacted for 

BO/12/04. 2pp. 07323:055. 


8012240409 Affirms util 001030 response 
Oualiflcation of Class IE Equlp.p«>nt. " 
FAYiC.M. Wisconsin Electric Power Co. 


to IE Bulletin 79-OlB. “Environ 
00/12/03. Ip. 07324:309. 


0012190210 Forwards third bimonthlg status rept on IE 
re environ qualification of Class IE equipment. 
HAYtS.D.W. Region 3, Chicago, Reactor Construction 


Bulletin 79-OlB 
(, Engineering 


0012290131 Submits info re hgdrostatlc 
generator kubes. per 800303 Is 22 1 tr s. 
requested bg 601231. 

BURSTEIW, S, Wisconsin Electric Power 
07342'. 344. 


testing tn insp of steam 

Review & concurrence 

Co, B0/l2/i8. 5pp. 


8012220042 Forwards IE Heolkh Phgsics Appraisal 
S 0 - 30 l/fl 0 -j A, notice of violation U significant 

findings. uw. 

KEPPLER, J.O. Region 3. Chicago, Defice of the 

3pp. 07307:001 


Repts 5O-2fc6/B0-ld. t< 
appraisal 

Director. 00/11/14. 


R. Periodic operating reports t related 


8012160427 Forwards monthlg operating 
FAY, C, W Wisconsin Electric Power 


repts for Nov 1980. 
Co. 00/12/11. Ip. 


07254: 145. 


— B012220045 Notice of violation from health phgsics appraisal on 

e'^'^Reglon 3. Chicago. Office of the Director. 00/11/10. Ip. 
07307:004. 


-8012220056 IE Health Phgsics Appraisal Repts 50-266/80-16 1, 
50 - 301 / 80 - 16 . Noneomp Itance noted; two persons J*'**Y*® 
excessive whole bodg radiation doses U radueste shipped 

MRLEr"*E, QESTMANN, M. J, . MORPHY.D.W, Regions. Chicago, Office 
of klie Director, 90/11/10. 24pp. 07307:005, 


8012020743 Forwards three Performance ‘ 

ingt evaluafcifrn tret w/u 5 tr guide «o that facllitv can 
co/flpar« pTcgram te program already reviewed iralre 

K^rPL^;.*!'l'‘‘R::glr3: CMc:re? Office of th. Director. 00/11/18. 
4pp. 


8012310498 Forwards IE Insp Repts 50-266/80-19 
801103-04, No none ompl iancB noted. 

HEISHMAW, fi.. F. Region 3, Chicago, Reactor op 
Branch. 80/11/20. 2p P 07365:229, 


tn 50-301/80-19 on 
erations Nuclear Support 


-8012310500 IE Insp Repts 50-266/80-19 6 fO-SOl /BO- 1 9 on 801 103-04, No 
nontompUance noted. Major areas inspec ted : Implementat ion of 
TMI task action plan Categorg A requ iraments, 

CULDtKOND.H, 0. . HAGUE. R.L., WARMICK.R.F. Region 3, Chicago, Office 
of the Director, 80/11/18 6pp, 07365:231. 


8012040659 Forwards IE Bulletin 80-24. "Prevention of Damage 
Water Leakage Inside Containment," Ho written response 

KEPPLER^J. 0. Region 3. Chicago, Office of the Director. 
2pp. 07166:339. 


Due to 

eo/ti/21. 


—0012160428 Monthlg operating rept for Nov 
FAYiC.H. Wisconsin Electric Power Co. 
07254: 146, 


1900. 

80/12/08. 


10pp. 


S. Reportable occurrences, LERs 6 related correspondence 


3012010364 Forwards LER 0O-O13/O1T-O. 
FAViC.K, Wisconsin Electric Power Co. 


aO/n/21. Ip. 07091:274. 


-8012010372 LER 80-013 /OIT-O: on 001 1 13, sue t ion ^'’^LbablS 

transfer pump Isola ted, render ing pump inoperab le, Probab Ig 
ca^«d"g personnel error In returning valve lineup to 

normal following recirculation 6 sampling 0709t; 


DDCKEI 50-267 FORT ST. VRAIN NUCLEAR '^ENERATINO^BTAnON 
F, Securitg, medical, emergeneg 6 fire 1”'“**® 


1012090677 Confirms 801107 telcon re QA 
programs. Util will rewrite Chapter 14 of 

plan to provide for QA audit of securitg program overg 12 
SEYhRITiK.V. Region 4, Dallas. Office of the Director. 80/11/13. 




012U0122 Notification of 801210 meeting w/util in Dethesda.MD to 
discuss status of emergeneg response plan fc esemptions to 

KUIMVCzfo.* * "standard I lat ion 6 Special Projects Branch. 00/11/26. 


0. Adjudlcatorg correspondence 


8012080030 Forwards IE Info Notice 80-42, “Effee 
Hgdraulie Snubber Fluid." Ho wr i tten response 
KEPPLER, J.O. Region 3, Chicago. Office of the 
2pp, 07102:243. 


t of Radiation on 
required. 

Director. 0D/H/24. 


8012170522 Forwards IE Info Notice 
Terrg Turbine Steam Inlet Flange, 
required. 

KEPPLER, J.G. Region 3, Chicago, 
2pp, 07268.116. 


BO-29, Suppl 1, “Drolen Studs on 
“ Ha wr 1 1 ton response 

Office of the Director. aD/Il/86. 


8012230069 Responds to IE Bulletin 80-23, "Failure of 
Mfg bu ValcoT Engineering Corp. " No Valeor solenoid 
u»/Parts V70900-2S-1 or V7O90a-21~3 Installed in 
safetg-relatsd appl t cations. 

FAYiC.H Wisconsin Electric Power Co. 90/12/02 


Solenoid Va Ives 
valves 


ip. 07311:083. 


8012150279 Forwards IE Insp fiepts 
801027-31. No noneomp liance noted 
KEPPLER, J.O. Region 3, Chicago. 
2pp, 07237:324. 


SO- 266 /eO-ia 6 50-301/00-10 on 
Office of the Director. 00/12/04. 


—8012150201 IE Insp Repts SO-266/80-IB t. 50-301/80-JB on 801027-31. No 
noneomp liance noted. Major areas tnspee ted: securitg p Ian, 
access control t phgsieal barr i ers. De tails withheld Cref 
10CFR2.790I. . ... 

raFFn..i ji. , kNICELEY, J. R. Region 3, Chicago, Office of the 
HIND, J. A, Region 3, Chicago, Bafeguards Branch. 

2pp. 07237:326. 


18040102 Ack receipt of 801020 itr withdrawing previous request for 
hearing re NRC 000829 order. There are no pending requests 
for hearings re 800919 revised order. 

TEOESCOf R. L. Assistant Director far Licsnslnfl. 80/11/10. 2pp. 


P. Operating license stage documents k 


2I600SO Ltr to operating plant lieenseesiOL applicants & CP holders, 
•orwards NUREO-0737 re TMI action plan raqulremsnts. Requests 
(perating reactor licensee confirmation in 45 dags that 
■ncl 1 implementation dates will be . 

ilSENHUTr D. 0. Division of Licensing. 00/10/31. 7pp. 


18120132 Updates util 800731 ltr re proposed instrument bus mods. 
UndoTvoltage alarm to 120 VAC Nonlnterruptib 1 e Bus 3 will be 
installed as soon as plant conditions allow. 

SMART, F. E. Public Borvlee Co of Colorado. 00/11/04. 2pp- 




8018220563 Ltr to all power reactor licensees forwarding NUREO“06I9( 
"DWR Feedwater Nojile U Control Rod Drive Return Lina 
Noiile Cracking." Confirmation that imp 1 emantat Ion dates 
will be met must be sent within 45 dags.H/o end. 

EISENHUT, D. 0, Division of Licensing. 80/11/13. Ip. 
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tJ012030B26 Forwards Performance Appraisal Branch raphs U mgt evaluation 
tree 4: user's guide. Info provided to ensure that licensees 
have opportunitg to review strengths 4- weaknesses for 
program app 1 ieab i 1 i ty . U/o encls. 

SEYFRIT.K. Region 4. Dallas. Office of the Director. 80/11/14. 
ip. 07149:262. 


8012290267 Discusses fees due per provisions of 10CFR170. List of 
applications end. 

WAREKSOURO. D. Public Service Co. of Colorado. 80/11/21. 3pp. 
07342:329. 


■8012290272 Reguests processing b distribution of util B01121 1 tr 
DlOOSiR. License Fee Management Branch. 80/12/24. Ip. 
07342:328. 


8012040404 Forwards OA-Ci5767. "Investigations of Fort 8t Vrain Cycle 2 
Reactor Fluctuations Through 791026. “ 

SUARTiP.E. Public Service Co. of Colorado. 80/12/02. 2pp. 

07132: 080. 


•8012040407 "Investigations of Fort Bt Vratn Cycle 2 Reactor 
Fluctuations Through 791026. " 

HACKNEY. R. j SAEOER. 0. General Atomic Co. (subs, of Oulf Qil Co.). 
0A-Ct5767. 00/03/31. 400pp. 07132:090. 


8012100444 Forwards "Fort St Vraln Initial Approach to Power Tests 
iB-8erics>j” Interim Rept 17 for 800823"1I22. 

WAREHBDURO. 0. Public Service Co. of Colorado. 00/12/04. Ip. 
07220: i 36. 


— 8012100449 "Fort St Vrain Initial Approach to Power Tests (D-SerlBs)." 
Interim Rept 17 for 8aoa23-*l 122. 

* Public Service Co. of Colorado. 00/12/04. 2pp. 07220:197. 


0012220489 Responds to 800911 memo reguastlng that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site cond 1 t Ions. Forwards 
results of IE survey. 

DENTONiH.R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp. 


— 8012220906 Forwards tabulation V summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been aipanded at 37>! or reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BAN9ART.R. L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012190419 Advises that 601112 reguest for eiemption from performance 
of surveillance test for steam pipe rupture is Class til 
amend fee. Table 3,4-2 of 9R 5.4.1 encl. 

WAREMBOURO. D. Public Service Co. of Colorado. 80/12/03. Ip. 
07273:270. 


•B01219042? Tech Spec Table 3.4-2, "Min Freguencles for Cheeks, CaUbr h 
Testing of Loop Shutdown 8ys, " 

* Florida Power fc Light Co. 74/05/17. 2pp, 07273:879, 


8012230406 Reguests addi extension until 810301 to submit application 
to change Tech Specs re electrical power sys. 

MAREHQOURO, D. Public Service Co. of Colorado. 80/12/03. 2pp. 
07313; 221. 


8012160146 Advises that contents L regutrements of NUfiEO-0619 aro not 
applicable to facility. 

8UART.F. E. Public Service Co. of Colorado. 60/12/10. ip. 

07399: 023. 


8012240237 Submits revised installation schedule for primary coolant 
auxiliary sys loop split mod. Plant shutdown required for 
Installation of loop split mod it licensee planning delay in 
cempletlon of installation to coincide w/refueling shutdown. 
SMART.P. E. Public Service Co. of Colorado. 80/12/17. Ip. 
07323:208, 


8012300991 Informs of revised implementation dates for post-accident 
sampling capacity ti onsite technical support ctr. Changes 
necessary due to delays in matl shipments from vendors. 

Lab 4; technical support ctr will be ready by 810301. 

SHART.F.E. Public Service Co. of Colorado. 80/12/19. 2pp. 

07346: 208. 


8012290231 Forwards response to applicable requirements of NUREO-0737 
re TKI action plan Progress of response impeded due to lack 
of guidance re applicability of requirements to gas cooled 
Ttactor, 

WAREKOOURO, D. U. Public Service Go. of Colorado. 80/12/20. 69pp. 

07338: 298. 


0. Inspection reports, IE Bulletins L correspondence 


6012170312 Forwards Suppl 3 to IE Bulletin 79-OlBi "Environ 
Qua 1 i f 1 c a t i on of Class IE Equipment “ No written response 
requ Ired. 

8EVFR1T. K, V. Region 4, Dallas, Office of the Director, 80/10/24, 
Ip. 07268: 333. 


8012160098 Forwards IE Info Notice 80-37, "Containment Coaler Leaks t< 
Reae ten- Cavity Flooding At Indian Point Unit 2." No written 
r esp oose required. 

SEVFRIT. K. V, Region 4, Dallas, Office of the Director. 80/10/27. 
Ip. 07262:199. 


8012170417 Submits supplemental response to IE Dulletln 79-14. “Seismic 
Analysis for Ai-Built Safety-Related Piping Sys." Audit 
phase of seismic review program for Class 1 piping It pipe 
sup ports is complete. 

SUART,F.E. Public Service Co. of Colorado, 80/10/28. 3pp. 

07270: 190. 


8012170606 Forwards (E Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
is required. 

SEVFRIT, K.V, Region 4, Dallas, Office of the Director. 80/10/31. 
Ip. 07266: 109. 


8012230023 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
requ ired. 

SEYFRITtK, V, Region 4, Dallas. Office of the Director. 00/10/31. 
Ip. 07311: 208. 


6012100623 Forwards IE Bulletin 80-21, “Valve Vokes Supplied by 
Malcolm Foundry Co. Inc. " Urltten response required. 

SEVFRIT, K V. Region 4, Dallas, Office of the Director, 80/11/06. 
Ip. 07220: 069. 


6012010417 Ack receipt of 800901 ttr dtd in error. Inf ormlng NRC 
of steps taken to correct violation noted In IE Imp Rept 
90-267/00-18, 

MADSEN, O.L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 80/11/07, Ip, 07090:067. 


—8012010436 Responds to NRC B00909 Itr re violation noted in IE Insp 
Rapt 30-267/60-18. Correc t ive ac t ions : trouble rept urltten 
bo have defective recorder repaired. 

LEE, Q. R, Public Service Co of Colorado. 80/09/01. ip. 

07098: 060. 


8012170802 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety-Relief Valve Operation to Cause 
Reactor Depressur i la t ion. No written response required. 

SEVFRIliK. V. Region 4, Dallas, Office of the Director. 80/11/07. 
Ip. 07266:101. 


8012080611 Forwards IE Info Notice 60-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. “ No 
r esp onse required. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 80/11/10. 

Ip. 07183: 020. 


8012040027 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

SEVFRIT.K. V. Region 4, Dallas, Office of the Director. 80/11/14. 
Ip. 07169:306. 


8012110780 Forwards IE Insp Rept 80-267/80-22 on 801020-24. No 
none omp 1 lance noted. 

KELLY, J. A, F, Region 4, Dallas, Office of the Director. 80/11/26, 
2pp. 07225:098. 


■8012110784 IE Insp Rept 80-267/80-22 on 801020-22. No noneomp 1 lance 
noted. Major areas inspec ted : secur i ty program U or gani i ation, 
protected area physical barriers U access eonbro 1 . Deta i Is 
withheld (ref 10CFR2.790). 

CALDWELL, R. A. , KELLY, J.A.F. Region 4, Dallas, Office of the 
Director. 80/11/23. Ip. 07228: 100. 


8012120130 Submits leo-day response to Item 2B of IE Bulletin 80-11, 
"Haio,iry Nall Design." Sixteen walls found In need of 
rein forcing, Completion is scheduled for 810201 . 

SWART, F.E. Public Service Co. of Colorado. 80/10/28. 3pp. 
07240:003, 
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R, p«rioi£U opBrating 


reports fc related correspondence 


aoliasosoi Forwards nonthlg operating 
WAREMSOURO. 0. Futile Service Co. or 
07056; 279. 


rapt for Oet 
Col orado. 


iSBO. 

60/11/20, 


Ip- 


— 8012100521 LER aO-066/03L-0: on eleven '***’’* 

ooerated ui/primary coolant otldants greater ***j^u„ 

ave^agrcore outlet temp greater than 1.200 F, Caused bg 
residual moisture ti leakage past HU-21362. -n/is/os Ip. 

OAHM. J. H. Public Servi ce Co. of Colorado. 80/12/OS. P 

07219: 116 


6012100332 Forwards man 
WAREMSOWilO. D, Public 
07217: SdS. 


thlg operating rept for Nov 
Service Co. of Colorado. 


1960. 

80/12/05. 


2pp. 


--8012100337 Honthly operating rept for 
OAil'S.J. tl. Public Service Co. of Co 
07217: 347. 


Nov 1960. 

lora^lo. €0/12/01. 


SPPr 


S. Reportable occurrences. LERs i. 


9011250495 Forwards L£R 80-067/011-0. 

WAREMBOUROi tt. Public Service Co. of Colorado 
07069: 276, 


BO/n/20. 8pp. 


8012100524 Forwards L.ER BO-068/03L-0. 

WAREHQOURO. D. Public Service Co. of Colorado. 
07218; 184. 


80/12/08. 


4pp. 


—8012100537 LER eO-065/03L-0; on 801105. five ^ 

removed from svc when reactor was not 
Caused bg reRulrement to verify bleed rate jero. 

tested ti replaced. , , , en/i9/0S lo. 

OAHH.J. M, Public Service Co. of Colorado. 80/12/05. ip 


0012290435 Forwards LER 80-072/03L-0. 

UAREHBOUROp D. Public Service Co. of Colorado. 
07336: 272. 


80/12/17. 


Spp. 


-80112^0501 LER 60-067/01 T-0: an 801 107. tritium concentration eieeedod 
limit specified in LC04, B. 24, 8. 21a ) . Caused by 
deviation 80-445 to lurveiUance procedure GR 5. 8. 2bc M. 

Procedure t design changes under ‘''';'®*^‘94tlon. 

OAHHi J*. U Public S«rvic* Co. of Colorado, BO/li/30. Ip- 
07068 ; 234 , 


—8012290442 LER 80-072/03L-0; on 801117. three 
malfunction pressure differential 

to have trip point outside Tech Spec I imlts, Caused by Sirs 
accumulation in electrical = Switches readjusted. 

OAHHisl.lf. Public Service Co. of Colorado. 80/12/17. *P- 

07336; 277. 


8012020554 Forwards LER aO-069/03L-0 

HAREHaOURO. B. Public Service Co. of Colorado. 
07130:315. 


80/11/25. 4pp. 


8012300562 Forwards LER 
HAREMSOl/RO. B. Public 
07362; 295. 


aO-073/03L-0. 

Service Co. of Colorado. 


80/12/19. 


4pp. 


-8012020563 LER BO-06a/03L-0: on B0H05, during normal opera t ion, 480 volt 
switchgear room smoke detectors were ta‘*[’ ordBO 

approved mod to local alarm panel. Caused by disabling of 480 
volt smoke de tec tors. Smoke detectors were 

OAHtli J. W- Public Sarvic* €o. d# Colorjtfp. 80/11/25. Ip. 

07130: ai9. 


— noi3300S67 LER 0O-O73/O3L-O; on 801 121. effluent discharge antlfoam 
loncSntratlon e.c.eded Tech Spec limit for 3-b per lod. Caused 
by high blowdown flow rate, Procedure will be implemented to 

QAriM*J.*^H''**Publlc Service Co. of Colorado. 80/12/19. Ip. 

07362: 299. 


8012020568 Forwards LER eO-070/03L-0. 

HAREHBOUfiO. D. Public Service Co. of Colo,rado, 
07148: 230, 


aO/U/25. 3pp. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNlT^l 
0. Adjudicatory correspondence 


—9012020575 LER e0-070/03L-0 : on 801 1 10. d ur 1 ng 
fire water pump removed from svc to repack 
gland. Rump repacked L returned ‘V' 
OAKIi.J.I'l. Public Service Co. of Colorado. 
07146:233. 


normal operation. emergency 
leaking pump 

80/11/25. ip. 


aOil20D241 Suggests 
brief of initial 
transportat ion 
CHHIBTENBURY.E. 


obtaining B Spltalng assistance in preparing appeal 
decision re McOulre/Oconae spent fuel 

Hearings Division. 80/11/10. Ip. 


8012050409 Forwards LER 80-064/03L-0. 

tlAHEMBOURe. 0 Public Service Co. of Colorado. 
07173,280. 


80/11/26. Spp. 


-BOI2050419 LER BO-064/03L-0: on 801 103. d 1 e se 1 engine IB on diesel 
generator lA found to have inoperable eihaust temp trip 
circuit. Caused bg faulty eihaust temp thermcouple. 

Thermocouple replaced. 

OARtt. J. II. Public Service Co. of Colorado. 00/11/26. ip. 
07173:295. 


8012100485 Forwards LER 90-069/03L-0. 

MAREKBOURO.O Public Service Co. of Colorado. 
07218; 092. 


60/12/05. 


Spp. 


-8012100491 LER eO-069/03L-0' on 801107. two circulator ID high speed trip 
channel s.ene for steam turbine & one for water turbine, found 
to have trip points higher than mai al Icwable. Caused bg 
bistable Instrueenb dr i ft, S Is tables adjusted. 

OAHHiO. tJ. Public Service Co, of Colorado. 80/12/05. ip. 

07216:097, 


512100503 Forwards LER 60-071/03L-0. 

VAREMBOURO, D, Public Service Co. of Colorado. 
>7210: 103 


60/12/05. Spp. 


1012090367 Renuests hearing per 10CFR50 on Issue of whether alt 
safety-related electrical equipment should be t-on 

qualified bg 820630 per NURE6-O500. In Interim. util will 

atto.mpt to resolve concerns w/NRC. 

r -- or\/io/e\f> 
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H, Antitrust correspondence 


8012300013 Comments on 6 request for approval of 
license cond 1 t ions. 

CHANAIIlAi F. D. , HQ DO DON, A Antitrust Division, 


end settlement 
60/12/03. 65pp. 


6012300030 Order granting attached llcenseo 

util.DOJ L NRC, 

TUDRIDY. J. F. , HALL, 0. R . FARMAKIDES, J. D. 
Llcenelng Board Panel. 74/05/24. 21pp. 


commitments, agreed 

Atomic Safety and 
07352:015. 


to by 


—8012300040 Request for order directing licenses be amended per 
attached cond 1 1 ions, DQJ U util join In motion. Order would 
terminate NRC prosecutorial role. but NfiC would remain as 
party. Certificate of Svc and. .e-uien* i cutu m h 

VQCl FRf 0 H. Atomic Energy Commission. LECKIE»DeAs» LEvINipI. n* 
Oust let I Dept. of. 74/05/13. 9pp. 07352:034. 


P, Operating license stage documents 6 correspondence 


JOI2IOO509 LER 80-07I/03L-0: on 801 106, malfunction of helium circulator 
IB tpeed modifier caused loss of plant protective sys 
function of high speed trips to one of three channe Js. Caus ed 
by resistance change in speed element cable aesembly. 

OAH.I. ail, Public Service Co. of Colorado. 80/12/05. Ip. 

07216; 100 


8012020753 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs i- describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 

heat following earthquake. . 

EISENH'JT, D. 0. Division of Licensing. 80/10/21. 4pp. 


•wards LER 0O-O-66/O3L-O. 

Public Service Co, of Colorado. 


80/12/05, 7pp. 


6012030347 Requests fee. par 10CFRI70. for application for Tech Spec 
i re term "operable" for facilities 
H. 0. License Fee Management Branch. 80/10/29. 

07149:073. 


changes 

MILLER, 
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8012100311 Farwards nanpropr istarij &: proprlttari^ response! ia 
llcenelnp Questlone l-S re fuel rack St proposed spent fuel 
rerack In response to NRC 801024 revues t. App 1 icati on St 
affidavit for ulthholdlng end. 

PARKERtH. 0. Duke Power Co. 80/10/31. 25pp. 07220:001. 


8012160050 Ltr to operating plant llcensetSiOL applicants St CP holders. 
Forwards NUREO-0737 re TMI action plan renulrentents, Requests 
oporatlng reactor licensee conf irma t ion in 45 dags that 
End 1 implementation dates wilt be net. 

EIBENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


8012020036 Forwards Amends 88(88 St 35 to Licenses DPR-38. DPR-47 & 
0PR-S5i reapectl velgi safetg evaluation S< notice of issuance St 
awai lab i 1 i tg. 

BE1D(R.H. Operating Reactors Branch 4. 80/11/07. 3pp. 07148:311. 


--B012030042 Amends 00. BB S: 05 to Licenses DPR-3B, DPR-47 St DPR-55, . 
respectl velg. revising Tech Specs re inservlce insp program, 

REID. R.M. Operating Reactors Branch 4. 80/11/07. 7pp. 

07140:317. 


—8012020051 Safetg evaluation supporting Amends 88.08 L 05 to Licensas 
DPfi-3B. DPR-47 t< DPR-SS. respec t ivelg. 

* Operating Ra-actori Branch 4, ao/U/07. 9pp. 07140:330. 


— 0012290404 Safetg evaluation re final design S< 1 mplecnentation of safetg 
grade anticipatorg reactor trip on turbine trip or loss of 
main feedwater. Proposed mods sat isfactorg. 

a Operating Reactors Branch 4. 80/12/04. 3pp. 0733S: i3t. 


B0122P0230 notification of 801216 meeting w/B6M owners group in 
Bethesda.MD re resolution programs L schedules of THI-2 
task action plan items. 

THROM, E. D, Reactor Bgstoms Branch, 80/18/09. 2pp. 07307:150, 


8012240474 Notification of 801216 meeting w/BWf owners group for small 
break LQCAs in Bethesda.MD for presentation of programs S< 
schedules for resolutions of TKf-2 task action plan items. 

THRQM.E.D. Reactor Sgstoras Branch. 00/12/09. 2pp. 07324:173. 


8012160323 Responds to NRC 80ti26 reguest for license fees as suppl to 
util 801020 ltr re addl reporting regulrement. Ine luslon of 
requirement was administrative action 1: does not warrant fee 
imp osit ion. 

PARKER. N.O. Duke Power Co. 00/12/10. Ip. 07262:008. 


8012190482 Tech Specs correcting administrative errors for 3. S. 2-1A2. 
3, 5. 2-2A2. 3 5. 2-3A2 ii 3. 5. 2-4A2. Parma 1 proposed Tech Specs 
to be submitted bg separate correspondence. 

PARKER. H.a. Duke Power Co. 80/12/12. 2pp. 07282: 1 Si. 


—8012020057 Notice of issuance & avallabilltg of Amends 00.88 ti 85 to 
Licenses DPR-30, DPR-47 fc DPR-55. respectlvelg. 

REID.R.N. Operating Reactors Branch 4. 80/11/07. 2pp. 

07140: 339. 


8012020807 Ack ricatpt of 000818 ltr re safatg-gradi upgrade of 
existing control grade anticipatorg reactor tr ips. Forwards 
request for addl Info to complete environ review of 
switches. 

REID. R.N. Operating Reactors Branch 4. 80/11/12. Spp. 07145:319. 


3012220363 Ltr to all power reactor licensees forwarding NUREO-O619i 
"BNR Faeduater Notile t: Control Rod Drive Return Line 
Norite Cracking." Confirmation that imp lamentation dates 
will be mat must be sent within 45 dags. If/o end. 

EISENHUT. D. 0. Division of Licensing. 80/11/13. ip. 


9012030845 Informs of review of emergencg feedwater sgs against 
NUBEO-0660 criteria. Forwards request for addl info necassarg 
to complete review. Requests response within 60 dags. 

REID.R.U. Operating Reactors Branch 4. 80/11/14. 16pp. 07150:009. 


8012020592 Forwards addl Info re seismic analgsls of spent fuel racks 
proposed for use in spent fuel pool shared bg units. Info 
provides simplified calculation of sliding of Westlnghouse 
free-standing racks. 

PARKER. H.O. Duke Power Co. 00/11/23. 4pp. 07140:041. 


8012230409 Forwards addl info re seismic analgsls of spent fuel racks 
proposed for use In spent fuel pool at facilities. 

PARKER.N.O. Duke Power Co. 80/12/12. Spp. 07313:216. 


8012230450 Forwards status of implementation of NUREO-0737 items in 
response to NRC 001031 ltr. 

PARKER. N.O. Duke Power Co. 80/12/15. Spp. 07314: 123. 


8012230435 Forwards addl fee for 800519 application for amend to 
1 Ic enses re disposal of contaminated oil bg burning. 

PARKER. W.O. Duke Power Co 80/12/17. Ip. 07312:869. 


8. Inspection reports. IE Sutletins h correspondonce 


8012160042 Forwards IE Info Notice 00-37. "Containment Cooler Leaks t< 
Reactor Cavitg Flooding At Indian Point Unit 2. " No written 
response required. 

O'RBILIY, J. P. Region 2. Atlanta. Office of the Diractor. 80/10/24. 
ip. 07262; 176. 


8012170281 Forwards Suppl 3 to IE Bulletin 79-01B> “Environ 
Qualification of Class IE Equipment." No written response 
required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 80/10/24. 
Ip. 07268:265. 


0012240137 Ack receipt of 001020 application proposing Tech Spec 
6. 6, 2. 1. a(9>. Class III fee required for one unlt.Class ! 
fee far other two units. 

MILLER. N.O. License Fee Management Branch. 80/11/26. ip, 
07324: 103. 


8018090448 Requests estenslon until 810119 to respond to NRC 001027 ltr 
re standbg shutdown fee i 1 1 tg. Time needed to gather input 6 
assemble Info into presentable form. 

PARKER.N.O. Duke Power Co. 80/12/01. Ip. 07171:347. 


8012100374 Application to amend Licenses DPR-38. DPR-47 U DPR-SS. 
deleting Tach Spec 4,20. as requiramants are contained in 
inservlce insp program submitted 790915. Info r# reactor 
vessel internals vent valve end. 

PARKER. H.O. Duke Power Co. 00/12/04. Spp, 07219:032. 


8012220488 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to eomplg 
u/rtvlsed Agreement State burial site cond i tlons. Forwards 
results of IE surveg. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
00/18/04. 2pp. 


— BD12220S06 Forwards tabulation 1; summarg of IE surveg on low level 
west# at St reactors. Leu level waste storage facilitief 
have keen enpanded at 37'A of reactors surveged w/TlX 
planning or considering increasing storage capacity. 

BANOARTtR.L, Effluent Treatment Sgstems Branch. 00/11/06. Bpp. 


8012170013 Forwards IE Info Notice 00-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/10/30. 
ip. 07266:271. 


8011210440 Forwards 801101 Revision 5 to util 90-dag response to IE 
Bulletin 79-OlB. replacing Revision 4 in entirety. 

THIE3.A. C. Duke Power Co. 00/10/31. 2pp, 07029:160, 


--8012120610 Revision 5 dtd BOUOl to util 90-day response to IE Bulletin 
79-OlBi "Environ Qaul If lea t ion of Class IE Electrical 
Equipment. " 

* Duke Power Co, BO/U/01. 450pp. 07229:001. 


8012170571 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
required. 

O'REILLY, J.P. Region 2, Atlanta. Office of the Director. 90/10/31. 
Ip. 07264:124. 


8012230050 Forwards iE Circular 80-23. "Potential Defects in Beloit 
Power 8gs Emergencg Oenarators. " No written response 
required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 07311:240. 


8012110749 Forwards IE Bulletin 80-21, "Valve Yokes Supplied bg Malcolm 
Foundry Co. Inc. ” Written response required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/06. 
Ip. 07224:199. 


8018290400 Informs that safety-grade design of anticipatorg reactor 
trip sgs If acceptable. Environ qualification review of 
applicable components incomplete, 8afetg evaluation providing 
basis for Installation & operation of sgs end. 

RClDrR. U. Operating Reactors Branch 4, 00/12/04. 2pp. 07333:129. 


8012030073 Forwards IE Info Notice BO-.IO, "Etcesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lation. " No written response required. 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 00/11/07. 
Ip. 07180:121. 
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eOl20BO&03 Forwards IE Info tlotico 80-41, ‘Tailura of Sufing Cheel^ Valve 
in Dec^y Heat Removal Syi Davis Oesse Unit i " No 
r««pori9e required. 

O'REILLY. J. P. Region 2, Afelanfea. Office of the Director. BO/ll/10. 
Ip. 07103:017 


6012080^941 Forwards supp 1 efflen t al response to IE Bulletin 80-03, "Loss 
of Charcoal fro.n Std Tgpe 1 1 . Tuio- I nch. Traij Adsorber Cells," 

Trags used at faelliti/ are not susceptible to degradation 
fflechani sn. 

PARKER. 11. a. Duke Power Co. BOyilfll 4pp. 07183:204. 


DOCKET 50-270 OCONEE NUCLEAR STATION, 
0, Adjudlcatorg correspondence 


801209031.7 Re,uests hearing P®''/0CFft50 on Issue of whether all 
safetg-related electrical equipment should be 
qualified bg 820630 per NURt.G-058a. In Inter Iffl, ut 1 1 will 
attempt to resolvo concerns w/NRC. 






H, Antitrust correspondence 


8012040172 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Kfg bij Valcor Engineering Corp." Requires estinate of 
manpower associated wfcovr ee t i ve actions. 

a'REIUUY. J.P. Regton 2> Atlanta, Office of the Director. 00/11/14. 
tp. 07158:034. 


8012300030 Order granting 
utl li OOJ b NRC. 

TU9RIDY, J. F. . HALL, 0. fi. 
Board Panel. 74/09/24. 


attached licensee commitments, agreed to bg 

FARHAKlDESi J. B. Atomic Safetg and Licensing 
21pp. 07392:019. 


80120104B2 Forwards IE Dull a tin 80-24, "Pr event ion of Damage Due to 
Uater Ifiside Containment. *' liritfeert rtap-on** 

required. Requests info on manpower eipended. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. BO/Il/21. 
Ip, 071*3:349. 


—8012300040 Request for or.'e- ' ' ^ I,*'®?!** Order*uoulil''*'' 

attached cond 1 1 ions. DO L ! J 

terminate NRC prosecutorial role, but NRC would remain 

partg. Certificate of Sve encl. i fc u IE, D A . LEVIN.N.tt. 

VOOLER, B. H Atomic Energg Commission. LECKIE. D. A. 


6012180591 Forwards responses to action Items I b 2 of IE Bulletin 
80-23. "faulure of Solenoid Valves Mfg bg Valcor Engineering 
Corp. ■■ Fatilltg has had three failures of = 

PARKER, H.O Bute Power Co. BO/ 11/24. 8pp. 07271: □Si. 

S01217050,9 Forwards IE Info Motice 80-29, Suppl i. "Broken Studs o.n 
rerrg Turbine Steam Inlet Flange," No written response 

D'REILLVi J. P, Region 2, Atlanta, Office of the Director. 00/11/2*. 
ip. 072*8:096, 

6012310167 Responds to IE Bulletin 80-21. "Valve Votes Supplied bg 
Malcolm Fouodrg Co, Inc " No described Anchor Darling valves 
In use at faci 1 1 ti es. Manufac turer s being contacted re 

PAHKER^IJ Q. Duke Power Co. 80/12/05. Ip. 07370:023. 

80121*0435 Forwards addl info re insp of fuel assemblg holddown springs 
ab faeilitg L safetg evaluation of operation w/broten 

PARKER. 11. 0, Duke Power Co BO/ 12/07. *P P 072*3:049. 

3012310085 Forwards safetv evaluation re util actions laten in response 
to NRC 790929 Itr re cracking in feedwater sys piping at 

REID!R^^” Operating Reactors Branch 4, 60/12/09. 2pp. 07371:1*0. 

“8012310091 Safetg evaluation re util actions taken in response to NSC 
79052S Itp on cracking in feedwater 

facilities, Augmented insps per IE Bulletin 79-13 mag be 
l**Operattnl Reactors Branch 4. 00/12/09, 2pp. 07371:162. 

B. periodic operating reports b ;;f 

8012190*13 Forwards monthly “P® 1 I®’’ ' ? *‘”'^7380*343 

PARKER. K.O, Duke Power Co. aO/12/tS. Ip. 07238,243. 

— 3012190*19 Monthly operating 07 239:24*. 

ReAVtSiJ.A Duke PDwer Co. aOAl2/15 

S, Bsportable ecturrenc es, _LERs_b_related jor r.spondence 

8012230479 RO correcting B01209 rept of broleti holddown springs, Five 
i^^lnerbroke. not four as originally reported. Assembly 
1D30 Identified as having broken spring. All other Info in 

PARKER. ** Duke Power Co, 60/12/15. 2pp 07316:320. 


P. Operating license stage documents 4 "1*111! 

8012020753 Forwards seismic qua I i f i ea t ions of ^*'* * * **! J **** 

in operating PURs 4 describes program NRC is 
to review capability of operating PUfls to remove decay 

heat following earthquake. on/in/ai 4bd 

EISENHUTr D. 0. Division of Licensing. 80/10/21. epp, 

6012030347 Requests fee, per lOCFR 170, f or app 1 ica t ion for Tech Spec 

changes re term "operable" for qo/io/ 29 Ip. 

MILIER,M.0. License Fee Management Branch. BO/10/2V. ip. 

07149:079. 

9012100311 Forwards nonproprl etarg 4 proprietary responses to 
ulenilng Ouestiens 1% ro fuel rack 4 P/f”® 
repack in response to NRC 801024 r aques t, Appl Icat Ion 4 
affidavit for withholding encl. nvoon nm 

PARKER, W. 0. Duke Power Co. 80/10/31. 23pp. 07220.001. 

80121*0090 Ltr to operating plant °V holditl. 

Forwards NVREQ-0737 re TMl action plan 

operating reactor licenseo confirmation In 45 dbys that 
Encl 1 implementation dates will be _ 

ElBEIIHJTi D. 0. Division of Licensing. 00/10/31 7pp. 

0012020036 Forwards Amend, 38,83 4 05 *• 

BPB-5S, respectively, safety evaluation 4 notice of Issuance 4 

REID,*R^lV * ^Operat ing Reactors Branch 4, 00/11/07. 3pp. 07140:311. 

—0018030042 Amend, 80,80 4 85 to Licenses 

respectively. revising Tech Specs '■® ‘"*P 

REID, n. If. Operating Reactors Branch 4, 00/11/07. 7pp. 

07148: 317. 

8012020091 Safety evaluation supporting Amends 89.03 4 85 to Licensis 

DPn-30, DPR-47 it DPR-50, respee tl vely. 

* Operating Reactors Branch 4. 30/11/07. 9pp. 07140:330, 

8012020057 Notice of issuance 4 availability of Amends 80.00 4 05 to 

Licenses DPR-3a, DPR-47 4 DPR-9S, respect 1 vely. 

RElDfR.N. Operatiog Rcactori Brdfich 4. QO/ll/07. «PP* 

07140:339. 

8012020907 Act receipt of 000310 ltr re safety-grade upgrade of 
Bklstlng cantpol grade anticipatory reactor trips. Faruards 
request for addl info to complete environ review of 

REID.R.H. Operating Reactors Branch 4. 60/11/12, 5pp. 07145:319. 


B01S300493 Forwards LER 

PARKER. W.O, Duke Power Co, 6D/12/«(J. 


3pp. 07357:349. 


1(112300498 LER 00-034/03^-0: OR 80U24, level Indication was lost to 
JOlieSfV. L. Duke Power Co. 00/12/23, Ip. o/JS/. 


80122209*3 Ltr to all power reactor licensees forwarding NUBEO-0619. 
"BWR Feedwater Nollle 4 Control Rod Drive Return Line 
Notile Cracking." Confirmation that Implementation dates 
will be met must be sent within 49 days.W/o encl. 

EISENHUTr D. 0. Division of Licensing. 00/11/13. ip. 

8012030345 Informs of review of emergency feedwater ,y, against 
NUREO-0660 cr 1 ter ia, Forwards request for addl info necessary 
to complete review. Requests response within *0 days. naa 

REID.R^W. Ooaratlng Reactor, Branch 4. 80/11/14. I6pp. 07150.089. 
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a012020S9S Foruard* addl info re seisinlc analysis of spent fuel ratks 
proposed for use in spent fuel pool shared by units. Info 
provides simplified calculation of sliding of Ifestlnghouse 
free-standing racks. 

PASKER.U. 0. Duke Power Co. QO/U/25 <*pp. 07t<»a-04t, 


0013170813 Forwards IE Info Notice 0O-3B> "Cracking in Charging Pump 
Casing Cladding." No written response required. 

0 'REILLY, J. P. Region 3, Atlanta, Office of the Director. SO/IO/SO. 
Ip 07366: 371. 


8012340137 Ac k receipt of 001030 application proposing Tech Spec 
6.6 3. 1. a(9l , Class III fee required for one unitiClass I 
fee for other two units. 

HfULERdf. 0. License Fee Nanagement Drench. 00/11/36. Ip. 
07324: 163. 


S0120S0446 Requests ectension until 0101 IS to 
re standby shutdown f ac i 1 i ty . Time needed to 
assemble info into presentable form. 

PARKER, If. 0. Duke Power Co. 60/13/01. Ip. 


respond to NRC 601027 Itr 
gather Input C, 

07171; 347. 


6012100374 Application to amend Licenses DPR-38, DPR-47 i< DPR-55, 
deleting Tech Spec 4. SO, as requirements are contained in 
inservlce insp program submitted 790S1S. Info re reactor 
vessel internals vent valve end. 

PARKER, U.O. Duke Power Co. 60/13/04. Spp. 07219:052. 


8D1222048S Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond I tions. Forwards 
TBSults of IE survey. 

DENTQNtH. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. Spp. 


'8012320506 Forwards tabulation h summary of IE survey on low level 
waste at SI reactors. Lnw level waste storage facilities 
have been expanded at 377. of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BAIWARTjR.L. Effluent Treatment Systems Branch. 60/11/06. Spp. 


B012290480 Informs that safety-grade design of anticipatory reactor 
trip lys is accep tab 1 e. Environ qua 1 1 f lea t ion review of 
applicable components incomp I ete. Safe ty evaluation providing 
baeis for installation *•. operation of sys end 

REID,R.N. Operating Reactors Branch 4. 80/12/04. 2pp. 07335:129. 


— 8012290464 Safety evaluation re final design & implementation of safety 
grade anticipatory reactor trip on turbine trip or loss of 
main feedwater. Proposed mods satlsfac tory. 

a Operating Reactors Branch 4. 60/12/04. Spp. 07335:131. 


6013320930 Notification of 601216 meeting u/DiM owners group in 
BatMsda, tID re resolution programs 6 schedules of TMl-2 
task action plan items. 

THROM/E. D. Reactor Systems Qraneh. 60/19/09. 2pp. 07307:150, 


80I224047'4 Notification of 601316 meeting w/DA.N owners group for small 
break LOCAs in Dethesda.ND for presentation of programs 6 
schedules for resolutions of TMI-3 task action plan items. 

THRQM.E. D. Reactor Systems Branch, 60/12/09. Spp. 07324:175. 


8012160325 Responds to NRC 601136 request for license fees as suppl to 
util 801030 Itr re addl reporting requirement. Inclusion of 
requirement was administrative action U does not warrant fee 
imposition. 

FARKER, N. Q. Duke Power Co. 60/12/10. Ip. 07262:006. 


0012230468 Forwards addl info re seismic analysis of spent fuel racks 
proposed for use in spent fuel pool at facilities. 

PARKER. N.a. Duke Power Co. 80/12/13. 5pp. 07313:216. 


6011210440 Forwards 001101 Revision 5 to util 90-day response to IE 
Dulletin 79-018, rep lac ing Revision 4 In entirety 
THIES.A.C. D'jke Po'aer Co. 80/10/31 2pp. 07029:166. 


8012170571 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 07264: 124. 


8018230050 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
requ ired. 

O'RE lU. Y. J. P, Region 2, Atlanta, Office of the Director. 60/10/31. 

ip 


6012110749 Forwards IE Dulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

□ 'RE ILLY. J. P. Region 2, Atlanta. Office of the Director, ao/ll/06. 
ip- 


8012030673 Forwards IE Info Notice BO-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i 2 a t ion " No written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 66/11/07. 
Ip. 07150; 121. 


0012060603 Forwards 16 Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Hesse Unit 1." No 
response required. 

0 ‘RE ILLY, J. P, Region 2, Atlanta, Office of the Director. 0O/U/1O. 
ip. 07103: 017, 


8012040172 Forwards IE Dulletin 80-23, "Fat lures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpo'jer associated w/corrective actions. 

O'RETU. Y, J, P. Region 2, Atlanta, Office of the Director. 80/11/14. 
IP' 


6012040402 Forwards IE Dullotin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
requ ired. Roques ts info on manpower expended. 

O'REILl Y, J, P. Region 2, Atlanta, Office of the Director, 0O/il/8l. 
Ip. 07163:349. 


0012180591 Forwards responses to action Items I 4t 2 of IE Dulletin 
80-23, "Faulure of Solenoid Valves Mfg by Valcor Engineering 
Corp." Facility has had three failures of Valcor solenoids. 
PARKER, W.O. Duke Power Co. 80/11/24. Spp, 07271:351. 


S012I70309 Forwards IE Info Notice 00-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
requ Irod. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 80/11/26. 
ip 


8012310167 Responds to IE Bulletin 60-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " No described Anchor Darling valves 
in use at fac 1 1 1 1 ies, Manufac turers being contacted re 
valve parts. 

PARKER, W.O. Duke Power Co. 60/12/05. Ip. 07370:023. 


B0t23304S0 Forwards status of implementation of NLlREO-0737 items in 
response to NRC 001031 Itr. 

PARKER, W.O. Duke Power Co. 00/12/15. 0pp. 07314:123. 


B0IS23043S Forwards addl fee for Q00S19 application for amend to 
licenses re disposal of contac-nlnated oil by burning. 

PARKER. W.O. Duke Power Co. 60/12/17. Ip. 07312:265. 


0. Inspection reports, IE Bulletins & correspondence 


B0iat60042 Forwards IE Info Notice 90-37, "Containment Cooler Leaks 8, 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

a'REILLV, J.P. Region 2, Atlanta, Office of the Director, 80/10/24. 

Ip. 


8012160435 Forwards addl info re insp of fuel assembly holddown springs 
at facility safety evaluation of operation ui/brokon 
springs in core. 

PARKER, W.O. Duke Power Co. 80/19/09, 6pp. 07963:049. 


8012310083 Forwards safety evalijation re util actions taken in response 
to NRC 790325 Itr re cracking in feedwater sys piping at 
fac i I i t ies, 

REIDiR.W, Operating Reactors Branch 4. 80/12/09. app. 07371:160. 


—8012310071 Safety evaluation re util actions taken in response to NRC 
790S2S Itr on cracking in feedwater sys piping at 
f ac i 1 i tl os. Augmented iiisps per IE Bulletin 79-13 may be 
d 1 scentinued. 

» Operating Reactors Branch 4, 80/12/09. app. 07371:162. 


R. Periodic operating reports 1. related correspondence 

8012170201 Forwards Suppl 3 to IE Bulletin V9-01S, "Environ 

Qualification of Class IE Equipment." No written respense 

required. 0012190615 Forwards monthly operating repts for Npv'1900. 

O'REILLY, d. P. Region 2, Atlanta, Office of the Director. 00/10/24. PARKER. M.O. Duke Power Co. 80/12/15. Ip. 07286:245. 

Ip. 07260:265. 
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— a0l2l906»^ «on\;Mtj op*rabiii<i repts #Qr Nov |9S0. 
REftVJBt J' A Duke Pouier Co, aO/ia/lS. lepp. 


07288:246. 


8. ftaportPblo qtturreotssi LEfls 6 ralatei corrasp onJettce 


8012310263 Protests planned 810101 faeilitv restart. Renuesti 
investigation re creeled p 1 p ing > corrosion oP steam crossover 
1 ines I def ec t ive turbines fc operation u/o uater discharge 
perml k. 

MAPLES. A. Affiliation Uotnoun. 80/12/21. Ip. 07308:001. 


8012020902 Forwards LER BO-Ol 1/03L-0. 

PARKERiM. 0. Duke Fouor Co. 80/11/26. 3pp. 


07143: a&7. 


-8012020543 LEH 80-01 1 /C3L-0; on 800726. HP 1 pump 28 declared 
due to high upper bearing temp on notor. eeuslng llnlted 
ailal pump I I f t . Probab ly caused by upward pressora of mo 
against upper guide bearing Pomp rebuilt. 

JOKES. J.L. Rule Power Co. 80/11/26. Ip. 07143:262. 


Inoperable 

tor 


8012100497 Forwards LEBi identified as missing in 801104 memo. End 

LEMI9'R'*C.^^*R»9i°n 2, Atlanta. Reactor Operations Nuclear Support 
Oranch. 80/12/03, Ip. 072ia:0?e. 


8012310260 Protests reopening of fac ill ty. Cites defieieneies In spent 
fuel storage pooiipiping support sys.reactor water cleanup 
pipe we Ids 6 dry we 11 torus. 

LEVfcM. P. Affiliation Unknown 80/12/23. Ip. 07370:006. 


8012310268 Expresses concern re planned facility restart in viaw of 
reactor water cleanup pipe cracking 6 spent fuel storage 
pool overcrowd ing. P Ian t should reimain closed until safety of 
storage facilities is assured. 

COUNELLV, E, B. Affiliation Unknown. 80/12/23. Ip. 07308:001. 


8012310272 Requests that NflC esnslder investigation of faeiUtl 
6. rrgt due to technical difficulties occurring at facility. 
NODA. L, Affiliation Unknown. 80/12/23. Ip. 07308:001. 


— aoiaioosoi LER e0-009 has been 
a Duke Power Co. 80/12/03 


cance 1 Led. 

Ip. 07210:099. 


P. Operating license stage documents k correspondence 


6012100466 Forwards LER 80-024/03L-0, 

PARKER. U.O. Duke Power Co. 80/12/03. app- 07210:039, 

—0012100469 LER B0-024/03L~0; on 801109. HPl pump 28 declared inoperable 
du» lo hiffti upp&r b< 4 »'ing te:np, Caused tiy isolation of normal 
coating water lupply to Unit 2 HPI pumps, p er lonne I error, 
equipmriit malfunction 6 design deficiency. 

J0KE6. J U, Duke Power Co. 00/12/09. Ip. 07218:042. 

8012230479 RQ correcting 801209 rept of broken holddown springs. Five 
springs broke, nut four as *<'‘9* '’■'•‘y , ''»P°T J in 
1D30 identified as having broken spring All other info In 


001209 Itr is valid. 

PARKER. W O. Duke Power Co. 


00/12/19. 2pp. 07310:320. 


6012160050 Ltr to operating plant licensees. OL applicants fe CP holders. 
Forwards NUREC-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
End 1 implementation dates will be met. 

EIEEKHUT. D. 0, Division of Licensing. 80/10/31. 7pp. 


8012220353 Ltr to all CP t: OL holders for BHBs re requirement for 
implementation of OOVN code for licensing basis calculations 
performed by QE. App I i cab 1 o to all license applications L 
proposed amends. Inc luding core reloads, 

EISENHUT. D. 0. Division of Llcensirg. 80/11/04. 4pp. 


8012080313 Forwards Amend 89 to License DPR-20. safety evaluation fc 
notice of Issuance *•. aval lab 1 1 i t y . 

IPPDLlTOi T. A. Operating Reactors Branch 2. 

07186:252. 


aO/li/10. 3pp. 


DOCKEI 50-271 VERMONT YANKEE NUCLEAR POWER STATION 
F. Security, medical, emergency 6 fire 


8012040079 Forwards interim I0CFR90, 48 i** 

fire protection mods, e f feet ive upon B01D29 
4SFB7I569. Role will be superseded by revised rule when 

EiaBKHUT.'o 0 Division of Licensing BO/ll/07. 6pp, 07170:263 


— B0120B0322 Amend 99 to License DPR-2a. ehang ing 
range monitor to drop below three counts per 
entire core Is removed or replaced. 

IPPOLLTQ. T. a. Operating Raac tors Branch 2. 
07186: 295. 


count rate in source 
second when 

80/11/10. I2pp. 


--8012080326 Safety evaluation supporting Amend 59 to 

» Office of Nuclear Reactor Regulation. Director. 80/11/10. app. 


07136:265. 


8O12090536 Informs of eiisting emergency communleotlons sgs review tc 
resulting mods to emergency notification sys U. health 
J h« its network. NRC will have lamps installed on •^•;;9«^cy 
telephones in all control rooms i. technical •''ff'"'* 

DRIER. D.H. Region I. Philadelphia, Office of the Director. 
aO/U/14. 2pp. 07174:266. 


K. General correspondence 

0012100461 Requests investigation 6 ?«>> » 

involved in restart of facility. Ltr to State of VT public 

RKMARDSDN?C*^.^ CALLAN.V. Vermont Yankee Decommissioning Alliance. 
00/11/27. 3pp 07107:001. 


8012150192 Urges that facility be E>o«d until “ 

conducted into safety L mgt of ‘ “ '=y' 
findings are published t adequate meaeores are taken to 

lK.V'.’*SetSS^S.‘S:. OREENIMLD.R. Aff i 1 iatlon Unknown. 00/11/30. 
4pp. 07241:138. 


8012080331 Notice of issuance tt availability of Amend 59 to License 

IPPOLITO. T. A. Operating Reactors Branch 2. 60/11/10. 2pp. 

07186; 267. 


2S20963 Ltr to all power reactor licensees forwarding NUREO-O6t9. 
'BHR Feedwater Noiilo *< Control Rod Drive Return Line 
loiJle Cracking,*' Confirmation that imp lamentation dates 
.ill be mot must be sent within 45 days.N/o enel. 


8012300704 Forwards Amend 60 to License DPR-2B 6 notice Of Issuance << 

tpROLt^ol'T.'^A! Operating Reactors Branch 2, 80/11/21. 4pp. 

07360: 001. 


— 8012300707 Amend 
plan to be imp 
approval . 
IPPOLITO. T. A, 
07360: 005. 


60 to License DPR-2a. requiring safeguards eontlnstney 
lamented within 30 days of Commission 

Operating Reac tors Branch 2. 00/11/21. Spp. 


1012190153 Urges full k public investigation of P J' 

k failure to meet safety stds. Roqueits c losure unti 1 safety 
guaranteed. Concerns include water cleanup sys k reactor 

DOI^LIND.L. J. Vermont Yankee DecomnI isloning Alliance. 80/ 12 
Ip. 07237:222. 


6012150197 Requests NRC have all comp It ted sys ’‘•Y 
Independent, cempeteni technicians prior to 

LEVeNCOOD.H. Vermont Yankee Decommissioning AUlartce. 80/12/03. 


Ip. 07187:001. 


0012300710 Notice of Issuance k availability of Amend 60 to License 

IPPOL?TO, T, A, Operating Reactors Draneh 2. 00/11/21. 2pp. 

07360; 007. 


2010089 Responds to 800924 ltr requesting that 
nstalUno Class IE protection at interface of 
.rotaetton sys I. ’’ ® 

lets. Re sponsB will be submitted by SI0I23. 

IrtlTH. R. L. Vermont Yankee Nuclear Power Corp. 




util commit to 
reactor 
enerator 

00/11/24. Ip. 


1012290249 Informi 
KAY.J.A. Yankee 


of relocatlcn of engineering ofc 
Atomic Electric Co. 60/12/10. 


effective 001222. 
Ip. 07342:338, 


H 2090 190 Application for Proposed Change 93 to License DPR-ao, 

eo/.=/o., 

07200: 152. 
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--8013090195 Prapoaed Changa 93 to App A Tech Speeti Section* 1.1>2. 1>3. 1 
ti 3.3 re reactor veeiel water level eetpoint scale value*. 

• Vermont Yankee Nuclear Power Corp. 00/13/01. 13pp. 07300:154. 


G0130S0112 Forwards response to 0OOSO7 i: 801031 Itr* requiring all 
llcanfeas to lubmit rept detailing outage dates li length* of 
outages for all ECC8. No neu change* proposed. 

SMITH. R.I.. Vermont Yankee Nuclear Power Corp. 00/13/03. 7pp. 
07174:014. 


8013320405 Respond* to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensee* of need to complg 
tu/revlsad Agreement State burial site conditions. Forwards 
raiults of IE survey. 

OENION.H. R. Office of Nuclear Reactor Regulatiani Director. 
80/13/04. 3pp. 


--8018230505 Forward* tabulation 1: lummary of IE survey on low level 
waste at 51 reactor*. Low level waste storage facilities 
have been eipandedat 371! of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BAMOARTi fl. C. Effluent Treatment System* Branch. 0O/H/O6. 9pp. 


8013310004 Forward* proposed wording for Tech Specs re sys integrity It 
iodine monitoring per TMt-3 LBs»on» Learned Category A 
requirenentf . 

IPPOLITO. T. A. Operating Reactors Branch 2. 00/12/10. 4pp. 

07371; 055. 


8012330319 Forward* Itemlied tabulation of requirements specified in 
NRC 801031 ttr re TMI-related item* approved for 
implementation. Util hat committed to meet implementation 
schedule. 

HEIDER.L. H. Vermont Yankee Nuclear Power Corp. 80/13/15. t5pp. 
07317; 063. 


8013330192 Responds to alleged potential problem* re fire barrier 
penetration seal* installed by Chemtrol Corp. Investigation 
underwey to asses* seal acceptability. 

CONWAY. H. F, Varmont Yankee Nuclear Power Corp. 80/13/19. 3pp. 
07317; 084. 


0. Impaction reports. IE Bulletins & correspondence 


7905070593 Respond* to IE Bulletin 79-03 re welding defect*. No further 
acttori required since seam weld intp requirement is A8ME 
111. Only plants fabricated under these rule* are affected. 

MOODY. 0. E. Vermont Yankee Nuclear Power Corp. 79/03/30. Ip. 


8013130145 Forwards IE Bulletin 80-31. "Valve Yokes Supplied by HalcoU 
Foundry Co. tnc. " Written response required. 

ORIERtB.H. Region 1. Philadelphia. Office of the Director. 

80/11/05. Ip. 07330:353, 


B013190384 Informs util of issuance of new NRC personnel identification 
badgasi if feet Ive after 80t 130. Eiamp It end. 

MARTIN. H.J. Region 1. Philadelphia. Safeguards Branch. 00/11/06. 

Spp. 07385:145. 


0013030739 Forward* IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Bafsty Relief Valve Operation to Cause 
Reactor Depresiur 1 la t i on. “ No written response required. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
80/11/07, ip. 07150:368. 


8013080419 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit t. " No 
response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 

80/11/10. Ip. 07183:305. 


8013090S9S Forwards response to IE Bulletin 80-11. "Masonry Wall 
Design.” Including as-built info criteria to be used for 
final evaluation 5. justification for criteria used. 

HEIDER.L. H. Vermont Yankee Nuclear Power Corp. 00/1 l/tO, 5Bpp. 
07107:001, 


8013040078 Forward* IE Bulletin 00-23, "Failure* of Solenoid Valve* 
(ifp by Valcor Engineering Corp." Requires estimate of 
manpewer associated w/eorrectlve actions. 

ORIER.B.H, Region 1, Philadelphia. Office of the Director. 
80/11/14. ip. 07157:303. 


8013380589 Adviees that written response it required to IE Bulletin 
80-33. "Failures of Solenoid Valve* Mfg ty Valcor 
Engineering Corp. " First paragraph erroneously steted no 
written response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/19. ip. 07393: iSi. 


8013040454 Forward* IE Bulletin 00-34. "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests Info on manpower expended. 

ORIER.B.H. Region i. Philadelphia, Office of the Director. 
80/11/81. 3pp. 07153:307, 


8013050508 Forwards Info Notice BO-43, "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 
ORIER.B.H, Region i, Philadelphia, Office of the Director. 
80/1 1/34. Ip, 07174:101. 


8013100505 Submits results of core spray sparger insp performed per 
IE Bulletin 80-13. Single Indication was observed on end cap. 

One cverslxe drawing withheld (ref 10CFR8. 790>. 

CONMAYrW. F. Vermont Yankee Nuclear Power Corp, B0/l8/0t. 7pp. 
07330: It 9. 


R. Periodic operating reports t> related correspondence 


8013150430 Forwards monthly operating rapt for Nov 1900. 

CONMAYrW. F. Vermont Yankee Nuclear Power Corp. 80/13/09. Ip. 
07354: 155. 


— 0012160433 Monthly operating rept for Nikv 1900. 

DUROER. F, V. . BERNARD, D. Yerioont Yankee Nuclear Power Corp. 
00/13/09. Bpp. 07254:157. 


0. Reportable occurrences. LERs t: related correspondence 


G013S90543 Part 31 rept re failure of fire penetration teals to pats 
fire test. Cause undetermined. Tested matl will be analysed. 

SHVIErS. Chemtrol Corp. 80/11/03. 14pp. 07300:001. 


8013020430 Responds to NRC 001030 requests for addl info re leaker fuel 
bundle* Identified In 1970 5 1979. 5 wear observed on water 
rod lower end p lugs. Analysis of Item 490. 1 found failures In 
Reload 3 were result of anomalous metallurgical condition. 

SMITH, R,L. Vermont Yankee Nuclear Power Corp. 80/11/31. Spp. 
07141:345. 


0012010379 Forward* LER 0O-O39/O3L-O. 

MURPHY, N.P. Vermont Yankee Nuclear Power Corp. 00/11/34, ip. 
07091:395. 


— 0012010403 LER 0O-O39/O3L-O: on 001035, valve* V15-30-20 5 URW-83 found 
to have teat leakage in excess of Tech Opees, Cause not 
stated, Valves repaired. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 80/11/24, Spp. 
07091:395, 


8013030435 Forward* LER 80-03B/03L-0. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 00/ 11/36, Ip. 
07148:255. 


— 8012020439 LER BO-038/03U-0; on 801037, during refueling operation* LIB- 
3-3-73A isolated from svc during Ins ta 1 la t ion of analog trip 
sys. Cause not stated. New analog instrument Itistalled. 

MURPHY, W.P. Vermont Yankee Nucleer PowoT Corp. 00/11/35. tp, 
07140:355. 


DOCKET 50-272 SALEM NUCLEAR GENERATINO STATION, UNIT 1 


F, Security, medical, emergency 5 fire protection plans 


0013080734 Inform* that mods will be made to emergency notification 
sys ii health physics network equipment. NRC will have lamps 
installed on emergency telephones in all control rooms, 
technical support ctrs 5 emergency operetiens facilities, 
ORIER.B.H. Region t, Philadelphia, Office of the Director. 
00/11/14. Spp. 07195:157. 


0. Adjudicatory correi pondenee 


8O1S3003S8 Request for txtsnsion to 010131 to file brief In support of 
exceptions to A8L8 001037 Initial decision re spent fuel 
pool proceeding. Certification of Svc end. 

COLEMAN, A. C. , COLEMAN, E G. Af f 1 1 tat ion Unknown. 00/11/30. 4pp. 
07357:170, 


8012390397 Appeal from A8LS Ini t ial dec is ion granting util right to 
increase spent foe! pool storage capacl tg. NEPA require* 
detailed analysis of safety k health problems posed by 
rerac k Ing. Cer t If ica to of Svc end. 

VALOREiC.J. Lower Allowayt Creek, NJ. 00/12/04. 9pp. 07336:389. 
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601S300971 aesponie fco 1 rtt Brv«r.ors EC t A Coleman motion for oitension 
until 910131 to flU brief in support of e ic epttons, Opposes 
motion but would not o&jeet to 2 wk ei tans ion. Cert if lea te of 
SvC t 

WETTERHAIUI. H- J. Public Service Electric 4; Oas Co. of Hew 
WETIEflHAHfJf K. J. Conner. Moore 4 Corter. 00/12/09. 7pp. 0735i: 184. 

80192P0310 Response to Coleman 801100 motion for 7-wk eitension to file 
brief in support of twelve eiceptions to ASLB BClOl 1 initial 
decision. Thrca-uk eitenslon act ep tab le. Cer t i # i cate of Svc 

HQDRE- J. E. Hearina Branch 2. 60/12/09. 5pp. 07307:310. 

9012230266 Motion granting in part Colemans' motion for 5i-day 
eitenslon to file brief, Brief must be filed bi) Bl0ll2.Tim*8 
for filing licensees & 1J.RC responses shall run from date of 

filing ^ .rs-oami-i 

BISHQPpC.J. Admlnistratl VB Sranch. 80/12/10. Spp. 07317:330. 

e0l22903Si Response in support of licensee 901209 reisgest for 30-dag 
eitension to file consolidated reply to all parties' 
eiceptions provided NRC also be permitted to file 
consolidated reply within 40 days. Cer t i flea te •J’**- 

MOORE. J. E Hearing Branch 2. 60/12/11. 4pp. 07331:315. 


J Insurance t( Indemnity information 


8012010360 Forwards Endorsement 41 to AMI Policy HF-230. 

C0RREA.I1 A. Karsh tt McLennan. 1 n.c . H & M Nuclear Consul tantsi I nc. 
OlV. aO/n/24, 2pp. 07099:046. 


P. Operating license stage documents 4: correspondence 


8012170239 Notification of 001205 meeting u»/utll in Bothesda.MD to 
discuss licensee proposal to perform low power ««*«» whtie 
seismicaliy und erd es I gned walls ^re being upgraded. 07866- 209 

RQSfld W. J. Opcrafeing Reactors Branch 80/12/05. 2pp. 

8012290363 Requests log ie d lagraras 4: electrical schematic drawings 
re design U operation of aucillary feedwater sys at 

VARCAps!*A. Operating Reactors Branch 1. 80/12/08. 4pp. 07337.078, 

8012190216 Forwards application for amend of Licensd DPR~70. changing 
Tech Spec re mod to limits on surveillance flow 
sodium hydroxide from containment spray additive tanb.uiass 

UOERITZ. R^A* Public Service Electric 4i Oas Co, of New Jersey. 
B0/t2/ll. Ip. 0728S; 296. 

— 6012190225 Application for amend of License DPR-70r changing Tech Spec 
4 . 6. 2. 2. d. modifying limit on surveillance flow test of 
sodium hydroiide from containment spray ‘ ® onn 
SCHNEIDER. F. W, Pacific Oas 6 Electric Co. 80/12/12, app. 

07265: 296. 


-6012190230 Proposed change to Tech Spec 1*"’**' *** 

surveillance flow test of sodium hydroiide from containment 

spray additive tank. on/ia/io 

* Public Service Electric 6 Oas Co. of New Jersey. BO/la/ia- 


oTass- S9S 


8012170413 Responds to NRC B0103I request fur 

implementation dates in NUReo-0737 can be me t , Imp lementat ion 

schedule for post-TKl requirements end. 

MITILiR.L. Public Service Electric U Oas Co. of New Jersey. 
80/12/15, lOpp. 07269:131. 


0012020733 Forwards seismic qua 1 i f lea ttons of auxiliary feedwater sys 
In operating PKRs U. describes program NRC is undertaking 
to review capability of operating Pl/Rs to remove decay 
heat following earthquake, 

E ISENHUT. D. 0, Division of Licensing. 60/10/21. 4pp. 


9012310234 Informs of submission of proposed TMI-reUted Tech Spec 
revisions by 010116 , per telcon request. 

mfPL,R.L Public Service Electric 6 Gas Co. of New Jersey. 
80/12/19, 2pp. 07361:303. 


0012160050 Ltr to operating plant lieenseesiOL applicants 6 CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be pet. 

ElSENHJT, D. 0. Division of Licensing. 00/10/31, 7pp. 


8012220563 Ltr to all power reactor licensees forwarding NLIREO-0619, 
“BUR Feedwater Noiile 4 Control Rod Drive Return Line 
Noiile Cracking." Coaf Irma t ion that imp lementat ion dates 
will be met must bo sent within 45 days. H/o end. 

EISENHUT. D 0. Division of Licensing. 00/11/13. Ip. 


eoi2i00?50 Motif ieation of 801120 meeting w/util in Hancock's Bridge. NJ 
to discuss NRC criteria for re inf orcoflient of masonry walls. 

KERRIOAN.J, Licensing Branch 3, 80/ll/lB, 3pp. 07217:325. 


8012240182 Forwards Amend 27 to License DPR-70. safe ty evaluation I. 


notice cf issuance L availability. 

VAROAiS, A, Operating Reactors Branch 1. SO/ll/SB. 


3pp. 07163:001. 


a. Inspection reports, IE Bulletins 4 correspondence 


1012090540 Forwards IE Enforcement Meeting Rept 5O-272/0O-12> d tscusslng 
adoption tt implementation of mods to physical security 
program re order modifying license. 

DRIER, B.H. Region I, Philadelphia, Office of the pirector. 






--8012090845 IE Enforcement Meeting Rept 30-272/00-12. Noncomp l lane# 
tio 1 9 tf : pT oc ®<lurE adopted & iinp icfliflnfcHd fdilftd to nifot 
requirement of order. „ a a 

DEVLIN, JW., MARTIN, U.O. Region l, Philadelphia, Safeguards 
Branch. DRUNNER.E.J. Region I, Philadelphia, Reactor aperatlons 
Nuclear Support Branch. 80/05/23, 5pp. 07207.005. 


9012090116 Ack receipt of 800707 4: 1007 Itrs informing NRC of steps 
taken to correct violations noted in IE Health Physics 
Appraisal Rept 50-272/80-03. ...... t 

CRIER, D.H. Region 1, Philadelphia, Office of the Director, 
00/10/20 ip. 07101: 026. 


—8012240194 Amend 27 to Lteanse DPR-70, revis ing Tech Specs re use of 
term operability 

VARGA.SA, Operating Reactors Branch 1. 60/11/28. 22pp. 

Q71B3: 001. 


— 0012240187 Safety evaluation supporting Amend 27 to License DPR-70. 

* Office of Nuclear Reactor Regulation, Director. 80/11/20. 7pp. 
07163:001, 


•0O-1224O191 Notice of issuance 4 availability of Amend 27 to License 
DPR-70, 

VAROA.S.A. Operating Reactors Branch 1. 80/11/28. 2pp. 

07183:001. 


—8012030152 Responds to NRC 800613 ltr re violations noted in IE Health 
Physics Appraisal Rept 50-272/00-03. Proposes expanded 
personnel training program 4 complete reorganl lation of 
performance dept. * , 

SCHNSiDER. F. W. Public Service Electric 4 Oas Co. of New Jersey. 
80/07/07. llpp. 07161:027. 


•0012080131 Provides addl info to 000707 ltr re violations noted in IE 
Insp Rept 50-272/80-03, Discusses commltinant to roplaea 
contractor personnel, status of radiation protection group 
reorganl lation it contractor personnel training. 

SCHNElDERi F. W. Public Service Electric 4 Oat Co. of New Jersey. 
80/10/07. 4pp. 07181:030. 


8012220485 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site eond 1 1 ions. Forwards 
results of IE survey, 

DENlOMtH.fl. Office of Nuclear Reactor Regulation, Director. 
60/12/04. 2pp. 


—6012220506 Forwards tabulation 4 summary of IE survay on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37K of reactors surveyed 
planning or considering increasing storage capacity. 

BANeART,R,L. Effluent Treatment Systems Branch, 80/11/06. 0pp. 


— 0012080186 Forwards IE Health Physics Appraisal Rept 80-272/60-03 4 
notice of violation 4 significant appraisal findings. 

ORlERiB.H, Region 1, Philadelphia, Office of the Director. 
80/06/13. Spp. 07181:073, 


■8012080189 Notice of violation from health physics appraisal on 
600128-0208. 

a Region 1, Philadelphia, Office of the Director. 80/05/16, 2pp. 
07161: 081. 


— 6012080195 IE Health Physics Appraisal Rept 50-272/80-03. Noneompl iantt 
noted; inordinate reliance on contracted personnel, lack of 
technical proficiency among staff 4 ueaknesses in emergency 
plan procedures. , 

N>11TE,J. R. , DOMALDSONi D. E. , H0SEV,C,M. Region t, Philadelphia, 
Office of the Director. 00/03/16. llpp. 07181:083. 
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0013170397 Foruiardi IE Info Notic* a0-38( “Crack in# In Char# in# Pump 
Cafin# Ciaddin#, " No uirittan r#ipon»» raiyuirtd. 

OPIERfS.H. Region Ir Ph i ladelphlar Office of the Director 
00/10/30. tp. 072di9:09e. 


0012190703 Forwardi IE In*p Rept« 5O-372/0O-21 & 50-311/00-17 on 
000901-101 1 , No noneomp 1 lance noted. 

BRUNNERi E. J. Region it Phlladelphlai Reactor Operationf Nuclear 
0upport Branch. 00/10/30. 3pp. 07807:359. 


•8012190707 IE Inep Repte 30 - 872 / 00-21 & 50 - 311 / 80-17 on 800901 - 101 1 . No 
noneomp 1 lance noted. Major areai Inepectcd: logt & recorder 
liceneee even.tir opera t lonai eafet# verification %t IE 
tul letlne . 

NORRHOLM) L. J. t HILLr W. M. Region li Philadelphia! Office of the 
Olraetor. KEIMIOiR.R. Region Ir Philadelphia! Reactor Operatlone 
Nuclear Support Branch. 80/10/20. 17pp. 07800:001. 


B018040681 Foruarde proprietor# l< nonpropr 1 itar# verelone of environ 
Huallf Ication review repti for IE Bulletin 79-018. Repte 
■upertede prevloue info lubmitted on 000307! 21 r 0414 0604. 

Proprietor# vertlon withheld <ref 10CFR8. 790>. M/o end. 
aCNNEIDERt F. M. Public Service Electric fc Oae Co. of New Jerteu 
00/10/31. 13pp. 06913:001. 


0018010304 Foruarde to NJ Dept of Public Advocate “Sample Piping Strees 
Anal#si» Calculations i Pipe Support Re-Evaluatlon! ’’ In 
reiponse to 790027 Itr. 

CODEViL. R. Public Service Electric t< Oae Co. of New ^ereeu 
00/11/83. Ip. 07091 : 304, 


0018010303 "Sample Pipln# Stree* Anal#tie Calculations h Pipe Suoeort 
Re-Evaluatlon. " 

♦ Public Service Electric it Oas Co. of New Jerseu. 79/00/17. 

61pp. 07091:305, 


—0012010313 Responds to IE Bulletin 79-07, "Seismic Stress Analysis of 
Sarety-Retated Piping," Bulletin concerns are not applicable 
to loop It Class I piping analysis of plant In vendor scope 
of supply. 

* Nfstlnghouse Electric Corp, 79/04/23. Ip. 07098.013. 


8018020137 Forwards proprietary & nonproprietary versions of 
Revision l!Vols l t: 2, "Environ Quel i f ieetion Review Rept. " 
Applications 4i affidavit for withholding Info Iref 
I0CFR8. 7901, 

MITTLiR.L. Public Service Electric 6 Oas Co, of New Jerseu 
00/11/26. 12pp. 07321:330. 


8018300173 Forwards IE Insp Repts 50-272/00-27 it 50-311/00-20 on 
001014-17 (( notice of violation. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction it 
Engintarlng support Branch. 80/1 1/05. 2pp. 07356:873. 


— B0133'30i77 Notice of violation from Insp on 001014-17. 

* Region 1, Philadelphia, Office of the Director. 00/11/04. Ip. 


•0012300185 IE Insp Repts 50-272/80-87 it 50-311/80-80 on 801014-17. 
Noncompliance noted: 1/2 of flro brigade membars not trained 
In fire fighting it use of emergency breathing eyulpmint 6 
no continuous fire watch posted on fire doors. 

KOLTAYiP, 8, Region 1, Philadelphia, Office of the Director. 
EBNETER, 0. D. Region 1, Philadelphia, Rtactor Construction 6 
Engineering Support Branch. 80/11/04, 6pp, 07356:876. 


— 0018020148 Nonproprietary version, Revis Ion l,Vol 1, "Environ 
Ouallflcatlon Review Rept." 

e Public Service Electric fc Oas Co. of New Jersey. 00/12/01 
260pp, 03754:103, ' 


•8018020130 Nonproprietary version, Revis Ion l.Vol 2, "Environ 
Qual if ieatlon Review Rept." 

» Public Service Electric 4; Oas Co. of New Jerseu. 80/12/01. 
420pp. 03753:094. 


8012020570 Forwards info re Nestinghousc ultrasonic test turbine disc 
insp of facility, info Includes sumirarljation of util 
analysis of discs found to have davetoped cracks In keyway 
areas 4 critical crack sites from disc Info sheets. 

SCHNEIDER, F. W. Public Service Electric it Oas Co. of Hew Jersey 
BO/18/01, Spp, 0714B;064, 


8018120060 Forwards IE Bullstln 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response regulred. 
oniERrB.H. Region 1, Philadelphia, Offict of tha Diractor. 

80/11/06, ip. 07230:279. 


8018190355 Informs util of issuance of new NRC personnel identification 
badges, effective after 001130. Example end. 

MARTlNiH. J, Region 1, Ph 1 ladelphla, Safeguards Branch. 80/11/06. 

2pp, 07286: 125. 


R. Periodic operating reports 4 rtlated correspondence 


8012160445 Forwards monthly operating rept for Nov 1980. 

KIDURArH, J. Public Service Electric 4 Oas Co. of New Jerteu 
00/12/11. Ip, 07834. 176. 


■8018160430 Monthly operating rept for Nov 1900, 

MILLER, L.K Public Service Electric 4 Oet Co. of New Jerseu. 
80/18/1 1 , a3pp, 072U4; 177, 


8018030796 Forwards IE Info Notice 00-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dopr esiur I lation. “ No written response required. 

CRIER, B.H. Region i, Ph i ladelph la, Offtca of the Director. 
80/11/07. Ip. 07150:824. 


8018080486 Forwards IB Info Notice 80-41, "Failure of Swing Check Valve 
In Decay Heat Removal 8yt at Davit Basse Unit i. “ No 
response re<iulred. 

CRIER, B.H. Region 1, Ph i lade Iph ia, Office of the Director. 

80/11/10. Ip. 07188 309. 


0018040047 Forwards IE Bulletin 00-83, “Failures of Solenoid Valves 
Mfg by Valcer Engineering Corp." Renulres estimate of 
m^npowtr Asioci^itfd w/corrcctiv« actioni. 

CRIER, B.H. Region 1, PhiladelpMe, Office of the Director. 
80/11/14. tp. 07169:337. 


S018280679 Advises that written response It required to IE Bullttin 
80-83. “Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp, " First paragraph erroneously stated no 
written response rti(uired. 

ORIER.B.H. Region 1, Phi ladelph ia< Office of the Director. 
80/11/19. Ip. 07293:116. 


B0120^10497 Forwards IE Bulletin 00-24, ''Prevention of Damage Doe to 
Hater Leakage Inside Containment," Written response 
reguired, Reguestt info on manpower expended, 

ORIER.B.H, Region 1, Philadelphia, Office of the Diractor. 
00/11/21. 8pp. 07169:172. 


8018080895 Forwards Info Notieo 80-48, “Effect of Radiation on 
Hydraulic Snubber Fluid," No written response renuired. 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
60/11/84. Ip. 07174: 0C6. 


S, Reportable occurrences, LERs 4 related corrtspondenca 


nLi ou-oo/uxr: on euiuuv flurlnt 


generator 11.18,13, 4 14 feedwater noxilt to pipe wolds 
Indications found In weld ertes of steam generator 13. 

Causa unknown. Welds are undergoing exam. 

MIDURArH. J, Public Service Electric 4 Oas Co. of New Jerseu 
00/10/89. Ip, 07090:064. 


■ w a esjf wr vvwaiii 


6012040447 RO 0O-56/OlP;on 001107, util discovered that three meionry 
walls not erected per design. Analys 1 s in progress & detailed 
rept will be submitted. 

MIDURA, H. J, Public Service Electric 4 Oes Co. of New Jersey. 

80/ 1 1 / 1 0, 2pp. 07180: 204. 


0012010401 RO 80-61/01P;on 801123, Fir# Pump 2 failed to start on 
receipt of automatic initiation signal 4 was inoperable per 
Tech Specs, Operator was assigned to standby unit 4 etirt 
punp, if ntcessary.Detailed rept will be provided. 

MIDURA, H.J. Public Service Electric 4 Oas Co. of New Jersey. 
00/11/84. ip, 07098: 068. 


0012080645 Forwards LEfi 60-056/01T-0. 

LIBR1ZZI,F. P. Public Service Eltctrlc 4 Oas Co. of New Jersey. 
80/1 1 /84. app. 07 130: 320. 


—8012020688 LER 80-056/01T-0: on 801107, during investigation of masonry 
walls, per IE Bulletin 80-1 1, d iscrepency found betueon const 
spec 4 design drawing for auxiliary wall at 18a-ft elevation 
4 deficiency In corridor wall at 100-ft elevation. 

QSUCH, J. C. Public Service Electric 4 Oas Co. of New Jerseu. 
80/11/84. Ip. 07130:331, 


8012080485 Forwards LER 0O-O59/O3L-O, 

LIBRIZZIi F. P, Public Bervlcs Electric 4 Oas Co, of New Jerseu. 
80/11/26. 8pp. 07130: 831. 
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-3013030463 LER aO-059/03L-0: on 301033. ac fcion 3.9.2 wa» 

atilerad dw» to loa* cf audio count rats. Cao»»d bij broken 
card holder in count rate drauer due to cables eatchirg edge 
of circuit board. Card holder replaced ti uiarning issued. 

CSL'CHiJ C. Public Service Electric b Oas Co. ot Meei Oerseg. 
83/ll/2d>. ip. 0713& 283. 


3012020653 Foruards LER 30-057 /'03L-0. 

LIBRIZZI. F. P. Public Service Electric t Oas Co. 
&0/IWS6. 2pp. 07130:332 


of New Jersey. 


-3013020663 LES 80-057/03L-0: on 801023. while valves t3H3169 i< t3M8171 
uere disassembled for ma int. c entainment integrity lost due 
to grinding out of weld at steam generator 13 feedwater 
noil la. Caused by pers.innel error. 

CSU-JH. J, C. Public Service Electric 1< Oas Co. oP New Jersey. 

30.^ 11/26. Ip. 07130- 334 


3012020540 Forwards LER 79-0S6/OI X-2. 

LIBRUZlrF.P Public Service Electric ft Oas Co. 
aO/U/28. 4pp. 07130:308. 


oP Hew Jersag. 


•B0120P0530 LER 79-056/01 X-2: on 790B31, tests perpormed on facility 
indicated that RriR pump flow would eicead design runout 
Plow. Caused by sys resistance being lower than desired. Flow 
instruments recalibr to meet functional requirements. 

RANDOLPH. J. M. Public Service Electric l< Oas Co. at New Jersey. 
30/11/20 tp. 07130:312. 


8012050332 Forwards LER fl0-06O/03L-0 

LIBRIZZIrF. P. Public Service Electric te Gas Co. 
00/11/23. 2pp. 07173:240. 


of New Jersey. 


— 3012050333 LER a0~060/03L-0; on 301003. nuclear HOR llSlf taken out of 
SVC. All diesel generators found overheating t declared 
inoperable. Caused by valve positioner tt indicators 
Incorrectly aligned w/val ve. Pos 1 1 loner realigned. 

QS'JCHi J. C, Public Service Electric It Gas Co. of Nau Jersey. 
80/11/23. Ip. 07173:242 


3012110403 Forwards LER 80-061 /OlT-0. 

LIBRIZZI.F.P Public Service Electric L Oas Co. 
30/12/05. 3pp. 07225:149. 


of New Jersey. 


— 8012110409 LER B0-061/01T-0: on 801 123. u/f ire pump 1 out of svc.fire 
pump 2 failed to run over 90-s. Caused by failed alternator. 
Alternator replaced. 

OallCH. J. C. Public Service Electric L Oas Co. of Nau Jersey. 
80/12/05, Ip. 07225:152, 


901215-0121 Forwards updated LER B0-009/03X-1 , 

LIBR IZZli F. P. Public Service Electric 4-. Gas Co. of New Jersey, 
80/12/09. 2pp 07240:114. 


•B012150I24 Updated LER e0-009/03X-l : on 3001 17. during insp of spent fuel 
pit. small leak discovered at tell tale drain. Caused by 
leaking welded seams. Ha If-round channels welded over leaking 
welds. _ 

CSJCH. J 0. Public Service Electric Si Oas Co. of New Jersey. 
a-0/12/09 Ip. 07240: 116 


3012190634 Forwards LER 80-007 /03X-J . 

UDERtIZ.R A, Public Service Electric fc Oas Co. of New Jariey. 
eO/12/11. 3pp. 07237:291. 


■0012190640 LER 80-007/03X-t: on 300123. des 1 gii deficiency found In 
deminaraklied water supply cheek valve to auxiliary 
feedwater storage tank 1QB7. Caused by failure to Include 
valve in piping spec break. Valve selsmically qualified. 
08UCH.J.C, Public Service Electric 4 Gas Co. of New Jersey. 
S0/12/U. Ip. 07287:284. 


8012230379 Forwards LER 80-063/017-0. 

VDERITZiH A Public Service Electric ft -Oas Co. of New Jersey, 
00/12/18 Ip. 07313:254. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNlT^t 
A. Application/construction stage documents 4 


8009150060 Submits interim criteria for shift staffing to ail OL 6 CP 
licensees 6 app I ieantsr per NRC 000507 I tr. Discusses 
administrative provisions for eraorgeney t- overtime work. 

Development 4 implementation to be reviewed “ithln 90 daye. 
EISEKHJT. D. 0, Division of Licensing, 30/07/31. 10pp. 


8012160050 Ltr to operating plant llcensees.QL applicants fc CP holders. 
Forwards NLiREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 43 days that 
Enel I implementation dates will be met. 


8011260125 Forwards info re evaluation of environ qual 1 f ieation progrfa 
far f * fcy ’■re 1 a tod olectrical St Claa* IE e(^ul pffiont* In 
ratponso to 7'91J02 Itrs. 










8012110035 Forwards ACRS 801112 Itr re review of util study re 
interactions of failure of nonsafety sys on plant safety as 
result of earthquake. 

KIRAGLIAf F. J. Liccntlrg Branch 3. 00/11/17. Spp. 07227.21^* 

8012050430 Forwards response to NRC 800927 ltr re containment pressure 
boundary fracture toughness. Info certifying that fracture 
toughness acceptance stds have been met is available at 

CRANEiP.A. Pacific Oas ?< Electric Co, 30/11/21. 41pp. 07171:872. 

8012000335 Forwards response to NRC 700125 ltr re long-term 
overpressure transient pro tec t ion. Inc lodes description of 
to to 6rF>plou9d at facilities. 

CRANE. P. A, Pacific Oas L Electric Co. 80/11/81. 10pp. 07190:895. 


8012040520 Forwards responses to NRC 000100 ltr re implementation of 
recommendations of NUReG-0660, "Enhancement of Onsite 


Emergency Diesel Generator Reliability 










6012090329 Informs of planned temporary shutdown of basic seismic 
instrumentation sys at fac i I ity. Shutdown required, to enable 
licensee to install panels for post-accident monitoring 

sgs in control room. _ 

CBANE.P.A. Pacific Oaa It Electric Co. BO/ll/25. Ip. 07201:161. 


0018180309 “Concentration t Speeiatlon of Copper in Haters Collected 
Near San Onofre & Diablo Canyon Nuclear Power Stations." 

HARRISON. F, L. Lawrence Livermore Laboratory. FINA-0119. 
NUHEG/CR-0750. 90/11/30. 66pp. Available at NTIS. 


9012090360 Provides info on environ qualification of safety-related 
equipment per 901001 request. Description of valve flow 
morltoi- sys fe power supply cable presented in detail. 






8012050393 Responds to requirements specified in Buppl 10 to NUREO- 
0675. Hods addressed: procedure for dissemination of operating 
eip erlencB. vendor review of low power program, agreements to 
pool resources w/utils S-. inadequate core cooling. 

CRANE. P. A. Pacific Oas U Electric Co. 00/12/02. 60pp, 07171:211. 


8012090335 Responds to NRC 900327 ltr re Review Question 5. Response 
provides commitments U completion schedule for upgraded 
meteorological program t: is organized to address four 
essential elements in (4UREO-O654i App 2. 

CRANE. P. A. Pacific Oas k Electric Co. 0O/i2/O2. Spp, 07201:140. 


6012110526 “Forwards procedure for dissemination ot operating 
esperleneoi vendor review of low power test program 
procedures 6 low power test program safety analysis rapti 
por Suppl 10 to NURE0-O67Si facil Ity 8ER. 

CRANE. P. A. Pacific Oas t Electric Co. 80/12/02. 4pp. 07225:327. 


9012230382 LER 90-063/01T-0: on 301203. di scovered auxiliary feedwater 
pu.-sps 11 S: 12 could be stopped from control console, upon 
receipt of low-tow level s ignal. Caused by design error. 

Design change request issued S. implemented B0I206. 
aSL'CHiJ.C. Public Service Electric l> Gas Co. of New Jersey. 
00/12/10. Ip. 07318:256. 


— 0012110530 Nuclear Plant Administrative Procedure W-IOO. “DiiseminatUn 
of Operating Experience." Westinghouse review of special low 
p ower test procedures end. 

a Pacific Gas L Electric Co. 80/11/26, 7pp. 07825:331. 


•8012110533 "Diablo Canyon I Special Low Power Tests Final 3afety 
Evaluation Rep t. " 

a Pacific Oas 6 Electric Co. 80/10/31. 49pp. 07225:339. 
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80(2100470 Dlscuiiei fl»td audit of clfctrieal stparationo conducted in 
?e«po>tte to NRC 791130 Itr. Audit demonstrated that 
flectrical ei^ulpment & sys have been installed in manner 
iiihieh provides Independence separation per FSAR. 

CRANEiP.A. Pacific Oas fc Electric Co. 80/12/04. 2pp. 07219:023. 


8012180132 Describes actions taken as result of TMI accident re safety 
requirements of near-term OLs.All requlre.nents must be meti 
applicant must appear before A8LB t-. record must be revleued 
by Commission before low power testing. 

MtRAOLIAiF. Licensing Branch 3. 89/12/04. 2pp. 07272:284. 


8012320483 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revlsed Agreement State burial site condi tions. Forwards 
results of IE survey. 

DENTONtH. R. Office of Nuclear Reactor Regulatlont Director. 
80/12/04. 2pp. 


-8012220306 Forwards tabulation it. summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
havs been expanded at 377i of reactors surveyed u/7i’.i 
planning or considtring increasing storage capacity. 

BANOARTiR.L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


0012290136 Responds to J Stoli 791130 Itr re field audit of electrical 
separations. Audi t indicated equipment it sys installed per 
FSAR requirements. Audit rssults contained in Amend 51 to OL 
application. 

CRANE) P. A. Pacific Oas tt Electric Co. 80/12/04. 2pp. 07344:049. 


8012170780 Forwards Info re nuclear power plants to be licensed Dec 
19B0-0 bc 1981 in response to request from Nuclear Oversight 
Committee. 

WIRAOLlAiF. Licensing Branch 3. 80/12/05. 3pp. 07266:098. 


8012160138 Forwards preliminary emergency operating procedures) 
incorporating handwritten changes mads during NRC review 
in conjunction w/facllitlss operations staff. 

CRANE)P.A. Pacific Oas U Electric Co. 80/12/08. 94pp. 07254:001. 


8012290086 Forwards proposed license authoriiing util to load fuel) 
proceed to Initial cr i t leal i ty) perform startup tasting tt 
operate at 37) rated power. List of exemptions to Tech Specs 
end. Related correepondence. 

CRANE)P.A. Pacific Oas ti Electric Co. 80/12/16 9pp. 07343:001. 


8012290073 Unexecuted license for fuel loading C< low power testing. 
List of exemptions to Tech Specs for low power test program 
end. 

DENTON)H.R. Office of Nuclear Reactor Regulation) Director. 
80/12/19. Bpp. 07342:349. 


F. Security) medical) emergency k fire protection plans 


8012110386 Responds to NRC 800827 Itr re Review Question 3. Response 
provides commitments fc corresponding completion schedule 
for upgraded meteorological program. Comml tments may he 
altered upon final promulgation of draft NUREO-0654, 

CRANE)P.A, Pacific Oas (t Electric Co. 80/12/02. 3pp. 07223:096. 


9012240118 Releases public version of util emergency plan. 
FELTON) J. M. Division of Rules and Records. 80/12/12. Ip. 


--8012240129 Forwards public version of App I to Revision 2 of corporate 
emergency response plan. 

CRANE) P. A. Pacific Oas it Electric Co. 80/03/21. ip. 


•8012240134 Public version of App i to Revision 2 of corporate emergency 
response plan. 

* Pacific Oas it Electric Co. 00/03/20, 91pp. 


80(2290464 Releases public version of "Evacuation Times Assessment for 
Diablo Canyon Nuclear Power Plent)aspt 1980." 

FELTON) J. t1. Division of Rules and Records, 80/12/16, Ip. 

07338: 031. 


•8012290469 Forwards public version of "Evacuation Times Assessment for 
Diablo Canyon Nuclear Power Plant) 9tpt 1980/" in response to 
NRC 800702 request. Includes App A re evacuation times for 
designated sub-areas. 

CRANE) P. A. Pacific Oas it Else trie Co. 00/11/23. Ip. 07338:033. 


--8012290473 Public version of "Evacuation Times Assessment for Diablo 
Canyon Nuclear Power Plant/Sept 1980." 

* PRC Planning it Economics/ Alan M. Voorhees !< Associates Dlv, 
00/09/30. i90pp. 07338:054. 


6012300548 Advises that utit agrees to assume responsibility for 
Installation of early warning sys required by applicable 
federal regula t ions. Commi tment will terminate on permanent 
cessation of operations at facility, 

SCIIOVLER. J. 0. Pacific Oas fr, Electric Co. 80/12/24. 3pp, 
07346:268, 


0. Adjudicatory correspondence 


0011250100 Submits DS Fleisehaker 801017 Ur to HR Denton as comments 
on proposed rule 10CFR50. "Domestic Licensing of Production 
it Utliixation Facilities/ Consideration of Degraded or 
Nelted Core in Safety Regulations. " 

REYNOLDS) J. Center for Law in the Public Interest. 0O/tO/3t. io 
07056:157. 


•8011250108 Requests) on behalf of Joint Intervcnors to Diablo Canyon OL 
proceeding/ that NRC prepare supplemental ElS considering 
environ consequences of Class 9 accidents. 

FLE18CHAKER) D. Fleisehaker/ D. 8. 80/10/17. 4pp. 07036:138. 


8012020020 Ac k receipt of 801017 requestion behalf of joint intervennrs 
in OL proceed ing/ for NRC actioi/ to prepare supplemental EIB 
re Class 9 accidents. Request will be treated under 
tOCFR2. 206. 

DENTON) H. R. Office of Nuclear Reactor Regulation) Director, 

80/11/19. Ip, 07148: 307, 


•8012020023 Notice of D Fleisehaker request/ or: behalf of joint 
intervenors) for action under 10CrR2. 206. 

DENTON) H. R Office of Nuclear Reactor Regulation) Director. 
aO/il/19. app. 07148: 308. 


8012050453 Notifies that A6LAD has received end ACRS 801112 llr to 
JF Ahearne re POLE studies on possible adverse intsractlons 
of nonsafety sys on plant safety. Requests study status 1< 
relevance to current issues. 

DlSHOPiC.J. Atomic Safety and Licensing Appeal Panel. 80/11/24. 
Ip. 07173:316. 


B012290002 Request for extension to 801215 for filing Governor EO Brown 
findings of fact k conclusions of law re seismic 
proceedings. Granted for A6LAB on 801203 

OEOROlOU, D. 8. ) BROWN) H.H.) LANPHER.L.C, California/ State of, 
80/12/02. Ip. 07344:189. 


8012290161 Request for l-wk extension to 801218 for filing Governor 
Brown findings of fact k conclusions of law. NRC/San Luis 
Obispo Mothers for Peace it POLE agreed to e x tens i on. NRC k 
POLE also granted 1-uk extensions. 

OEOROIDU, B. 9. , DROWN, H. H . LANPHER, C, California, State of 
80/12/02. 4pp. 07344; 140, 


8012-080513 Submits contentions re motion for license to load fuel fc 
conduct low power testing. Neither short nor long-term 
requirements of NUREO-0694 nor implamantation measures 
suf f ic lent. Cert t fieate of Sve end, 

FL6 laC MAKER, 0. Fleisehaker, D. 8, PHILLIPS, J. R. , flEYN0LD3, J. R. 
Center for Law In the Public Interest. 80/12/03, t6pp. 07183:106. 


8012290120 Request for directed certification re application of NRC 
800620 statement of policy re guidance for power reactor 
OLs. Safety issues not Included in NUREO-0694 should be 
admitted as con tent ions. W/Certi f leate of Svc. 

REYNOLDS, J. R. I FLEISCHAKER, D. Center for Law In the Public Interest. 
FLEISCHAK6R) D. Fleisehaker, D, 8. 60/12/03. 33pp, 07344:010. 


8012290662 Statement of subjs on which CA Governor Broun intends to 
participate per ASLB 801024 k 1105 orders. Cone erne util 
motion for licenses for fuel loading E low power testing. 
Certificate of Svc end. 

OEOROlOU, a. 8. ) DROWN, HH. California, State of. DROWN, H. H. Kill 
Christopher k Phillips. 80/12/03 9pp. 07333:088. 


0012090286 Forwards I Aditya 801119 itr to NRC, for placement in PDR 
ti for svc on parties to proceeding. 

BISHOP, C.J. Atomic Safetg and Licensing Appeal Panel, 80/12/04. 
Ip. 07201:099, 


-8012090287 Opposes licensing of facilities on basis of poor seismic 
design. San Francisco Chronicle BOltlO article end. 

ADITYA. I. Aff i I latlon Unknown. 80/tl/l9. 2pp. 07201:100. 


8012290392 Notice of corrections to Joint Intarvenors' statement of 
contentions k request for directed certl# leat i on. Certlf 1 cate 
of Svc end, 

REYNOLOa, J. R. Center for Lew in the Public Interest, 00/12/08. 
Spp. 07336:224. 
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BOiaaOO'117 Motion to stay procejdins on PGttE met Ion for lic«nt«« for 
futl loading &: lo»tf foyoi- until NftC prtporoo EI8 ori 

oltornatlveU. ElA «< util sufcmits environ rep t. Cert 1 f leate 

OEORSIOuI'b. 3, I BROWN. H.H. Catifornia. State of. BROWN. H. H. Hill 
C^rt«tQp^*^ V Phllllpe. BO/lS/'Oe. 9pp. 0739&: 243. 


8012110578 Bubmit* reiolution paieed at ereeutive board 800922 meeting. 
Resolution urge! coneb eipend i tore* be redirected toward 
conversion to safer.more socially acceptable fuel souree*. 

C0>‘<<ltAD.4. Affiliation Unknown. 80/12/10, ip, 07223:107. 


8012300403 Motion for e« tension to SlOlOb to file proposed brief 
t. proposed findings of fact! fc conclusions of law in 
reopened selemic proceeding!. Granted for A 6 LAB on 301224. 
KETCHEN.e.O. Hearing Branch 4. 30/12/24. 2pp. 07357:102. 


3012310274 Forwards tables of authorities for util 
Interveners statement of ' contention U reRuest for 
cert 1 f lea t Ion. 

CRANEiP.A. Pacific Oai fe Electric Co. 30/12/26. 


reipontes to joint 
directed 

10pp. 07361:316. 


K. General correspondenc e 


8012290427 Forwards NURE0-066O, "NRC Action Plan Developed As Result of 
TllI-2 Accident.” Vols 1 & 2. K/o end. 

KETCHEH. K. G. Hearing Branch 4. SO/12/ 10. tp. 07337: 0-05. 


3012290417 Response to A 8 LAB S01124 request for info re status of 
applicant studies on tgs Interac t i ons i relevance to 
selemic issues In proceed ing. Ut i I sgs Interaction program 
is acceptable. Certificate of 8 ve end. 

OLtiSTEAB. M, J. Hearing Branch 2. 80/12/12. 6 pp. 07336:248. 


8GI2170440 Foruards joint interverors ' proposed findings of fact & 
conclusions of law for reopened selsnlc evidentiarg hearing 
before A9LAP. ----- 

FLEIBCHA'aER. B. Flelichaken D. S. 30/12/15. Ip. 07270:224. 


— 8018170442 Joint intervenors ' proposed findings of fact l< condueloni 
of law for reopened seismic evidentiary hearing before 
ASLAa. Certificate of Sve end. 

FLErSCHAKEftj D, F 1 e 1 sch a ker. D. S. PHILLIPS. J. ft. . REVNOLD-3. J. 
Center for Law in the Public Intereet. 80/12/15. 65pp. 

07270:225. 


3012290407 Proposed findings of fact fc conclusions of law r# ASLAB 
Oucitians 1-9 in seismic proceeding. OL should be denledi 
since util has not designed facility to withstand mat 
vibratory accelerations . Certificate of Sve end. 

BROW. E. 0.1 BROWN. H.H. California. State of. BROWN. H. H. Hill 

Christopher L Phillips. 80/12/15. '92pp. 07337:099- 


6018290010 Responds to 300601 Itrs to President Carter re const 
defldenclei at facilities k recent earthquake activity in 
area. Description of NRC role In plant const k Info re 
ability of facilities to withstand earthquake end. 

MIRAGLIA. F, J. Licensing Branch 3. 00/10/20. 8 pp. 07330:852. 


3012040354 Responds to 8G1001 Itr eipresting concerns re lack of 
evacuation plans b: escape reutes from South Bay area. In 
light of TMl accident b event of f looding. Utt 1 must complete 
THl safety-related requirements prior to full power license. 
HIRAGLIAi F. J. Licensing Branch 3. 80/11/17. 3pp. 06915:001. 


8012030416 Responds to 300430 postcard to JF Ahearne re licensing 
matters concerning fad 1 1 1 i t s. 8 af a ty issues resulting from 
THI accident will need to be resolved before licenses are 
1 ssued. Discusses licensing procedures. 

HIRAOi. lA. F. J. Licensing Branch 3. 30/11/20. 3pp. 06586:003. 


— 8012030435 Supports NRC enthusiasm re licensing of nuclear plants li 
etpresses desire for NRC to move ahead on licensing plants 
which presently meet stds. 

VAUOHN.C. Affiliation Unknown. 30/04/30. ip. 06586:003, 


8012090005 Responds to 790409 postcard to J Kendrle re concerns about 
facility % nuclear power in general. NRC required to prepare 
detailed statement on listed environ Issues. Hear Ings 
held as part of licensing process. Forwards FES.W/o end. 

MIRACLIA. F. J. Licensing Breneh 3. 00/11/20. 5pp. 07187:001, 


8018300029 Forwards Ceng broiler General 801203 opinion disallowing 
proce-dural assistance In adjudicatory licensing proceedings. 

BOWERS. E.B. Atomic Safety and Licensing Board Panel. 80/12/16. Ip. 
G7356: 104 


—8012090011 Requests support for legislation to prevent const of nuclear 
power p lants. Supports atternatlva energy development. 

HOOLMAN. J. Affiliation Unknown. 79/04/09. tp. ' 07187:001.* 


8012290387 Forwards Coamisston 301117 rulemaking decIiloiK "Authority 
for Access to or Control Over SNM IRIi 50-7>. “ H/o oncl. 

SUARTZtL L. Antitrust Olvlslon. 80/12/17. Ip. 07332:174. 


8012300364 Joint tntorvenors* responsi In support of CA Governor Broun 
motion to stay proceeding ponding conpliance w/KEPA EI 8 
requirements. IIEPA requires EIS re application to operate at 
less than full power. Car tif lea te of Sve end. 

REYNOLDB.J. R . FLEISCHARERi D. Center for Law in the Public Interest. 
FLEISCKARER. D. FlelsehaVar. D, 8 . 80/12/18. 9pp. 07359:330. 


3012290575 Response to interveners' eontentloni re fuel loading b low 
power testing. Content lens 1 b 2 aecaptable. Ait others 
unacceptable due bo lack of specificity b subj matter beyond 
scope of proceed ing. Certi ficate of Sve end. 

JONES.B.W. Hearing Branch 2. 80/12/23. 17pp. 07332:251. 


3012300007 Notice of appearance in proceeding. Cert 1 flcate of 8 vc end. 
JONES.B.H. Hearing Branch 2. aO/12/23 3pp. 07356:090. 


SOI230006S Response In opposltiori to CA Governor Brown 801208 notion to 
stay procoedlng. Kotlen falls to address legal requirements b 
prior court b Commission precedents directly contrary to 
intarvenor position. ^/Certificate of Sve. 

OUMSTgAO. H, J. Hearing Branch 4. 80/12/23. Ilpp. 07356:173. 


9012300183 Response to 601203 statement of subjl on. which CA Governor 
Broun intends to parti c ipate. Only Subjs 3-5 L 12-15 
appropriate. Certificate of Sve end. 

JONFS. B.N. Hearing Branch 2. 80/12/23 12pp. 07356:290. 


12300392 Rasponse to CA Governor Broun 301208 motion to require 
preparation of EIS. Opposes motion on grounds of untinelinoss 
(t nonconpl lance u/procedural requlretnents. Certificate of Bve 
end. 

FUR 8 U 0 H.H.H., NORTON. B. Pacific Gas b Electric Co. NOATONrS. Bruce 
Morton. 80/12/83. i 8 pp. 07359:071. 


1012310883 Errata to joint intarvonors' proposed findings of fact b 
condusions of law, Car 1 1 f ica te of 8 vc ond. 

FLEISCHAXER, D. Fleischa ter. D. S, 80/18/23. 7pp. 07370:058. 


6012120203 Responds to 800319 Itr opposing operation of facility due to 
lack of proper emergency preparedness U evacuation' p Ians. NRC 
has reacted positively to Improve safety of nuclear plants 
following TMI accident. 

HlRAOLIA, F. J. Licensing Branch 3. 80/11/20. 4pp. 07187:001. 


— 6012120212 Forwards map indicating weather b geography downwind from 
fac 1 1 Ity. Eipretses concern re improper evacuation routes in 
case of me 1 tdown. Fee 1 1 1 ty should be converted to gas 
operation. W/o map. 

ANSDNiH. B. Affiliation Unknown. 00/03/31. 4pp. 


6012190309 Responds to 790329 request to reopen licensing hearings for 
f ac 1 1 1 ties. Safety evaluation of plant compliance 
w/NUREG-0694 criteria performed, A 6 LB decision on Clast 9 
accidents ulll be made after submittal of supplemental 8 ER. 
MlRAOUIAiF. Licensing Branch 3. 80/12/04. 2pp. 07133:001. 


— 6012190316 Requests addl investigation b hearing for licensing 
facilities following TMl-2 act Ident. Espressos concern re 
possibility of similar accident at facility. 

CLUCA 8 , J. Sierra Club. 79/03/29. Ip, 07183:001. 


6012310583 FOIA request for all documants re potantlal environ impacts 
associated u/futi loading b/or low power testing of 
fac 1 li ties. 

BROWN, H.H. Hill Christopher b. Phillips. 80/12/08. 2pp. 07370:014. 


8012310170 Responds to 790402 Itr esprtssing eonctrn re safe operation 
of facility. NRC requlras alt applicants to modify design b 
operation of facilties to conform to TMI-rslated 
rsqulr cmsntf. 

K1RAGLIA,F. Licensing Branch 3. 80/12/11. 2pp. 07371:184. 


8012310584 Responds te FOIA request for all documents re potential 
environ Impacts assoctatsd w/fuel loading b/or low power 
testing of fac tl Itl es. Ei 8 prepared in relation to request Is 
available In POR. 

FELTON, J.M. Division of Rules and Rtcords. 80/12/22. Ip. 
07370:013. 



DOCKETED ITEMS 


79 


4. Iniptc^ion raporti< IE Bulittins & carra«pandtnt* 


S. RepOi'<;«blR occurr*ncs«> LER« ti ralabail carrespondcnca 


a0iai70719 Forw«rd« IE Info Notlea 90-37i "Contalnmont Cooler Uoakt ti 
Roaetor Cavity Flooding at Indian Point Unit 2.“ No Written 
raspoix* ra<iuir*d. 

ENOELKENi R. H. Region 9i San Franciieoi Office of the Director. 
aO/10/24. Ip. 07266:089. 


B012I70416 Forward! IE Info Notice 60-38> "Cracking in Charging Pump 
Caelng Cladding." No written retponie required. 

ENOEUKENi R, H. Region 9i San Francitcoi Office of the Director. 
80/10/30. Ip. 07264:093. 


8012160382 Final deficiency report re cracks In Pullman field uieldt> 
originally reported 790903. Cauee attributed to improper 
control of welding parameters. Unacceptable uelds repaired or 
entire joint modified. Improved welding procedures now ueed. 

CRANE, P.A. Pacific Oas I Electric Co. 80/12/09. 3pp. 07187:001. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POliER BTATIOM, UMIT 2 


F. Security, medical, emergency & fire protection plans 


8012170897 Forwards IE Info Notice 80-39, "Malfunction of Sotanold 
Valves Mfg by Val.cor Engineering Corp. ” No written response 
It required. 

ENOELKEN, R. H Region 9, San Francisco, Office of the Director. 
80/10/31. Ip. 07266:047. 


D01S120236 Forwards IE Bulletin 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Urltten response required. 

ENOELKENi R. H. Region 9, San Francisco, Office of the Director. 
00/11/06. Ip. 07227:334. 


8012030934 Forwards IE Info Notice 60-40, "Escesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causa 
Raactor Otpres sur i lation. " No written rasponsa required. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Director. 
80/11/07. Ip. 07190:183. 


8012080632 Forwards IE Info Notice 90-41, "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit 1. " No 
reeponse required. 

EMOELKFN, R. H Region 9, San Francisco, Office of the Director. 
80/11/10. Ip. 07183:032. 


8012090034 Forwards IE Inep Rept 90-279/80-20 on 801001-3i.No 
noncofflp Ilanca noted. 

GREUBiJ.L. Region 9, Sen Francisco, Reactor Operations Nucltar 
Support Branch. 80/11/13. 2pp. 07197:312. 


“3012090036 IE Insp Rept 90-279/60-20 on BOiOOl— 3l.No noncomp 1 lance 
noted. Major areas Inspected; preoperational teeting, operator 
training, fire protection/prevention It fuel loading. 

YOUNO, T. , BAOAOLIO, M. Region 9, Sen Francisco, Office of the 
Director. 8TERN0ER0, 0. M. Region 9, San Francisco, Reactor 
Operations Nuclear Support Branch. 80/11/12, 9pp. 07197:314. 


6012040230 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valeor Engineering Corp." Requires estimate of 
manpower aisoclated u/eorrective actions. 

EMOELKEN, R. H. Region 9, San Francisco, Office of the Director. 
80/11/14. Ip. 07193:191. 


0O'12O4O487 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

EMOELKFN, R. H, Region 9, Sen Francisco, Office of the Director. 
aO/U/21. Ip. 07169; 123. 


8012160097 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENOELKFN, R. H. Region 9, San Francisco, Office of the Director. 
BO/lI/24. Ip. 07262:100. 


80I229000B Responds to IE Bulletin 80-19, "Posslb le Loss of Emsrgency 
Kotification Sys U/Loss of Offsite Power." Administrative 
Procedure NPAP C-11 will te revised to Incorporate Item 9. 

Related correipondence. 

CRANE, P. A, Pacific Oas it Electric Co. 90/11/29. 2pp. 07344:201. 


8012160124 Forwards Suppl 1 to IE Info Notice 80-29, "Broken Stude on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Dlreetop. 
90/11/26. Ip. 07262:076. 


6012290942 Conpletei response to IE Bulletin 79-02 re concrete 
expansion anchor bolts used in pipe support base plate 
design.Rept on insp, tests, analysis it rework of seismic 
Category 1 pipe supports end. Related correspondence. 

CRANE,P.A. Pacific Oas It Electric Co. 80/12/03. 479pp. 07333:144, 


8012300466 Requests relief from 10CFR90. 99a(g ) (4 ) , by specifying that 
ASMS boiler L pressure vessel cods, Section XI, 1977 edition 
w/addenda through Summer 1978, effective SOlTOl, be applicable 
code for first lO-yr Instrvlce Insp Interval, 

CHANE,P. A. Pacific Oas tt Electric Co. 80/12/23, 2pp, 07347:066, 


8012090489 informs that mods will be made to emergency notification sys 
ti health physics network equipment. NRC will have lamps 
Installed on emergency telephones in all control roons, 
technical support ctrs 4, emergency operations facilities. 

DRIER, B.H. Region 1, Phi ladelphta, Office of the Director. 

80/11/14. 2pp. 07174:295. 


9012170679 Forwards Suppl 4 to safety evaluation of facility fire 
protection program. 

REID, R. N. Operating Reactors Branch 4. BO/ 11/24. 2pp. 07269:202. 


— 8012I706B7 Suppl 4 te safety evaluation of fire protection program for 
facility. List of open items end. 

•* Op era ting Reactors Branch 4. 80/11/24. 3pp . 07269: 204. 


8012010249 Forwards revised cover, title page It pages to May 1978 
physical sacurlty p Ian. Revls Ions withheld (ref 10CFR2. 7901. 

Affidavit end. 

BRADLEY, E.V. Ph i ladelpMa Elec tr ie Co. 80/11/29. 4pp. 99097:129. 


B01224049B Informs of no objections to recording conversations on 
dtdicated phone line connecting facility to NRC operations 
c tr in Bt thesda. De tal led description of task to te 
accomplithod required. 

STELLD, V. Office of Inspection 6 Enforcement, Office of the 
Director. 00/12/02. Ip. 07324:174. 


8012290488 Ack receipt of 601006 Itr transmitting changes in facility 
security plan. Changes are consistent w/lOCFRSO. 94(p> 6 do 
not decrease plan safaguard effectiveness. 

RETDrR.W. Operating Reactors Branch 4. eO/12/09. 2pp. 07333:140. 


0. Adjudicatory correspondence 


8012160144 Forwards SEC Form 10-0, Quarter ly Financial Rept 6 supporting 
mgt comments, in response to RRC 790921,1109 ti 800811 
requests for info re significant finindal developments 
affecting utils in restart proceeding. 

CONOON.V.H. Oeneral Public Utilities. 80/11/26. 8pp. 


—6012160194 Quarterly Financial Rept Sept 1960 ti supporting mgt 
comments. 

e Oeneral Public Utilities. 80/11/14. 44pp. 


8012190488 Notice of reconstitution of A6LAB. TB Moore appointed 
chairman it VH Buck It WR Johnson<mecnbers. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. B0/t2/09. 
Ip. 07287:096. 


P. Operating license stage documents & correspondence 


80(2160090 Ltr to operating plant licensees, OL applicants it CF holders. 
Forwards NUREO-0737 re TMl action plan requireinents. Requests 
operating reactor licensee confirmation in 49 days that 
End 1 implementation dates will be met. 

EISENHUT, D, 0. Division of Licensing. 60/10/31. 7pp. 


80(2220398 Ltr to all CP 4; QL holders for DNRs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by OE. App 1 icab le to all license applications (c 
proposed amends, inc (ud Ing cere reioads. 

EI8ENKUT, D. 0. Division of Licensing. BO/li/04, 4pp. 


8012290963 Ltr to all power reactor licensees forwarding NURE0-06i9> 
"BWR Feedwater Noiile 4 Control Rod Drive Return Line 
Notile Cracking." Confirmation that implementation dates 
will be met must be sent within 43 days.tf/o end. 

EIBEf.'HUT, D. 0. Division of Licensing. 80/(1/13. Ip. 


8012010074 Forwards Amends 79 4 74 to Licenses DPR-44 4 DPft-96, 
respect Ively, safety evaluation 4 notice of issuance 4 
availability. 

REIDiR. U. Operating Reactors Branch 4. 80/11/19. 2pp. 06916:001. 
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— 801S010078 Amendi 75 t 74 to Li center DPR-44 t« DPR-56< respective 1 ij< 
adding operabilitg Si surveillance re()ulreiTtents for ncu 
selsciic oonitorlng Instruiseotation sys being Installed at 
facility. 

REtOiR.li. Operating Reactors Branch 4. B0711/I9. 30pp 

«&91ii:00l 


"BOiaOIOOai safety evaluation supporting Amends 75 li 74 to Licenses 
DPR-44 <: DPR-flii respective ly , 

e Office of Nuclear Reactor Regulation.! Director. BO/11/19. 2pp. 
0&91A . 001. 


"8012010003 Notice of Issuance & availability of Amends 7S it 74 to 
Licenses DPR-44 i DPR-S 61 r espee 1 1 vely. 

Re.IO 4 R.tl, Cperatlng Reactors Branch 4. aO/U/i9. 2pp. 

069!*: 001. 


6012020390 Proposes revised schedule for upgrading acoustic sys for 
pouer operating relief valves L safety valvesi consistent 
u/order amending OLs DPR-44 t DPft-56 per 16 Bulletin 79-OlB. 

DAUTROFF! 5, U. Phi lade Iphla Electric Co. 00/11/26. 2pp. 07149:303. 


6012040393 Foruarda "Primary Reactor Containment Integrated Leak Rate 
Test. " 

AUDEILIf.ll. Philadelphia Electric Co. 80/12/01. Ip. 06915:001. 


O. Inspection reports! IE Bulletins & correspondence 


3012160003 FQIA request for documents rc 0 jparlmantal use of Dou NB-1 
solvent at Dresden 1 it Peach Bottom including disposals b 
uiastes. 

HCCULLOUSH, 6. R, HcCu Hough, E. R. 80/10/31. Ip. 07261: 336. 


3012300045 Act receipt of S01014 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-277/80-03 b 
30-27a/80"03. 

BRUNNER.E. J. Region H Philadelphia! Reactor Operations Nuclear 
Support Branch. aO/ll/OS. Ip. 073S6: 112. 


— 8012300051 Responds to NRC Q00919 Itr re violations noted In IE Insp 
Repts 50-277/80-03 b S0-27B/80-03. Correct Ive actions; 
procedural change to startup checklist. App B ulthhald 
(ref 10CFR2. 790). 

DALTROFFi 8 , L. Philadelphia Electric Co. 00/10/14. 3pp. 

07356; U3. 


— 8012300058 Forwards IE Insp Repts 50-277/80-03 b 50-278/80-03 on 
B00201-29 b notice of violet loni Apps A b B. App B ulthhald 
(ref 10CFR2. 790). 

BRUNHERi E. J. Region t! Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/09/19. 3pp. 07336:116. 


--0O18D4OD97 "Primary Reactor Containment Intagrated Leak Rate Test." 
• Philadelphia Electric Co. 80/07/28. 2O0pp. 06915:001. 


— 0012300063 Notice of violation from Insp on 800201-29. 

a Region 1, PM ladelphia. Office of the Director. 80/09/16. Ip. 
07356: 119. 


6012220435 Responds to 800911 memo requesting that Ofc of Nuclear 
Raactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site condit Ions. Forwards 
rasults of IE survey. 

DENIOIbH.R. Office of Nuclear Reactor Ragulation* Dlraetor. 

00/ 18/04. 2pp. 


--6012300070 Notice of violation from insp on 800201-29. Data 11s withheld 
(ref 10CFR2. 790). 

« Region 1, Ph 1 lade Iph la , Office of the Director, 80/09/16. Ip. 
07336: 120. 


--0OI822O5O6 Forwards tabulation b sum, nary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37'/, of reactors surveyed w/71/( 
planning or contlderlng Increasing storage capacity. 

BANOARTiR. L. Effluent Treatment Systems Branch. QO/il/06. 9pp. 


— 8012300080 IE Insp Repts 50-277/00-03 b 50-278/80-03 on 000201-29. 
Nencomp 1 lane e noted: fai lure to use temporary monitors or 
Initiate orderly shutdown w/offgas monitoring sys out of 
SVC. Portions withhold (ref I0CFR8. 790). 

ORCENtlAN, E. 0. ! COtfOlLL, C. J. , BLOliQH, A. P. Region 1, Ph 1 ladelph iai 
Office of the Director. 00/09/16 Itpp. 07336:121. 


8012130141 Forwards addl amend fee for S00930 amend app 1 iea t ioni per NRC 
801103 Itr. 

BRADLEV!E.0. Philadelphia Electric Co. 80/12/05. 2pp. 07240 : 082. 


8012240196 Forwards Amends 76 b 7S to Licenses DPR-44 U DPR-S 6 , 
raspectlvely, safety evaluation b notice of issuance b 
aval lability. 

R 6 ]D!R. H. Operating Reactors Branch 4. 80/12/10. 3pp. 07325:039. 


--8012240202 Amends 76 b 73 to Licenses DPR-44 b DPR-56, rasp eet ive 1 yj 
revising Tech Specs for reactor protection sys response time 
for both units b operating limit min critical power ratio 
for Unit 2. 

REID, R. N. Operating Reactors Branch 4. 80/12/10. 7pp. 

07323:041, 


eOl212C093 Forwards IE Bulletin 80-21, "Valve Voices Supplied by Hslcotn 
Foundry Co, Inc." Written response required, 

ORIERi S. H. Region Ir Philadelphia, Office of the Director. 

80/11/06. Ip. 07230:243. 


8012190390 Informs util of Issuance of new NRC personnel Identification 
badges, effect! VC after 801 130. Ecamp le end. 

MARTIN, N. J. Region 1, Philadelphia, Safeguards Branch. 80/11/06. 

2pp. 07286:110. 


8012030790 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Vals'e Dparatlon to Cause 
Reactor Depressuritatlon " No written response required. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/07. Ip, 07150:211. 


--0O1224O2O7 Safety evaluation eopportlng Amends 76 b 75 to Licenses 
DPR-44 b DPR- 86 i re spec t i vely, 

* Office of Nuclear Reactor Ragulation, Dlraetor. 80/12/10, 3pp. 
07325:049. 


--8012240210 Notice of issuance b availability of Amends 76 b 75 to 
Licenses DPH-44 b DPR-56, respect 1 vely . 

RElDrR.N. Operating Reactors Branch 4. 80/12/10. 2pp. 

07325:032 


8012230493 Responds to SOiOOt Itr reques t Ing reiul ts of scram lys 
re-evatuatlon rc design b performance criteria developed by 
BNR ooiners group. Hods required; e x tans ion of scram discivargt 
vols b provision of redundant isolation valves. 

DALTROFF, D. 9, Philadelphia Electric Co. 80/12/16. 2pp. 07313:212. 


8012310310 Responds to NUREO-O737i "Clarification, of THI Action Plan 
Requlramcnts. '' Schedule of Implementation datas b praposad 
adjustments in NI/RE9-0737 schedule or criteria end. 

AALTROFF.S.U, Philadelphia Electric Co, 80/12/22. 12pp. 

■'309:001. 


I10327 Responds to NRC 801113 Itr requesting confirmation that 
ilenentation dates In NURE(r-0619 will be mat. Response will 
submittsd 810122. Hods have been Implemented to feedwater 
ide b control rod drive return line noicle. 

.TRDFFfS.L. Philadelphia Electric Co. 80/12/24. 2pp. 07369:172. 


8012080434 Forwards IE Info Notice 80-41, "Failure of Bwlng Check 
Valve in Decay Heat Removal Sys at Davis Besse Unit 1.” No 
response required. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/11/10. Ip. 07182:327. 


0012040053 Forwards IE Bulletin 80-23. "Failures of Solenoid Valve* 
Mfg by Valeor Engineering Corp. " Requires estimate of 
manpower associated w/carrec t Ive actions. 

CRIER, B. H. Region I, Philadelphia, Office of the Director. 
80/11/14. tp. 07170:006. 


8012220626 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Hfg by Valeor 
Englnstrlng Corp." First paragraph erroneously stated no 
written response required. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/19, ip. 07293:134. 


8012040488 Forwards IE Dulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." IJrltten response 
required. Requests Info on manpower expended. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/21. 2pp. 07169; 160. 


6012050SSB Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:077. 
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BOIS'DSODSD Proposes ravised schedule for upgrading acoustic sijs for 
po'jrer operating relief valves safety va Ivesi consistent 
u/order amending OLs DPR-44 i DPR-56 per IE Bulletin Tf-OID, 

DALTROFF. 8. L, Ph i lade Iph ia Elec tr ic Co 80/11/86. 2pp. 07148:303, 


B01S160032 Responds to FQIA request for documents re etparimental use 
of Dau N8-1 solvent at Dresden 1 It Peach Bottom Including 
disposals & uastes. Use of Dou> NS-1 solvent uas not 
considered exper Imenta 1. Foriaards documents listed in App A. 
FELTOtl.J.M. Division of Rules and Records. 80/11/26. 2pp. 
07261:339. 


'8012160090 Responds to 801006 request for info re decontamination 
operations of experimental Dresden test loop 6 Peach Bottom 
regenerative heat exchangers. BNL rept re chelating agent 
studg end. 

BROUrllNO. R. E. Division of Haste Management. 80/10/24. 2pp. 


— 6012160093 Requests info re decontamination operations of experimental 
Dresden test loop tt Peach Bottom regenerative heat 
exchangers. Also requests BNL rept re chelating agent studg. 

Related documentation end. 

OREV, L. A. Affiliation Unknown. 80/10/06. 9pp. 


’B012160103 Submits info In response to TI 2S19/8 re cleanup sgs 
c omponen t contamination. Lists components decontaminated bg 
site personnel t: Dow Nuclear Sves following phgsical removal 
from Peach Bottom reactor cleanup sgs. 

liCCABEj E, C. Region t> Philadelphia! Reactor Operations Nuclear 
Support Branch. 78/09/19. 2pp. 


'8012160108 Forwards IE Insp Repts 50-277/78-06 U 90-278/78-06 on 
780389 6 30. No noncompllanee noted. 

S RUNNER I E. J. Region Ir Philadelphia! Reactor Operations Nuclear 
Support Branch, 78/09/03. 2pp. 


'8012160113 IE Insp Repts 90-277/78-06 t< 50-278/76-06 on 780329 (t 30. No 
noncompliance noted. Major areas Inspee ted; chemlca 1 
decontamination of reactor water cleanup sgs regenerative 
heat exchangers 6 plant operations. 

OREENMAN! E. 0. Region l! Philadelphia! Office of the Director. 
KCCABEiE.C. Region l! Philadelphia! Reactor Operations Nuclear 
Support Branch. 78/09/02. 6pp. 


— B012300624 "Thermal Mapping Rept 80-14 for 801121 for Thermal 
Monitoring Requirements " 

• Philadelphia Electric Co. 80/12/19. 4pp. 07346:188. 


S. Reportable occurrences! LERs i related correspondence 


8012040439 RO 2-80-29/ IP : on 80IU3i while operating at full power 
reactoi- core isolation cooling sgs declared inoperable due 
to inabllitg to trip turb ine. Caused bg misad justment of 
valve limit swi tch. 8wi Cch readjusted i. turbine tested. 

ULLRICH. IJ. T, Philadelphia Electric Co. 80/11/14, 3pp. 06918:001. 


8012010440 Forwards LER 80-027/017-0. 

CaONEV. M. J. Philadelphia Electric Co. 80/11/20. 3pp. 06919:001. 


— B012O10459 LER 0O-O27/O1T-O: on 601106. main steam bgpass valve 3 
exhibited erratic operation. Caused bg broken lug connector 
in wiring from bgpass valve linear variable differential 
transformer to valve control clreuitrg. 

COOMSl/.M. J. Philadelphia Electric Co. 80/11/20, ip. 06919:001. 


8012010472 LER SO-025/03L-0: on 801 103. setpoints an OPIS 2-13-83 t. DPI8 
2-13-94 (redundant reactor core isolation cooling turbine 
steam line high flow DPIS Instrumentation) exceeded Tech 
Specs. Caused bg setpoint dri f t. ins truments recaltbr. 

COONE/.M. J. Philadelphia Electric Co. 80/11/80, Ip. 06919:001. 


8012010289 RO 3'eO-27/lP: on 801124 while operating at 99X power during 
HPCI t urvel I lancei s team to turbine valve continued driving 
in close direction causing fuses to blow. Caused bg torque 
switch fai lure, Closing switch readjusted. 

ULLRICH.N.T. Phi lade t ph ia Elec tr Ic Co. 80/11/24. 2pp. 06919:001. 


8012040429 RO 2-90-31 /IP: en 801122. minor pressure variations in offgas 
processing sampling sgs resulted in gradual flooding of 
sa.'nple piping leading to offgas radiation monl tors. Caused bg 
power reduc tion. Of fgas radiation monitoring sgs Installed. 

ULURICH.N, T. Philadelphia Electric Co. 60/U/26. 3pp. 06919:001. 


8012090464 Forwards LER eO-029/OlT-O. 

COONEr.M.J. Philadelphia Electric Co. 80/11/26. 2pp. 07206:22f. 


'6012160119 Discusses 780919 request for determination of accoptab 1 1 Itg 
re lack of info on decontamination solutions used at Peach 
Bottom. Licensee lack of Info on N8-1 solution concentration 
it compos 1 tion is unaceep table. 

WdODRUFFi R. 14. Office of Inspection 6 Enforcement. Office of the 
Director. 78/07/29. 2pp. 


R. Pariodlc operating reports i: related correspondence 


BOi2300P70 Forwards final post-operational Repts 13 it 14 re Conowingo 
Pond ecologg for Jul-Dec 1979 4i Oan-Apr 1980. raspectl velg. 
MILLSEV.N, 0. Philadelphia Electric Co. 80/11/28. ip, 07393:098. 


■8012300279 "Post-Dperatlonal Rept 13 on Ecologg of Conowingo Pond. 
dul-Dic 1979." 

a Muddg Run Ecological Laboratorg. RMC Ecological Dlv. 80/02/29. 
209pp, 07393:099. 


'9012300282 "Post-Operational Rept 14 on Ecologg of Conowingo Pond. 
%lan-Apr 1900. " 

Kuddg Run Ecological Laboratorgi RMC Ecological Dlv. 80/08/31. 
166pp. 07393:267. 


8012160267 Forwards "Thermal Mapping Rept 80-12 for 801107" & "Thermal 
Mapping Rept 80-13 for 801113." 

HlLLSEr. H. B. Philadelphia Electric Co. 80/12/09. Ip. 07261:338. 


—9012160272 "Thermal Mapping Rept 00-12 for B0I107. " 

* Philadelphia Electric Co. 80-12. 80/12/09. 4pp. 07261:339. 


'B012I60276 "Thermal Mapping Rept 80-13 for 001113. " 

» Philadelphia Electric Co. 80-13. 80/12/09. 4pp. 07261:343. 


--8012070470 LER aO-029/OlT-O: on 801 1 13> reactor core Isolation cooling 
sgs declared Inoperab In. Caused bg turbine trip valve switch 
being out of adjustment. Switch readjusted t: tested. 

COONEY! M.J. Philadelphia Electric Co. BO/11/26. tp. 07206:223. 


8012090495 LER eO-02a/03L-0: on 801 121! setpoint of main steam tow 
pressure switch PS 2-2-134B dropped below Tech Spec 
requi rements. Caused bg drift of Barksdale model 027-61286. 
Instrument recalibr t: tested. 

CQONEYiM.J. Philadelphia Electric Co. 80/12/03. Ip. 07202:359. 


8012040419 RQ 80-030/eiP: on 801 124! annunc ia tori "Torus Vent Valves 
Openi" alarmed. Caused bg closed needle valve in supplg to 
boot seal. Needle valve was Inadver tentlg brushed against 6 
c I osed . Needle valve reopened. 

ULLRICH!U.T. Philadelphia Electric Co. 80/12/04. 2pp. 06919:001. 


8012180247 Forwards LER BO-OaO/OlT-0. 

COONEViM.J. Philadelphia Electric Co. 00/12/09, 3pp. 03794:001. 


— 8012180250 LER 80-030/017-0: on 801 ia4i needle valve I'n air supplg to 
boot seal of Inboard isolation valve AC)-29tl found closed. 

Caused bg damage during const work. Valve reopened 4c full 
boot seal pressure restored. 

COONEViM. J. Philadelphia Electric Co. 80/12/09. Ip. 03794:004. 


8012230352 Forwards LER BO-031/01T-0. 

COaNEY!M.J. Philadelphia Electric Co. 00/12/12. 3pp. 07318:247. 


'8012230398 LER B0~031/0i T-0: on 801126! water collected in offgas rad 
monitor sampling sgs!reducing flow. Caused bg recent drain 
mod combined u/prassure variations due to load change. Hater 
purged & full sample flow re-established. 

COONEY! li. <J. Philadelphia Electric Co. 80/12/12, Ip. 07318:290. 


3012160472 Forwards month Ig operating repts for Nov 1980, 

COONEY! M.J. Philadelphia El tc trie Co. 80/12/10. tp. 07259:320. 

— 6012160479 Monthlg operating rapts for Nov 1980. 

ALCCNfH. M. Philadelphia Electric Co. 80/12/10. 9pp. 07855:321. 


8012230399 LER 80-01 9/03)(-l : on 800904. during Surveillance testing at 
full power, reac tor core iselation cooling outboard steam 
supplg isolation valve MO-2-13-16 failed to close. Caused bg 
tmproperlg functioning switch on Llnltorque operator. 

COONEY.M.J. Philadelphia Electric Co. 00/12/17, Ip. 07183:001. 


3012300618 Forwards "Thormal Mapping Rept 80-14 for 801181 for Thermal 
Monitoring Requlrenentt. " 

HILLSEY. H. B. Philadelphia Electric Co. 80/12/19. Ip. 07346:187. 
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DOCKEI 80-270 PEACH SOTTOH ATOMIC POUER STATION. UNIT 3 


F. Securitij. me^icali i Plre protection plans 


8012030469 Informs that iro^s will be rrade to eflergencvi notification s^a 
ti health pt>vsics netuerk tg.utpiiient. h'RC will have tamps 
installed on emerseneg telephones in all control rooms« 
technical support ctrs t. emergency operations facilities. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 

0O/It/14. Bpp. 07174:255. 

6012170479 Forwards Soppl 4 to safety evaluation of faelUtg fire 
protection program. 

REIDiR. W. Operating Reactors Branch 4. BOftl/24. 2pp. 07269:202. 


— 0O12O1OOB1 Bafety evaluation supporting Amends 75 it 74 to Licenses 
DPR-44 U DPR“S6i resp ec t ive Ig. 

e Office of Nuclear Reactor Regulation! Director. 80/11/19. 2pp. 
06916: 001. 


— B012OI0OB3 Notice' of issuance i. avatlabilltg of Amends 75 6 74 to 
Licenses DPH-44 6 DPft-S6, respect ivelg. 

RElOiR. U. Operating Reactors Branch 4, 00/11/19. 2pp, 

06916:001. 


8012020356 Proposes revised schedule for upgrading acoustic sgs for 
pauer operating relief valves fc safetg valves, consistent 
w/order amending OLs DPR-44 DPR-S 6 per lE Bulletin 79-OlB. 

DALTflDFF, S L. Philadelphia Electric Co. 60/11/26. 2pp. 0714B;303, 


— 8012170687 SuppI 4 to safety evaluation of fire protection program for 
fac i litg. Li St of open items end. 

e Operating Reactors Drench 4. 80/11/24. 3pp- 07269:204. 


0012010249 Forwards revised cover, title page I- pages to Mag 1976 
physical security p Ian. RevLs ions withheld (ref 1'0CFR2.790). 

Affidavit end. 

DRAOLEv.E, J. Philadelphia Electric Co. BO/Il/25. 4pp. 95097: 125. 


8012240436 Informs of no objections to recording conversations on 
dedicated phone line connecting facility to NRC operations 
c tr In Sethesda. Dotal I ed description of task to be 
ac coitipl I S had 

STElLOiV. Office of Inspect isti i Enforcement, Office of the 
Director. 60/12/02. !p. 07324: 174. 


6012220405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revised Agreement State burial site eond 1 tlons. Forwards 
results of IF survey. 

DENIONi H. R, Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


—8012220506 Forwards tabulation 6 suir.sarg of IE survey on low leval 
waste at 51 reactors. Low level waste storage fadlities 
have bean etpanded ab 37Z of reactors surveyed U/71V. 
planning or considering Increasing storage capacity. 

BANSART,R.L. Effluent Treatment Systems Branch. 80/11/06. app. 


6012150141 Forwards addl amend fee for 800930 amend app I Ication, par NRC 
001103 Itr. 

BRADLEV, E. J. Philadelphia Electric Co. 80/12/09. 2pp. 07240:062, 


Q0122904S9 Ack receipt of 001006 Itr transmitting changes in facility 
security plan. Changes are consistent u/ lOCFRSO, 54( pi 6 do 
nO't decrease plan safeguard ef f ee t i veness. 

REIDfR.ir Operating Reactors Branch 4. 80/12/05. 2pp. 07339:140. 


6012240196 Forwards Amends 76 & 75 to Licenses DPR-44 i< DPR-S 61 
respectively, safety evaluation & notice of Issuance ti 
aval labi 1 1 ty . 

REID, R.H. Operating Reactors Branch 4. 80/12/10. 3pp. 07323:039. 


0 Adjudicatory correspondence 


8012160144 Forwards SEC Form lO-Q, Quarter 1 y Financial Rept fc supporting 
mgt cerMfients, in response to NSC 790921,1109 it 600811 
requests for info re signlficent financial developments 
affecting utils In restart proceeding, 

COIIuONp V. H. Oeneral Public I/till ties. 00/11/26 3pp- 

— S0I2I601S4 Quarterly Financial Rept Sept 1980 6 supporting mgt 
comments. 

* Oeneral Public litilitles. 80/11/14, 44pp. 


—8012240202 Amend s 76 it 75 to Licenses DPR-44 ti DPn-S6, reipectlvely. 
revising Tech Specs for reactor protection sys response tine 
for both units L operating limit nin critical power ratio 
for Unit 2. 

REIOjR. II. Operating Reactors Branch 4. 80/12/10. 7ppi 

07325: 041. 


—8012240207 Safety evaluation supporting Amends 76 ^ 75 to Licaness 
DPH-44 li DPR-56r respect Ive ly. 

* Office of Nueleer Reactor Regulation, Director. 60/12/10. 3pp, 
07325: 049. 


a012l9'04a8 Notice of reconstitution af ASLAB. TS Moore appointed 
chairman 6 OH Buck fc HR Johnson. members. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 80/12/03. 
Ip. 07287:056, 


—8012240210 Notice of issuance k availability of Amends 76 t< 75 to 
Licenses DPR-44 & DPR-96< respectively, 

REIO, R. II. Operating Reactors Branch 4. 80/12/10. 2pp. 

07325:052. 


P, Operating license stage documents 1: correspondence 


9012160050 Ltr to operating plant lleen$ees,OL applicants 6 CP holders. 
Forwards HUfiEa-0737 re T«I action plan requirements. Deques ts 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates util be met. 

EISEtWUr. D. 0. Division of Licensing. 80/10/31. 7pp. 


9012220358 Ltr to all CP 5 OL holders for BHRs re requirement for 
implemontatloii of OOVN cede for licensing basis calculations 
performeit by 9E. App I leab le to all Ueens* applications i: 
pTOpoied amends, inc I uding core reloads. 

EISENHJT. D. 0, Division of Licensing. 00/11/04. 4pp. 


8012220963 Ltr to all power reactor licensees forwarding NDRE0-0619i 
“BUR Feeduaber No j lie 6 Control Rod Drive Return Line 
NotiU Cracking," Conflrmatton that Implementation dates 
will be net must be sent within 45 days.lf/o end. 

EISENHOT. D. 0. Division of Licensing, 60/11/13. Ip, 


6012230493 Responds to QOtOOl ltr requesting results of scram eye 
re-evaluation re design k performance criteria developed by 
BUR owners group. Mods required: eitenslon of scram discharge 
vole & provision of redundant isolation valves. 

DALTROFF, D. 0. Ph 1 lad a Iph la Elec tr Ic Co. 80/12/16. 2pp. 07313:212. 


8012310310 Responds to NUREO-0737. "Clarification of TMI Action Plan 
Requirements." Schedule O'f Implementation dates k proposed 
ad|uetments in NyHEO-0737 schedule or criteria end. 

DALTROFF, 9. L Philadelphia Electric Co. 00/12/22. 12pp. 

07309:001. 


8012310327 Responds to NRC 601113 ltr requesting confirmation that 
loplamentation dates in NUREO-0619 will be met. Response will 
be lubmltted 610122. Hods have been implemented to feedwater 
noitle tt control rod drive return line noiile. 

DALTRDFP, 8 . L, Philadelphia Electric Co, 80/12/24. 2pp. 07369:178. 


0. Inspection reports, IE Oulletlns 4: correspondence 


6012010074 Forwards Amends 73 L 74 to Licenses DPR-44 i DPR-36, 
respective 1 y. safety evaluation L notice of Issuance tc 
avaliabillty. 

lEIDiR.d. Operating Reactors Branch 4. 80/11/19. 2pp. 06916:001. 


6018160065 FOIA request for documents re experimental os# of Dow NB-i 
solvent at Dresden 1 S( Peach Bottom Including disposals 4( 

wastes. 

MCCULLOUOH, E. R. MeCuIioughi E. R, 80/10/31. tp. 


1012010078 Amends 79 6 74 to Licenses DPft-44 k D?R~ 86 , respectively, 
adding operability L surveiilance requirements for new 
seismic monitoring Instrumentation sys being Installed at 
facility 

REID, R II. Operating Reactors Branch 4. QO/lt/19, 20pp. 

06916:001. 


8012300045 Ack receipt of 801014 ltr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-277/80-03 li 
30-278/60-03. 

DRUNIIERtE. J. Region 1, Philadelphia! Reactor Operations Nuclear 
Bupport Branch. 80/11/03. ip. 07356:112. 
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— S013300051 Recfiend* to NRC 800919 Itr re violations noted in IE Intp 
Repts 50-877/80-03 fn 50-278/30-03. Correc tive actions: 
proeedorai change to startup checklist. App D uithheld 
<ra# 10CFR8, 790). 

DALTROFFi a. L. Philadelphia Electric Co. 00/10/14. 3pp. 

07356: 1 13. 


— 8012300098 Forieards IE Insp Repts 50-277/00-03 50-278/00-03 on 

800201-29 tr. notice of violation. Apps A U B. App B withheld 
<ref 10CFR8. 790). 

BRUNNER. E. J. Region I. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/09/19. 3pp. 07396:116. 


— 0013300063 Notice of violation fron insp on 800201-29. 

* Region ]. Ph 1 ladelph ia. Office of the Director. eo/09/i6. tp. 
07356; 119. 


■0012300070 Notice of violation fron insp on 000201-29. Detal Is withheld 
dref 10CFn2. 790). 

a Region 1. P)i 1 lade Iph ia. Office of the Director. 00/09/16. ip. 
07356: 120. 


0012300000 IE Imp Repts 50-277/00-03 «< 50-270/80-03 on 800201-29. 
None oaipl lance no ted : fa 1 lure to use temporary monitors or 
initiate orderly shutdown w/offgas monitoring sys out of 
SVC. Portions withheld (ref 10CFR2. 790). 

ORECNIlANtE 0. I CONOILL. C. J. . DLOUOH.A. P. Region 1. Philadelphia. 
Office of the Director. 80/09/16 llpp. 07356:121. 


0012120093 Forwards IE Bulletin 00-21. 'Valve Votes Supplied by Malcolm 
Foundry Co. tnc. ” Nrltten response required. 

ORIER.a.H. Region 1. Philadelphia. Office of the Director. 

80/11/06. Ip. 07230:245. 


0012190350 Informs util of issuance of new NRC personnel Identification 
badges, ef fee tlve after SOI 130. Examp le end. 

NARTIN.U, J. Region 1. Philadelphia. Safeguards Branch. 00/11/06. 
2pp. 07206:110. 


8012030790 Forwards IE Info Notice 80—40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor 1 tatlon. " No written response required. 

(rHIERiB.H. Region 1. Philadelphia. Office of the Director. 
aO/H/07. Ip. 07150:211. 


8012000454 Forwards IE Info Notice 80-41. "Failure of Suing Check 
Valve in Decay Heat Removal Sys at Davis Besse Unit 1." No 
raeponse required. 

ORIERi D. H. Region 1. Philadelphia. Office of the Director. 
80/11/10. Ip. 07102:327. 


8012040033 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valeor Engineering Corp. " Requires estimate of 
manpouer associated u/corrective actions. 

CRIER. 0. H. Region 1. Ph 1 ladelph ia. Office of the Director. 
80/11/14. ip. 07170:006. 


0012220626 Advises that written response is required to IE Bulletin 
00-23. "Failures of Solenoid Valves Mfg by Valeor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

CRIERiB.H. Region 1. Philadelphia. Office of the Director. 
80/11/19. Ip. 07293:134. 


0012040400 Forwards IE Bulletin 80-24. "Prevention of Damage Duo to 
bfaber Leakage Inside Containment. " Nritten response 
required. Requests info on manpower expended. 

CRIERiB.H. Region 1. Philadelphia. Office of the Director. 
80/11/21, 2pp. 07169:160. 


0012030380 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
OftlER. a. H. Region I. Philadelphia. Office of the Director. 
80/11/24. Ip, 07174:077. 


8012020350 Proposes revised schedule for upgrading acoustic sys for 
power operating relief valves 4; safety valves, consistent 
w/erder amending OLs DPR-44 tt DPK-56 per IE Bulletin 79-OlB. 
DAUTROFF. 9, L, Philadelphia Electric Co. 00/11/26. 2pp. 


80121600S2 Responds to FOIA request for documents re experimental use 
of Dow NS-l solvent at Dresden 1 4; Peach Bottom Including 
disposals 4; wastes. Use of Dow N3-1 solvent was not 
considered exper Imenta I, Forwards documents listed in App A. 
FELTON.J.II. Division of Rules and Records. 80/11/26. 2pp. 


■8012160090 Responds to 801006 request for info re decontamination 
operations ef experimental Dresden test loop & Peach Bottom 
regenaratlva heat exchangers. BNL rept re chelating agent 
study end. 

BRDK.'IINOi R. E Division of Naste Management. 60/10/24. 2pp. 


■0012160093 Requests Info re decontamination operations of experimental 
Dresden test loop 4. Peach Bottom regenerative heat 
exchangers, A1 so requests BNL rept re chelating agent study. 

Related documentation end. 

DREY. L. A Affiliation Unknown 0-3/10/06. 9pp. 


— B012160I05 Submits info in response to Tl 2515/0 re cleanup sys 
camponent contamination. Lists conponeiits decontaminated by 
site personnel 4< Dow Nuclear Sves following physical removal 
from Peach Bottom reactor cleanup sys. 

MCCABEiE. C. Region 1. Philadelphia. Reactor Operations Nucleer 
Support Branch, 78/05/19. 2pp. 


— 0012160100 Forwards IE insp Repts 50-277/70-06 i 50-270/70-06 on 
760329 4: 30 Mo noncompliance noted. 

BRU.;NERp E J. Region I. Ph 1 lade Iph ia. Reactor Operations Nuclear 
Support Branch. 70/05/03. 2pp. 


— 8012160113 IE Insp Repts 50-277/70-06 4: 50-270/70-06 on 700329 4i 30. No 
noncompl lance noted. Major areas inspec tad : che.nlcal 
decontamination of reactor uater cleanup sys regenerative 
heat exchangers 4. plant operations. 

OREENMAN. E. 0. Region 1. Philadelphia. Office of the Director. 
MCCABE. E. C, Region 1. Philadelphia. Reactor Qperatiotis Nuclear 
Support Branch. 70/05/02, 6pp. 


— 0012160119 Discusses 760519 request for determination of acceptability 
re lack of Info on decontami nation solutions used at Peach 
Bo ttom. L 1 c ensee lack of info on NS-l solution concentration 
4: composition Is unacceptab le. 

HQODMOrFi R. H, Office of Inspection 4. Enforcement. Office of the 
Director. 70/07/23. 2pp. 


R. Periodic operating reports i related correspondence 


801230.3270 Forwards final post-operational Repts 13 4< 14 re Conowlngo 
Pond ecology for Jul-Dec 1979 h Jan-Apr 1930, raspec t i wely. 
NIlLSEV.N. a. Philadelphia Electric Co.. 80/11/20. Ip. 07353:050. 


-—0012300275 "Post-Operational Rept 13 on Ecology of Conowingo Pond. 
Jul-Dec 1979." 

* Muddy Run Ecological Laboratory. RMC Ecological Olv. 00/02/29. 
209pp. 07353:059. 


'8012300282 "Post-Operational Rept 14 on Ecology of Canoulngo Pond. 
Jan-Apr 1930, " 

« Muddy Run Ecological Laboratory. RMC Ecological Dlv. 00/00/31. 
!66pp, 07353:267. 


8012160267 Forwards "Thermal Mapping Rapt 80-12 for 801107“ St "Thermal 
Mapping Rept 00-13 for 001113." 

WIHSEV.W.D, Phi ladelphia Electric Co. 80/12/05. Ip, 07261:33B. 


■0012160272 "Thermal Mapping Rept 00-12 for 801107." 

« Philadelphia Electric Co. 80-12, 00/12/05. 4pp. 07261:339. 


— 8012160276 “Thermal Mapping Rept 00-13 for 001113." 

» Philadelphia Electric Co. 00-13, BO/12/OS, 4pp. 07261:343. 


8012160472 Forwards monthly operating repts for Nov 1980. 

COONEY, M.J. Philadelphia Electric Co. 83/12/10. Ip. 07255:320. 


--0O1216O47S Monthly operating repts for Nov 1960. 

ALDEIliW.M. Philadelphia Electric Co. 80/12/10. 9pp. 07255:321. 


8012300618 Forwards "Thermal Mapping Rept 60-14 for 001121 for Thermal 
Monitoring Requirements." 

W1LL8EY, M. B. Philadelphia Electric Co, 80/12/19. Ip. 07346:197. 


—8012300624 "Thermal Mapping Rept 80-14 for 001121 for Thermal 
Monitoring Requirements. " 

a Philadelphia Electric Co. 00/12/19. 4pp. 07346:189. 


S. Reportable occurrences, LEKs 4< related correspondence 


601204041 1 RO 3-80-26/lP: on 801 1 14, operating at full power HPCl flow 
controller revealed downscale output 4 declared inoperable. 

Caused by unidentified electronic failure In controller, 

Controller replaced 4: tested satisfactorily. 

ULLRICH, N.T, Phi lade Iph la Elec tr Ic Co. 60/11/14. Spp. 06918:001. 


8012100490 Forwards LEfi 00-026/017-0. 

COONEY. M, J. Philadelphia Electric Co. BO/11/26. 2pp. 07107:001. 
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•0012 100499 I.ER 00-076/01 T-0 on BOIll'liHPC! floui controller showed 
douotcole ootpot.HCPl dcclaied Inopereb 1 c . Caosed by failed 
loner dlo'de t< rciistor reaylting in output drift. Parts 
roplacod. 

CODUeVi II. J. Ph i ladol ph la El actr Ic Co. 00/11/26. Ip, 07107:001, 


0012090441 LEfl 00-01 0/O3X-t ; or 800002. rcae tor t-atep cleanup sys return 
Isolation valve H0-a-12-6a failed to close by control 
swi tch, Caused by valve pressure seal leak In motor of 
Liailtorque (operator SMB-O-IO, tlotor replaced & seal repaired. 

COHNEV. It. J. Philadelphia Electric Ca. 00/12/01. Ip. 07303:070, 


8012170633 Forwards LEE 0O-O27/O1T-O. 

COONEyd't. J. Philadelphia Electric Co SO/12/09. app. 07264:035. 


•0012170641 LER 00-027/011-0 on 0011 24. UPC I valve MO-3-23-14 kept 
driving in closed direction causing valve fuses to. blow. 

Protablv caused by improper ad/ustmont of valve closing 
torgue switch. Valve d isass amb 1 ed. t nspec tod 6 bested. 

COQHEV.II, J. Philadelphia Electric Co. 60/ 12/09. Ip. 07264:337 


80IS3i0331> Forwards UEft QO-O20/O1T-O 

COONEYi 11. J. Philadelphia Electric Co. 00/12/17, 


2pp. 07369:040, 


-0012310323 LEfl BO-02S/01T-0: on 001203. HPC I stea.Ti supply valve. 
110-3-23-14. fa I led to fully e 1 ose. Caused by HPCl sys being 
In^operabie for valve insp. Valve reassembled 6 tested. 

COO KEY 1 11. V. Philadelphia Electric Co. 00/12/17. Ip. 07369:030. 


DOCKET 80-280 SUflRV POWER STATIOW, UIIIT I 

F. Security, tneditali emergency 6 fire protection plans 


0012030912 Requests addl Info *: cormltraents ro emergency plan submitted 
800630 to complete onsite eraei geney program. 

VAROA.Q.A. Operating Reactors Branch t. 80/11/13. 19pp. 

07149: 1-13, 


0. Adjudicatory correspondence 


8012170819 Requests. on behalf of. util.ertenston until 810108 for 
hearing on 001203 order for mod of licenses re environ 
qualification of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRISTHAN. J. N. Hunton Williams. BO/12/00, 2pp. 07269:227. 


0012170819 Requests, on behalf of u ti li e < tons ion until 010108 for 
hearing on 601208 order for nod of licenses re environ 
qua 1 1 # tea t ion of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRISTMAN. J. N, Affiliation Unknown. 80/12/08. Epp. 


P. Opera tin} license stage documents 6 correspondence 


8012020753 Forwards seismic qualifications of auiiliary feedwater sys 
in oparatlng PWfls 4i describes program NRC is undertaking 
to review capability oF operating PNSs to remove decay 
heat following earthquake. 

EiaENHUT, D. 0. Division of Licensing, 80/10/21. 4pp. 


8012160050 Utr to operating plant licensees. OL applicants & CP holders. 
Forwards NUREQ-0737 re TMt action p lao . requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation, dates will ba met. 

EISENHUTi D. 0, Division of Licensing. 00/10/31. 7pp. 


8011200397 Notification of 801203 meeting w/otil in Oethesda. MD to 
discuss util plans in area of core reload licensing in 

DEnOOneWi j!'s. Standardliatlon V apeclal Projects Branch. 00/11/06. 
app. 07020: 068, 

6012220563 Utr to all power reactor licensees forwarding NURES-0619i 
"BWR Feedwater Not tie & Control Rod Drive Return Lino 
Noitl* Cracking." Confirmation that Implementation dates 
util ie mat must be sent within 45 days.H/o end. 

EISENHUTi D. 0. Division of Licensing. 80/11/13. Ip. 


0012050150 Informs of Interim IOCFRSO.48 suspending coropletion dates 
far previously approved fire protection mods. Revised 
10CFR50. 40 wl 1 1 contain schedules for completion of all fire 
protection mods , 

EIBEtWUT. D. 0. Division of Ulcensihg, BO/ll/17. 5pp. 07175.020. 


0012110652 Bumraai y of 001107 meeting u/utll In B^ethesda.MD re emergency 
NEIQMDORS. J. D. Operating Reactors Branch 1. 00/11/19. 2pp. 


0012020276 Informs that omaryoncy response oioreiio will bo performed 
at facility on 801205 Scenario of nerclse and. Full scale 
joint aserciiB ui/Stato Qfc of Energy 6 Emergency Sve s will 
be perfornod in Fall 19U|. ......... . 

SVUVIAiB.H Virginia Electric 4 Pouer Co. BO/ll/24. apP- 
07134:214, 


6012050328 Forwards amended pages to approved security plan.End 
withheld (ref 10CFR2, 790J 

BVLVIAiB.n. Virginia Electric fc Pawev Co, 00/12/02. Ip- 
07173:053. 


9012230206 Forwards draft NVREQ-0696 p "Implementation Plan" for 
establ Ish.sent of emergency response fac i 1 1 1 ies. Deta t 1 s on 
emorgoncy operations facility es t ab I Ishnmen t , no t included in 
alen.being flnoliied U will be submitted at later data. 

SYLVIA. B.R, Virginia Electric t. Power Co, 00/12/18, Ip. 
07311:270 


•0012230293 Draft NV/lEO-0676. "Implementation Plan 
emergency response facilities. 

« Virginia Electric t Power Co, NUnEO-0696. 
07311:271, 


" for establishment 
00/12/18, 47pp. 


of 


0012280363 Bubmjts proposed schedule for o/nergency preparedness 
e sere Isas. Propo s ed sched-ule meets UI/RE0-06&4 requirements 
per tOCFflSO U IOCFfl70 eutltne. 

SAUMiE.A. Virginia Electric t Power Co. 80/12/19. 2pp. 


07304; 101. 


8012010291 Forwards "Surry Unit i. Cycle S Core Performatsce Rept. “ 
THOHAB. If N, Virginia Electric &; Power Co. 80/11/19. Ip. 

07097; 240. 


•0012010295 "Burry Unit 1, Cycle 5 Core Performance Rep*!. 

LEEEHBTEIN, V. H. . BOSS.T.K, Virginia Electric 6 Power Oo. 
VeP-FRD-38. 00/11/30. 49pp. 07097:241. 


3012170493 Advises that util 791018 response re inadvertent safety 

injection during surveillance testing is 07270:332. 


LfAflnA n A 


1012030413 Forwards general evaluation of estended 


BVLVlAiB.R. Virginia Electric 6 Power Co. 00/12/04. llpp. 
07196; 178. 


3012090179 Responds to 301204 request for “l *'* 

analusls of potential flooding of safety-related equipment 
from non-Cafcegory 1 sources. Emerg aney sve ^***"’' 

eliminates intake structure as target for J*""?®' 

SYLVIA. B.R. Virginia E lee tr le U Power Co, 00/12/04, Ip. 




012220405 Responds to 000911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revlsed Agreement State burial site conditions. Forwards 

DEN10N*h!*R. *^Offieo'*of Nuclear Reactor Regulation. Director. 
60/12/04. 2pp. 


-0012220506 Forwards tabulation U summery of IE 

waste at St reactors. Lou level waste storage facilities 
have been eepanded at 37Z of reactors surveyed w/71/< 
pfenning or considering increasing storage e 

DAH9ART. R.L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


12220373 Requests to be ercluded from lubmitbing Stats oP NC 
tmergency plan as part of Surry emergency p 1 an, Fae 1 1 Ity 50- 
slle emargency planning lonp intrudes only four ml lei into 
dC incident would not affect NC food chain or public. 

1AUM.S. A, Virginia Electric 6 Power Co. a^D/ia/lV. 2pp. 07304.103. 


•012290274 Forwards alternate shutdown sys design description re 
fire protection, per NRC 801124 Itr.Vtll review of App R to 
lOCFRSO concludes that plants are In tompUance w/e*ceptian 


of 8-h emergency lights in egress routes, 
aVLVIA.S. P. Virginia Electric 6 Power Co, 
07345:133. 


80/12/23. 3pp. 


12160142 Forwards suppl ‘ 

Initiation for facility' per *'**^'« 

SYLVIA. B. R. Virginia Electric U Power Co. 




feedwater sys automatic 
Sp/12/12. 7pp. 


12170454 Resubmits program for inservUe Insp 6 testing of pumps 6 

r;s:rn: ao.u.,=, 74,,. 

07269:269. 
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601S190394 Forwards response to NUnEG-0737 post-TMI requirements. 
SYLVIA. E. R. Virsinia Electric fc Power Co, 00/12/15, 430pp. 

07302: 262. 


Q012SV0154 Application to amend Licenses DPR-32 t l)PR-37. revia ing 
Tech Spec 6.6. l.App C to reflect requirement to document 
all challenges to RCS power operated relief or safety 
valves monthly. Proposed change suppls 801114 request. 

FEROUSOtli J. H. Virginia Electric U Power Co. 80/12/23. 3pp. 
07343: 183. 


— 8012290137 Proposed Tech Spec 6,6. li App C re testing frequency of PCS 
power-operated relief valves. 

a Virginia Electric i< Power Co. 80/12/23. Ip. 07343:186. 


8012290268 Forwards addi info re auiillarg feedwater sgsi per NRC 801117 
request. 

SYLVIA. B.R. Virginia Electric k Power Co. 80/12/23. 3pp. 

07345: 138, 


8012300383 Forwards response to NRC 790925 request for info re Surry 
aucillary feedwater sys design tasii info 1< pump flow 
verification Documents North Anna 1 pump test verification 
of 340 gpn delivered to steam generator. 

SYLVIA. B.R. Virginia Electric k. Power Co, 80/12/26. ISpp. 

07346; 134. 


80123102S6 Forwards response to 790925 request for info re autlllary 
feedwater sys design basis k pump flow verification. 

Discrepancy discovered during North Anna review addressed 
in LER 80-061/01T-0 prior to 801006 response, 

SYLVIA. E.R. Virginia Electric S-. Power Co. 80/12/26. ISpp. 

07361 : 293. 


O Inspection reports. IE Bulletins k correspondence 


8012160036 Forwards IE Info Notice 00-37. "Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Vnlt 2." No written 
response required. 

□ 'WE ILLY. J. P. Region 2. Atlanta. Office of the Director. 80/10/24. 
Ip. 07262:180. 


8012170921 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY. J, P. Region 2, Atlanta. Office of the Director. 80/10/30. 
Ip. 07266:266 


8012180020 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Nfg by Valcor Engineering Corp. " No written response 
is required. 

Q'REIIJY. J. P. Region 2. Atlanta. Off tee of the Director. 80/10/31, 
tp. 03790: 120. 


8012230070 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Power Sys Emargency Generators. '* No written response 
required. 

0'RE1U.Y. J. P. Region 2, Atlanta, Office of the Director. 80/10/31. 
tp. 07313:236. 


8012110794 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Nrltten response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 80/11/06. 
Ip. 07223:107. 


B012030B49 Forwards IE Info Notice 00-40. "Ejcesilva Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i latlon. " No written response required. 

□ 'REILl Y, V. P. Region 2< Atlanta. Office of the Director. 80/11/07. 
Ip. 07150: 103. 


8012080259 Forwards IE Info Notice 80-41i "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Vnlt 1." No 
response required-. 

Q'REILI y, J.P. Region 2, Atlanta, Office of the Director. 80/11/10. 
ip. 07182:282. 


8012040135 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Carp." Requires estimate of 
manpe-jer associated w/corrective actions. 

O'REILLY. J. P. Region 2< Atlanta. Office of the Director. 80/11/14. 
Ip. 07158:061. 


8012050070 Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Hater Leakage Inside Containment. " No written response 
required. 

O'RElLLYi J, P. Region 2. Atlanta. Office of the Director. BO/ll/El. 
Ip. 07173:230. 


6012080018 Forwards IE Info Notice 80-42. "Effects of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/24, 
Ip. 07182:161, 


8012170939 Forwards original 801101 1 tr. apparent ly last in mail sys. 
responding to IF Bulletin 79-010 re environ qualifications 
of Class IE equipment. 

HUNTER, R.H, Virginia Electric 4. Power Co. 80/11/24. Ip. 
07266:027. 


8012170387 Forwards IE Info Notice 80-89<8uppl 1. ''Broken Btuds an 
Terry Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/86. 
Ip. 07269:080. 


8012110543 Forwards response to IE Bulletin 80-23. "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp." Tdio Valcor 
valves exist for each North Anna unit k Surry does not have 
solenoid valves described in bulletlng. 

SVLVIA.B.R. Virginia Electric It Power Co. 80/12/04. 3pp. 
07225: 245. 


8012230081 Forwards response to IE Bulletin 80-23. "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp." Specified 
velves are not in use at facilities. 

SVLVIA.B.R. Virginia Electric It Power Co. 80/12/04. 3pp. 
0731 1: 0B4. 


8012240503 Forwards response to IE Bulletin 80-23, "Failures of 
Solenoid Valves Kfg by Valcor Engineering Corp." Two Valcor 
valves In use do not have cited part number. 

SVLVIA.B.R. Virginia Electric I: Power Co. 80/12/04. 3pp. 
07324:320. 


8012120467 Forwards response to IE Bulletin 80-21. “Valve Yokes 
Supplied by Malcolm Foundry Co. Inc. " No eubj valve used or 
planned for use in safety-related sys at factlltles. 
SVLVIA.B.R. Virginia Electric I: Power Co. 80/12/OS. 3pp. 
07230: 323. 


0012170013 Aek' receipt of 801117 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-280/80-'3S ti 
50-201/80-38. 

HURPHV. C.E. Region 2. Atlanta, Reactor Construction 8 Engineering 
Support Branch. 80/12/05. ip. 07260:150, 


—8012170021 Responds to NRC 801017 Itr re violations noted In IE Insp 
Repte 50-280/00-35 t< 50-281 /aO-3B. Corree tlve actions; 
approved welding procedure reviewed to be used in future Ic 
weld Insp will be conducted by new procedure. 

SVLVIA.B.R. Virginia Electric It Power Co. 80/11/17. 3pp. 

07268: ISl. 


—8012170028 Forwards IE Insp Repts S0-280/B0-3S It 50-281/80-30 on 
800909-10 It notice of violation, 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction h Engineering 
Support Branch. BO/10/17. 2pp. 07268:154. 


—8012170034 Notice of violation from tnep on 800909-10. 

a- Region 2. Atlanta. Office of the Director. 80/10/15. Ip. 
07266: 156 


—0012170039 IE Insp Repts 50-280/00-35 k 50-281/80-38 on 800909-10. 
Noncomp 1 lance noted: fal lure to document OA surveillance 
activities It to have documented weld insp procedure. 
ecONOMOS.N. Region 2. Atlanta, Office of the Director. HERDTiA. R.. 

Region 2. Atlanta, Reactor Conetructlon It Engineering Support 
Branch. 80/10/15, 4pp. 07260:157. 


8912170454 Resubmits program for insarvlee Insp (i testing of pumps 2 
valves for last 40 month period of first 10 yr interval. End 
program details request far relief from ASHE Iniervlca inep 
requlrementf for Clase 1.2 k 3 components. 

SVLVIA.B.R. Virginia Electric 2 Power Co. 80/12/15. 74pp. 

07269: 269. 


R. Periodic operating reports 2 related eorretpondance 


8912040306 Forwirds "Rad lologlcet Progrese Rapt 1 for Ptriod 800914- 
1031." Rept deecrlbes occupational exposure expended, dose 
reduction techniques employed 2 eff ectiveneee 2 radioactive 
effluents 2 solid waste generated. 

BVLVIA, B.R. Virginia Electric 2 Power Co, 80/18/01. Ip. 
07170:175. 


—8012040306 “Radiological Progress Rept 1 for Period BC09 14-1 031. " 
e Virginia Electric 2 Power Co. 80/12/01. 31pp. 07170; 176. 
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80121^4932 Forwaril* nentMif oparatin^ rapt* for Nov 19Q0. 
SVUVtAiB.fl. UIrfInia Eiaclric i, Poutr Co. 80/12/15. ip. 
07288: 059. 


--8012190539 Konthlv Optra tins rrpti for Nov 1980. 

DUKN. 8. 0. Vlriinla Elrctric L Power Co. 80/12/04. 33pp. 

07208:064. 


S. R«porta61« occurrtneoe. LERs 4; ralatrd eorreipondtneo 


8012040669 Part 21 rapt rc SliW notification that out-of-phaie tranefar 
latStit occur when tnacgancy butts ara tranifarred from 
offilta power lourca to enarganeg diesel generators aftar 
reaching rated speed & vo I tage. Or iglnal Ig reported 801114. 

SVLVIAiS.R. Virginia Electric l< Power Co. 80/11/19. 4pp. 

07169; 070. 


3012030709 Forwards LE« 00-070/01 T-0. 

WIL80II<J. L. Virginia Electric Ir Pouar Co. 00/11/26. Ip. 
07150:300. 


■8012030717 LER 80-070/01 T-0; on e0lll4<StH informed util that out of 
phase transfer night occur whin enargeneg buses transferred 
from offsite source. Caused bg undeterminable design srror. 

Tleie dilag circuit installed. 

UlLSONiJ. L. Virginia Electric & Pouar Co. 80/11/26, 3pp. 
07190:301. 


8012050364 Forwards UERs B0-063/01T-0 h BO-O39/03L-0, 

HILSQIf, V. L. Virginia Electric t( Pouar Co. 00/12/02. Ip. 
07173:235. 


— 8012090370 LER B0-063/01T— 0: on 801 1 l?j dur ing d 1 satsanb Ig of e team 
ganarater A Itveling padsi Vascomac cap screw uas hroten. 

Causa unknown. Vascemae mat! used In steam ganarater supports 
will bs replaced during rtpair propact. 

WILSON, J.L, Virginia Elaetrie ti Power Co. 00/12/02. 2pp. 
07173: 236. 


—8012090378 LER a0-039/03u-0; on 801 102. sa t i sfac targ control room 
prasfura anvalopa tast could not be established. Caused by 
slippage of clamp holding oparatinig am of damper preventing 
full closure. Arm adjusted. 

WILSON, V. L. Virginia Electric & Power Co, 60/12/02. 2pp. 
07173: 238. 


8012230399 Forwards LERs 80-043/03L-0 h 80-071 /03L-0, 

WILSON, sf.L. Virginia Electric U Fever Co. 80/12/18. Ip 
07318:261. 


■801223049? LER SO-071/03L-0: on S01H9, primary grade water discharged 
while releasing contaminated drains tank. Caused by 
performing two procedures slmultaneousti,l. Release terminated 
It weter senp 1 td. 

WILSON, J.L, Virginia Electric fc Power Co. 80/12/18. 2pp.. 

07318: 264. 


DOCKET 90-281 SURRY POWER B TAT ION, UNIT 2 

F. Security, medical, emergency i fire protection plans 


8012030812 Requests addi info L commitments re emergency plan submitted 
600630 to complete onsite emergency program. 

VAR9A, 8. A. Operating Reactors Branch 1 00/11/13. t9pp. 

07149:143. 


9012230236 Forwards draft NUfiEO-0696, " Imp 1 omenta t Ion Plan" for 
es tabl Ishnent of emergency response f ec 1 1 i t les. De tal 1 s on 
emergency operations facility establ ishnnenti not Included in 
platirbelng finalized 6 will be submitted at later date. 

SYLVIA, B.R. Virginia Electric 1; Power Co. 80/12/18, ip. 
07311:270. 


— 8012830393 Draft NUREO-0696. "Impla.ren ta t i on Plan" for establ iehment « 
emergency response facilities. 

a Virginia Electric 1. Power Co. NUREO-0696. 80/12/10. 47pp. 

07311:271. 


8012220363 Submits proposed schedule for emergency preparsdness 
e zerc Isas. Proposed schedule meets NUREO-0694 requirements 
per tOOFfi90 fc tOCFR70 outline. 

BAUM,E.A. Virginia Electric 6 Power Co 00/12/19. 2pp. 07304:101.' 


8012220373 Requests to be excluded from submitting State of NC 
emergency plan as part of Surry emergancy p Ian. Fac i 1 Ity SO- 
mile emergency planning tons Intrudes only four miles into 
NC L Incident would not affect NC food chain or public. 

B.AUM,S. A. Virginia Electric 6 Power Co. 00/12/19. 2pp. 07304: k03. 


8012290274 Forwards alternate shutdown sys design description re 
fire protection, per NRC 001124 Itr.Utll review of App R to 
lOCFRSO concludes that plants are in compliance w/ezceptlon 
of 8-h emergency lights in egress routes, 

SYLVIA, B.P. Virginia Electric L Power Co. 80/12/23. Spp. 
07349; 133. 


P. Opereting license stage documents L correspondence 


8012020793 Forwards seismic qual i f icat ions of avzillary fsedwater sv* 
In operating PWRs . 6 describes program NRC Is undertaking 
to review capability of operating PWRs to remove decey 
heat following earthquake. 

EIBEKHUT, D, 0. Division of Licensing. 00/10/21. 4pp. 


8012160050 Ltr to operating plant llcenseesiQL applicants L CP holdmrt. 
Forwards NUfiE4-0737 re Tilt action plan requirements. Requests 
operating reactor licensee confirmation in 49 days that 
Enel 1 implementation dates will be met. 

EISENHUTi D, 0, Division of Licensing. 00/10/31. 7pp. 


0012220963 Ltr to all power reactor licensees forwarding NUREO-0614. 
"BWR Feedwater Noiile <: Control Rod Drive Return Line 
Noziie Cracking." Confirmation that Implementation dates 
will be met must be sent within 49 days. W/o end. 

EIBENHUT, D. 0. Division of Licensing. 00/11/13. Ip. 


8012170493 Advises that util 791018 response re inadvertent safety 
injection during surveillance testing is acceptable. 

VAR0A,8, A. Operating Reactors Branch 1. 80/11/26. 2pp. 07270; 332. 


0012080413 Forwards general evaluation of reactor operation to cxt«nd:t6 
fuel turnups possible w/hlgher enrichment fuel, per 000923 
1 tr. 

SYLVIA, a. R, Virginia Electric L Power Co. 80/12/04. ilpp. 

07196: 170. 


8012090179 Responds to 801204 request for info re 741203 ltr re 
analysis of potential flooding of safety-re latad equipment 
from non-Category 1 sources. Emergency sve water sys design 
eliminates Intake structure as target for flooding damage, 
BYLVIAiB.R, Virginia Electric L Power Co. 80/12/04. Ip, 
07200: 149. 


8012090160 Informs of tnterin tCCFRSO. 46 suspending completion, dates 
for previously approved fire protection nods. Revised 
10CFR50. 40 will contain schedules for completion of all fire 
protection mods. 

EISENHUT, D. 0. Division of Licensing. 80/11/17, 9pp. 07179:020. 


8012110692 Gunnery of 801107 meeting u/utll In Bethesda,HO re emergency 
plans. 

NEl'BHaoRa, J. D, Operating Reactors Branch 1. 00/11/19, 2pp. 

801^20276 Informs that emergency response erereise will he performed 
at facility on 801202. Scenar lo of ezereist enel.Full scale 
joint ezerclsi w/8tete Ofe of Energy L Emergency 8vcs will 
be performed in Fall 1981. 

SYLVIA, B.R. Virginia Electric «: Power Co, 00/11/24. 9ap. 

071S4!914. 


801^9^28 Forwards emended pages to approved eecuriby plan. Enel 
withheld tref 10CFR8 790k. 

SYLVIA, B.R. Virginia Electric L Power Co, 80/12/02, le. 
07173: 053, 


8012220485 Responds to 000911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revised Agreement State burial site conditions. Forwards 
results of IE survey. 

DEMrOM.H. R. Office of Nuclear Reactor Regulation, Director. 
00/12/04 . 2pp. 


■8012220506 Forwards tabulation I; sum-nary of IE survey on low level 
waste at 51 reactors. Low levs! waste storage facilities 
have been expanded at 37X of reactors surveyed w/71X 
planning or considering increasing storagi capacity, 

BANOART<R.L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


0012160142 Forwards suppl Info re auzillary feedwater sys auto^matl* 
Initiation fop facility, per 801029 ltr. 

0^95^024*^' '^**’9*’^** Electric 4; Power Co. 80 / 12 / 12 , 7pp, 


B01217069? Forwards requested relief from tnservice Insp li tasting 
requirements. Program u/detelled specific relief required 
from ASHE Code r equir emsnts per ins erviee insp' 1< testing of 
pomps L valves outlined In Attachments A, B L C. 

07266^181^ Virginia Electric 6 Power Co. 80/12/15. 73pp. 
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8012190354 FoTuard* r»f|ion»» ta NUR£0'0737 post-TMI r»iiuir«m«nti. 
8VLVIA1 S. R. Virginia £l«ctrU & Pauer Co. S0/'18/19. 430pp. 

07202 : 2 ^ 2 . 


8012290184 Appl itaMon to amond Llcansai DPR-32 1; DPR-37i rtviaing 
Tich 8pac A.dt. liApp C to raflact raquiramant to decumant 
all challangot to RCe pouer oparatad rallaf or aaPatg 
v*lva« Aonth ly. Proposad change .auppli 801114 raqucat. 

FEROUSOt^ J. H. Virginia Electric & Peuar Co. 80/12/23. 3pp. 
07348:183. 


8012040139 Forwards IE Bu list in 80~23> “Failures of Solenoid Valves 
Mfg hg Valcor Engineering Carp." Reguiraa estlr.ata of 
(Bin p oyer associated w/eorrec t i ve act i ons. 

0 ‘REILLY. 0. P. Rsgion 2. Atlanta, Office of the Director. 80/11/14. 
Ip. 07199:061. 


8012090070 Forwards IE Bulletin 60-24. “Prevantion of Damage Due to 
Hater Ueatage Inside Containment." Me urltteti response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Offieo of the Director. aO/H/21. 
Ip- 


—0012290197 Proposed Tech Spec 6.6. l,App C re testing frequency of RCS 
power-operated relief valves. 

« Virginia Electric Power Co. 80/12/23. Ip. 07349:106. 


80122901168 Forwards addl Info re autfllarg feedwater sgs.per NRC 801117 
requBst. 

SYLVlAiB.R. Virginia Electric ti Pouer Co. 80/12/23. 3pp. 

07349: 138. 


8012300589 Forwards response to NRC 790925 request for info re Surrg 
ausillarg feedwater .sgs design basis info t, pump flow 
verification Documents North Anna 1 pump test verification 
of 340 gpm delivered to steam generator. 

SYLVIA.B.R. Virginia Electric 4, Power Co. 80/12/26, 18pp. 

07346:134. 


8012310286 Forwards reeponsa to 790929 request for Info re auilllarg 
feedwater sgs design basis t pump flow verification. 

Discrepancy discovered during North Anna review addressed 
in 80-061/01T-0 prior to 801006 responsd, 

SYLVIA<B.R. Virginia Electric & Pouer Co. 80/12/26. 18pp. 

07361:293. 


3. Inapactlon reports, IE Bulletins k corTeipondence 


8012160036 Forwards IE Info Notice 80-37, “Containmint Cooler Leaks 6 
Reactor Cavity Flooding At Indian Point Unit 2. “ No written 
response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 07262: IBO. 


0012170821 Forwards IE Info Notice 80-38, "Cracking In Charging Pump 
Caitng Cladding." No written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 60/10/30. 
Ip. 07266:266. 


80120B0018 Forwards IE Info Notice 80-42. "Effects of RadlatUti oti 
Hydraulic Snubber Fluid." No writlan response required. 

O'REILLY, V, P. Region 2, Atlanta, Of flea of the Director. -80/11/24, 
Ip. 07162:161. 


8012170939 Forwards original aoilOf Itr, apparently lost In mail sys. 
raspondlng to IF Bulletin 79-OlB re environ qualifications 
of Claes IE aquTpnent. 

HUMrER,R.K. Virginia Elaetrle 6 Pouer Co. 80/11/24. tp. 
07266:027. 


0012170387 Forwards IE Info Notice BO-29. Suppt 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

a'REILLY, V. P. Region 2, Atlanta, Office of the Director. 80/11/86. 
Ip. 


0018110943 Forward! response to IE Bulletin 60-23. "Failures of 
Solenoid Valves Hfg by Velcor Engineerl-ng Corp. " Two Veleor 
valves edst for each North Anna unit & Surry does not have 
solenoid valves described in bulletlng. 

SYLVIA.B.R, Virginia Electric U Pouer Co. 80/12/04. 3pp. 
07289:248. 


8012230081 Forwards response to IE Qutletln 80-23. "Failures of 
Solenoid Valves Hfg by Valcor Engineering Corp." Specified 
valves ere not In use at facilities. 

SYLVIA.B.R. Virginia Electric fc Power Co. 80/12/04. 3pp. 
07311: 084. 


B012240803 Forwards response to IE Bulletin 00-23, ''Failures of 
Solenoid Valves Hfg by Valcor Engineering Corp." Two Valcor 
valves (n usa do not ha'/e cited part number. 

SYLVIA.B.R. Virginia Electric L Pouer Co. 80/12/04. 3pp. 
07324: 320. 


6012160080 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Hfg by Valcor Engineering Corp. " No written response 
If required. 

O'REILLY, V. P. Region 2, Atlanta, Office of the Director, 60/10/31, 
Ip. 03790: 120. 


8012120467 Forwards response to IE Bulletin 80-21. "Valve Votee 
Supplied by Halcolm Foundry Co, Inc.'' No subi valve used or 
planned for us* In safety-related syi at facltlttas, 
SYLVIA.B.R, Virginia electric t; Pouer Co. 80/12/09. 3pp. 
07230: 323. 


8012230070 Forwards IE Circular 90-23, "Potential Dafacts In Beloit 
Pouer Sys Emergency Ocnerators. " No written response 
required. 

a 'REILLY, V. P. Region 2, Atlanta. Office of the Director. 60/10/31, 

*P- 


8012110794 Forwards IE Sullatin 80-21, “Valve Yokes Gupptlad by Halcolm 
Foundry Co. Inc." Written response required. 

a 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 60/11/06, 
ip. 07229: 187. 


B012030B49 Forwards lE Info Notice 90-40, "Escetsivi Nitrogen Supply 
Preffure Actuates Safety Relief Valve Operation to Cause 
Reactor Depreiiurliatlon. '' No written response required. 

O'REILLY. J.P. Region 8, Atlanta, Office of the Director. 80/11/07. 
Ip. 07180:105. 


60120B029? Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
In Decay Heat Removal 8ys at Davis Bess* Unit 1." No 
ritponse required, 

O'REILLY, V. P. Region 2, Atlanta, Office of the Director. 80/11/10. 
Ip. 07162:262. 


at>18l909fl3 Forwardi IE Insp Rept 50-261/90-39 on 800916-19. No 
nonconpliance noted. 

LEWia.R. C. Region 2, Atlanta, Reactor Operattone Nuclear Support 
Branch. 80/11/13. 8pp. 07288:214. 


— 80121903BS IE Imp Rept 90-281/80-39 on B0O9l6-19,No noncompUanee 
noted'. Kayor areas inspected: startup test results including 
integrated leak rate, local leak rats, thermal espaneion L 
load rejection testing. 

IRHITENER, H. L. . QUICK, D. R. , BUTCHER, R. Regions, Atlanta, Office of 
the Director. 90/11/12. 4pp. 07298:816. 


8012170013 Ack receipt of 601117 Ur inforning NRC of steps taken to 
correct violations noted in IE Insp Repts 80-200/00-35 I, 
80-281/80-38. 

KURPHY,C.E. Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/12/08. Ip. 07268: ISO. 


—8012170021 Responds to NRC 801017 Itr re violations noted In IE Insp 
Repts 90-280/00-39 L 90-261 /80-3e. Correct Ive actions; 
approved welding procedure reviewed to be used In future L 
ueld insp will be conducted by neu procedure. 

SYLVIA, B.R. Virginia Electric k Power Co. 00/11/17. Opp, 

07268; 191. 


— 6012170028 For 'wards IE Imp Repts 90-260/80-38 It 30-801/80-38 on 
800909-10 6 notice of violation. 

HVRFHYtC.E. Region 2, Atlanta, Reactor Conetr uctlon L Engineering 
Support Branch. 80/10/17. 2pp. 07269:154. 


—6012170034 Notice of violation from insp on B0D909-10. 

• Raglan 2, Atlanta, Office of the Director. 60/10/19. Ip. 
07260: 196. 


—8012170039 IE Insp Repts 90-290/00-38 L 30-281/80-36 on 800909-10. 
Noncompliance noted: fal lure to document QA surveillance 
activities k to have documented ueld Insg procedure. 

ECONOHORrN. Region 2, Atlanta, Office of the Director. HERDTtA. R. 
Region 8, Atlanta, Reactor Construction It Engineering Support 
Branch. 60/10/19. 4pp. 07268:157. 


8012170659 Forwards requested relief from Inservlce insp fc testing 
requirements. Progrera u/de tal J »d specific relief required 
from A0ME Code requirements per Inservlce Insp U testing of 
pumps k valves outlined in. Attachments A>B L C. 

SYLVIAfB.R. Virginia Electric k Pouer Co. 80/12/19. 73pp. 

07266; 161. 
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ft. Periodic opepatinj report* 4 relattd correspondence 


80121'90532 Foruiards northlij operating repts for Nov 1990. 
SYLVIA. E.R. Ulrpinia Electric U Pouer Co. 90/l2/'15. Ip 
0720 8: 059 


a01229044B Foryards L6Rs 0O-O34/O3L-O 4 0O-O44/O3U-O. 

MILSOII, L. Virginia Electric U Pouer Co. 80/12/19. Ip. 
07334: 290. 


--801229043S LER BO-O34/O3L-0: on 801122. valve K0V-CW-200A failed 7SX 
open. Caused bg corroded torque suitch ituct in open 
position. Switch replaced. 

WILSON. J.L. Virginia Electric 4 Power Co. 80/12/19. 2pp. 

07334; 291, 


--0O1219O535 Monthly operattrig repts for Nov 1980. 

BUNW, 3 D. Virginia Electric 4 Pcoer Co. 80/12/04, 33pp. 

07298: 040. 


S. Repot'tahle occurrences. LERs L related correspondence 


3012040649 Part 21 rept re SLW notification that out-of-phase transfer 
might occur uften emergency buses are transferred from 
offsite pouer source to emergency diesel generators after 
reaching rated speed 4 vo I tage. Or ig 1 nab 1 y reported 001114. 
8VLVt.VB.R, Virginia Electric 4 Pouer Co. 80/11/19, 4pp. 

07149; 070. 


8012030720 Forwards LER 80-036/03L-0. 

WILSON. J. L. Virginia Electric 4 Pouer Co. 80/12/01. Ip. 
07150: 304. 


—0012030723 LER BO-036/03L-0; on 801101 . d Lseovered that MDV-FW-251B 
toubd not be cicsed from control room. Caused by ml splac enent 
of Llmltorque cover 4 three broken control wires. Cover 4 
Ulras replaced. 

HlLSONfJ.L. Virginia Electric 4 Power Co. BO/il/Ol. 2pp. 

07 ISO: 303. 


8012050364 Forwards LERs 80-063/0 lT-0 4 80-039/OaL-0. 

WILSON. J. L. Virginia Electric 4 Pouer Co. 00/E2/D2. Ip 
07173: 233. 


8012110378 Forwards LERs 80-037 /03L-0 t BO-038/03L-0. 

WILSOM. J. L. Virginia Eiettrle 4 Power Co, 80/12/05. Ip. 
07223: 231. 


--B0I2110393 LER 80-037 /03L-0: on GOllOS.hlgh temp on charge pump A 
<2-CH-P-lA> revealed lou svc water flew. Lou discharge 
pTessure alarm failed to annunc late. Caused bg clogged pump 
inlet strainer 4 clogged pressure suitch sensing line. 

WILSOtl. J.L. Virginia Electric 4 Power Co. 80/12/05. 2pp. 
07323: 232. 


--8012110398 LER 80-038 /OOL-O: on SOI 105. on-svt boric acid storage tank 4 
boron, injection tank concentration found lest that It. 6K. 

Caused by improper valve lineup. Qoric acid concentration 
increased. 

WILSOM. J.L Virginia Electric 4 Pouer Co, 80/12/05. 2pp. 

07233:234. 


8012170611 Forwards LERs a0-040/03L-0, 00-041 /03L-0 4 B0-048/03U-0. 
WILSOH.. V. L. Virginia Electric t Power Co. S0/12/H. tp, 

07244: 177. 


— 8012170627 LER 80-040/03L-0: on 601114. found charging pump svc water 
pump 2-6K-PI0A developed lay discharge pressure of 10 psig. 

Caused by matt entrained In water 4 being deposited on pump 
Impe 1 ler. Pvmp disassembled, cleaned t returned to svc. 

WIL&DH.J.L. Virginia Electric 4 Power Co, 80/12/11. 2pp. 
07264:178 


—8012170636 LER 80-041 /03L-0: on 801 1 12. snubber 2- HFPD-HB3-18 found to 
have bent red-eye 4 was declared I noperab le. Caused by 
Improper alignment of pipe clamp to snubber. Snubber 
rep laced. 

WILSOII/J. L, Virginia Electric 4 Power Co, 80/12/11. 2pp. 

07264; 180. 


B012170446 LER 0O-O42/O3L-O: on 8011 15. found emergency diesel generator 
3 failed to start manually from control room. Caused by vanes 
on air motor worn beyond acceptance limits. Vanes repaired. 

WIL&iitl. J. L. Virginia Electric 4 Power Co, 80/12/1 1, Oao. 

07264: 182. 


8012230395 Forwards LERs e0-043/03L-0 4 00-071 /03L-0. 

UILSDN.^f.L. Virginia Electric 4 Pouer Co, 80/12/18. U 
07318:261. 


—8012230403 LER 80-043/031-0: on 80ll22,PT-33 failed to meet required 
criterion of 0.05 inches of water, Caused by eicesslvi 
leakage from 2B battery roon door. Battery roo.n door 
repaired. 

HILSOH.J.L. Virginia Electric 4 Power Co. 80/12/18. 2pp, 
07318:262. 


— 0012290460 LER a0-044/O3L-0; on 801124. pump 2-81-P-lA declareil 
1 noperab le due to lou r es Istanc e. Caused by connection box 
grounded out by palnwater. Qor dried out. roof hatch repaired 
4 pump 6 motor tested. 

WILSONrJ.L. Virginia Electric 4 Pouer Co. 80/12/t9. 2pp. 
07336: 293 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medlcalj emergency 4 fire protection plans 


0012020063 Discusses planned mods to emergency notification sy* 4 
health physics network. NRC will pay f or ins tal lat Ion of 
output jacks to provide capability for adding one-way 
speakei'S to sys.W/o encl health physics network manual . 

KEPPLCR.J. 0. Region 3, Chicago. Office of the Director. BO/U/tV. 
Ip. 07148: 343. 


8012020332 Ac k receipt of NRC 801114 Itr commenting on 8008(5 upgraded 
emergency p 1 an. Rev i s i ons to plan uitl be completed by 
310201. Imp I enent ing procedures will be submitted by 810301. 

MAYER. L.O. Northern States Power Co. 80/11/26. Ip. 071421049. 


P. Operating license stage documents & correspondence 


6012010S93 Notification of 800S21 meeting u/util In Detheid.a.MD to 
discuss Installation of four 4 forty Eison fuel assemblies 
containing gadollnla In forthcoming reload. 

MARTIN, R.E. Operating Reactors Branch 3. 80/OS/14. 2pp. 

07095:065. 


8012020753 Forwards seismic qualifications of auxiliary feedwatar sgs 
in operating PNRs & describes program NRC is undertaking 
to review capability of operating PllRs to remove decay 
heat fell owing earthquake. 

EISEUHOT. D. 0. Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, DL applicants & CR holdtre. 
Forwards NUREO-0737 re TNI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Encl 1 implementation dates will be met. 

EISENHUT, D. 0, Division of Licensing, 00/10/31. 7pp. 


0012220563 Ltr to all power reactor licensees forwarding NURE0-06l9r 
"Sl/A Feedwater Nojile S: Control Rad Drive Return Line 
Motile Cracking.*' Confirmation that implementation dates 
ulll be met must be sent within 45 days.N/o encl. 

EISENHUT, 0. 0, D 1 Vi s I on 0 f L 1 c ens I ng . 80/11/13. Ip, 


8012040353 Forwards Amends 43 4. 37 to Licenses DPR-42 4 DPR-60. 
respectively, safety evaluation 4 notice of issuance & 
ava liability. 

CLARK, R.A. Operating Reactors Branch 3. 80/11/14. 3pp, 07163:223. 


—8012040350 Amends 43 U 37 to Licenses DPR-42 4 DPR-60. raspec t Ivf 1 • 
revising Tech Specs to replace current inservlce Insp Tech 
8p»CB u/lnservlce program meeting requirements of 
1DCFR50. 55. 

CLARK. ft. A, Operating Reactors Branch 3. BO/11/14. 5pp. 

07163:226. 


— 3012040364 Safety evaluation supporting Amends 43 4 37 to Licenteg 
DPR-48 4 DPR-60. respectively. 

a Office of Nuclear Reaetop Regulation. Diroctor. 00/11/14. 
21pp. 07163:231. 


— 8012040369 Notice of Iss.jance 4 availability of Amends 43 *< 37 t» 
Llcanset DPR-42 & DPR-60. respectively. 

CI.ARKiR.A. Operating Reactors Branch 3. 80/11/14. 2pp. 

07163:252. 


8012010070 Responds to questions raised by Chemical Englneerlrkg Ic 
Effluent Treatment Sys Branches re facility fuel storage 
mod. In connection u/e00l31 OL amend request. 

MAYER, L. 0. Northern States Power Co. 80/11/21, Spp. 07097:331. 
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a0l20a03l9 Foruiards Revision i to 800506 application for amend to 
Licansts DPR-43 t< DPR-60. changing T»ch Spacsi See 1 1 on 3. 10 re 
safttu injection aetoation power distribution limits. 

MAYER I L. 0. Northern States Power Co. 80/12/02. Ip. 07109:223. 


"8012080323 Revision 1 to 000506 application for amend of Licenses 
0Pf5-42 fc DPR“60i Chang ing Tech Specst Section 3.10 re safotg 
injection actuation li power distribution limits. 

KAYERi U. 0. Northern States Power Co, 00/12/02. 3pp. 07189:824. 


"8012080329 Proposed changes to Tech Specs. Section 3.10 re safety 
injection actuation ti power distribution limits. 

♦ Northern States Power Co. 80/12/02. 4pp. 07189:227. 


8012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/ravlsid Agreement State burial site cond i t Ions. Forwards 
rasolte of IE survey. 

DENTONi H. R. Office of Nuclear Reactor Regulation. Dlractor. 
80/12/04. 2pp. 


—8012220506 Forwards tabulation i< summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been espanded at 37% of reactors surveyed w/717. 
planning or considering increasing storage capacity. 

SANOARTt R. L. Effluent Treatisent Systems Branch. 80/11/06. Bpp. 


S012300265 Responds to NRC 801094 request fop addl auxiliary feedwater 
sys Info, Spec If le responses, related tables it drawings 8> 
correction to util 791221 Itr encl. 

MAYER)!-. 0. Northern States Power Co. 80/12/18. 13pp. 07357:243. 


8012300214 Submits licensing fee determination for B01219 amend request 
for Llcentes DPR-42 4: DPR-60 re TMI Lessons Learned Category 
A Tech Specs changes. Class III 4 Class I foes end. 

* Northern States Power Co. 80/12/19. Ip. 07357:056. 


0012300302 Forwards application for amend of Licenses DPR-42 4 DPR-60. 
changing Tech Specs rs TMI Lessons Learned Category A 
procedural 4 equipment requirements. Fee encl. 

MAYER.L, 0. Northern States Power Co. 80/12/19. tp. 07357:065. 


■8012300305 Application for amend of Licenses DPR-42 4 DPR-60) ehang ing 
Tech Specs re TMI Lessons Learned Category A procedural 4 

equipment requirements. ^ 

MAYER) L.O. Northern States Power Co. 80/12/19. 3pp. 07357:066. 


— 8012300310 Proposed changes to Tech Specs Sections 3. 4 4 6 r# TMI 
Lessons Learned Category A procedural 4 equipment 
requirements. 

■* Northern States Power Co. 80/12/19, 28pp. 07357:069. 


6012020/43 Forwards three Performance Appraisal Branch insp 
.egt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate ad jus tments. N/o end 

KBPPLER)J,0. Region 3. Chicago. Office of the Director. 
4pp. 


repts 4 

BO/lt/lB, 


8012040633 Forwards IE Bulletin 60-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. _ 

KEPPLER. J. 0 Region 3. Chicago. Office of the Director. 60/11/21. 
2pp. 07165:330. 


8012060070 Forwards IE Info Notice BO-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 

KEPPLERfOO, Regions. Chicago. Office of the Director. 80/11/24. 
2pp. 07182:223. 


8012090006 Responds to IE Bulletin 00-23. increased surveillance not 
warranted. Solenoid valves do not present safety er plant 
reliability concern. 




8012190970 Forwards new security ba' 
Region 3 personnel. Changes should 
access lists. 

KEPPLER<J.O. Regions. Chicago. 
6pp. 07206: 020. 

8012170531 Forwards IE Info Notice 
Tarry Turbine Steam Inlet Flange 
required. 

KEPPLER.J.O, Regions, Chicago, 
2pp. 07268: 132. 


ge numbers 4 clearance levels for 
be entered on Sept 1980 

ifficB of the Director. 00/11/25, 

00-29, Supp I li "Broken Btude on 
" No written response 

Office of the Directos'. 00/11/26. 


8012290177 Responds to IE Bulletin 80-21. "Valve Yokes Supplied by 
Malqol)n Foundry Co, Inc. " Facilities do not use epecifled 

OlLBERTSi D, E. Northern Slates Power Co. 00/12/05. If. 07303:241. 


0012220734 Forwards revised data 
79 OiB, "Environ Qualification 
OILBERTS, D. E. Northern States 


sheets in response to IE Bulletin 
of Class IE Equipment. " 

Power Co 00/12/05. 7pp. 07299:261. 


8012190210 Forwards third bimonthly status ropt on IE Bulletin 79-OlB 
re environ qualiflcationofClass IE equipment. 

HAYES, D.H, Region 3. Chicago, Reactor Construction 4 Engineering 
Support Branch. 80/12/09, 2pp. 


8012240290 Forwards inservice insp examination summary 
from 800902-1013, 

MAYER, L.O. Northern States Power Co. 80/12/19. Ip. 


for facility 
07325: 146. 


Q. Inspection reports, IE Bulletins 4 correspondence 


8012170644 Forwards IE Info Notice 80-37, "Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLER.d.O. Region 3, Chicago, Office of the Director. 80/10/24. 
Ip. 07264; 192. 


8012110641 Forwards IE Insp Ropt 50-202/80-11 on 801008-09. No 
noncompliance noted. 

HEI3HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/11/05. 2pp. 07226:203, 


"8012240294 Inservice insp rept for 800902-1013, Re fue 1 ing Outage 5, Insp 
Period 2. Discusses examination of pressure retaining 
components 4 supports of reactor coolant 4 associated syo 
classified as ASME Class 1 4 Class 2 o 

DAHlMAN, L. D. , KRUMPQS, P. d. , ANDER60N, R. W. Northerni States Power 
Co. 89/12/01. 95pp, 07325:147. 


R, Periodic operating reports 4 related correspondence 


8012160453 Forwards monthly operating repts for Nov 

MAYER, L.O. Northern States Power Co. 00/12/11. Ip. 07254:204. 


•8012110645 IE Insp Rept 50-282/80-16 on 801008-09. No noneompl lance 
noted. Major areas Inspec ted: cental nment integrated leak rate 
test. 

STREETER, d. F. , BOONE, d. M. Region 3, Chicago, Office of the 
Director. HEISHMAN, R, F. Regions, Chicago, Reactor Operations 
Nuclear Support Branch, 00/10/30. 5pp. 07226:205. 


"8012160453 Monthly operating ropts for Nov 1980. 

IIUNSTAD, A, A. Northern States Power Co, 80/12/01. app, 
07254:206 


8. Reportable occurrences, LERs 4 related correspondence 


8012010566 Forwards IE Insp Ropts 50-282/80-17 4 50-306/80-17 on 
001020-24 4 notice of violation. Notice of violation 
withheld tref 10CFR8. 790). 

HIND, d. A. Region 3, Chicago, Safeguards Branch. 00/11/18, 2pp. 
07095:048. 


"8012010586 IE Insp Repts 50-282/80-17 4 50-306/80-17 on 801020-24. 
Noneompl lance noted: access available to two vital areas w/o 
controlled access points. Details withheld <ref 10CFR2. 790). 
PIRTLE.G. L., MADEDA, T. d. Region 3, Chicago, Office of the 
Dlractor. HIND, d. A. Region 3, Chicago, Safeguards Branch. 
00/11/17. 2pp. 07095:050. 


312010477 Forwards LER e0-033/03L-0. 
MAYtR.L, 0. Northern States Power Co. 


80/11/26, tp. 07095:136. 


1012010493 LER ao-033/03U-0: on 801028. steam flow transmitter lFT-464 
observed reading tow, Caused by lero adjustment shift in 
Barton Model 384 differential pressure transffll tier. Devic e 

HUNSTADiA. A. Northern States Power Co. 80/11/26. tp. 07095:137. 


8012090376 Forwards LER B0-036/O3L-0 
MAYER, L.O. Northern States Power Co, 


00/12/03. ip. 07203:007, 


— 6012090301 LER 80-036 /03L: on 801105, bat tery charger 12 failed to 
provide normal output, Caused by firing card 8 not providing 
pulses to fire B phase BCR, Card replaced. „„„ 

HUNSTAD.A. A. Northern States Power Co. 80/12/03. Ip. 07203:008. 
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SOlStSOiaO Supp lemefltal LEft 80-035. on a00904p dur I nj mounting bolt ln»pi 
thrca defective VojconiJi 250 CVM bolts were dlecovered in 
• team generator 22 Caused by stress corrosion t rat t ing . New 
bolts were installed t; tensioned to 50 ft lb. 

MAYER. U.O. Northern States Power Co, 0O/12>O3, 7pp. 07241:148. 


8012170*40 fiO aO-23. Revision 1 : on 800904. dur i ng Investigations re 
Oenerlc Technical Activity A-ia.CVrt steam generator mounting 
bolts found defective. Caused by stress corrosion craeilng. 

New steam generator mounting bolts installed t tensioned, 

KAYtRit. 0. Northern Statas Power Co. 80/12/03, 6 pp. 07266:277. 


8012130191 Forwards LER 80-037/03L-0. 

KAVER.L.O. Northern States Power Co. 80/12/11. 


Ip. 07241: 084. 


— 8018150197 LER 80-037/03L-0: on 001 1 17. dur ing revleui for upgrading 
environ yua 1 i f Icat loo of safety-related electrical 
eyulpirent. It was deter.Tilnetf that NWdCO suiltches were not 
hermetically i ealed . Caused by installation error. 

HUNSTAO. A. A. Northern States Power Co. 80/12/11. 2pp. 

0724 1 : 009, 


6012110826 FO’ruiards Amend 53 to License DPR-40. safety 
notice of Issuance k availability. 

CLARK. R. A. Operating Reactors Branch 3. 00/11/17. 


evaluation tc 
2pp. 07225:101. 


— 8012110828 Amend S3 to License DPR-40. Chang Ing Tech Specs to include 
addi fire protection requirements. 

CLARK. R. A, Operating Reactors Branch 3 00/11/17. 12pp. 

07229: 103. 


B012U0B31 Safety evaluation supporting Amend 53 to Ulcenee DPR-40. 

e Office of Nuclear Reactor Regulation, Director. 00/11/17, 9pp. 
07829: 119. 


— B012U0B32 Notice of Issuance L availability of Amend 52 bo License 
DPR-40. 

CUARK.R.A Operating Reactors Branch 3, 80/11/17. 2pp. 

07a85M24. 


8018110489 Ack receipt of 801107 Itr re 
generator fuel oil. Proposed program is 
issue Is closed. 

CLARK. R. A. Operating Reactors Branch 


QC of emergency dleeel 
acceptable. Oenerlc 

3, 80/11/19. app, 07227:197. 


DOCKET 50-285 FORT CALHOUN STATION. UNIT I 

F. Security, raadleal. emergency 6 fire protection plans 


8012090506 Forwards interim lOCRRSO 48. suspend Inj completion date for 
pi- 0 vlou'sly approved fire protection mods, af fee tiv# 801029. 

Rule will be superseded by pending revision. 

ElSNEhOTi D. 0. Division of Licensing. 80/11/18. 9pp. 07207:081. 


8012290418 Forwards revised 10CFR50, 40 tt App R to lOCFflSO re five 
protection features of nuclear power plants. Rules tale 
effect 810217. Sura-rery listing of open Items re fire 
protection features of facility end. 

EISEIJHOT. D. O. Division of Licensing. 00/11/24. 21pp. 07349:287. 


0. Advisory Committee on Reactor Safeguards reports l< correspondence 


0012160319 notifies that util 791106 Ur re multiple equipment fallursi 
L surveillance errors at facility provides adequate response 

to MRC coneorns. 

CLARK. R. A, Operating Reactors Branch 3. 00/11/21. Spp, 07261:105. 


0012280485 Responds to 000911 memo requesting that Ofe of Nuetaar 
Reactor Regulation inform licensees of need to comply 
u/revlied Agreement State burial site conditions. Forwards 
results of IE survey. 

DENION.H.R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp. 


— 0O1228OSO6 Forwards tabulation L summary of IE survey on low level 
waste at 91 reactors. Lou level waite storage facillttee 
have been expanded at 377. of reactors surveyed u/71'4 
pla.nnlng or considering increasing storage capacity. 

BANOART. R. L. Effluent Treatment Systems Branch. 00/11/06. 0pp. 


8012010611 Su.Tinary of Subcommittee on Reactor Operations 000004 meeting 
in Washington. DC re util application for power level 

• ACRS - Advisory Cam.nltteB o.« Reactor Safeguards. 00/09/12. Bpp- 
07075: 074. 


P. Operating license stage documents t correspondence 


6012020793 Forward s seismic quail f Icat 1 ons of auxiliary feedwater sys 
In operating PWfis & describes program NRC is undertetlng 
to review capability of operating PNRs to remove decay 
heat following earthquale. 

EISENHUT. D, S, Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees. OL applicants 6 CP holders. 
Forwards NUREG-0737 n THl action plan requ 1 remen ts. Requests 
operating reactor licensee confirmation In 45 days that 
End 1 implementation dates will be met. 

EIBENHUT. D. 0. Division of Lleenilng. 00/10/31. 7pp. 


8012270563 Ltr to all power reactor licensees forwarding KUaE0-0619i 
"BWS Feedwater Moule L Control Rod Drive Return Lint 
Motile Cradlng. '■ Confirmation that implementation dates 
will be met must be sent within 45 days.H/o end. 

SISeNHUr. D. 0. Division of Licensing, 00/11/13. ip. 


0012220379 Forwards detailed summary of tasks progress, proposed reviS4d 
date, justification for delay it planned compensating measures 
in response to 001031 ltr transmitting NUnE0-07p7 to all 

I icensees. 

JOKtSiW. C. Omaha Public Power District. 00/12/12. lOpp. 

03797: 053. 


0. Inspection reports, IE Bulletins 4: correspondence 


012220607 Forwards response to IE Bulletin 79“03A< "Longitudinal Held 
Defects In A9ME 8A“3l8,Type 304 Stainless Steel Pipe." 

No applications of specified pipe at greater than B5X 
max allowable stress at facility. 




0012120710 Forwards responses to IE Bulletin 80-13. "Possible Last of 
Emergency Notification Sys <EN3) u/Lost of Offsite Power." 

Local telephone company will not cooperate In required test 
due to momentary loss of power toentlresys. 

JONES, W.C. Omaha Public Power District. 00/08/29, Spp. 07236:169. 


SOI 2020 190 Forwards IE Insp Rapt 50-285/00-17 on 000901-30. No 
noncompllance noted. 

MADSEN, G.U. Region 4, Dallas. Reactor Operations Nudear Support 
Branch, BO/tO/21. 2pp. 07148:204. 


6012030044 Forwards Performance Appraisal Branch repts 6 mgt evaluation 
tree 4 user's guide. Info provided to ensure that licensees 
have opportunity to review strengths & weaknesses for 
program app lieab 1 1 1 1 y. IJ/o ends. 

SEYFRIT.K. V. Region 4. Dallas, Office of the Director. 80/11/14. 

Ip. 07149:257, 


— 0012020194 IE Insp Kept 90-285/00-17 on 000901-30. No noneomp 1 lant* 
noted. Major areas inspected; operationa I safety verification 
surveillance test.maint activities 4 LER 4 IE bulletin 
follow-up, 

KELLEY, D.L., HUNNtCUTT. D. K. Region 4, Dallas, Office of the 
Director. 80/10/20. Spp. 07140:206. 


9011180561 Forwards utU application for amend of License DPR-40 L 
Certificate of Svc. 

PROBABLE DELETE: DUPE OF 0011100433, 
LEBOEliti R. U. ■ LANDiH.R., LEISV.A.C. LeBoeuf, Lamb. Lelby 4 MacRae. 
00/11/17. 2pp. 06908 301. 


0012120567 Forwards IE Insp Rept 50-885/00-18 on 000930-1003. No 
noneompHancenoteif. 

MADBEN. O.L, Region 4, Dallas. Reactor Operations Nuclear Support 
Branch. 00/10/23, 2pp. 07237; 136. 


— 0OU1BO569 Tech Spec 2. I. 1 for operable components. 

PROBABLE DELETE; DUPE OF 0011100461. 
e Omaha Public Power District. 00/11/14. 9pp, 06900:305. 


0012010924 Ack redept of 001027 ltr re aquatic biota impact of 
facility operation, in response to NRC 800929 request. Info 
will facilitate review of util 790503 request to delete App 
D Tech Specs. 

WAONERfP.C. Operating Reactors Branch 3, 0O/H/17. 2pp. 

06916:001, 


— 0012120670 !E Insp Rept 50-289/00-10 on 000930-1003. No nencompllanta 
noted. Major areas Inspacted; document control program 4 
surveillance of pipe support 4 restraint sys. 

HUMNICUTT. D. M, . YANBELL, L. A, Region 4, Dallas, Office of the 
Director. BO/IO/22 4pp. 07237:138 


8012170318 Forwards Suppl 3 to IE Bulletin 79-018, "Environ 
Qualification of Class IE Equipment. " No written response 
required, 

aE/fBir,K.V. Region 4, Dallas, Office of the Director. 80/10/24. 
ip. 07260:344. 
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fl0l2lAO068 Forwards IE Info Notica 80-37. "Containment Coaler Leaks I. 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
resoonse ronulred. 

SEYfRIT<K. V. Region 4. Dallas. Office of the Director. 00/10/27. 
Ip. 07262: 149. 


—6012100494 LEfl a0-029/03L-0: on 601 106t outboard motor bearing on 
containment spray pump SI-3C motor found severely degraded 
6: motor shaft scored. Probab ly caused by lack of oil to 
bearing Bearing replaced U rotor shaft repaired. 

(lUELLER.R. Omaha Public PO’j/er District 80/11/07. 4pp. 

0721 B: 068 


9012170365 Forwards IE Info Notice 30-38. "Cracking In Charging Pump 
Casing Cladding. “ No written response reguired. 

SBYPHIT.K. V. Region 4. Dallas. Office of the Director. 00/10/30. 
Ip. 07269:035. 


0012020607 Forwards LER 80-025/03L-0. 

STEVENS. S.C. Omaha Public Power District. 00/11/25. 
0714B; 215. 


Ip. 


0012150024 Forwards updated response to IE Bulletin 79-OlB. 
Oual iflcatlon of Class IE Etjulpment." addressing util 
positions on radiation qualification outside containment 
Si .main steam line break analysts. M/o encl. 

UOrieSiH. C. Omaha Public Power District. 00/10/31. Bpp. 


"Environ 


07241:040. 


—6012020616 LER eO-025/03L-0; on 601027. dur Ing power operation while 
completing repairs on C charging pump. A charging pump 
became inoperab 1 e. Caused by leak in weld joining sys to 
flushing line. Held repaired 6 pump returned to svc. 

OATESiW. . MUELLERiR. Omaha Public Power District. BO/Il/14. 4pp. 




0012170809 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Carp." No written response 
if rtqulrfti. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 00/10/31. 
ip. 07266: 107. 

0012230024 Forwards IE Circular 80-23. "Potential Defects In Beloit 
Power Sys Emergency Generators, " No written response 
Tvqi/irtd. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 00/10/31. 
Ip. 07311:206. 


DOCKET 80-266 INDIAN POINT STATION. UNIT 3 
F, Security, medical, emergency k fire protection plans 


80120B0726 Informs that mods will he made to emergency notification 
sys «; health physics network equipment. NRC will have lamps 
installed on emergency telephones in all control rooms, 
technical support ctri l< emergency operations facilities. 

OBIER, 0.H. Region 1. Ph 1 ladelphla. Office of the Director. 
00/11/14. 2pp. 07196:152, 


8012100620 Forwards IE Bulletin 00-21. "Valve Yokes Supplied by 
ffalcolm Foundry Co. Inc. *' Written response required. 

6EVFRIT.K.V. Region 4. Dallas. Office of the Director. 00/11/06, 
Ip. 07220:075. 


0012030906 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dipresiuri lation. " No .written response required. 
SEYFRIT.K.V. Region 4. Dallas. Office of the Director. BO/ll/07. 
ip. 07150:171. 


801208061Q Forwards IE Info Notice 00-41. "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Besst Unit 1. " No 
respeiiea required. ^ 

SEYFRIT.K.V, Region 4. Dallas. Office of the Director. 00/11/10. 
ip. 071S3: 023 


0012240043 Forwards IE Inep Rept 50-205/00-19 on 801021-24. No 
noncompllance noted, 

HADSENiO.L. Region 4. Dallas. Reactor Operations Nuclear Supper 
Branch, BO/iI/12. 2pp. 07324:234. 


t 


“8012g'40045 IE Insp Rept 50-205/00-19 on 801021-24. No noncamp Hanee 
noted. Major areas inspected, surveillance testing ti ealibr 
control program. 

YAN06LL. L, A. . HUNNICUTT. D. M. Region 4, Dallas. Office of the 
Director. 00/11/10. 6pp, 07324:236. 


0012040014 Forwards IE Bulletin 00-83. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower aesoelated w/corrective actions. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 80/11/14. 
Jp, 07169:291. 


R. Periodic operating reports 4: related correspondence 


8012190530 Forwards monthly operating rept for Nov 1980. 
JONES. W.C. Omaha Public Power District. 80/12/09. Ip. 


07206:049. 


—6012190542 Monthly operating rept for Nov 1980, 

PATTERSON. T. L. Omaha Public Power District. 80/12/09. 9pp. 
07208! 080, 


0O12O8OPO5 Informs of Interim lOCFRSO. 40 suspending completion dates 
for pravloosly approved fire protection mods. Revised 
lOCFRSO. 48 will contain schedules for completion of all fire 


protection mods, 

EI8ENHUT. D. 0. Division of Licensing. 


eO/ll/17. 


Spp. 07175:035. 


0012040701 Forwards public version of two FEMA repts entitled 
"Asseesment of Evacuation Time Around Indian Point Nuclear 
Power Station. " 

FELTON. J.M. Division of Rules and Records. 00/12/01. Ip. 
07158: 173. 


— 0012040704 Public version of draft final rapt ‘*Aesesemint of Evacuation 
Time Around Indian Point Nuclear Power Station." executive 


summary, prepared for FEMA. 

■* C0N8AD RESEARCH CORP. • 
BO/OB/21. 34pp. 07158:174. 


Center for Planning Research. Inc. 


-BOI2040710 Public version of final rept. "Assessment of Evacuation Time 
Around Indian Point Nuclear Power Station," , 

FEMA. Public version of Consad Research Corp 000604 Hr •hbj- 
a CONSAD RESEARCH CORK, a Center for Planning Research. Ine. 
aa/ob/sa 12Sdo. 07155:207. 


0012290353 Requests submittal of changes to physical security 
within 30 days of receipt of Itr.Encl details withheld 

VAROA?B. A. Operating Reactors Branch I, 60/12/09. 2pp. 


plan 

07345:360. 


0. Adjudicatory correspondence 


0011190738 Informs that 000611 response to Item E. 2 of 000211 
confirmatory order re assessment of facility control rooms 
lacks details k specificity needed to conduct thorough 
review. Forwards NRC 801031 Itr to Con Ed re control room. 
VAROAi 8. A. Operating Reactors Branch 1 . 00/10/31. 3pp. 


07001: I7i. 


0012110400 Excerpt from staff requirements memo to 801114 IE briefing 
re current facility status. Qfc of General Counsel must 
rovlee draft order to include Input from Ofe of Policy 

CHILK*6. j. Office of the Secretary of the Commiaato.n. 00/11/24. 
ip. 07227:135. 


0, Reportable occurrences. LERs 4 related correspondence 


0012020670 Forwards LER 0O-O23/O3L-O. 

STEVENS, a. C. Omaha Public Power District. 80/11/19. ip. 
07140:027. 


— 8012020679 LER 60-020 /03L-0; on B01105, while diesel generator DO-1 was 
started ti run to operating speed, butier which tests for DG-l 
"Teady-to-Ioad" within 10 seconds failed to sound within 
required time limit. Cause unknown. Diesel retested 6 started. 
MUELLERiR. O-tiaha Public Power Diitrlct. 00/11/12. 4pp. 

07148:028. 


0012100460 Forwards LER 80-029/03L-0. 

STEVENS, 8.C. O.mahe Public Power Dl» trie t. 00/11/21. Ip. 
07218:007. 


0012290217 Urges Commission to order A8L8 to hold full adjudicatory 
hearing on contentions k haiardi posed by reactors. 

WEISS.E.R. Sheldon, Harmon k Hales. 00/11/25. 3pp. 


07345: 024. 


1012300278 Staff requirements memo ra Gommleeton 001126 meeting on 
inetruetlone to Board on facility proceeding. an/xo/nn 

CHILKiS. J. Office of the Secretary of the Commleslon. 80/12/05. 
io. 07357:063. 


8012150282 Discusses TE Insp on 000624-26 k forwards order imposing 
e Ivi 1 penalty. 

STELLOiV. Office of Inspection 1< Enforeenent, 

Director. 00/12/08. 3pp. 07837:328. 


Office of the 
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— 80t3150SS4 Order irrpotin) civil penaltiei in enount of <lli000 for item 
of none emp I idnc e noted in IE insp on 600'6'24-36. 

STEU.O- V. OfficB of Inspection t Er.fort ementi Office of the 
Director. 90/1S/0B 4pp. 07237:331. 


8012190130 faruards coioments on 001124 revised draft order being 
prepared for ASLB re foture of f ac 1 1 i tif. Dr d er should eeplaln 
uhg hearings are being held.hiHC should declare intention te 
reconsider question of interim operatton in June I9S1, 
llQLTiJ. Public Interest Research OrouP’ ffeu Vort. 90/12/10. 5pp, 
07241: li>l. 


— a0121'5'0140 Comments on MRC B00530 order establishing informal 
proceeding to define scope of ASLJ9 adjudication re UCS 
petition i. criteria far fac i 1 1 ty. Cr i ter la for decisions 
should be in terns of uorst-casc accidents. 

HOLT. J. Public Interest Research Oroupi New Vort. B0/O9/2A. 9pp. 
07241:166. 


H. Qaneral correspondence 


B012040371 Opposes continued opsratian of facility re recent findings 
of rust OP inner 1: outer layers of vessel resulting from 
Saline River ac c Ident . Requests name be added to mailing list 
to receive info re emergency procedures i: public hearings. 

MACNULTV. J. J. Aff il iation Unknown. 80/10/25, Ip. 06915:001. 

8012030703 Urges permanent shutdown of f ac 11 1 1 les. Shu t down costs should 
be assumed by utlI*not consumers 

SALL.L.H. Affl nation Unknown. 80/11/24. Ip. 06596:003. 


80120307)0 Urges that facilities be shutdown U that customers not pay 
for util disastrous mistakes which could pose potential 
danger to public health k safety 

UEBERrM.S. Affiliation Unknown. 80/11/24. Ip. 06596:003. 


8012030680 Eipresses concern on nuclear energy. Con Ed U PABUY should 
be refused permisBion to resume facility operations until 
safety hearings have been held. 

CONSTi/H.L Affiliation Unknos>n. 80/11/25. Ip. 06596:003. 


8012040375 Opposes continued operation of facility until promised 
safety hearings re recent accidents at plants. 

KUNOirt.J. Affl liation Unknown. 80/11/25. Ip. 07159:178. 


3012040401 Urges immediate establishment of firm natl policy to 
prohibit plant siting near densely populated areas. Protests 
A6LAB ruling to consider plant location after const. Cites 
negative factors re nuclear const near Lake HI. 

DUSHEHl.J. Indiana. State of. 60/11/29. Ip, 07199:101, 


3012030294 Demands facility be shut doun k that util bear cost. 
DALL.H.L, Affi nation Unknown 80/11/26 ip. 06996:003. 


3012030719 Requests that facilities he permanently shut dawn. 
ANOOLOSE. 0. Affiliation Unkrown. 80/12/01. Ip. 06996:003. 


8012030718 Requests that facilities be permanently shut dawn to prevent 
furthei’ accidents. 

BELOTTI.Il Affiliation Unknoun. 93/12/01. Ip. 06596 003. 


90(2190131 Urges revocation of util license It complete shutdown of 
facilities in tight of saltwater leakage 6 seismic location, 
WEISS. E:. Affli lation Unknown. 00/12/03. 2pp. 07240:357. 


9012290045 Forwards constituent J Barrows 601119 Itr re 901017 
discovery of water in reactor b ! dg. Requeeti response. 

EliE.RV> D. F. House of Rep.. Armed Services. 90/12/04, 2pp. 
0730B; 001. 


9012150169 Submits petltio-n to shut doun reactors pending full 
investigation of safety issues. 

• WestCheetBT Peoples Action Coal it ion. tne. 93/12/12. ip. 
07240: 024. 


90(2290023 Requests Commission deny utils permission to reiume 
operations pending full investigation of safety issues to be 
adjudicated during forthcoming hearings. 

LerMHAN.E.. iOTOCKIfD.i DAKER.E.H. Af f i liatl on Unknown. 90/12/19, 
tp. 07344:216. 


90I2300')3S Requasts that Con.mlssion deny utils permission to resume 
operation of facilities. 

SEIO.H.i CARTERiD., PESfCOE, S. Affiliation Unlnown, 80/12/23, 2pp. 
07356:191 


0. Advisory Committee on Reactor Safeguards reports k correspondence 


8012020066 Summary of Subcommittee on Class 9 Accidents 800702 meeting 
in Inglewood. CA re posqlble mitigation features. 

* ACRS - Advisory Committee on Reactor Safeguards. 80/09/17. Bpp. 
07147; 237. 


F. Operating license stage documents It correspondence 


9012160050 Ltr to operetlng plant licensees. OL applicants & CP holders. 
Forwards NURcO-0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation in 49 days that 
Enel 1 Implementation dates will be met. 

EESENHUT, D, 0. Division of Licensing. 90/10/31. 7pp. 


8012290563 Ltr to all power reactor licensees forwarding hjUftE0-O6t9f 
“BUR Feedwater ffoiile 4: Control Rod Drive Return Line 
Notile Cracking." Confirmation that implementation dates 
will be met must be sent within 49 days. U/o end. 
eiSEHHUr. D. S. Division of Licensing. 90/11/13. Ip. 


8012030592 Responds to NRC 801009 ltr rc min flow requirements of 
auilllary feaduater sys.Util will increase preset throttled 
position of auxiliary feedwater sys flow control valves to 
deliver 400 gpm. 

DAVNE.J.P. Power Authority of the State of New York. 90/11/26. 
2pp. 07151:169. 


8012030707 Provides addl info in response to NRC 801106 teleon request. 
Info in form of chart schedules for 1 terns to be Installed 
during next scheduled outage of sufficient duration te 
complete mod but not later than next refueling outage. 

WrUVERDINO.O. M. Power Authority of the State of New York. 90/11/26. 
I7pp. 07149:209. 


8012090375 Informs of completion of mods In response to Item It.K.3.9 
of TC1I-2 related requirements. Hods Inc luded: el Imlna t ing 
derivative feature on pressure controller PC-445 K ti 
Increasing setpoint of power operated relief valve bistable. 
MILVERDINO.O. M, Power Authority of the State of New York. 90/11/26, 
Ip. 07207: 144. 


80I222049S Responds to 900911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform llceniees of need to comply 
w/revlsed Agreement State burial site condit ions. Forwards 
results of IE survey. * 

DENION.H. R. Dfflce of Nuclear Reactor Regulation. Director. 
90/12/04. 2pp. 


'9012220506 Forwards tabulation ^ summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/71X 
p lannl ng 'Or considering increasing storage capacity. 

BAN5ART.R.L. Effluent Treatment Systems Branch. 90/11/06. Bpp. 


8012170352 Forwards response to NRC 801031 ltr re human factor* review 
of control room. Each correctl’ve action is addressed ti addl 
1 terns are Inc tuded. 

OAYNEi J. P. Power Authority of the State of New York. 80/12/12. 

Bpp. 07270:170. 


8012190464 Responds to Franklin Inst concerns re environ quel if leati'One 
of elec trl cal equipment contained in facility SEP. 

ZI/lLAiS.S, Power Authority of the State of New York. 80/12/12. 

2pp. 07282:143. 


6012300592 Advi ses that backup communication 1 ink. comml tted to in 
response to 900211 confirmatory order Item F. 2<has been 
rescheduled for comp letlon In June 1981. Backup telephone 
link will be retained for remote interrogation capability. 

BAYNE. J. P. Power Authority of the State of New York. 80/12/22. Ip. 

07397:339. 


Q. Inspection reports. IE Bulletins k correspondence 


0012160049 Forwards IE Info Notice 90-37. "Containment Cooler Leaks It 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

ORIER.B.K. Region 1. Ph i iadelph la. Office of the Director. 

80/10/84. ip. 07262; 168, 


801217039B Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

CRlERiB.H. Region 1. Ph 1 ladelphia. Office of the Director. 
BO/tO/3D, Ip. 07269:103. 


8012120084 Forwards IE Bulletin 60-21. "Valve Yokes Supplied by Kalcol'd 
Foundry Co. Inc. " Urlttsn response required. 

ORIERiB.H. Region 1. Ph i ladelphia. Office of the Director. 

80/11/06. ip. 07230:303. 



DOCKETED ITEMS 


93 


3012190346 Irkform* util of ittuance of neu NRC perfonnol idtntif icatlon 
tadgati afftctlvo after 801 130. Erample end. 

KARTIMtH. J. Region li Philadelphia. Safeguards Branch. 80/11/06. 
2pp. 07286: lOS 


8012030791 Faruardt IE Info Notice BO-dOi “Excessive Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressur i lation “ No utritten response regulrad. 

QRIERi Q. Hi Region 1> Ph i ladelp h lar Office of the Director. 
BO/ll/07. Ip. 071S0:21S. 


80180B03S4 Responds to IE Bulletin SO-lli “Hatonrg Nall Design." 
Requests delag in 180-dag response to bulletin to resolve 
coirnients on final rept received 601103 from A/E. 

BAVNEi J. P. Power Authoritg of the State of New York. 00/11/07. 
app. 07196:273. 


B012080310 Forwards IE Info Notice 00-41, "Failure of Suing Check Valve 
In Oecag Heat Removal Sgs at Davis Basse Unit 1. " No 
response required. 

ORlERiP.H. Region 1, Philadelphia, Office of the Director. 

80/11/10. Ip. 07102:291. 


0012040082 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg bg Valcnr Enginesring Corp. " Requires estimate of 
manpo-wer associated w/correctlve actions. 

GRIERtB.H. Region 1, Philadelphia, Office of the Director. 
00/11/14. Ip. 07187:330. 


8012270676 Advises that written response Is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg bg Valcor 
Engineering Carp." First paragraph erroneoustg stated no 
urltteii response required. 

ORlERrB.H. Region 1, Philadelphia, Office of the Director. 
80/11/19. ip. 07293:129. 


8012100682 Forwards safetg evaluation of results of midcgcle Insp of 
one steam generator submitted in 001031 Itr, Plant can be 
brought critical b operate for duration of Cgcle 3. 

VAROAtS.A. Operating Reactors Branch 1. 00/11/20, 2pp. 07222:096. 


— 8012100684 Safetg evaluation supporting midcgcle insp of steam 
ganerator tubes. 

* Office of Nuclear Reactor Regulation, Director. 80/11/20. 3pp. 
07222:098. 


— 8012220321 Monthlg operating rept for Nov 1980. 

CQNNEI.L, C. Power Authoritg of the State of Hew York. 00/12/01. 
7pp. 07307: 316 


0012220399 Forwards tabulation of daUg record of fish collections for 
Nov 1980. Dallg species code list count t: total weight end. 
0'T00LE,J.D, Consolidated Edison Co. of Mew York. 0O/t2/15. Bpp. 
07304: 105. 


S. Reportable occurrences, LERs t related correspondence 


8012010410 Forwards LER 60-014/03L-0. 

ZUlLA.S. 8. Power Authoritg of the State of New York. 80/11/24. Ip. 
07095:090. 


— 8012010415 LER 80-014/03L-0: on B0102S, level transmitters LT934B & 
LT9358 found outside procedural limits in noneonservatlve 
direction. Caused bg instrument dr i ft. Transmitters reset. 

5UMBLE. F. W. Power Authoritg of the State of New York. eO/n/24. 
2pp. 07095:091. 


8012170361 Confirms telcon re leak identified in fan cooler unit at 
f ac 1 1 i tg . Lea k Is approx 1/4 pint per minute. Leak util be 
repaired prior to startup from cold shutdown. 

ZULLA. S. 8, Power Authoritg of the State of New York. 00/12/05. Ip. 
07270: 186. 


6012180109 RO:on B0ll09iwhile in cold shutdown, retest for engineered 
safetg features sgs revealed that two Westinghouee MO-6 
relags in train A failed to latch upon safety injection 
activation signal. Caused bg screw out of adjustment. 

ZULLA, 8. a. Power Authoritg of the State of Hew York. 00/12/00. 
3pp. 07241:186. 


8012100261 EN-aO-038A; on 801208. notices of violation t of proposed 
imposition of civil penalties In amount of 411,000 to be 
Issued to 1 leansee. Act ion based on alleged noncompUance re 
personnel exposures. 

RIESLAND, J. , THOMPSON, D. Office of Inspection ti Enforcement, Office 
of the Director. 80/12/00. Ip. 03794:024. 


8012150132 Forwards LER aO-015/03L-0. 

ZUlLA, 8. S. Power Authoritg of the State of New York. 00/12/11. Ip. 
07237:293. 


0012040802 Forwards IE Bulletin 80-2, 
tratar Leakage Inside Containment." 
required. Requests Info on manpower 
ORIER/B.H. Region 1, Philadelphia, 
BO/tl/21. 2pp. 07169:190. 


), ‘Prevention of Damage Due to 

Written response 

expended. 

Office of the Director. 


—0012150135 LER aO-015/03L~0: on 801 
out of spec In noneonservatlve d 
instrument drift, Trans.ni ttar adji 
requirements. 

OUMDLEiF.N. Power Authoritg of 
ip, 07237:294. 


.15, pressure transmitter PT-4568 was 
rectlon. Caused bg 
isted to within spec 

;he Slate of New York. 80/lS/tl. 


BO120SOSS3 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
ORIER.n.H. Region 1, Ph i ladel ph ia. Office of the Director. 
aO/il/24. Ip. 07174:074. 


8012290425 Forwards LER 80-016/01T-0. 

ZULLA, S. S. Power Authoritg of the State of New York. 80/12/17. Ip. 
07337:003. 


S0121902B2 Discusses IE insp on 800624-26 4: forwards order imposing 
civil penallg. ^ 

8TELL0. V. Office of Inspection 4 Enforcement, Office of the 
Director. 00/12/08. 3pp. 07237:328. 


— B0191S0284 Order Imposing civil penalties In amount of 411,000 for item 
of noneomp 1 lance noted In IE Insp on 800624-26. 
aTeLLQ,V. Office of Inspection 4 Enforcement, Office of the 
Director. 80/12/08. 4pp. 07237:331. 


60,12160360 Forwards demlnerallxer water sgs valve drawing 4 Revision 1 
to "Inservlee Insp Testing Program:WBld 4 Pipe Supports 
Pumps & Valves," Revision Includes commllmsnts made during 
000401 meeting 4 801002 telcon 4 resolution of open 
BAYNE, J.P. Power Authority of the State of New York. 80/12/12. 

2pp. 07296: 146. 


-8018160360 "Inservlee Insp Tasting Program:Weld 4 Pipe Supports, Pump 4 
Valves," Revision 1, . t. , . 

SaRREMTINO, A. V. , JACOBS, K. Power Authority of the Slate or New 
York. aUKES, P.E. Westlnghouse Electric Corp. 80/11/25. 120pp, 

07296:171. 


— 8012290429 LER e0-016/0lT-0: on 001205, leak of 0.25 pints per minute 
discovered In fan cooler unit 35<reported par IE Bulletin 
80-24. Caused bg leak In tube of main eaallng coil. Leaking 
tube repaired, unit tested 4 returned to svc. 

G'JMBLE,F.W, Power Authoritg of the State of New York. 00/12/17. 
Ip. 07337:004. 


T. Hearing transcripts on non-antitrust matters 


8012190365 Transcript of 801126 public meeting in Hashlngton, DC re 
Instructions to A6LB on factlitg proceed Ing. Pp 1-39, 

» Commissioners. 60/11/26, 39pp, 07236:324. 


—0012120373 For, wards draft order reflecting divergent positions oti 
certain questions re principal focus of adjudication. 

BICK'4IT,L. Commissioners. SECY-A-80-179C. 80/11/26. 14pp. 
07237:003. 

0012290493 Transcript of 801215 public meeting in Washington, DC re A8LB 
Instructions, Pp 1-54. 
a Commissioners. 60/12/15 56pp. 


ft. Periodic operating reports 4 related correspondence 


0012160476 Forwards data speeifltd In Section 401 Certification for 

MONiIjW. A. Consolidated Edison Co, of New York, 00/12/10. 16pp, 

07263:114. 


B012220316 Forwards month Ig operating rept for Nov 1900. 
IVLlA, 8, 3. Power Authoritg of the Slate of Nou( York. 
0,7307:319. 


80/12/12. 


If- 


— 8019290301 Responds to commissioner 801126 request re assessment of 
one-hearing vs two-hearing approach implications on safety 
Issues' adjudication. 

BlCtiWlTiL. Office of the General Counsel. SECy-A-80“l79E. 
80/12/12. 3pp. 


—8012290597 Discusses 4 forwards redrafted 801126 order 4 clarifies 
commissioner resolutions. Exeerp ted Itr to EL Jordan end. 

BICHWIT, L Office of the General Counsel. SECY-A-0O-179D. 
80/12/11. 2tpp. 
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DOCKETED ITEMS 


I. C<]>igi'«ss 


lonal/Eiscufeive Corres p [i(%<J8nc « 


sotaosooaa Foruard* g.uestior'i re 001017 jhutdoinn di»cov«ry of 

m^jor Uak In .econdary coolir.g 
tfldicake intiderk (nay bs mar* aerlous tfan *’ 

indepandont inquiry in 1 1 iafced. Rsipona.i 3pp 07173: 324. 

FIK^rS. • KOrPELLi O. N*w York. State of BO/U/25, 3pp. 


DOCKET SO-aa? OCDUEE NUCLEAR STATION. UNIT 3 
C. Adjudicatory c orrespord ence 


aOiaOROat? Request* heariny per lOCFRM on i.tu. of uhetter all 
safety-related eleetrUal equl paien t should he 
qualified by 020630 per NUREO-058B. 1 n Interim. utl I will 

to Tflfiolvc <oncerr« . 07501172 

PORTERiW, U. DuV.e P-ouer Co. 80/32/03 Ip. 07201.17 . 


II. Antitrust correspondence 


0012300030 Order grantina attached lieansae 
util.DOd * KftC. 

TUBRtOV. U. F. Atomic Safety and Licensing 
2lpp 


con.mltment«. agreed to by 
Board Panel. 74/05/24. 


-B012300040 Request for order directing licenses be amended per 
attachad condl t ions. DDJ «< util join in mot 1 on. Order would 
terplnete NRC proeeeutortal role, but NSC would remeln as 
party. Certificate of Svc end. 9do 

VOOLFR.S. M, Atomic Energy Commission. 74/05/13. PP- 


p. Operating license stage dotunents 4 correspondence 


0012020753 Forwards seismic qua 1 i f I ca 1 1 ons of > ‘"I';' 

in operating PHRs 5 describes program NRC Is ‘undertaking 
to review capability of operating Pl«s to remove decay 
heat follouiing earthquake. 

EISEtlHUTi D. 0. Division of Licensing. 


BO/10/21. 4pp. 


8012030947 Requests fee. per i0CFRl70. for app 
cft^noes re lepffl ’’operable** for 

0, License Fee Management Branch 
07149: 075. 


llcation for Tech Bpae 
00/10/29. Ip. 


0012100311 Forwards nonproprietory fc ‘ **®’^^"**P®^*;* 

iTcenslng Questions 1-5 re fuel rack 5 

rerack In response to NRC 301024 r eques t. Appl i cation b 
affidavit for withholding end. . /sn i 

PARKER. H. 0 Duke Power Co. 00/10/31. 23pp. 07220.001 

@012160050 Ltr to operating plant licensees.OL holders. 

Forwards NUR6i5-0737 re TMI action plan requirements. Requests 
operating reactor licensee conf Irma t ion in 45 days that 
Enel 1 InpUmentatton dates will be __ 

EISEIIHUT, D, 0, Division of Lltonslng. 00/10/31. 7pp. 

0012020036 Forwards Amends 88. BQ 6 89 to Licenses DPR-3S. DPR~47 & 
DPR-55- respec lively, safety evaluation U notice of iisuanct L 

REIo'r U Operating Reactors Branch 4. 80/11/07. 3pp. 07148:311. 


-0012020042 Amends 88,93 «. 85 to Licenses DPft-sa. DPR-47 fc OPR-95. 
respectively, revising Tech Specs ^ 

REIO.R.U. Operating Reactors Branch 4. 90/11/07. /pP- 

07140:317. 


"8012020051 Safety evaluation supporting Amends 
DPR-3B. BPR-4V ii DPR-55. respect I vely. 
a Operating Reactors Sraneh 4. 80/11/07. 


es.as 5 89 to License 
9pp. 07148;330, 


s 


6012030949 Informs of review of emergency feeduater 
NUREO-0660 cr 1 ter ia. Forward s request P®']*'*'** 

complete review_Requests response 60 ay 


sys againtt 
nacBfttary 
s. 

Upp. 07180:09?, 


B012240137 Ack receipt of 001020 application p 
6. 6 2 . 1 . a(9). Class III fee required for one 
fee for other two units. 

MILLER. W. 0. License Fee Management Branch. 
07324: 183. 


ropofing Tech Spec 
unlt.Clasi I 

80/11/26. Ip. 


0012050446 Requests erten.lon until 810115 to f ® 

re standby shutdown fac i 1 1 by . Time needed to gather input 4t 


„isemble info into prose, . tab le form 
PARKER. M.O. Duke Power Co, 90/12/01. 


ip. 07171:347. 


0012100374 Application to amend Licenses OPR-SO. DPR-47 & DPR-95. 
deletini} Tech Spec 4, 20. as requirements ape contained in 
l^orvl^ insp program submitted 790515, Info re reactor 
vessel Internals vent valve end. 

PARKER. H.O. Duke Power Co. 80/12/04. 9pp. 07219:092. 

6012220485 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of 0"*^ Jo 
ur/revlsed Agreement State burial site eond Itlons. Forwards 

DENlQMiH. R. Offlce'^of Nuclear Reactor Regulation. Director. 
00/18/04, 2pp. 

--9018220506 Forwards tabulation b summary of IE »<JrY«g on low levsl 
waste at 91 reactors. Low level waste storage facilities 
have been ekpanded at 377. of reactors surveyed w/71/. 


planning or considering increasing storage , .q, 

BA}»ARTiR. L. Effluent Treatment Systems Branch. 80/11/06, 


8pp. 


0012290400 Informs that safety-grade design of anticipatory reactor 
trip sys it ae e ep tab le. Environ qualif Icatlon review of 
applicable componenbs incomp lote. Safety evaluation providing 

bails for installation L operation _ 073 S 5 - 129 

REID, R. M. Qperatiog Reactors Branch 4. 80/12/04, 2pp. 07335.129. 

S012290494 Safety evaluation re final design tt Imp lementatlon of safaig 

grade anticipatory reactor trip on turbine trip or loss of 

main feedwater. Proposed mods satisfactory. lai 

♦ Operating Reactors Branch 4. 80/12/04. 3pp. 07339.131. 

6012280230 notification of 801816 meeting w/B^W owners grqup in 
Bethasda. MO re resolution programs k schedules of Tni-2 

THROlifE^o!"' Reactor Systems Branch. BO/12/09. 2pp. 07307: 15B. 

8012240474 Notification of 001216 meeting w/DW owners group for smiU 
breal LOCAs in Oethesde.tID for presentation of programt Si 
schedules for resolutions of TM!-2 task action Pjl*i **'*!!!*■. . 

THROM.E.D. Reactor Systems Branch. 00/18/09. 2pp. 07324:175. 

8012160385 Responds to NRC 801126 request for •* •“»'»* *• 

util 801020 ltr re addl reporting requirement. Indus Ion of 
requirement was administrative action 4; does not warrant fee 

Duke Power Co. 80/12/10. Ip. 07262:009. 


Impos 1 tlon. 
PARKER. N. 0. 


6012830450 Forwards status of Implementation of NUREO-0737 Items in 
response to NRC 001031 ltr, 

PARKER, W.O. Duka Power Co. 80/12/19. Bpp. 07314:123. 

6018830439 Forwards addl fee for 800519 application for amend to 
licenses re disposal of contaminated oil by turning. 

PARKER, U.O. Duke Power Co. 80/12/17. Ip. 07312:263. 

0 Inspection reports, IE Bulletins k correspondence 


--8012030097 NDkico of Issuance k availability of Amends 
Licenses DPR-30. DPR-47 i, DPR-59, raspec t i vely . 
REIOiR.tf. Operating Reactors Branch 4. BO/1 1/07. 


88.68 U 85 

2pp. 


07148: 339. 


to 


012160042 Forwards IE Info Notice 80-37, ‘'Containment Coder Leaks It 
Reactor Cavity Flooding At Indian Point Unit 2.*' No written 

O^REILLYr jfp. Region 2, Atlanta, Office of the Director. 00/10/24. 

OYSAS: 176. 


8012020807 Aek recflpt of 800910 ltr re safety-grade upgrade of 
eclsting tontrol grade anticipatory reactor tr ip s. Forwards 
request for addl info to complete environ review of 

REIB^R.II. Operating Reactors Branch 4. 00/11/12. 5pp. 07145:319. 


6012170881 Forwards Suppl 3 to IE Bulletin 79-OlBi "Environ 
Qualification of Class IE Equipment," No written response 

O'REILLY^ J. P. Region 2, Atlanta, Office of the Director, ao/10/24. 
tp. 07268:269. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
■B«a Feeduater Noiile k Control Hod Drive Return Line 
Noiile Cracling." Cenf irmation that Implementation dates 
will be mat must be sent within 49 dayi.W/o end. 

SlSEIlMUT. B. 0. Division of Licensing. 90/11/13. Ip. 


B0i2l70Bi3 Forwards IE Info Notice 00-38, "Cracking In Charging Pump 
Casing Cladding." No written response required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Dtrector. 80/10/30. 
ip. 07266: 271. 



DOCKETED ITEMS 


9B 


aoi 12104+0 Forwards 801101 Revision 5 to util 90-day response to IE 
Bulletin 79-OlB, replatir.s Revision 4 in entirety. 

THIES* A. C. DuVe Power Co. 80/10/31, 2pp. 07029:160. 


8018170571 Forwards IE Info Notiee 80-39, "Malfunction of Solenoid 
Valves Mfg by Valeor Engineerlny Corp. " No written response 
r#dcjir#d. ^ 

0'REIU-V> J. P. Replon 2, Atlanta, Office of the Director. 80/10/31. 
Ip, 07864:184. 


8012230050 Forwards IE Circular 80-83, "Potential Defects In Delolt 
PouAT Effii 9 Tg 9 ncv Oanerators. " No written retponte 

1*901; i rfld. 

O'REILLV, J, P. Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip- 


5 Reportable occurrences, LERs t: related correspondence 


6018100497 Forwards LERs identified as missing In 001104 memo. Enel 
LERs cancelled. 

LEWIS, R.C Region 2, Atlanta, Reactor Operations Nuclear Suppor 
Branch. 80/12/03. Ip, 07213 098, 


t 


0012230479 RO correcting 801809 rept of broken holddown springs, Five 
springs broke, not four as originally reported. Assemb ly 
1D30 Identifiad as having broken spring. All other info in 
801209 Itr Is valid, _ _ 

PARKER, U.O. Duke Power Co. 80/18/15. 8pp 07310:380. 


8012830514 Forwards LER 80-01 5/03L-0. 

PARKER, W, 0. Duke Power Co. 80/18/17. 2pp. 07316: 293, 


8012110749 Forward's IE Bulletin 80-21, '-Valve 
Foundry Co, Inc. " Written response required. 
O'fiEIULY. J, P. Region 2, Atlanta, Office of 
Ip. 07224:199. 


Yokes Supplied by Malcolm 
the Director. 80/11/06. 


SOI2O3O073 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 la t Ion, " No written response renulred. ...... 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/07. 

tp 


8012080603 Forwards IE 
in Decay Heat Removal 
rssporise required. 
O'REILLY. J. P. Region 
Ip. 07183:017. 


Info Notice 80-41, "Failure of Swing Cheek Valve 
Sys at Davis Besse Unit 1. " No 

8, Atlanta, Office of the Director. 00/11/10. 


8012040172 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valeor Engineering Corp. " fiegulres estimate of 
manpower associated w/eorrectlve actions. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/1 
Ip. 07188:084. 


8012040408 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
VTatar Leakage Inside Containment." Written response 

reiiulrid. Reauests Info on manpower expended. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 
Ip. 07163:349. 


—8018230520 LER 00 - 01 5/03L-0: on 801 1 1 7, bora ted water storage tank level 
cha.inel B declared inoperable due to erraetic indication in 
Unit 3 control room. Caused by transmitter malfunction. 

Transmitter replaced, 

JONES, J. L. Duke Power Co. 80/18/17. tp. 07316:295. 


8012300471 Forwards LER GO-016/03L-0. 

PARKER, H.O. Duke Power Co. 80/12/23. 8pp. 07349:344. 


—8012300475 LER aO-016/03L-0: on 801123, fire detector string B-2 went 
Into alarm condition. Investigation revealed no fire. Caused 
by dust buildup in de tee tor. Detect or cleaned L varlfieil 
operable. 

JONES, J.L. Duke Power Co, 80/18/23. Ip. 07349:346, 


8012300485 Forwards LER eO-Oi9/O3L-0, 

PARKER, W.O. Duke Power Co, 80/12/26. 2pp, 07308:001. 


8012300483 LER G0-019/O3L-0; on 801126: Unit 3 control rod driveline ac 

voltage power supply breaker 11 failed to trip on command. 

Caused by trip shaft bearing s tic k Ing. Breaker replaced, 

J0N68,J. L. Duke Power Co. 80/12/26. Ip. 07308:001. 


DOCKEI 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT I 
F. Security, medical, emergency 4; flro protection plans 


8012180591 Forwards responses to action Items I t< 2 of IE Bulletin 
80-23, "Faulure of Solenoid Valves Mfg by Valeor Engineering 
Corp." Facility has had three failures of Valeor solenoids. 
PARKER, M.O. Duke Power Co. 80/11/24. 0pp. 07271:351. 


8012170509 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
r ft Qu i r ft d s 

O'REILLYr J. P. fiftgion 2» AfcUntaf Office of the Director. 00/11/86. 
Ip. 


8012040100 Public verifon of "Independent Assessment of Evacuation 
Times for TKI Nuclear Po-wer Plant." Vol lO.prepared for 

COSBY, J.C., SHEPPARD, W. V, , THOMPSON, W, E. Wilbur Sml th «, Associates. 
80/06/30. 6lpp. 07161:238. 


6012010446 Forwards comments on 790815 guard training L goal If tcatlon 
plan. Revisions L addl Info required. Reguasts response within 
30 days of receipt of Itr. Enel withheld (ref 10CFR2. 7901, 

REID, R.N. Operating Reactors Branch 4. 80/11/07. 4pp. 07097:009, 


8012310167 Responds to IE Bulletin 00-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " No described Anchor Darling valves 
in usa at fac 1 1 i ties. Manufacturers being contacted re 

valve parts. 

PARKER, W. a. Duke Power Co. 80/12/03. Ip. 07370:023. 


8012160435 Forwards addl info re insp of fuel assembly holddown springs 
at facility L safety evaluation of operation w/broken 
springs In core. 

PARKERiH.O. Duke Power Co. 80/12/09. 6pp. 07263:049. 


8012310085 Forwards safety evaluation re util actions taken in response 
to NRC 790523 Itr re tracking In feedwater sys piping at 

REIOrR.W. Operating Reactors Branch 4. 80/12/09. 2pp. 07371:160. 


-8012310091 Safety evaluation re util actions taken in response to NRC 
790S2S Itr on creeling In feedwater sys piping at 
facilities. Augmented insps per IE Bulletin 79-13 may be 

dlecontlnued. _ 

a Operating Reactors Branch 4. 80/12/09, 2pp. 07371:162. 


R. Perlcdle operating reports related correspondence 


8012190613 Forwards monthly operating repts for Nov 1980, 
PARKER, N.O, Duke Power Co. 80/12/15, Ip. 07230:245. 


8012050477 Infor.ms that mods will be made to emergency notification sys 
ti health physics network egulpment, NRC will have lamps 
installed on emergency telephones In all control rooms, 
technical support etri 4 emergency operations facilities, 

0R1ER,B.H. Region 1, Ph 1 ladelph la. Office of the Director. 
aO/li/14, 2pp. 07174: 253. 


80-12170645 Notifies of Interim rule suspending completion dates for 
fire protection mods previously approved by NRC. FR notice 

EIStilHUT, D. 0. Division of Licensing. 00/11/10. 7pp. 07269:193. 


>12170499 Forwards Suppl 5 to 780919 fire protection safety 
eva 1 ua 1 1 on, i n response to licensee 780612,0929,790914,800319 
6 0330 Itrs. Suppl presents position on mods needed to 
resolve open items. 


BPT n. O IJ 










— 0012170503 Fire protection safety evaluation, 8upp 1 5, re licensee 
780612,0929,790914.000319 L 0330 submittals on open Items t, 
pleni mods. Fire protection program review stetui end. 
a Operating Reactors Branch 4. 78/09/19. 5pp. 07270:347. 


0012040065 Forwards public version of "Evaeuetlon Time Assessment of 
Nino Nuclear Power Plants Emergency Planning Zonesr" 
executive suinmary. ^ 

FELTON, J. M. Division of Rules and Records. 00/12/03. Ip. 


— 0012190619 Monthly operating repts for Nov 1980. 

REAVIS, J. A. Duke Power Co. 80/12/13. 16pp. 07288:246. 


--8012040089 Public version of "Evecuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones, " executive 
summary, prepared for FEMA. 

a Ntlbur Smith (< Associates. 80/06/30. 17pp. 
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S01S0401S5 Pvblic vBr»ion of prograra Topfe, "Evacuation Time Acsettrnent 
a# Wina Nuolear Pouer Plants Emargencg Planning Zones," Vol 
IfprepareiJ for FEKA. 

COSBi'.J.C. MilbuT Smith it Assoc iates. 0O/Oi/3O. ^Spp. 


80131^)0431 Ra<ivests eitansion until 001230 to provide results of vital 
ar»a analysis revieu' li description of proposed changes to 
Tin security plan 

HUrtiLL.H. D. Metropolitan Edison Co. 00/12/10 Ip, 0'7233:I02, 


801S99C03S flelsases public version of revised util emergency plan. 
FEl-TOIl. J, II, Division of Rules and Records. 00/12/10. Ip. 
07201:037. 


— 0012190094 Public version of emergency p Ian, Revl s 1 on 2. 

* Cdnaral Public Utilities, 00/06/30. 200pp. 07201:000, 


8012110410 Forwards General Public Utils 601201 Itr to Commissioner 
Ahearne re TKI-l shutdown. 

BLA«Ei E. L. Sham, P 1 1 tmaO) Potts & Trowbridge. 00/12/03 2 dd 
07224: 166. 


-0012110417 Requests mod of NRC 790702 «< 0807 ordsrs re TMI-1 sfiutdoiin. 
Qases for making suspension orders have been satlsfactor 1 ly 
resolved. 

D1ECKAI4P.H Oeneral Public Utilities. 00/12/01. tlpp 
07224: 168. 


80ia2900l4 Order directing Environ Coalition on tiuclear Power CECNPI ip 
rept on or before 001215 whether or not ECNP Intends to 
appear t. prosecute remaining contentions. Eicerpts from 
001203 transcript & Certificate of Svc end. 

SMITH. J.H, Atomic Safety and Licensing Board Panel. BO/12/04. 7ee 
07344:200. 


0012290456 Releases Itr discussing status of emergency planning. 
FElTQM. J. t 1 . Division of Rules and Records, 00/ 12/ I 7. Ip. 
07336.-230 


— 8013290461 Public version of response to KfiC 001105 Itr re current 
status of emergency planning t. implementation of revised 
plan. Revision 3 represents significant upgrade to site 
emergency preparednei s. Plan will be submitted by 310102. 

HUKILL. H. D. Metropolitan Edison Co. 80/12/10. Ip. 07336:240. 


0012170610 Submits revised first page of 801201 Itr, which Incorrectly 
identified Feb 1900 as anticipated date for completing 
hearings on fac 1 11 ty . Feb 1980 was anticipated date for 
initiating hearing s. 

DIECKAMPiH. Oeneral Public Utilities - OPU Service Coro. B0/12/0S 
2pp. 07167:001. 


•0012170613 Requests startup doe to hardship on stockholders. 

SCHU'ARTZ, H. H, Affiliation Unknown. 00/12/14. 2pp. 07107:001. 


0012290187 Forwards Ravision t to guard training & qualification plan. 
Plan withheld iref 10CFR2. 7901, 

MUitlLL. H. B. Metropolitan Edison Co. 00/13/19. 2pp. 07344:105. 


6012290198 Notice of appearance in procesding, Certlf Icati of Bve •ACl. 
ADLFR.R, W. Pennsylvania, State of. 8O/i2/O0. 2pp. 07344: 103. 


0. Adfudicatory correspondence 


8012020660 Forwards util 801107 rapt to Securities 6 Exchange 
Commission for use in restart proceeding per 790721 request. 

CONDON, V.H. Oeneral Public Utilities - OPU Service Corp. 00/11/17 
Jp. 07141:393. 


S®I^<^2064S Forwards 001107 rept re THI-2 accident i< aftermath. 
COWOOW.V.H General Public Utilities - OPU Service Coro 
00/11/07. 9pp. 07141-294, 


'0O12'O2O674 Petition to implement early determination of complaint 
against temporary rates per PA Public Util Commission B00523 
order. 

SMITH.F, J. Metropolitan Edison Co, 80/10/27. lOpp. 07141:303. 


—0012050687 Decision denying util petition for increase in levellxcd 
energy adjustment clausa. 

BARBoCfR, 0, H. New Jerseyi State of. 00/10/02. 34pp. 07141:321. 


8012040410 Act receipt of notice of 001124 hearing re TMl-1 restart. 
Discusses radiological emergency p lanntng. TMI-1 restart 
poses threat to public health U proper ty. TMI-i conversion to 
would reduce risks. Press clippings end. 
nsrCALF.H.K, New Hampshire CUmsheJ I. 00/11/24. 14 pp. 07150-103 


8012240014 Order adopting agreement reached at 001124 meeting re 
reportirg on emergency planning c ontent Ions. Parties will 
meet again on 001219. 

* 07324*300 Safety and Licensing Board Panel. 00/11/23. 2pp. 


8012160144 Forwards SEC Form lO-Q, Ouar terl y Financial Rept U supportln 
mgt comments, in response te NRC 790921,1109 6 000811 
requests for info re significant financial developments 
affecting utils in restart proceeding, 

CONDON. V.H. General Public Utilities. 60/11/26. 3pp 


•801S160I54 Quarterly Financial Rept Sept 1900 t supporting mgt 
corj-nents. ' » 

• General Public Utilities. 00/11/14. 44pp. 


8012120644 Forwards IE Insp Repts 50-289/80-19,50-269/80-21, 
50-320/79-10,50-289/00-23 6 50-209/80-27, Hea 1 th Physics 
Appraisal 60-269/00-22 to be distributed after util 
proprietary review. H/o end. 

8NANS13N, 0. T Hearing Branch I, 00/11/28. 2pp. 07227:302. 


8012050304 Requests mod of 790702 U 0009 orders re restart. as 
natl 6 regional interests are needlessly sacrificed by 
continued delay in developing 4: implementing procedures 
for expeditious au thor 1 la t ion. 

?lfr'*”on73-3ar'*'‘ Utilities - GPU Bervice Corp. 80/12/01, 


8012170749 Response in support of 8C Sholly 001124 spec of emergancy 
plannlilg contention re reliance of county plans on municipal 
rasoupcBS. Alth ough further spec would be useful, content i on 
is lltlgabte in present form. Certlf ieate of Svc end. 

OHAY.J, R. Hearing Branch 1, 80/12/09, app, 07265:354, 


0012150173 Informs that page one of Itr from E Walss re TMT-l restart 
hearings uas Inadvertently undated. Date should be 001209. 

EHRMANN, E. Union of Concerned Scientists. 80/12/10. Ip, 

07240:023. 


80I21S017S Forwards util 001206 Itr to Commissioner Ahearne. 

DLAHE.E.L. Shaw, Pittman, Potts t Trowbridge. 80/12/16. 2pp. 


&01215017a Forwards corrected excerpt of util 001201 Itr re anttclpltid 
restart hearing da t es. Hear ings will begin Feb 1981. 

DIECKAMP. H. Oenerel Public Utilities. 80/12/05. ' 2pp. 07241:157, 


9012290028 Forwards amended Page 2 to Chairman Ahearne separate viius 
contained in 001205 Order CLI-00-39 re treatment of 
psychological stress issue in restart hearing. 

* Docketing t Services Branch. 00/12/10. Ip. 07344:223. 


•0Ot229O'O3l Modified Pago 2 of Chairman Ahearne separate views eontalnrl 
in 001205 memorandum 4 order re treatment of psychological 
stress Issue In TMI-l restart proceeding. 

AHEARNE, J. F. Commissioners, 80/12/10. Ip. 07344:224. 


8012290134 Requests identification of contentions mentioned in L 
Blekwlt 001114 statement re relevancy of UC0 contentions. 
Requests to be Informed of nature of discussions w/Ofe of 
Oeneral Counsa 1. Transe r Ipt of 801114 briefing end, 

WEISS, E.R. Union of Concerned Scientists. 00/12/10, 2pp. 
07344:044. 


8012290416 Forwards NUREO-0746, "Emergency Preparedness Evaluation far 
TMI-lr" which constitutes NRC evaluation of licensee 
emergency plan against NUREG-06S4 stds. 

ORAY.J. R. Hearing Branch 1. 80/12/10. Ip. 07336:326, 


--8012290421 "Emergency Preparedness Evaluation for TMI-1. 

a Office of Inspection 4; Enforcement. Office of the Director. 
NUREO-0746. 00/12/31. 35pp. 07336; 327. 


0012230300 Memorandum 4 order supplementing 001125 memorandum & order. 
Parties may servo interrogatories at 001219 meeting. Time for 
001219 meeting re further emergency planning dlscucsions 
rescheduled. 

SMITH, J, Atomic Safety and Licensing Board Panel. 80/12/11. 4pp. 
07310:063. 


8012290385 Forwards CT Johnson 801124 Itr to PA Emergency Mgt Agency 
requesting info re state 4 local emergency p lanntng around 
TMI facility. 

GRAY, J. R. Hearing Branch 1. 00/12/12. 8pp. 07332:175, 
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e012^30S9S Notice of uil thdraual from proceeding effective 801215. 
Certlficete of Sve end. 

PA.tONiW.B. Hearing Branch 4. 80/12/lS. 5pp. 07318:056. 


8012290514 Reiponte in opposition to ASLB a01125<1204 h 1311 memoranda 
& orders. Interveners Intend to prosecute remaining emergeneg 
planning contentions. Certificate of Sve end. 

JOHHSRUD. J. H. Environmental Coalition on Nuclear Foyer. 80/12/15. 
4pp. 07535: 164. 

8012300161 Requests to mate limited appearance statement at TMI-1 
restart hearing. 

FREEDHANiP.F. Affiliation Unknown. 80/12/15. Ip. 07356:228. 


8012310405 Requests that date for submittal of testlmong on training 
tt testing issue be extended until B1020S. NRC approval of 
nau Hat Ed tral-ning i. testing procedures lacks scientific 
basts. Related correspondence. 

AAMODTi H. Affiliation Unknown. 80/12/15, 7pp. 07569:156. 


6012300264 Opposes licensee request for reconsideration of NRG 790702 b 
0609 orders re restart. Motion is ontimelg fc contains no 
neu Info. Orders suspended facilitg operation until bases for 
suspension yere resolved. H/Cert if tcate of Sve. 

CUNNINOKAMt J. Newberrg Toynshlp THI Steering Committee. SHOLLViS. C. 

Affiliation Unknown, HARTNETT, M. Three Mile Island Alert. 

80/12/18 4Spp. 07358.155. 


— 8012300269 Revises 801201 request for mod of NRC 790702 b 0809 orders 
re THI-1 shutdown. Pub 1 ic hearings must be initiated bg 
Fab 1980. Apeture cards onlg in PDR. 

DIECKAKP.H. Ocnaral Public Utillbies. 80/12/05. ilpp. 

07358:212. 


— 8012300273 Discusses hearings on THI~1 restart. Full adjudicatorg 
proceeding Is required, Including opportunltg for full 
Commission review of Board decisions. No review process is 
required prior to restart. 

DICHWITjL, Office of the Oeneral Counsel. 79/07/26. 10pp. 

07558:831. 


8012290003 Forwards PA Emergeneg Mgt Agencg 801204 response to FEMA re 
offilte emergeneg planning contentions for THI-1 restart 
hearings, List of documents initiallg submitted to Regional 
Assistance Committee end. Related correspondence. 

ABLERiR.M. Pennsglvania, State of, 80/12/22. 6pp. 07544:190. 


3012290582 Forwards testimong on CL.1-00-8 b *'Rept of TMl-1 Operator 
Accelerated Retraining Program Review Committee." W/o 
a btachiitents. Cert if icate of Sve end. 

BUAWe. E. L. Shaw, Pittman, Potts b Trowbridge. BO/12/22. 8pp. 
Q7352: 26B. 


8012310507 Notice that PA Emergeneg Mgt Ageneg map, "THI Nuclear Plant 
Cvaepatlon Plan," (Hag 1980) was made available at 801219 
emergeneg planning meeting. 

ADLER. R.N. Pennsglvania, State of. 80/12/22. 3pp. 07570:181. 


8012300449 Requests NRC response to 10 questions re need for reactor 
vessel level Instrumentation, per Board 801217 memorandum 
b order allowing informal discoverg in restart hearing. 

BAXTER, T. A. 8haw, Pittman, Potts b Trowbridge. 80/12/23. Spp. 
07357:188. 


H. Oenerel correspondanee 


8018010411 Responds bo 801027 postcard re nuclear power b resulting 
radweste. Hearing on resumption of Unit i started on 801015. 
Prssldent's 791207 statement on Keirang Commission b 000818 
statsinent to Congress end. 

DENTON, K. R. Office of Nuclear Reactor Raguletlon, Director. 
80/11/07. iOpp. 06916:001. 


B012230003 Requests restart of facilitg due to energg need b knowledge 
gained after accident. 

TUCKER, O.J. Pennsglvania Voice of Energg. 00/11/15, 2pp. 

07311: 146, 


8012110413 Supports restart of TMI-l. 

HCINTOSH/J. Affiliation Unknown. 80/11/17. 2pp, 07223:001. 


80120307/4 Responds to 801021 referral of Douglass Itr re adequacy of 
hearing room for facilitg restart hear Ing. Adequate apace not 
available In federal bldg. Space had to be in convenient 
location in Harr Isburg, PA b easily accessible to public. 

DIRCK3,M.J. Office of the Executive Director for Dperetlons. 
80/11/18, Ip. 07149:286. 


— 6012030781 Forwards H Douglass 801019 Itr re fumes in garage being used 
for facility restart hearings. 

OOODLINO.B, House of Rep. 80/10/21. 2pp. 07149:289. 


8012030698 Requests support in proceeding. NRC ordered TMl-t to 
shutdown, but allows similar plants to opera te. Nuc lear power 
is needed due to uorld instability of fossil fuel prices. 
TERRELL, 0. D. Affiliation Unknown. 80/il/20. Ip. 07151:819. 


8012030441 Urges swift restart of facilitg due to need for energg. 
JAKOBC IN, K. D. General Electric Co., Nuclear Energy Products Oiv. 
BO/l 1/21. 8pp. 07149: 356, 


0012030700 Urges restart of TMI-1 Fac i 1 i tg meets stds of reactors 
licensed bg NRC. 

HCCARTHV, L. H. Af f 1 U a 1 1 on Unknown. 80/11/21. ip. 07151:220, 


8012030704 Requests that facilitg be permitted to restart. Unit was not 
damaged, has operated satisfactorl Ig b has no reason to 
remain, shut down. To continue to Import oil or pollute 
landscape w/coat it unthinkable. 

CAMPBELL, R. M. Massachusetts Voice of Energg. 80/11/25. Ip. 

07151: 231. 


8012040386 Urges restart of facilitg due to other BbM PWRi w/identlcal 
design being permitted to continue operation. 

LArHD,8.H, Affiliation Unknown, BO/11/25. Ip. 07159:179. 


8012040395 Requests immadiate restart of undamaged reactor. Alleges NRC 
attempt to punish Oeneral Public Utils through shutdown. 

Cites drastic greenhouse effect of fossil fuel burning. 

TSCHAECHE, A. N. Affiliation Unknown. 00/11/25, Ip, 07158:180. 


8012040476 Supports facility restart. Lists reasons why facility should 
be allowed to resume opera t ion, Inc 1 ud ing implementation of 
safety features, economic well-being b assistance to national 
energy progrpn. Further delays should be eliminated. 

HUNTLEVrH, M. Aff 1 1 lat Ion Unknown. 60/11/25. Ip. 07157:263. 

8012110360 Urges that facility be returned to sve. Nation cannot afford 
to remove nuclear option from energg future. 

FLORBEFCHpO. New Orleans Edison League. 80/11/26. Ip. 07884:143. 

8012030712 Urges restart of TK!~1< in light of domestic energg supply 
s i tuat ion. 

UALLACErJ. J. Affiliation Unknown. 60/11/28. Ip. 07151:232. 


8012050366 Expresses disapproval of Unit 1 startup. 

ESTES.C., HAND, A. , BONERS, J. R. Af fi 1 iat ton Unknown. BD/11/28. 3pp. 
06915; 001, 


8012030705 Urges restart of TMI-1. 

CONOVER. W.K. Affiliation Unknown. 80/12/01. Ip. 06506:003. 


8012100438 Requests TMI-t restart. Action will make money available for 
speedy b safe cleanup of TMI-2. 

VEKLOrZiR.J, Affiliation Unknown. 60/12/01. Ip. 07187:001. 


8012110390 Requests expeditious restart of TMI-1 to rtduce reliance on 
fore Ign oil. 

FISCHER. D. L Affiliation Unknown. 60/12/01. ip. 07223:095. 


60I209028S Urges restart of THI to alleviate growing cost of 
e 1 ec trie Itg. 

MARCH, R.N. Affiliation Unknown, 80/12/02. 2pp. 07201:097. 


8012100492 Desires restart of TMI-1 so that util rates will be lower. 
SMITH, E.R. Affiliation Unknown. 80/12/02, ip. 07187:001. 


6012110394 Supports restart of TMI-1. Fact shest supporting use of- 
nuclear power end. 

OOUlD,W. Affiliation Unknown. 80/12/02. 2pp. 07223:093. 


8012114400 Urges restart of TMI~1 on behalf of Memen in Energy. Delay is 
unreasonable at time when nation is striving for energy 
independence. 

DrL8AV6R,D, Women in Energy. 80/12/02. ip. 07224:164. 


8012IS0163 Submits comments urging TMt-1 restart. 

STR0UPr8.fi. Affiliation Unknown, 60/12/02. Ip, 07237:225. 


8012170666 Advises that research shows that facility msits all THI 
Ltaeons Learned requlreiiients. 

DUBOSE, D.B. Duke Power Co. 80/12/02. Ip. 07167:001. 
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SOISS90SSO Rei^ussts THI-1 rastart, 

MUDCE.e, Affiliation Unknown. SO/iafOa. 1?, 07335:173. 


@012100431 RBq.uBst< eapedited rcttart of facility. 

SMITH.B C. Affiliation Unknown, DO/ia/03. Ip. 07210:230. 


0012100434 Supports NRC proceed in) to author! ke restart of TMI-1. 
FORT.J E. AfflJ iation Unknown. 80/13703. Ip. 07210:237. 


00121701.64 Discusses util 301201 request that Cor.nlssion recaneldar & 
aiadlfi; 790702 ti 0009 orders re facility restart. Util should 
not be permitted to restart facility. 

PICKERINO.K. Affil iation Unknown. 00/13/09. Ip, 07107:001. 


8012110523 Informs that Liberty Sass Club Is greatly eancerneil over THl 
issue in effects on fishing g rounds. Requests halt to dltpeial 
of radwaste in Susquehanna river. 

HAILE. L. Affiliation Untnocun. 80/12/10. Ip. 07222: 353. 


6012110357 Requests support of unit restart provided all identified 
safety mods are completed. 

HCCABTER.J.T A f f 11 1 a t i 0 n Un k n own. 60/12/03. Ip. 07223:101. 


6012110405 Urges restart of TMI-I to ease financial burden of util U 
custociers 4- to reduce natl dependence on foreign oil. 

BAVLOR. J. S. Affiliation Unknown. 00/12/03. Ip. 07224:163. 


6012100490 Eip resse s opinion, that psychological stress issue should be 
addressed before any other issue re restart of TI1I-1. 

HQ3SLEH. D. Af f I 1 i a t i on Un V nown . 00/12/04. Ip. 07220:043. 


8012110402 Requests action to espedite restart as facility was not 
Involved in Tm-2 accident, 

LANO.O Affiliation Unknown. 00/12/04. Ip. 07223:004. 


8012IS010S Questions NRC decision to keep TMt-l inoperable during mods. 
WISKUS.A.T. Affiliation Unknown, 00/12/04. Ip. 07107:001. 


0012170620 Urges s tartup. Hysteria resulting from accident was Inspired 
by media America desperately needs electrical power, 
tlADEIRAi R. L. American Association of Meat Processors. 60/13/10. 

Ip. 07107:001, 


6012170640 Requests help in getting NRC action for facility startup. 
Startup urgently needed to rep lace eipensive oil fuel. 

KENDALL. II, L. Af f 1 1 lat I on Un k nown. 30/12/10. Ip. 07137:001. 


-••8012170651 Requests startup of facility due to hardship on 
s toe khot ders. 

SUFLESKI.C, Affiliation Unknown. 00/12/15, 2pp. 07187:001. 


— 3012170653 Supports nuclear power It urges restart. 

REED.K. R. Affiliation Unknown. 00/12/09, Ip. 07107:001. 


"6012170655 Supports facility restart. 

0E0HORE,H. Affiliation Unknown. 00/10/21. Ip. 07107:001. 


8012150160 Requests that Ttil-1 be brought up bo present stds 
restarted. 

WILLIAMS, S. e. Affiliation Unknown. 00/12/04. Ip. 07187:001. 


— 0012170660 Expresses concerns re future af nuclear power. Unit ahouW 
be restarted. 

KRIZAIJrP. Affiliation Unknown. 80/10/22. 2pp, 07107:001. 


60I217O6S4 Requests action to return TMI-l since unit was not damaged 
during accident. 

MITCHELL. R, C, Arkansas Rawer i Light Co, 80/12/05. Ip. 07187:001. 


0013150104 Requssts restart of TKI-1. 

aCHITELL.il Affiliation Unknown. 60/12/08, Ip, 07187:001. 


B0121S0115 Urges NRC to support TMI-l restart, Inequities caused by 
leveliied rate.tiaklng do not accou-nt for major accidents. 

NRC response to cleanup has been unnecsssarl Ig. unjustly N 
illegally delayed. 

ANZEL0NE.9. Affiliation Unknown. 00/12/03, 2pp. 07107:001. 


8012150150 Discusses penalties imposed by not restarting TMI-l. Urges 
TMI-l restart. 

DILLON. J.J. Affiliation Unkno'wn. 83/12/09. Ip. 07237:221. 


6012150166 Opposes THI-1 restart. 

DaUQLAS, . tl. H. Af fi 1 la tf on Unknown, 00/12/06 Ip, 07137:001. 


0012170643 Requests that facility be returned to ivc immediately In 
order that power needs in area may be served 6 confidence 
in nuclear industry may be preserved. 

CARTHSienr. H. Affi I ia t i on Unknown. 90/12/09. Ip. 07187.001. 


B0121706S0 Requests that unit be restarted iminediatel y. 

SCHULJEi R. Affiliation Unknown. 60/12/00. Ip. 07107:001. 


8012170674 Requests eitanslon until 001218 to respond to Met Ed Ur 
requesting that Commission reconsider 790809 order 4 permit 
restart. 

HEIS3,E.n, Union of Concerned Scientists. 00/12/09. Ip 
07187:001. 


0012150164 Requests that TME— I be returned to svc. 

GRAUNi L. > RICHARDSGNf 0. Long Island Co.'smltteB for Uobs tt Energy 
Independence. 00/12/09. Ip. 07237:226. 


8012170617 Requests startup due to hardship an stockholders. 
MALKERiF.T. Af f 1 1 latlon Unknown. 0-0/12/09, Ip, 07197:001. 


6012170632 Advises that facility provides necessary power source 9c 
should be restarted. 

TRCUTHANi H. A, Affiliation Unknown. 00/12/09. Ip. 07107:001. 


9012170635 Opposes any action other than prompt decontani nation 4c 
decamcilssienlng of facility. 

CDRKLEViJ.F. Affiliation Unknown. 00/12/09, Ip, 07197:001. 


3012170650 Coramintscby Marlon Plywood Corp In MarloncHUon facility 
restart. Fac i 1 ity should bo restarted due to necessity of 
nuclear power. 

ROCERS.J. 0. Affiliation Unknown. ao/l2/’09. Ip. 07107:001. 


— 8012170673 Urges that facility be restarted. 

• Affiliation Unknown. 80/10/25. Ip. 07107:001. 


--80121706BI Supports nuclear p ower. Fac i 1 1 ty should be returned to svt. 
FENHICKc A J. Affiliation Unknown. 80/12/03. 2pp. 07107:001. 


--80121706B6 Opposes efforts by util to reopen faetlUy. 

PRATTiD. I ANDERSON, E. Affiliation Unknown, 80/12/09. ip. 
07187:001. 


--60121706SS Opposes facility restart due to psychological stress «n area 
residents. 

CHARLES. M. A. Affiliation Unknown. 00/12/09, '2pp, 07187:001. 


--80I2170691 Urges restart of plant to full operational status. 
ZAAYENOAcR, Affiliation Unknown. 80/12/15. Ip. 07187:001. 


— 8012170696 Urges restart of plant It nond iser imlna tory policies that 
will Insure energy future for generations to come. 

VEOA. D, U. Affiliation Unknown. 80/12/09, Ip, 07107:001. 


--6012170690 Urges restart of plant. 

NILD.A.A, Affiliation Unknown. 00/12/U. Ip. 07187:001. 


— 8012170704 Urgos NRC to support 4: vote for Immediate restart of jilent. 
IREDALEc U. R. I IREDALE, A. Aff 1 1 tat ion Unknown. 00/12/10. ip. 

07167: 00 f. 


— 0012170709 Coranents on restart of plant. NRC has obligation of returnlni 
Unit I to SVC In order to avoid setting dangerous precedent 
of keeping operable plant out of svc. 

HACKER, H. Affiliation Unknown. 80/12/10. 2pp. 07187:001. 


--6012170714 Comments on behalf of Pioneer Nuclear<Inc on facility 
restart. NRC should place situation In realistic perspective 
4c allow plant to return to svc. 

STEWART.R.B, Af fi 1 ia t ion Unknown. 80/12/00. Ip. 07107:001. 


— 0012170717 Requests affirmative NRC decision re restart of plant. 
GOLLINS.K.P. Iowa Electric Light tt Power Co. 80/12/11, Ip. 
07187:001, 


--6012I7O722 Comments on restart of p lant. Approval should be forfehc-oaini 
at earliest passible date. 

CARLSON, M.E. Affiliation Unknown. 00/12/11. 2pp. 07187:001. 


-"0012170724 Urges NRC to recommend startup of plant. 

WAI-JtlER, D, U. Mlstontin, Unlv. of, Madison. 00/12/07. 8pp. 
07187: 001. 


--0O1217O726 Urges that facility be returned to power. 

TRt80LE,M. Oulf States Uti 1 1 ties Co. 00/12/11. Ip. 07187:001. 
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— 9012170730 Urges NRC to take necossarg action to return plant to 
operation. 

BAftCLAy.A.O, Af#i 1 lation Unknouip. 80/12/09. tp. 07187:001. 


"8012170733 Encourages N.RC to allou unit to reopen. 

BLAMCHErri, V. Affiliation Unknown. 00/12/13. Ip. 07187:001. 


—0012170736 Requests that operation of faellltg bs resumed. 

BEIlEDETTIi F. P. Affiliation Unknown. 80/12/11. Ip. 07187:001. 


--0OI217O742 Urges that facility remain closed. 

DAVlStB. S. Affiliation Unknown. 80/12/08. Ip. 07107:001. 


8012290174 Requests reopening of faeiliti;. 

SAVER Si E. 0. Affiliation Unknown. 80/12/12. Ip. 07308:001. 


"801229017? Requests faellitg restart. 

MlLLtAKSiJ. Affiliation Unknown. 00/12/19. Ip. 07308:001. 


—8012290184 Requests facility restart. 

UOHMaONiR.H. Affiliation Unknown. 80/18/09. Ip. 07308:001. 


"8012290189 Requests facllltii restart. 

LAllRENCEi R. M. Affiliation Unknown 80/12/19. Ip. 07308:001. 


--8012290191 Requests faellltg restart. 

HENOOBLERf J. T. Affiliation Unknown. 80/12/19. Ip. 07308:001. 


--8012290199 Requests facllitg restart. 

MARJUrr.U.A. Affiliation Unknown. 80/12/tO. Ip. 07308:001. 


—8012290200 Requests facility restart. 

FAULKNERiR. Affiliation Unknown. 80/12/08. Ip. 07308:001. 


— 8012290202 Requests facility restart. 

WEAVERiO.A. Affl 1 lat ion Unknown. 80/18/19. tp. 07308:001. 


8012300108 Requests THI-l restart. 

KRAVOTILiE. J. Affiliation Unknown. 80/12/12. Ip. 07396:211. 


9012300125 Requests TMI-1 restart. 

BlTNERiE.l.. Affiliation Unknown. 80/12/12. Ip. 07396:219. 


8012300102 Requests TMl-1 restart. 

HYERSifl.V, Pugat Sound Power i Light Co. 80/12/12. Ip. 07396:220. 


0012300448 Forwards Resolution 81i passed by City of Vorki PA on 79050Ii 
raquasitlng that facilities not be reactivated until safety 
neaaures are taken t: public hearings held, 

BftOOKBiE.L. Yorki PA, 80/12/12. 4pp. 07397:184. 


8012300119 Requests TKt— i restart. 

EHENaiF.M, Affiliation Unknown. 80/12/13. 7pp. 07396:212. 


8012170626 Requests that facility be restarted, Coal-burning to replace 
electricity source results in two premature deaths per wk. 

LAtIBERTi J. B, Affl I la t Ion Unknown. 80/12/19. Ip, 07187:001. 


8012300101 Requests THl-1 restart. 

SKLEDARiF. Affiliation Unknown. 80/12/19, Ip. 07396:210. 


0012300141 Requests TMI-l net be restarted. 

BRINK. T. Affiliation Unknown, 80/12/16. Ip. 07396:223. 


B012300136 Requests TMI-1 restart. 

OTTiM, 0, Affiliation Unknown. 80/12/17. 2pp. 07396:221. 


8012300IS6 Requests TKI-1 restart. 

SHARP. W. Affiliation Unknown. 80/12/17. Ip. 07396:227. 


8012300172 Informs of disappointment about decision to ignore 
psychological stress as contention in restart hearings. 
LVWOi T. Affiliation Unknown. 80/12/17. ip. 07396:229. 


8012300149 Requests TMI-1 restart. 

PALMETER.S. B. Affiliation Unknown, 80/12/18. Ip. 07396:224. 


6012300191 Requests TMI-l hearings be eonduetad at quickly at pasalble, 
HOBStN.A.O, Commonwealth Edison , Co. 80/12/18. ip. 07386:226. ' 


8012300147 Requests TMt-1 restart. 

» Affll lation Unknown. 80/12/22. Ip. 07356:289. 


8012300180 Requests TMI-l restart. 

HELFRECHT, D. J. Af f 1 1 ta 1 1 on Unknown. 00/12/28. Ip. 07356:230, 


I Financial information 


8012020660 Forwards util 001107 rept to Securities & Eiehangc 
Commission for use In restart proceeding per 790721 request. 

CONDON. V.H. General Public Utilities - OPU Service Corp. 80/11/17. 
Ip. 07141:293, 


"8012020669 Forwards 801107 rept re TMI-2 accident h aftermath. 
CDNOONiV. H. Oeneral Public Utilities - OPU Service Corp. 
80/11/07, 9pp, 07141:294, 


— 8012020674 Petition to Implameiit early determination of complaint 
against temporary rates per PA Public Util Commission 800523 
order. 

SMlTHiF. J. Me tropol itan Edison Co. 00/10/27. lOpp. 07141:303. 


— 8012020687 Decision denying util petition for increase in levelitad 
energy adjustment clausa. 

SARSQURiO. H. New Jersey. State of. 80/10/02. 34pp. 07141:321. 


0. Advisory Committee on Reactor Safeguards reports (< correspondence 


8012150066 Submits status rapt on TMI-1 restart.as reviewed at 24Bth 
ACR 8 meeting on 801204-06. NRC must issue policy on how 6 
when action plan items are to be applied in restart 
evaluati on. Licensee should conduct reliability atiassments. 
PLESSET. li. 6 . ACRS - Advisory Committee on Reactor Safeguards, 

SO/ 12/ 11. 4pp. 07240; 019. 


8012310384 Submits status rept on proposed restart of facility per ACRS 
248th meeting on 801204-06 NRC statement of policy on how ti 
when various components of action plan, near-term OL Hit U 
79080? order will be applied needed. 

PL 6 B 8 ET 1 H. 8 . ACRS - Advisory Committee on Reactor Safeguards. 
00/12/11. 4pp, 07369; 106, 


P. Operating license stage documents & correspondence 


8012020753 Forwards seismic quot 1 f icatlons of auklllary feedwater syt 
in operating PNRs (t describes program NRC is undertaking 
to review cepablllty of operating PNRs to remove decay 
haat following earthquake. 

EtBEHHUT. D. 0. Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licenseesiOL applicants h CP holders. 
Forwards NUnEO-0737 re TMl action plan requirements. Requests 
oparating reactor licensee confirmation In 45 days that 
Enel 1 implementation dates will be met. 

EtBEHHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


8012220963 Ltr to all power reactor licensees forwarding NURE0-06t9i 
"BHR Feadwatar Neizle 4.- Control Rod Drive Return Line 
Natile Cracking." Confirmation that implementation dates 
will be met must be sent within 49 days.N/o end. 

EtSENHUTi D, 0, Division of Licensing. 00/11/13. Ip. 


8012090213 Ack receipt of 000411 Tech Bpec Change Request 92. Clast III 
fee required. 

DIOO 81 R.K. License Fee Management Branch. BO/li/17, Ip. 

07202:283. 


8012080706 Informe of 800603 Issuance of Amend 55 to License DPR-SO. 
deleting redundant Tech Spec 4.14 re air treatment sys. 

REIO.R.N. Operating Reactors Branch 2. 80/11/21. 4pp. 07187:095. 


9012170699 Forwards addl prorequli 1 tes for TMI-1 restart per NUREO-0694 
6 NUREO-0737. Required Items Include control room, dei Ign. N 8 a 8 
vendor review of prociduras. shift manning & training for 
mitigating core damage. 

EtSENHUr, D. 0. Division of Licensing. 80/11/29. 7pp. 07269:209, 


8012020464 Requests mod to Tech Specs Change Request 34AiApp B.Page 7. 
re radiological E nonrad to log leal ET 8 for chlorine 
mo'nltarlng. 

HUKILL.H.O, Metropolitan Edlion Co. 00/11/26. Ip. 07141:259. 


—8012020468 Proposed ETS 2. 2 1 re chlorine monitoring. 

« Metropolitan Edison Co. 80/11/26. tp. 07141:2^6. 
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60t2040S?3 Forwardi buo of add! ^nlerofilm rttli of TMI data 

collectad hij utiJ conbractori Data Kjt 4> Raducblon Group. 

H/o and. 

fiCEO. E. C. Hatropoli tan Edison Co. Q0/ll/2d>. Ip. 071&?^2S4. 


8012290377 Foruiards Suppl 1 to »\'aIuatlon of llcantae eompt lanes 
w/short 4i lang-tsrm itsmi of Sactlon 11 of MAC 800809 ordlart 
NVJlEC-0ib80> re TKI-1 restart. Sifppl updates Section Ci order 
Item & i describes licensee co.npl iance. 

REIOiR-lf Operating Reeetori Branch 3. 80/11/28. 7pp. 07330:312. 


--60122903SO Notice of ava ifati i 1 i tg of Suppl t to evaluation for TMI-1 
restart. NURE0-06a0. 

REtD.R.Ii. Operating Reactors Branch 3. 80/11/28. 2pp. 

07339:318 


— 0012290363 "TMl-i Raster t. Eval uatlon of Licensee Compliance H/Short Jc 
LonB-T«T«ii t terns of Section II of WRC Order Dtd 790809. Met Ed 
Co. et at > " Sup pi 1. 

e Oivisien of Licensing. NOREC-ObBO 81. 80/11/30. EOOpp. 

07330:320. 


6012090348 Submits mod to Tech Specs Change Request S3 re nomenclature 
describing radioactive contamination analgs 1 t. Tech Bpeci 
Change Request S3. 2 received in Amend 29. 

HUKILL.H.D. Metropolitan Edison Co. 80/12/03. Ip. 07201:169. 


8012170481 Advises that fuel assenblg holddoun spring eiam vas 
completed on fuel assemblies in spent fuel poo.!. No failed 
springs mere found. 

HWILL.H. 0. Metrcpol itan Ed ison Co. 80/12/09. Ip. 07270:290. 


8012220730 Notification of 801216 meeting u/S&lf owners group In 
Bethesda.MD re resolution programs & scftadulei of TMI-2 
task action plan items. 

THROMi E. D. Reactor Sgsteni Drench. flO/12/09. 2pp. 


8012240474 Notification of 801216 meeting w/BEW owners group for smell 
break LOCAe In BethesdarMD for presentation of programs & 
schedules for resolutions of THl-2 task action plan Items. 

THROMiE. D. Reactor Egstems Branch. 00/12/09. 2pp. 


8t>t2160S21 Forwards info re environ qualification of sa f etg-re latad 
equipment per 801001 request. 

HUKILL.H.D. Metropolitan Edison Co. 80/12/12. 2pp. 07263:091. 


6012370733 Forwards listing of outstanding Tech Specs change requesti 
auattlng NRC review 6 approval tt respective imp lamentation 
period requests. 

HUKILL.H.D. Metropel iten Edison Co. 80/12/16. 2pp. 07303:230, 


8012300398 Forwards response to Items 3 L 4 of 000811 1 tr. provi ding 
addl financial Info 1> co.nments on 801107 programmatic EtS. 
KUKILL.H.D. Metropolitan Edison Co, 80/12/22. 4pp. 07390:001. 


8012300608 Informs that licensee response to NUREO-0737 will be detaued 
until 810109. 

iHUKILL.H.O. Metropol I tan Edi ton Co. 80/12/24. Ip. 07337:329. 


0. Inspection reports. IE Bulletins L correspondence 


8012020210 Forwards IE Insp Sept 50-289/80-26 on 800910-12. Mo 
eioncomp I iance noted. 

CARLSOIIj R, T. Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch. 80/10/02. 2pp. 07142:093, 


—8012020216 IE Insp Rep t 50-289/80-26 on 000910-12, No noncompl iance 
noted. Major eraas inspected. work activities L qualltg 
records re restart program. 

PAOUIKO.R. J. Region 1, Phi ladelph la. Office of the Director. 
EBNETERi B. D, Region t. Philadelphia. Reactor Construction L 
Engineering Support Branch. BO/IO/OI. 4pp. 07142:099. 


8012160304 Forwards IE Insp Rept 30-289/80-27 on 800910-30. No 
nancompliance noted. 

BRVMNERtE. J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/09. 2pp. 07261:359. 


-8012160309 IE Insp Rept 50-289/80-27 on 800910-30. No noncempllance 
noted.Majo.r areas Inspected; maint activities re concerns 
•fpressed In prehearing proceedings of A9LB. 

flETTENHAOSEN. L. Region I, Ph 1 Udelphia, Office of the Director. 
KEIMIOtR. R, Region 1. Ph i ladel phia. Reactor Operations Nuclear 
Support Branch. 80/10/08, 11pp. 07261:397. 


8012300169 Forwards” IE Insp Rept 90-289/80-28 on 800923-29, No 
noncompliance noted. 

CARLSONfR. T. Region i. Ph 1 ledelph la. Reactor Construction 6 
Engineering Support Branch. 80/10/14. 2pp. 07396:284. 


—8012300169 IE Insp Rept 50-289/80-28 on 800923-25. No noneompUanee 
noted. Major areas ins pac ted: ins tal la t ions associated w/flre 
protection program nods under Task NM-40. 

KOLTAY.P. Region 1. Philadelphia. Office of the Director, 
EBMETER.8. Region 1 >, Philadelphia. Reactor Conetructian & 
Engineering Support Branch. 80/10/10. 3pp. 07336:886. 


8012020321 Requests that response to IE Bulletin 80-19. "Possible Loss 
of Emergcpcq Notification Sgs <EN3} M/Loss of Offsite 
Power." be resubmitted w/oath or affirmation within 10 dags 
of receipt of Itr.per 10CFR90. 54. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 

80/10/23. Ip. 07143:119. 


0018170404 Forwards IE Info Motlee 80-38. "Cracking in Charging Pwap 
Casing Cladding," No written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
80/10/30. Ip. 07267; 116. 


8012020791 Forwards resubatltted response to IE Bulletin S0-t9 L 
required oath of affirmation per NRC 801023 Itr. 

HUKILL.H.D. Metropolitan Edison Co. 80/10/31. ip. 07147:332. 


"8012020799 Submits response to IE Bulletin 00-15 u/requlred oath of 
affirmation per NRC 60.1023 Itr. Review of emergency 
notification sgs conducted in conjunction w/Bell of PA.Sgs 
will remain functional in event of loss of off-Jite power. 
HUKILL.H.D, Metropolitan Edison Co. 80/09/89. 3pp. 07147:333. 


8012120141 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Haleola 
Foundry Co. Inc, " Hritten response required. 

ORIER.B.H. Region 1. Ph i lade Iph la. Office of the Director. 

B0/11/D6. Ip. 07230: 200. 


8018190386 Informs util of Issuance of new NRC personnel identification 
badges, ef fee tivc after BOl 130. Exanp te end. 

MARTIN. If. J. Region 1. Philadelphia. Safeguards Branch. 80/11/06. 
3pp. 07286:147. 


B012030764 Forwards IE Info Notice 00-40. "Excessive Nitrogen Hupplg 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oipr essur i la tlan. " No written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
60/11/07. Ip. 07190:272. 


8012080549 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
In Decay Heat Renoval Sys at Davis Basse Unit t. " No 
responie required. 

ORIER.B.H. Region 1. Ph i ladelphia. Office of the Director. 

00/11/10. ip. 07182:360. 


8012040095 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manp ower associated w/ corrective actions. 

ORIERiD.H. Region 1. Philadelphia. Office of the Director. 
0O/il/14. Ip, 07198:018. 


8012820079 Ack receipt of 801103 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-269/80-24. 

MARTIN.N.O. Region 1. Ph i ledelphla. Safeguards Branch. 80/11/18. 
Ip, 07306:391. 


— 8012220080 Responds to NRC 801008 Itr re violations noted In IE Imp 
Rept 90-269/80-24, Corrective actions withheld (ref 
10CFR2. 7901. 

HUKILL.H.D. Metropolitan Edison Co. 60/11/03, Ip. 07306:392. 


—8012220082 Forwards IE Insp Rept 80-289/80-24 on 000823-29 l» notice Of 
violation. Notice of violation withheld (ref 10CFR2. 790). 

MARTIN.U. 0. Region I. Philadelphia. Safeguards Branch. 80/10/00. 
2pp. 07306:393. 


—0012220085 IE Insp Rept 90-209/80-24 on 800825-29. NoneompUanee nolid: 
isolation tone not maintained as required. Deta 1 Is withheld 
(rif IO0FR2, 790), 

SMEPHERDi R. E. Region 1. Philadelphia. Office of the Director. 
DEVLIN. V.H. Region I. Philadelphia. Safeguards Branch. eO/10/06. 
ip. 07306:399. 


8012290691 Advices that written response is required to IE Bulletin 
00-23. "Failures of Solenoid Valves Nfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

ORIER.B.H. Region 1. Ph i ladelph la. Office ef the Director. 
80/11/19. Ip. 07299:090. 


8012040242 D1 seusees plans for shift staffing per IE Insp Rept 
90-269/80-19 on 809723-29. Questions plans for replacament 
operators following any author! lat ion for restart. Requests 
info re training plans 90 days prior to scheduled restart. 

REID.R.N. Operating Reactors Branch 4. 80/11/20. 4pp. 07156:169. 
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B012040S08 Foruardf IE Bullstin 80-24i "Praventlon of Damage Due io 
Hatar Uaaliage Inelde Containment. lirittan reeponee 
req.ulred. Raqueete info on manpouer eipended. 

ORIERiB.K. Region li Philadelphia) Office of the Director, 
eO/11/21. 2pp. 07169:202. 


0018090569 Forward s Info Notice 80-48) “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
0R1ER)B.H. Region 1> Philadelphia) Office of the Director. 
80/11/24, Ip. 07174:056. 


8012220338 Forwards IE Health Phqslcs Appraisal Rept 90-889/S0-82i 
notice of violation ti significant appraisal findings. 

ORIER. B.H. Region t) Philadelphia) Office of the Director. 
80/11/26 9pp. 07300:036. 


"8012220342 Notice of violation from health phgslcs appraisal on 
80d72e-OB08. 

> Region !> Philadelphia, Office of the Director. 80/11/19. 4pp. 
07300:041. 


—8012220348 IE Health Phgsics Appraieal Rept 90-209/00-22. Noncomp 1 lance 
notadilacit of effective mgt oversight in assuring 
radiological control S) training t; radwaste organisation not 
claarlg defined. 

NEELY.O. R. I NIMITZ.R.L. ) DONALDSON. D. E. Region 1> Philadelphia. 
Office of the Director. 00/11/19. 279pp. 07308:049. 


8012160446 Submits interim rept In response to IE Bulletin 79-17. "Pipe 
Gracka In Stagnant Borated Hater 8gs at PUR Plants." Sis 
welds remain on repalr/rep tacsment list will be completed 
bg end of gr. 

NUKILL.K. 0. Hetropolitan Edison Co. 80/12/18. 2pp. 07263:099. 


R. Periodic operating reports L related correspondence 


8012020482 Forwards observation wells data sheet tnadvertentlg omitted 
from 801119 rept, 

RIETHLEiU. E. Oenerel Public Utilities - OPU Service Corp. 00/11/24. 
3pp. 07140; 129. 


0012160473 Forwards "TMI Aquatic Studg. Month Ig Rept for Oct 1980." 
Requests NUREO-0996 re nenrad iolog leal consequences of 
facilltg accident on aquatic biota U fisheries of 
Suiqehanne River. 

TElTTiT.R. General Public Utilities - OPU Service Corp. 80/12/09. 
Ip. 07249:011. 


"8012160486 "TMI Aquatic Studg. Month Ig Rept for Oct 1980." 

NARDACCItO. A. Ichthgo tog ical Assoc la tes. Inc, 80/12/09. 27pp. 

07249:012. 


8012190917 Forwards monthlg operating rept for Nov 1900. 

NUKILLjK. D. Metropolitan Edison Co. 80/12/19. ip. 07287:091. 


— 8012190919 Monthlg operating rept for Nov 1900, 

MITCHELL. D. 0. Metropolitan Ed I eon Co. 80/12/19, 6pp. 07887:092. 


6. Reportable occurrences. LERs ti related correspondence 


8012190092 PNO-TMI-80-53; on B0180e.utll Issued press release stating 
that claim of four billion dollars was filed against NRC 
for negllence rs psrformance before TMt-2 incident bated 
on as time ted cost of TKl-2 cleanup. 

CQHrEiR.. SHANBAKY. M. , COLLINS. J, TMI Program Office. 00/12/08. 
8pp. 07862: 136. 


8012190110 PNO-TMI-80-94: on 801209. fire started In reactor bldg 
containment sump apparsntlg from sparks from air-arch 
cutting operations on grating above sump. Fire astlnguishsd 
u/o damage. 

BAVERKAHP. D. . SHANBAKY. M. . COLLINS. U. TMI Program Office. 00/12/09. 
2pp. 07802: 138. 


T. Hsarlng transcripts on non-antitruit matters 


8012040976 Transcript of 801119 hearing In Harrisburg. PA rs restart. 
Pp Sf 940-6. 140. 

a Atockie Safttg and Licensing Board Panel. 80/11/19. 200pp. 

07168:200. 


6012040971 Transcript of 001120 hearing In Harr isborg. PA re restart. 
Pp 6. 141-6.391. 

a Atomic Safetg and Licensing Board Panel. 80/11/20, 2l0pp. 
07162:001. 


8012040564 Transcript of 80t 121 hearing In HarrisburgiPA re restart. 
Pp 6, 392-6, 456. 

a AtOiTic Safetg and Licensing Board Panel. BO/tt/21. t04pp. 
07167:001, 


0012040966 Transcript of BOl 124 hearing in Harrisburg. PA re restart. 
Pp 6. 457-6,596. 

a Atomic Safetg and Licensing Board Panel. 00/11/24. lS9pp. 
07164:870. 


0012040556 Transcript of 001125 hearing in Harrisburg. PA re restart. 
Pp 6.597-6.823. 

a Atomic Safetg and Licensing Board Panel. 00/11/25. 226pp. 

07164:001. 


8012100177 Supplemental testimong in response to ABLB Question 6 re 
emargeneg feedwater re 1 lab i 1 1 tg . Prof qualifications 6 
Certificate of Sve enc 1 . 

KEATEN, R.U. Oeneral Public Utilities - OPU Service Corp. 
COLtTZ.J.J,. RQSS.M.J Metropolitan Edison Co. 00/11/29. 25pp. 

07218:208. 


8012040970 Transcript of 001126 hearing in Harrl sburg. PA re restart 
Pp 6,824-6,937. 

a Atomic Safetg and Licensing Board Panel. 80/11/86, I13pp. 
07168:001. 


0012040960 Transcript of Subcommittee on TMI-I Restart 801180 meeting 
in Mash ington. DC re NRC status rept on evaluation -of 
licensee compliance U/790B09 order or NUREO-0600 Pp 1-260. 

Vi fwgraphs enc I 

a ACR8 - Advlsorg Committee on Reactor Safeguards. 00/11/20. 
260pp. 07166:001. 


S012040972 Transcript of ACRS Subcommittee on TMI-1 801129 meeting In 
Uashingten. DC. Pp 261-430. 

a ACRB - Advisorg Committee on Reactor Safeguards. 60/11/29. 

I69pp. 07195; 008, 


0012040994 Transcript of Bubeonmittee on TMI-l 801189 mettlng in 
Mash ington. DC. Pp 431-51 6. Afternoon session. 

a ACRS - Advisorg Committee on Reactor Safeguards. 00/11/29. 85pp, 

07i69;097, 


8012120444 Transcript of ASLB 801202 evidentlarg hearing in Harrisburg, 
PA rs restart, Pp 6.938-7.143. 

a Atomic Safetg and Licensing Board Panel, 80/12/02. 206pp, 

07895:091. 


0012110492 Transcript of 001203 .meeting in Harrisburg, PA re restart. 
Pp 7. 144-7,332. 

a Commissioners. 80/12/03. I58pp. 07226:210. 


8012090096 Transcript of 24ath ACRS general meeting on 801204 in 
Uashington. DC re facilitg restart. Pp i-176. Viewgraphs encl. 
a ACRB - Advisorg Committee on Reactor Bafsguards. 00/12/04. 
176pp. 07190:320, 


8012290947 Testimong re UC8 Contention 7, Absence of direct indication 
of core water level presents undue risk to public health It 
safetg. Prof qualifications 4; Certificate of 8vc end. 

PDLLARDiR.O. Union of Concerned Scientists. 80/12/04. 22pp. 

07333; 102. 


0012220192 Transcript of 801209 restart hearing in Harrisburg, PA. 
Pp 7, 934-7, 731. 

a Atomic Safety and Licensing Board Panel, 80/12/09. 196pp. 

07305:001. 


8012290990 Forwards corrected testimong of DF Rost & RA Capra in 
response to ASLD question on UCS Contention 0. Cer t i f teate of 
Sve encl. 

CUTCHIN, J. M. Hearing Branch 3 80/12/09. 3pp. 07332:103. 


--8012290962 Testimony in response to ASLB questions on UCS Contention 8. 
Prof qualifications end. 

ROSS, D. F. , CAPRA. R. A Division of Systems Integration, 80/12/09. 
63pp. 07332: 106. 


8012290386 Transcript of 801210 restart hearing in Harrisburg, PA. 
Pp 7, 732-7, 946. 

a Atomic Safety and Licensing Board Panel. 00/12/10. 2iSpp. 
07331:319, 


8012290361 Transcript of 801211 hearing in Harrisburg, PA re TMI-t 
rastart. Pp 7, 947-0, 139. 

a Atomic Safety and Licensing Board Panel. 00/12/11. 94pp. 

07343: 148. 



102 


DOCKETED ITEMS 


e012Za0397 Tran»itTipt of 801212 restart Searing in Harr isborg. PA. 
Pp S. 140-0. 2S3. 

■» Atonic Safetij and Licensing Board Panel. 80712/12. 120pp. 

07337: 182 


8012300604 Transcript of 801216 .neetlng in Harrisburg. PA re restart. 
Pp a, 239-8, 479. 

* Atonic Safetg and Licensing Board Panel. BO/12/16. SZOpp. 
07335: 1&3. 


DOCKET 50-293 PILORIH NUCLEAR POWER STATION. UNIT 1 


A. Appl ica t lon/c ons t rue 1 1 on stage documents L correspondence 


8012020915 Responds to IfA Caswell concerns re monitoring of radiation 
received by residents living near nuclear power plants. No 
sinple device can measure internal radiation. TLDs used bo 
measure eiternal radiation around facilltg. 

DIRCK6.U.J. Office of the Ececutive Director for Operations. 
eO/ll/06. 3pp. 07141 ; 053. 


8012300592 Transcript of 801217 meeting in Harrisburg . PA re restart. 
Pp 8.480-8.656. 

« Atomic Safety and Licensing Board Panel. 90/12/17. 176pp. 

07335:004. 


— 8012020821 Tech Spec Pages iSi-lBB re environ monitoring t< surveitUnci 
requl r SiTien t s. Bad ia t i on Policy Council agenda item re 
monitoring 4; surveillance enel. 

* Boston Edison Co. 72/09/30. lOpp. 07141:055. 


801231,3014 Transcript of 601218 hear ing in Harrisburg, PA re restart, 
pp 8,637-8,859. 

• Atomic Safety and Licensing Board Panel. BO/12/18. 202pp. 

07360:067. 


8012310222 Advises that re^iuested documents uill be placed in LPSR for 
imp i copyi^’g- Includes DQE rept EOO-S5DC-S223. 

MUREO/OR-OllO. V Stello 001020 Itr.L BleVult 790726 memo b 
recent operator license atams. 

SWANSON, 0. T. Hearing Branch 1. 00/12/24. 2pp. 07369:289. 


--8012310228 For'jards NRC proposed testimony re licensee ngt capability. 
Includes testimony by LP Crocker.FR A1 lens path. BA Bsger 6 
RR Keinlg. 

SHAK'SO.N. 0. T. Hearing Branch 1. 80/12/24. 2pp. 07369:291. 


F. Security, medical, emergency 6 fire protection plans 


9012050338 Informs of e « I . i 'i communications lys review 6 

resulting mods to emerg nvy ,tc ci f icat idn sys k health 
physics network. NRC will have lamps inseallsd on emergincy 
telephones in all control rooms & technical support ctrs. 

GRIER, B.H. Region 1. Philadelphia. Office of the Olrector. 
aO/T 1/14. 2pp. 07174- 269. 


6012010465 Forwards comments resulting from review of 000701 emergency 
plan against NIJREC-06S4 cr 1 ter la. Add 1 info re(iulr#d 
addressing stds in lOCFRSO. ef f ec t i ve 801103. Plan should be 
submitted within 45 days. 

IPPOLITO, T. A. Operating Reactors Branch 2. 80/11/17. 26pp. 

07093: 110. 


— B012310232 Transcript of BA Boger testimony re licensed operator 
training (Aamodt Contention 2>. Prof qualifications end. 

BOeEft.B.A Operator Licensing Branch. 00/12/24. 9pp. 07369:293. 


--B012310239 Transcript of RR Keimig testimony re mgt capability t-o 
operate nuclear generating station (Antinuclear Group 
Representing York Contention 4). Prof qualifications end. 

KETHtO, R.R. Region 1. Philadelphia, Reactor Operations Nuclear 
Suppo-rt Branch. 80/12/24. 17pp. 07369:302. 


"0012310244 Transcript of BA Boger testimony re licensed operator 
training (Chesapeake Energy Alliance Contention 13). Prof 
qual 1 f Icaticns encl. 

QOCtRi B. A. Operator Licensing Branch. B0/E2/24. 12pp. 

07369: 319, 


--3012310249 Transcript of LP Criscker b FR Ailentgach testimony re 
Aa.modt Contention 2. Prof qua 1 if ica t i ons end. 

CROCKER. L.P. . ALLENSPACll, F. R. Licensee Qualifications Branch. 
aO/12/24, 21pp. 07369:331. 


8012120592 Notification of 801209 meeting w/utll In Bethesda.MD to 
discuss results of review of emergency plan. 

WILLIAHB. II. H. Operating Reactors Branch 2. 00/12/04. 2pp. 

07237: 151, 


0. Adj-udicetory corroipondenca 


8O1219O560 Request for hearing on 801024 re order for mod of llcanse. 
DIONAN.T. 0. Boston Edison Co. DIONAN, T. 0. Ropes b Gray. BO/12/04, 
2pp. 07286:130. 


M. Genera 1 correspond one e 


801209025S Forwards UA Caswell 600825 proposal that dtlians residing 
within 5 miles of nuclear power plants have right to annual 
monitoring of radiation in bod ies. tionl taring should be 
financed by govt b ut i 1 s. Requests response. 

STUBOS.O.e. House of Rep. 80/09/26. 2pp. 07201:076. 


U. Ceng r essiona l/Eceeut 1 ve Correspondence 


0012040406 Requests that meeting be scheduled w/CW Melttnger of 
Lebanon Steel Foundry to discuss Till situation. 

UALKER. R. 8. House of Rep , Government Operations. 00/11/26. Ip. 
07158; 102, 


V. Operator Examinations 


3012040242 Discusses plans for shift staffing per IE Insp Rept 
50-289/80-19 on 800723-25. Dues t ions plans far replacement 
operators following any author 1 tat Ion for restart. Requests 
Info re training plans 90 days prior to scheduled restart. 

REIOjR.W. Operating Reactors Branch 4. 6-0/11/20. 4pp. 07130:169. 


8012170699 Forwards add I prerequisites for THI-I restart per NUREO-0694 
b Ni)flE0-0737. Required i terns Inc lude control roan, dei ign. NSSS 
vendor review of procedures. sh 1 ft rannlng 6 training for 
mitigating core damage. 

EISEHHifT. D. 0. Division of LUensirjg. 80/11/25. 7pp. 07269:209. 


8012290382 Informs that revised licensed operator qual i f teat i on b 
requal if ieatlon training program submitted In response to 
NRC 800328 Itr found unaeceptab le. Program must be revised. 
Incorporating lte.-n« listed in enel. 

COLLINS.P.F. Operator Licensing Branch. 80/12/01. 6pp. 07345: 120. 


8012310075 Notifies that licensee revised licensed operator 
qualification fe requal i flcat Ion training program Is 
unacceptable. Open book quities for periodic evaluation of 
operator inculedge are Inappropriate, Com.ments encl. 

COLLINS.P.F. Operator Licensing Branch. 00/12/01. 6pp. 07371: 152. 


0012020815 Responds to HA Caswoll concirns re monitoring ef radiation 
received by residents 1 ivitsg rtear nuclear power plants. Mo 
simple device can measure Internal rad lat ion. TLOs used to 
measure ei tei-nal radiation around facility. 

DinCKS.U.J, Office of the Executive Olrector for Operations. 
80/11/06. Spp. 07141 ; 053. 


--8012020821 Tech Spec Pages 181-168 re environ monitoring b survtlllatic 
requirements. Rad I at ion Policy Council agenda item re 
monitoring b surveillance encl. 

* Boston Edison Co. 72/09/30, lOpp, 07141:035. 


P. Operating license stage documents it correspondence 


6012160030 Ltr to operating plant licensees. OL applicants & CP holders. 
Forwards NURE-0-0737 re THI action plan requlraments, Requasts 
operating reactor licensee confirmation In 43 days that 
Encl 1 implementation dates will be met. 

EICENHOT. 0. G. Division of Licensing. 80/10/31. 7pp. 


B0122203SB Ltr to a 1 1 CP b OL holders for Blfflt re requirement for 
Implementation ef ODYM code foi- licensing basis calculations 
performed by GE. App 1 icab le to all license applications b 
proposed amends. Inc lud 1 ng core reloads. 

EIBENHOT.O. 0. Division of Licensing. 80/11/04. 4pp. 07307:333. 


0012010096 Responds to NRC 600702 ltr re model Tech Specs for 
Implementation of NURE-G-OSYS. Category A requirements. No Tech 
Spec changes are neces ssry. Lists reasons to support final 
dec 1 slon. 

MORlSIfA. V. Boston Edison Co. 80/11/06, 4pp. 07098:210. 
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80I20104S3 ConFirra« 601031 oral authorization to amend Tech Specs. 
Re^ulTenents of 3.5.0 limiting conditions for operation 
uilvcd until 601107 if only reason for sgs Inoperability is 
nliills damage to screen uash pumps due to tornado. 

MQVAKj T. M. Assistant Director for Licensing. 80/11/07. 2pp. 
07095: 105. 


8012220563 Ltr to all pouer reactor licensees forwarding NURE0-06t9i 
"BHR Feedwater Mottle t. Control Rod Drive Return Line 
Houle Cracking.” Confirmation that implementation dates 
will be met must be sent within 45 days. U/o end. 

EI6ENHUT> D. 0. Division of Licensing. 60/11/13. Ip. 


SD12060377 Forwards Amend 44 to License 0PR-35< safety evaluation b 
notice of issuance b ava 1 lab 1 1 1 tg. 

IPPOLtTOiT.A Operating Reactors Branch 2, 80/11/17. 2pp. 

07186: 283. 


— 0OI8O8OS73 Amend 44 to License 0PR-35i mod i f y ing Tech Specs for 
temporary relief from limiting condition of operation in 
Section 3.5.0 re operability of salt svc water sys. 

IPPOLITOt T. A. Operating Reactors Branch 2. 80/11/17. Spp. 

07186:265. 


'8OISO6057B Safety evaluation supporting Amend 44 to License DPR-35. 

* Office of Nuclear Reactor Regulation! Director. 80/11/17. 2pp. 
07166: 290. 


-3012080582 Notice of issuance b availability of Amend 44 to License 
DPR-35. 

IPPOLITOi T. A. Operating Reactors Branch 2. 80/11/17. 2pp. 

07186: 292. 


8012010333 Proposed Change 80-6i amend Ing License DPR-3S> re Tech Specs 
for single loop operation. Safety evaluation b Class III fee 
end. 

HOUARDiJ. E. Boston Edison Co. SO/M/21. 1 4pp. 07097:336. 


■8013010241 Proposed Tech Specsi Sections 3. 0 b 3. 0 re single loop 
operation. 

# Soston Edison Co. 80/11/31. 13pp. 07097:348. 


6012170483 Responds to NRC 800934 ltr requesting mods to power supply 
for reactor protection sys. Enginearing evaluation for 
changes will be completed by liar 1981 Proposed nods will be 
submitted by Apr 1981 b Installed during refueling outage. 

HGRIsr.A, V. Boston Edison Co. 80/11/26. Ip. 07270:291. 


6012230485 Responds to 800911 memo requesting that Ofc of Nuclear 
Raac tor Regulat ion Inform licensees of need to comply 
w/revlsed Agreement State burial site cond 1 tions. Forwards 
results of IE survey. 

DENTOlliH.R. Office of Nuclear Reactor Regulationi Director. 

80/ 13/04 . 2pp. 


— 8012320506 Forwards tabulation b summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
hava been ecpanded at 37X of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BAMSARTiR.L. Effluent Treatment Bystams Branch. 80/11/06. 0pp. 


8012230354 Discusses development of continuous monitoring program to 
detect movement of b damage to breakwater armor stone. 

Requests rapt be eonsidared part of regular reporting 
requirement. 

N0SI8I.A. V. Boston Edison Co. 80/12/05. Spp. 07311:142. 


8012300691 Forwards Amend 43 to License 0PR-3S b notice of issuance b 
ava i labl 1 1 ty . 

IPPOLITOi T. A. Operating Reactors Branch 2. 80/12/10. 3pp. 

07363:016. 


--8012300697 Amend 45 to License DPR-35i revising Tech Spec provisions re 
high radiation areas to provide more comprehensive treatment 
of requirements. 

IPPOLlTOiT. A. Operating Reactors Branch 2. 80/12/10. Spp. 

07363: 020. 


--8012300700 Notice of issuance b avallab i 1 1 ty of Amend 45 to License 

IPPOLITOi T. A. Operating Reactors Branch 2. 80/12/10. 2pp. 

07363:027. 


3012240272 Informs that review process is continuing to compare various 
aspects of new crl ter la contained in NUREO-0737 w/eultting 
pasl tions. Comments on positions identified in NURE<i-0737 
. anc 1 . 

M0RI3I.A. V. Boston Edison Co, 80/12/13. 95pp. 07323:057. 


0. Inspection reports. IE Bulletins b correspondence 


8012020316 Requests that response to IE Bulletin GO-tSi “Possible Loss 
of Emergency Natiftcation Sys (ENSI ii/Loss of Offsite 
Poweri '■ be resubmitted w/oath or affirmation within 10 days 
of receipt of Itriper 10CFR50 54 

ORIERrB.H. Region li Philadelphia! Office of the Director. 

80/10/23 Ip. 07143:109. 


8012120072 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required 

OfllER.B.H. Region 1. Philadelphia. Office of the Director. 
eO/U/ 06 , Ip. 07230:273. 


8012190340 Informs util of issuance of new NRC personnel identification 
badges, ef fee tive after 601 130. Etamp I e anct. 

MARTlMiN. J.. Region 1. Philadelphia. Safeguards Branch. 80/11/06. 

2pp. 07286:099. 


8012030770 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i tat ion. " No written response required. 

6RIER.0.H. Region I. Philadelphia. Office of the Director. 
BO/M/07. ip. 07150:284. 


8012240242 Resubmits responses to IE Bulletin 60-15. "Possible Loss of 
Emergency Notification Sys (ENS) U/Loss of Offsite Power."' 
under oath of affirmation. 

MORISI.A.V. Boston Edison Co, 80/1 1/07. Ip. 07328:212. 


•8012240256 Responds to IE Bulletin 8-3-lS. "Possible Loss of Emergency 
No t if lea t (on Sys (ENS) N/Loss of Offsite Power.” Audio 
circuits of ENS failed to have uninterrupted power 
supply for e.nargency backup power. 

liORISI. A. V, Boston Edison Co 80/11/07. 3pp, 07320:213. 


--8012240270 Provides supplemental response to IE Bulletin 00-15.. 
"Passible Loss of Emergency Notification Bys (ENS) N/Loss of 
Offsite Power." Nods b testing of ENS ring circuits in NRC 
ofc trailer ettenslon phones completed on 000930. 

MORISI.A.V. Boston Edison Co. 80/11/07. Ip. <. 07328:216. 


8012080477 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Bys at Davit Besse Unit 1." No 
response required 

DRIER. B.H. Region 1, Philadelphia, Office cf the Director. 
ao/M/tO, Ip. 07102:333, 


8012040050 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

DRIER, B.H. Region 1. Philadelphia, Office cf the Director. 
80/11/14, Ip. 07170:001. 


6012220629 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIERiB.H. Region 1, Philadelphia. Office of the Director. 
80/11/19. ip. 07293.109. 


8012040504 Forwards IE Bulletin 60-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment." Ifrltten response 
required. Requests info on manpower etpended. 

ORIER.B.H. Region 1, Philadelphia. Office of tha Director. 
80/11/21. 2pp. 07169:196 


8012050528 Forwards Info Notice 80-42, "Effect of Radietlon on 
Hydraulic Snubber Fluid." No written- response required. 
ORIER.B.H. Region 1. Ph i ladelphia. Office of tha Director, 
80/11/24. Ip. 07174:026. 


R. Periodic operating reports b related correspondence 


8018160416 Forwards monthly operating rept for Nov 1960. 
KACHON, R D. Boston Edi son Co. 83/12/01. Ip. 07254:117. 


--8012I60418 Monthly operating rept far Nov 1980. 

WHITNEY.Q.O. Boston Edison Co. 80/18/05, 6pp, 07854:110. 


8018890172 Forwards revised monthly operating rept for Oct 1980, 
MACHQN.R.D, Boston Edison Co. 60/18/17. Ip. 07344:166. 


— 80188'90!76 Revised .monthly operating rept for Oct 1900. 

HHITNEV. 0, 0. Boston Edison Co. 00/12/17. Ip. 07344:167. 
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S, f) e p Oi’tdli 1 e occui'ranc«i; LERi l> related cerreepondence 


S01S070336 Retjionde to 801031 lelcon re reactor csolant ai^e 
depr easur i I at ( on at 'facilitij on S0103I. Enu.nera t ee actions 
taken bij utii & requests response if such actions differ 
froit actions actual lij planned by util 

ORlERtB.H Region 1 > Philadelphia. Office of the Director 
BO/10/31. Ip. 07207:010 


80ia0205'?9 Forwards LER eO-O35/03L-O, 

t1AC>IO.‘<.n D. So s ton Edison Co. 80/ II /SO. Ip. 0714S:3d)3. 


—801203060* LER eO-OSS/OSL-O: on 801023. HPC I sys turbine reached I SOX of 
4 1 000 rpn full flau sp eed> r ender ing sys i noperab ) e. Caused ty 
failure of turbine governor L resistor in speed control 
circuitry Covernor t> resistor replaced. 

HCLOUOHlJM. Id. T Boston Edison Co, 30/U/20. Ip, 07143:869. 


8012010341 Forwards LER eo-0a6/04L-0. 

MACRSN.n.D. Boston Edison Co. 80/11/34. Ip. 07093:161, 


—8012010347 LER eo-oa6/04L-0: on 801024, c ondens er delta T eiceeded Teeh 
Spar liipit. Caused by increasing sea water t ectp 6 loyering 
tide level, 

!1CL0L'CMl 1«. 11 T. Boston Edison Ca. BO/ll/24. Ip. 07092:162. 


80I202061S Forwards LER QD-QQ4/01 X-O. 

MACHOM. R D. Boston Edison Ca. 80/11/28. ip. 07145:276. 


— 8012070622 LER 80-084/0 1 X-O' on 801113, leak discovered In 2-lneh reactor 
vessel drain line connected to reactor uater cleanup syi. 

Caused by slag incEusions in pipe coupling weld due to 
fabrication def ec t . Reac tor shut doun L ye I d repaired. 

* Boston Edison Co. 80/11/28, 2pp, 07145:277. 


90IW080409 Forwards LER 60-OB2/03L-1. 

MACHOri.R.D. Boston Edison Ca 80/12/01. Ip. 07186:314. 


—8018090417 LER aO-082/03L- 1 : on 801030. reviou of BOIOIO event re 
ovarcurrent trip of 480-volt breaker SS2-204 revealed 
similar events occurred in June 1979 U Apr 1930. Cause 
un k noun. Rev 1 <y of current loading requested. 

MCLOUGHLIN, «, T, Boston Edison Co, 80/12/01. Ip. 07186:313. 


8012100573 Forwards LER 00-094/01X-1 , 

nACHOIl. R. □. Boston Edison Co. 80/12/01. Ip. 07218:139. 


--S012I00576 LER 80“0fl4/01X- 1 : on 601ll3>uater leak discovered from 2- 
Inch reactor vessel drain line. Caused by faulty weld. Held 
isolated & ground out. Coup 1 ing veuelded. 

HCLO’JOHLlN.tl T Boston Edison Co. B0/II/2B. 2pp. 07218:160. 


8012150091 Forwards LER BO-OS7/oaL-0. 

HACHOIl, R. D, Baston Edison Co. BO/12/05 Ip. 07237;2e5, 


■--8012180092 LER 80-087/03L-0 en 801106, leak rale In dryuell calculated 
at 5. 9S gpm. Caused by leaking packing on S recirculation 
pump discharge motor operated valve 202-5S, Valve repacked, 
MCLOVOHlIH. h, T Boston Edison Co, 80/12/05, Ip, 07237:286. 


8012220442 Forwards LER 8O-Oe0/O3L-O, 

HACHOTI.R D, Boston Edison Co. 80/12/16. Ip, 07307:358. 


-“90122204S7 l.ER 30-088/03L-0' on 831116, found low deisel fire pump 
IP-140> flow rate during surveillance test 8 0. 1, Caused by 
diasel generator operating at appror 1650 rpm. Diesel 
governor control adjusted. 

MCLOUSHlTN. II T Boston Edison Co, 60/12/16, Ip. 07307:339. 


8012230351 Foruards LER 80-OS9/03L--0. 

ItACHOIJjR D. Boston Edison Co. 80/12/17. ip. 07311:236, 


—8012230396 LER 80-009 /OSU-O’ on 901 1 1 7, torus water level indicator LR 
5033 on panel C903 in control room began to oscillate 
Irradlcally, Instrument declared Inoperab I e. Caused by failure 
of forced balanced motor boyancy level transmitter, 

KCLOVOHlINp M, T 80 s ton Edison Co. BO/12/ 17. Ip. 07311:257. 


6012300401 Forwards LER 80-090/041-0. 

HACKONtR.O Boston Edison Co. 30/12/19, Ip, 07399:352. 


0Ol33wO4O7 LER 80-090/041-0: on 601215, analy 5 1 s rept received indicating 
epeessive mussel sample Caused by facility operation. 

IICLQUOHlIK. II. T, Boston Edison Co. 80/12/19. Ip. 07359:353. 


80I22V0331 Foruards LER 80-091 /03L-0. 

HACHQIliR.D. Boston Edison Co, 80/12/23. Ip. 07343:103. 


— 8012290349 LER 80-091 /O3L-0: on B0U22, air operated valve 5049K 
did not operate during routine surveillance testing for 
dr ywe II to torus vacuum breaker operability. Cause yet to be 
determined Investigation schedul ed> rept to be Issued. 
HCLOUOHLlNffl. T. Boston Edison Co. 80/12/22. Ip. 07343:104. 


U. CoTtgres i 1 onal /Esecut i ve Correspondence 


30123'0'0176 Inquires about plant containment dome U questions raiseid re 
dasig,i stds at facility. 

TSONOAS. F. E. Senate. 80/12/16. ip. 07356: 2B9. 


D0CK6I 50-295 ZION NVCLEAR POWER STATION, UNIT 1 


F. Security, modlcal, emergency 6 . fire protection plans 


8012040248 Informs of no present Implementation requirement re fire 
protecticn mods Comp I e t ion of items uill be governed by 
schedules in revised 1OCFR50. 48 to be published In PR 
notice. 

EISEI4HUT. S. a. Dlvlsian of Licensing. 80/11/17. 3pp. 07170:207. 


8012020167 Discusses planned mods to emergancy notification sys tc 
health physics network. KRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. II /o end health physics network manual. 

KERPLERtJ.D. Region 3, Chicago, Office of the Director. 80/11/19. 

2 pp. 


6012120576 Resubmits security plan revisions, in response to NRC 800910 
L 1119 Itrs.Plan withheld from public disclosure (ref 
10CFR2, 790). H/o end, 

ABkiL, 'J. S. Commonwealth Edison Co. 80/12/08. ip. 


8012290346 Forwards evaluation of fire protection Items provid*<I In 
800430 & 791031 Itrs. Smoke detection sys, gas suppression 
sys, CER lupprasslon. sys I: water suppression sys found 
accep tab I s 

VAROA, S. A, Operating Reactors Branch 1. 80/12/09.^ Spp. 07346:001. 


H. Oenara 1 correspondence 


8012020642 Responds to B00915 Itr to President Carter. Forwards 
favorable presidential position on nuclear energy. Notes 
efforts to insure safeguards. 

DENTON, II. R. Office of Nuclear Reactor Regulation, Director. 
80/10/27, 5pp 07256:318. 


8012240403 FOIA request for four categories of documents re cracks in 
containment of facility reactors. 

SHINEFlUO, 11. 1 II inois Eafe Energy Alt iance. 80/11/18. Ip. 

07323: 132. 


6012240400 Responds to FOIA request for foui‘ categories of documents rt 
cracks in containment of facility reac tors. Forwards 
NURBO/Cn-l 4! 1 St 800730 summary t presentation from 800617 
technology exchange meeting w/utils.(l/o end NUREQ/CR-141 1. 

FELTON, J. if. Division of Rules and Records. 80/12/15. Ip. 

07324: 306. 


O, Advisory Committee on Reactor Safeguards reports 1< correspondence 


6012020066 Bummany of Subcommittee on Class 9 Accidents 800702 meeting 
in InglawsodfCA re possible mitigation features. 

• ACRE - Advisory Committee on Reactor Safeguards. 80/09/17. Bpp. 


P. Operating license stage documents 6 correspondence 


8012020/53 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs t< describes program NRC is undertaking 
to review capability of operating PlIRs to remove decay 
heat foil cuing earthquake. 

EISEMHUT, 0. 0. Division of Licensing. 80/10/21, 4pp. 


8012160050 Ltr to operating plant licensees, OL applicants CF holders, 
Forwards NUnEO-0737 re TMI action plan requirements. Requests 
aperating reactor licensee confirmation In 45 days that 
End I ir>p t ementa t Ion dates will be i-iet. 

EIBEI4HJT, D. 0. Dlvtslon of Licensing. 80/10/31. 7pp, 



DOCKETED ITEMS 


10B 


aot2S20S&3 Ltr to all pouer reactor licensees foruardinj) NUREO-O&19< 
“0WH Faeduater Not tie 4- Control Rod Drive Return Line 
Motile Cracking. “ Confirmation that implementation dates 
wtll he met must be sent ulthin 43 dags. W/o end. 

SI8ENKUT. D. 0. Division of Licensing. 60/11/13. Ip. 

I 

I 

6012180620 Forwards Amends 33,51 4 43 tb Licenses DPR-2. DPR~19 U 
DPH-a3t respect! velg. Amends 60 t; 53 to Licenses DPR-29 ti 
DPR-30trespectlveli; it Amends 56 it 53 to Licenses DPR-39 ti 
DPR-4Hi respee tlvelg. Safeguards eontingencg plans acceptable. 
CRUrCHPIEi Dr D. Operating Reactors Dranch 5. 60/11/17. 3pp. 


— 60I2IB0669 Amends 38 6 55 to Licenses OPR-39 4 0PR-46t respectivelgt 
rai^uiring implementation of safeguards eontingencg plan. 

VAROAiS. A. Operating Reactors Branch I, 80/11/17. 4pp. 
07271:339. 


8012180671 Notice of issuance of Amends 32i 51 it 45 to Licenses DPR‘-2< 
DPR-19 it DPR“23i respec tivelgj Amend s 60 ir 55 to Licenses 
DPR-29 it DPR-30i respec tivelg it Amends 38 4: 35 to Licenses 
DPfi-39 (t DPR-48r respec tiVB Ig re safeguards eontingencg plan. 
CRUTCHFIELD. 0. Operating Reactors Branch 5. BO/11/17. 2pp. 


6018020103 Reaffirms util commitments re request to replace spent fuel 
rac ks. ASLAB concluded that Inclusion of commitments in OL 
unnecatsarg. Commitments to be included in. updated F8AR. 

TRAMMiT.R. Commonwealth Edison Co. 60/11/20. Ip. 07130:362. 


a0'iai70497 Forwards retiuest for addl info re containment purge 4 vent 
valve operabllltg to complete review of util 600803 
submittal. Descr iptlon of seismic <iua 1 i f i cat ion of valve 
asienblg required. 

VAROArS. A. Operating Reactors Branch 1. 80/11/23. 4pp. 07270:336. 


8012020301 Forwards tabulation of planned environ qualification testing 
gragraffls.in response to NRC 801001 Itr. 

ABEL. J. 8. Comnonwealth Edison Co. 80/11/26. 4pp. 


G01S1109S4 Application to amend Licenses DPR-39 4 DPR-48 to permit use 
of max of four extended burnup fuel assemblies in faelHtg 
Cycle 6 reload. 

TRAMll. T. R. Commonwealth Edison Co. 80/12/03. 3pp. 07223:309. 


■8012110267 Proposed revision to Tech Spec Figure 3.2-6 4 Page 70 to 
permit use of mat of four extended burnup fuel assemblies in 
facflltg Cycle 6 reload. 

a C4m.menwe4lth Edison Co. 80/12/03. 3pp. 07225:312. 


8012220483 Responds to 600911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revlstd Agreement State burial site condl tlons. Forwards 
rcsultp of IE survey. 

DENTONpK.R. Office of Nuclear Reactor Regulatlan> Director. 

80/ 1 2/04. 2pp. 


—8012220506 Forwards tabulation 4 summary of IE survey on low level 
L’aste at Si reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed u/71X 
planning or considering increasing storage capacity. 

BAH0ART<R. L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


8012290342 Informs that lew pressure gross leak test of containment 
nuet be performed prior to any startup from cold shutdown. 

Different gross leak test ensuring containment integrity 4 
eiinlniilng personnel exposure might be allowed. 

VAROAi S. A. Operating Reactors Branch 1. 60/12/08. 3pp. 07346:005. 


B0t2290’2l0 Responds to 000306 itr requesting guidance on testing 
mathods of wedge-opening-loading specimens from facilities. 

NUREO on tubj will be issued by end of 1960 & made 
available to utils by mld-l96t. 

VAROA. 8.A. Operating Reactors Branch 1. 80/12/09. 3pp. 07343:356. 


8012170447 Submits schedule for transmitting proposed Tech Specs 
changes covering 10 TMI-2 Lessons Learned Category A items 
per 800702 reques t. Al ternat B schedule also proposed. 

TRAMHiT.R Commonwealth Edison Co. 80/12/11. 3pp. 07269:148. 


8012170486 Forwards response to NRC 601031 Itr requesting eonf Irmation 
that implementation dates indicated in NURE0~O737 will be 
met.Abllitg to meet required dates for major mods Is 
contingent upon hardware availability 4 delivery. 

ABEL* ♦7.8. Commonwealth Edison Co. 80/12/15. 37pp. 


8'012240tse Forwards confirmation that implementation dates per 
NUflEO-0737 will be met 4 justification for exceptions. 
Oanarally> dates are contingent upon hardware availability 4 
delivery. Comments on safety requirements in Tech Specs.. 
ABELiO. S. Commonwealth Edison Co. 80/12/15. 37pp. 


8012290247 Suppls 800623 response to NRC request far info re adequacy 
of station electric distribution sys voltages. 

TRAHN.T.R. Commonwealth Edison Co. 80/12/19. ip. 07343:141. 


8012300639 Forwards Qethlehem Steel Corp “Rept of Mechanical 4 Chemical 
Test. “ re 700315 Ship.meTit 160- 1 749. Rept discusses Zion 
reactoi' coolant pump support rods. 

TRANM. T. R. Commonwealth Edison Co. 80/12/23. 2pp. 07346:167. 


0. Inspection reportsi IE Qulletins 4 correspondence 


8012170310 Forwards IE Info Notice 80-37, '’Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2. " Mo written 
response required. 

KEPPLERiJ. G. Region 3, Chicago, Office of the Director, 80/10/24, 
If- 


8012020/43 Forwards three Performance Appraisal Branch insp repts & 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate adjustments If/o one 1. 

KEPPUER.J. 0. Region 3, Chicago, Office of the Director. 80/11/18. 
4pp. 


8012040274 Ack receipt of 801001 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/80-09 4 
50-304/80-09. 

HINOi J. A, Region 3, Chicago, Safeguards Branch. 80/11/10. ip. 
07163:265. 


--8019040284 Suppis 800703 Itr re violations noted In 1C Insp Repts 
30-295/80-09 4 50-304/80-09, Corrective act ions : draft to be 
completed stating contractor scraenlng guidelines in more 
precise language. 

ABEL, U. 8. Commonwealth Edison Co. 60/10/01. tSpp. 07163:266. 


8012040037 Ack receipt of 801015 Itr providing results of Dergen- 
Patterson steam generator snubber test ing. Provides list of 
CDCinents. More detail should be provided for stiff spring 
mod which altered original valve block design. 

KEPPLERiJ. 0. Region 3, Chicago. Office of the Director. BO/U/20. 
2pp. 07170:282. 


•0012040064 Forwards "Results of Unit 2 Steam Generator Snubber 
Testing at NH Testing Lab (NHTLI May, 1980, " In responss to 
JO Heppter 800117 Itr request. Based on rept, util has 
conclude d that snubbers successfully comp leted tests. 

ABEL, J, 8, Commonweal th Ed ison Co, 80/10/13. 2pp. 07170:284, 


•8012040063 "Results of Unit 2 Steam Generator Snubber Testing at NH 
Testing Lab iNHTLl May, 1980. " 

» Commonwealth Edison Co. 80/10/13. i2pp. 07170:286. 


6012040667 Forwards IE Bulletin 60-24, "Prevention of Damage Due to 
Nater Leakage Inside Containment." No written response 
required. 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 80/11/21. 

2pp. 


8012060,787 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

KEPPLERiJ. C. Region 3, Chicago, Office of the Director. 60/11/24, 

2pp. 


8012170406 Forwards monthly status rept of evaluations performed in 
response to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Sa f ety-Re 1 ated Piping Sys." No sys identified 
u/streis exceeding 1/2 matl ultimate stress at DOE loadings. 
JANECCK,R.r Commonwealth Edison Co. 60/11/24. t4pp. 


6012230223 Forwards new security badge numbers 4 clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1980 
access lists. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 60/11/25. 

6pp. 


6012100661 Ack receipt of 800919 response to NRC 800818 Itr requesting 
addl info re IE Svlletin 79-14 evaluati ons. Dresden 4 Ouad 
Cities responses to Items 14 3 unecceptab le, s inc e 
requestad info was not Included. 

KEPPLER.J. G, Region 3, Chicago, Office of the Director, 00/11/26. 
3pp. 


8012170352 Forwards IE Info Notice 80-29, Suppl 1, “Broken Studs on 
Tarry Turbine Steam Inlet Flange. “ No written response 
required. 

KEPPLER.J. C. Region 3. Chicago. Office of the Director. 80/11/26. 

2pp. 
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SuppU G03 106 response to IE Bulletin 80-11 re masonrg uaJ I 
lieslgo deliciencg. Neeessari) repairs to lA ualts not Pieetlno 
dcctptance criteria to be completed bij 610101. 

RAUSCH, T. J Conmonuealth Edison Co, 80/12/01 2pp. 07369:282, 

BOiaiOOS79 AfJ receipt of 801119 Ur informinj NRC of steps Ulen to 
correct violations notetf In IE Health Physics Appraisal 
Repts 30-295/80-03 4 50-304/80-04. ' 

HEPPLER,J.e, Region 3, Chicago, Office sf the Director, 80/18/02 
1 p u7g ] a. E©2 

to NRC 800627 3tr re violations noted in IE Health 
Physics Appraisal Repts 50-295/80-05 t 50-304/80-04, 

Corrective ac t 1 ons: present leg control of access to high 
radiation areas ul 1 1 be main ta i ned. 

ABEL, J. S CoRittonuea 1 1 h Edison Co. 80/11/16, ip. 07810' 163 

8018230065 Respond, to IE Sulletin 80-81. -Valve y-pke. Supplied bn 
Malcolm Foundry Co, Inc, ” Mo valve parts east 6u Halcoln 
Foundry planned for use or in use at facilities. 

RAUSCH. T. V Catetnonuea I th Edison Co, 80/12/05. 3pp. 


0012290394 Responds to 801114 I tr re change In insp plans for eharoino 
purap casing suction end plate. Plans will be evaluated for ® ^ 

potB'ntially generic problem 

FIORELLI.e. Region 3, Chicago, Reactor Construction t Enyineerina 
Support Branch, 80/12/09. Ip. 07345:103, ’ ^ 


8018090309 Advisas that util has Instituted interim procedures to 
handle conversion of release rates to emergency 
classlf icatlons for State of AL, as discussed in 801087 
meeting u/HRC t: util 801103 Itr to State of AU. 

MULS. U. M, Tennessee Valley Authority. aO/18/03. Ip. 07200:344, 


8012300648 Requests comments by 810115 re plans to install prompt 
notification sys within 5-mile emergency planning rone. Util 
assessments on fission product releases are consistent u/ 

Info presented at NRC 801118 .meeting. 

MILLS, L.M. Tennessee Valley Authority 80/12/84. Spp. 07308:001. 


F, Operating license stage documents U. correspondence 


8012080733 Forieards seismic qualifications of aurlliary feedwater sui 
in operating PWRs i describes program NRC Is undertaking 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

EI8£(iHVT,'D. 0, Division of Licensing, 80/10/21. 4pp. 


ouiarouoBV utr to operating plant licensees, OL applicants 1. CP holderi. 
Forwards NUREO-0737 re TMI action plan requirements. Request* 
operating reactor licensee confirmation In 43 days that 
Enel J Implementation dates will ba met. 

EISEMHUT, D. 0. Division of Licensing.' 80/10/31. 7pp. 


S01231OSM Act receipt of 801113 Itr informing NRC of steps taken to 
50-304/90-09^^*'"'* ooted in IE Insp Repts 50-893/80-09 & 

07366'^031 Chicago, Safeguards Branch. 80/18/09. Ip. 


8012820358 Ltr to all CP {. OL holders for BWRs re requirement for 
implementation of QDYN code for licensing basis calculations 
performed by OE. AppUeabls to all license applications fc 
proposed amends, including core reloads. 

EieEMHUT, D. 0 . Division of Licensing. 00/11/04. 4pp, 


-8012310590 Responds to HRC BOlOOl ltr re violations noted in IF in.n 

" 5r"'’‘‘"e0-09.»/a end SSmld^c^edn^ 
guidBlines 4 Implementing Itr, * 

ABEU. J. S Commonwealth Edison Co, 80/11/13. Ip. 07366:038. 


power reactor licensees forwarding 
BWR Feedwater NoitU t Control Rod Drive Return Line 




Cl"*' iFB • '* Confirmation that Implementation dates 
will be met must be sent within 43 days. If/o end. 
EISEKHUTi D. O. Division of Licensing. 00/11/13, Ip. 


reperts t related correspondence 


'”9'»khly operating repts for Nov 1900. 

«f(AFS„_R, K. L. Comsonwealth Edison Co. 60/12/05. Ip, 07223:815 


80112S0423 Forwards partial response to NRC 000708 request for info r* 
containment purging & venting sys.AddI Info to complete 
respo.iSB will be submitted by 810401 , Drawings available in 
Central Fll es, ap erture cards in PDR, 

HILLS, L.M. Tennessee Valley Authority. 80/11/19, 21pp. 07069:332, 


operating repts for Nov 1900. 

CODRiJ. H. Commoniueateh Edison Co. 00/12/05. llpp. 07233:216, 


8012090231 Forwards proposed change to util rapt TVA-TR75-1 re OA 
program as ref in App D, Section D. 4 of F8AR, 

mills. L.M. Tennessee Valley Authority. 80/18/01, 2pp. 07201:191. 


S__Repe.- tab le occurrences, LERs i related correspondence 

SOI 2090461 Forwards LER 90-049 /OSL-O, 

0aAF5SEfi,K.L Coirmonwsalth Edison Co. 00/11/26. Ip. 07203:064. 


eocUng liquid monitor 

ia! e J to Installed check sources, cLsed by 

S«t!t between detector b socket assembly.^ 

Sactfit replat^^f ffionitor ic ieste-d. ^ 

AKER.n.E, Commonwealth Edison Co, 60/11/26. Ip. 07803:065. 


9012190211 Forwards LER BO-O50/O3L-O, 

0RAE6SER.K. L. Commonwealth Edison Co. 80/12/02, Ip. 07240:186. 


V? ^^-OSa-'C^L-O: on 001117 during normal operati on, f ire 
process radiation monitor 0HT-PR2S increased to high alarm 

& returned to svc. 

«n6«,R,E, uommonuealth Edison Co. 80/12/02. Ip. 07240 • 127 


8012230322 Forwards LER BO-051/03L-0, 

ORAESSER, K. U. Commonwealth Edison Co, 80/18/15. Ip, 07310:215. 


Impingement data collected at 
facility from Sept 1976 - Aug 1979, in response to util 
requast to terminate study as required by ET8. Request should 
be granted. ' 

07261^896 *” ^"^^'■onmental Engineering Branch. 80/18/08. 33pp. 


Forwards Amends 63,59 «; 35 to Licenses DPR-33, DPR-S2 b 
DPR-69, respee t Ive 1 y. safety evaluation 6 notice of issuance 
& availability. 

Operating Reactors Branch 2. 80/12/02. 2pp. 

07316:247, 


8018230519 Amends 63,59 t< 35 to Licenses DPR-33i DPR-52 k 0PR-A9r 
respect lyely, Chang Ing Tech Specs to resolve aukiliary 
electrical sys ambiguities in Section 3 9, 

073 ?A-^a 49 ^’ Reactors Branch 1. 80/18/02. llpp. 


®''PP®rtlng Amends 63,39 6 39 to LteensPl 
DPR-33, DPrt-S2 6; OPfi-AB, respee t Ively. 

* 0731 A^sa 9 ®^ Nuclear Reactor Regulation, Director. 00/12/08. Spp. 


-8012830327 LER 80-051 /03L-0: on SOI 1 15, high PP air flaw on rone 2 caused 
tone pressure to fall below 47 pslg, putting PP sys in 
degraded mode. Caused by hole In purge duct allowilng cold air 

PANACQrA'’“’^cLmr“''*Lr^''®’ Contract. 

PANnCQSi A. C onmonwea I th Ed 1 s on Co. 00/12/18, ip. 07310 216 


— B012833523 Notice of issuance ir. availability of Amends 63.59 t 33 to 
Licenses DPR-33/ DPR -52 6 DPR“6a, respectively, 

IPPOLITO, T, A. Operating React(jrs Branch 1. 80/12/02. 2pp. 

07316:280 


SfiOUNS FERRY NUCLEAR PQUER STATION, UNIT 3 
** PPoteetion plans” 


0012190627 Forwards list of applications for Tech Spec change*, feet 
paid, fee* due fc basis for each fee determination. Requests 
Ttnltslen of fees due. 

License Fee Management Branch. 80/12/03. 2pp. 

07973 : ^91^ ^ ^ 


8018040009 Notification of 801202 n»et 
t*’'® replication test* for f 
CLARK, R.. U. Operating Reactors Brand 


w/util in Bethesda.HD to 
protection sys. 

00/11/19. 2pp. 07169: 890. 


8018090344 Responds to NRC 800924 request for Info re reactor 
protection sys power supp 1 les. Corrml t§ to Install Class IE 
sys 4- provides schedule for completion of mods 6 for 
submission of design info it proposed Tech Bpees. 

MILLB.L.M Tennessee Valley Authority, 00/18/04. 2pp. 07199:349. 
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B0I889O4B5 Raiponilt ta 8009il (namo r»<iu»»tinj that Ofe a# Nuclaar 
Riactor Ragulation inform llcantatt of natd to complu 
w/rtvliail Agrtanant Stati burial «tta eondltlona. Forward* 
ratvlta of IE luryag. 

DENIOMiH.R. Offlea of Nuclaar Raaetor R*gulatlon< Dlractor 
00/ 18/04. Spp. 


SOiaiBOOSS Forward* IE Imp Rapt* 50-2S9/B0“37i 30-860/90-31. 
SO-896/80-31 ti 90— 3S7/0O-4O on 801006-07. No noncomp 1 ianca 
notad. 

2. Atlanta, Safaguard* Branch. BO/11/07. 

037t I 1 73. 


8pp. 


— 8018880906 Forward* tabulation & somnarv ot IE »urv*v on low laval 
wa*t« at 91 raaetor*. Low la.**! uaite storaga facllltlai 
hava baan aipandad at 37X of reactor* turvagad w/71/i 
planning or conddarlng tncraadng »toraga eapacitg. 

BANOART.S, L. Effloant Traatmant Bg*tani Branch. 80/11/06. Bpp. 

8018830897 Forward* brlaf «umm*rg of planned mod* to BHR icram *«*, in 
ratpontc to NRC BOlOOi itr.Addl info regarding 
Implamantatlon ichaduia will be provided bg 810801. 

NILLB.L, M. Tannaiiaa Valleg Authorltg. 80/18/15. 3pp. 07314; 018. 

8018840865 Respond* to 001803 Itr ra final fta datarmination for 
.1*5^ ehanga».Fae determination for Changaa TB 

153. TS 143 It TS 140 not contas tad, Di sagraemint* 
u/dataraiInatlon for T8 148 1< TB 191 diseuisad In and. 
fllLLS.L. M. Ttnnassaa Valleg Authorltg. 80/18/17, 8pp, 07324:337, 

8018300889 Advliti that In Jan 1981 util will provide addl info re 
raaetor bldg crane to assist NRC review of generic subj of 
mevlng haavg load* naar fuel.Ptndlng rasolutien, continued 
caution will be aiarclsad. 

HlLLa, L. K. Tennassaa Valleg Authorltg. 80/18/88, Ip. 07349:339, 

801SS90837 Forward* response to clarification itams in NRC 801031 Itr 
re poat-THl raqolramants. Enc I contain* list of ECC8 outaga* 
for past 9 gr* It training program ranulremant* for shift 
technical advisors, 

Tannassaa Valleg Authorltg. 80 / 18 / 83 . 100pp. 

0733b* 3S7< 

^'^BOOlof^to*^ 600701* ****"* **" eencorrant cgcla start data from 
HILLSiL. M. Tennassaa Valleg Authorltg. 80/18/84, Spp. 07308:001. 

0. Inspeetion raportsi IE Bulletins 6 corraspondanca 


—8018180069 IE Insp Rept« 50-899/00-37,90-260/80-31,90-896/80-31 t< 
90-387/80-40 on 001006-07. No noncompliance noted. Major area* 
Inspected: une»eoTted access clearances t intruiion of plant 
protacted area. Details withheld (rtf 10CFR8. 7901. 

TOBIN, N.J. Region S, Atlanta, Office of the Director. MCOUIRE.O 
Region 2, Atlanta, Safeguard* Branch. 60/11/06. Ip. 03791; t7S. 

8018090876 Forward* IE Info Notice 60-41, "Failure of Bulng Check Valve 
In Oecag Heat Ramovat Sgt at Davii 8e**e Unit 1," No 
reiponee required. 

O'REIU-Y.J. Region 8, Atlanta, Office of the Director. 00/U/lo. 

8018030773 Forward* month Ig itatus rept for Nov 1980 re work ptrformid 
per IE Bulletin 79-14, "Seismic Anelgtls for As-fiullt 
Safetg-fielated Piping Sgi. " Drawing conf Iguratlon, p 1 pe 
support t floor it wall penetration intps included. 

MILLS, L.M. Tennessee Valleg Authorltg. BO/ll/lO. 87pp. 07108:008. 

8018040143 Forward* IE Bulletin 80-23. "Failure* of Solenoid Valves 
Mfg bg Valcor Engineering Corp. •' Requires estimate of 
manpower associated w/correctlve action*. 

Atlanta, Office of the Director. 80/11/14. 

ip* U/lvD^OoO 

8012020339 Act receipt of BOllOS Ur informing NRC of steps taken to 
correct violation* noted in IE Insp Rept* 80-299/00-34, 

90-260/00-27 ti 90-296/80-20. 

LEWIS, R. C, Reg ion 8, Atlanta, Reactor Operation* Nuclear Support 
Branch, 80/11/20. Ip. 07143: 126. 

—0012080349 fleepond* to NRC 801009 Ur re violation* noted In IE Imp 

Rept* 90-299/80-34. 90-260/00-27 4 90-896/00-28. Corrective 
actions: administrative Instruction* modified to ensure fire 
vital area issued keg card for access. 

MILLS, L.M Tennessee Valleg Authority. 80/11/05. 2ap 
07143: 127. 


8018180801 Forward* IB Info Notice 80-37, '‘Containment Cooler Leaks tc 
Reactor Cavitg Flooding At Indian Point Unit 8." No written 
response rsquired. 

?p”^*07a4o' 279 *****“” *' Atlanta, Office of the Director. 80/10/84. 

Notice 80-39, "Malfunction of Solenoid 
Valve* Mfg bg Valcor Engineering Corp." No iptclflc action 
or ra*p,on*c required. 

O'REILLY, J. P. Region 8, Atlanta, Office of the Director. 80/10/31. 
Ip. 07864; 138. 

8018230030 Forwards IE Circular 80-23, "Potent lal Defects in Beloit 
Power 8g* Emergeneg Oenerators. " No written response 
required. 

O'REILLYj U. P. Region 2, Atlenta, Office of the Director. 00/10/31 

*P- 

6018110066 Request* assessment 6 corrective actions taken re control 
room calling constructed w/apparenttg flammable tiles within 
■o viys, 

TEOESCOrR.L. Assistant Director for LIceneing, 60/11/04. 3pp. 

80-21, "Valve Yoke* Supplied bg Malcolm 
Ffivntfry Coplnc*" Mrlfetan rtiponft 

Q'REILLYrU. P. Region 2, Atlanta, Office of the Director. 00/11/06. 
ip< V7SS9M80. 

80-899/80-30,90-260/80-32 (, 

S'* ®®10IA-19. No noneompllance noted. 

Atlanta, Reactor Construction ti Engtnearlng 
Support Brand). 80/11/06. Spp. 03798:019. * 

''***’’* 90-239/80-30,90-260/80-32 «t 90-896/80-38 on 
noneompllance noted. Major areas Inspected; 

backfill under RHR sve water tunnal*. 

2, Atlanta, Office of tho Director, 

COLONiT.E. Region 8, Atlanta, Reactor Construction (< Engineering 
Support Branch. 00/11/09. Spp. 03798:081, * 


-0O18OSO348 Forward* IE Insp Rept* 90-299/80-34,90-860/00-27 6 
90-896/80-88 on 800801-31 b notice* of violation t< 
deviation. 

LEWI8,R.C, Region 3, Atlanta, Reactor Operations Nuclaar Support 
Branch. 00/10/09. 2pp. 07143:189. 

-8018080354 Notice of violation from Insp on 000801-31. 

!!... Atlanta, Office of the Director. BO/IO/O?. to, 

071‘t3: 131. " 


-8018080396 Notice of deviation from Insp on 000801-31, 

®' Atlanta, Office of the Director. 00/10/07. 

07143: 138. 


If- 


'’*!'** 30-259/80-34,90-860/80-27 «< 90-296/00-88 on 
S008OI-31. Noneompllance notedino fire watch In cable 
spreading room u/inoperabla carbon dlotlda *g* 6 failure to 
monitor icram dlicharge header level as priicrtbed, 

SULLIVAN, R. F. , CHASE, J, W. Region 8, Atlanta, Office of the 
Dlroetor. DANCE, H.C. Region 8, Atlanta, Reactor Operations 
Nuclear Support Branch. 80/10/07, 9pp, 07143:133, 

0012090067 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

Ip*^^*07T73 229 Atlanta, Office of the Director, 80/11/21, 

8012080004 Forward* IE Info Notice 80-42, "Effect of Radiation on 
No written response required. 

*^•9*"'' 2. Atlanta, Office of the Director. 00/11/84. 

• p« vfIqik: 197. 

0018170399 Forward* IE Info Notice 00-29, Suppl 1, "Broken Stud* on 
Terrg Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY, J, P. Region 3, Atlanta, Office of the Director. 00/11/86. 
ip. 


0D12O3OB37 Forward* IE Info Notice 80-40, "Eicesslve Nitrogen Supplg 
Pressure Actuate* Safety Relief Valve Operation to Cao.i 
latlpn. " No written response required, 
a REILLY, J.P. Region 2, Atlanta, Office of the Director, BO/Il/07. 
IP' 


80-06, "Engineered Safety 

Feature* (ESF> Reset Control*." Reiult* of tupplemenbal 

'■•''lew, d*vlco* to be tested k testing schedule end. 

MILLS, L.M, Tennessee Velleg Authorlt' 


)S 
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12310111 Reiponii to IE Bulletin a0“2l. "Valve Vekes Supp J i oil by 
KaUoln. Foundry Co. Inc. " No valve parts east by foundry 

i;”usf^ll“Tl^n:*see Valley Autbority 80/12/05. Ip. 07370:019, 
12190446 Act receipt of 801113 Itr 

correct violation noted in IE Insp flepts ^0-299/60 28. 

S0-24O/B0-21 fc 30-296/00-22 Confirms tele on that main, on 

valve will be completed before enterins operable mode. 

LEWIS, a C Region 2, Atlanta, fteoetor Operation. Nuclear Support 
aranch. 00/12/10 Ip. 07287:036. 

•0012190472 Responds to NRC BO 1027 Itr 

Rapt. 80-299/00-20,50-260/80-21 4= 30-296/80-22. Cor recti ve 
actions: testing of subj pressure scjitch ace ompi 1 shad 
soo.i as SOX automatic bypass Interlock - 

HILLS, L.K. Tennessee Valley Authority. B0/I1/13. apP- 

07207: 037. 

•8012190401 Ack receipt of 800904 I tr *” 

correct violation noted In IE Insp Repts 50-259/00 88 
50-260/00-21 4 50-296/80-22 More info renuested on tub J 

o''RElLLV,d!*'p. Region 2, Atlanta, Office of the Director. 

00/10/27. Ip 07287 ; 040. 

-8012190492 Responds to WRC 000815 Ur re violations noted in IE Insp 
Repts 50-259/80-20, 50-260/80-21 U 50-296/80-22. 01 spu t os 
finding of none or.p I lance. 

MILLS, L. 11 Tennessee Valley Authority 60/09/04. 3pP’ 

07287:041. 

-0012190499 FoTwardi IE Insp Repts 50-259/80-20,50-260/60-21 fc 
30-296/00-22 on 000601-30 4 no 1 1 ce of v io I at 1 on. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/00/15. 2pp. 07287:044. 


—0012170917 LER 80-048/03L-0; on 801 100, thrott U ng va 1 ve to RHR seat heat 
35 on emergency equipment 

shut 6 could not be opened ‘ 1' ^*^“?anlsm 

flow Caused by eicesslve crud entrapped in valve = 
e Tennessee Valley Authority. 80/12/09. 2pp. 07236.044. 


8012160542 Forwards LER 60-049/031.-0. 
CREENiH.J. Tennessea Valley Authority. 


00/12/11. Ip. 07262:012. 


—8012160949 LER 80-049/03L-0: on 801114, RHR pump 3D tripped on 
Instantanebus overeurrent f 

relay adjustment locknut , Loc knut tlghtanad L relay 
t'''unn^s.ee valley Authority. 00/12/11. 2pp. 07262:013. 


8012170565 Forwards LER 9O-0S0/O3L-0, 
•OREEILH. J- Tennessee Valley Authority. 


eO/12/lt. Ip- 07264; 141. 


— 8012170596 LER e0-OS0/03L-0; on 0011 19, breaker for standby liquid 
loit?oI pum! rmotor tripped whan pump 

ovJrcurr.nt tripping device on B phase tripping at lower 
value than other phases. Breaker replaced. . — 

» Tennessee Valley Authority. 00/12/11. 2pp. 07264:142. 


8012160993 Forwards LER BO-091/03L-0. 
8REEN,H. J. Tennessa# Valley Authority. 


80/12/15. Ip. 07262; 019. 


—9012160559 LER aO-OSl/O3L-0: on 0011 16, redundant drywell hydrogen ftnsor 
3-H2E-76-39A would not calibr to ref gae. Sensor declared 
inoperative. Caused by sensor 47E22642802 fal lure. Uni t 
shut down for refueling 801123 *• *'}* 07262 • 020 

a Tennessee Valley Authority. 00/13/19. 2pp. 07262.020. 


0012170603 Forwards LER aO-052/03L-0. 
GREEN, H.J. Tennessee Valley Authority. 


00/12/19. Ip. 07264:244. 


-0012190504 Notice of violation from insp - 

i Region 2. Atlanta, Office of the Director. 80/08/15, 
07207: 046 


IP- 


-0012190512 IE Insp Repts 30-299/00-23,50-260/80-21 ^ 50-296/80-22 on 
800601-30. Noncompl lance noted : fa i I ure to test Control Valve 
2 pressure sensor after maint S; before ff^vrnlng to "vc. 
S0UIVA!1,R.F. , CHASE. J.W. Region 2, Atlanta, 

Director. DANCE,H, C. Region 2. Atlanta, ‘ 

Nuclear Support Branch. 00/08/15. 6pp. 07287:047. 

H. PerlO'dlc operating reports i related correspondence 

B012160317 Forwards monthly operating repts , 

ABERCROMBIE, H. Tennessee Valley Authority. 80/12/10. Ip. 

07252: 269. 

—0012160321 Monthly operating repts for Nov 1980^ 0,0*9.570 

THOM, T. Tennessee Valley Authority. 80/12/01. 33pp. 07252.270. 

S. Reportable occurrences. LERs i. related correspondence 


—8012170612 LER 0O-O92/O3L-O; on 001 1 IB, recirculation discharge valve 
activation pressure switch 3-PB-68-95< swl tch 
Tech 6pac limit by 0V.. Caused by Instrument drift, awltch 
recallbr 4; tea ted . Swl tch to be „ 07264.243 

a Tennessee Valley Authority. 80/12/19. app. 07264.249., 


0012300931 Forwards LER 00-093/031.-0. 

GREEN, H. J. Tennessee Valley Authority. 


00/12/24. .Ip. 07361:331. 


—8012300937 LER ao-093/03L-0; on SOI 129. refuel platform limit switch 
failed to prevent platform movement over core during 

functional teat. Caused by ‘ 2 /oa Sn n ‘^7361 • 332 

» Tennessee Valley Authority. 00/12/24. 2pp. 07361. 33B. 

V. Operator Etamlnatlens 

BO12290P37 Forwards response to clarification Items In NRC 801031 Itr 
r! poU-THrre^utrlneSts.Encl contains list 0 # ECC8 outage, 
for pest 9 yrs U training program requirements for shift 

l1ILLSi^L*lV *^Tenne8see Valley Authority. 80/12/23. lOOpp. 


)i2020S14 Forwards LER 80-046/03L-0, 
CREEWiH J. Tennessee Valley Authority. 


B0/11/2B. Ip. 07130:297. 


-eoiaOPOSlB LER ao-046/03L-0: on 801030, during steady state operation 
w/unit at 92X power, damaged standby liquid con trol hydraul I c 
accumulator air valve resulted In loss of charge while 
performing W1I-40. Caused by worker tightening valve. 

• Tennessee Valley Authority. 80/11/28. 2pp. 07130:298, 


112020444 Forwards LER B0-047/03L“0. 
GREEN, H.J. Tennessee Valley Authority. 


80/12/01. Ip. 07148:298. 


-aOI20a,')447 LER aO-047/03L-0: on 801108, dur 1 ng normal operation, 
difficulties encountered while trying to determine EECW flow 
to 3B 6 0 core spray room cooler. Caused by b lof ou! Ing, si 1 1 
accumulation & corrosion 

a Tennassee Valley Authority. 80/12/01. 2pp. 07149:299. 


)12020499 Forwards LER 90-04S/03L-0. 
CBEEtdiH. J. Tennessee Valley Authority. 


80/12/01. Ip. 07130:294. 


-0012020508 LER e0-045/O3L-O: on 001109, during normal operation, wh 11 e 
performing 81 4. 2, A. 6, setpoint for 3-PS-1-76 found below 
Tech Spec limits, Caus ed by model B2TAt269 switch setpoint 
drift.Swltch recallbr, verified 1, SI 4. 2, A. 6 completed, 
a Tennessee Valley Authority. 80/12/01. 8PP. 07130:293. 


DOCKET 50-298 COOPER NUCLEAR STATION 

F. Security, medical, emergency it fire protection Pl®"* 

8012040096 Forwards Interim 10CFR90. 48 sw»P®i’'*‘D? 

fir# protection mods, effect tve upon 0O1 Ob. 9 publication In 
q5FR7l569. Rule will be superseded by revised rule when 


q5FR7l569 
effective. 
EISENHUT.D. 0 


Division of Licensing. 00/11/07. App. 07170:291. 


G, Adjudicatory' correspondence 

8012010396 Ack receipt of 801022 Itr re 801002 confirmatory order. 
Instellation of scram discharge monitoring tys not within 
raeuirements of order. Further modi necessary. 

SEVFRITrR V. Region 4. Dallas, Office 0# the Director. 00/11/06. 
Ip, 07099:002. 

— B012010405 Ack receipt of 801002 c onf Irmetory order. Sys to monitor 
water level eontlnously in north scram Jt*ch»j;«® vol 
Installed, tested & considered operable on 801010. 

PILANT, J. M Nebras ka Public Power District. 00/10/22. 2pp. 
07099:083. 


8012120509 Forwards LER 0O-O4S/O3L-O. 
GREEN, H. U. Tennessee Valley Authority. 


80/12/05, Ip. 07236:043, 
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P. 0 p«r«tin 9 llcen<» itage document* t correspondence 

operating reactor llceniee confirmation in 45 dags that 
Enel 1 implementation dates uill be net, ’ 

EISENHUTi D. 0 . Division of Licensing. 00/10/31. 7 pp, 

0012390350 Ltr to all CP «< OL holders for DIVPs re reciulrement for 
implementation of ODYN code for licensing basis calculations 
performed bg OE, Applicable to all license applications 4 
proposed amendst Inc lud Ing core reloads, 

EISEHHUT, D. 0 . Division of Licensing, 80/11/04. 4 pp. 

®°{n?ia?Ut?o!! conflrmatorg order, 

IniUlJation icram discharge monitoring sue not within 
1 remen 1 9 of order. For ther (nods necessaru 

ir''”o7O9^b02”‘’®‘'’" Director. 00/11/06. 

—8012010405 Aek receipt of 001002 confirmatorg order, Sus to monitor 

north scram dUcharge vol 
^ considered operable on 001010 . 

O7O75?^b03*^ Nebraska Public Power District, 00/10/22. 2 pp, 


80120<?0335 Informs of commitment to install Class IE sus U submits 
schedules for completion of mods, design nfo Tpropo ^d 
Tech Specs, per 800724 request. p*opo»eo 

07201*^163^ Nebraska Public Power District. 80/12/02. tp. 

'•®'»‘'*»tin 9 that Oft of Nuclear 
00/12/04:” 2 p Nuclear Reactor Regulation, Director. 

t O" 1*’“' i«V»l 

hful h!! Teaelors. Lou level uaste storage facilities 
have been eipanded at 37X of reactors surveyed u/7r/C 
nlM^ao^^o",'' increasing storage capacitg. 

BAtv.ART.R L, Effluent Treatment Bgstems Branch. 00/11/06. Hpp, 

Responds to Item 3 of NRC 801001 Itr to all BUR licenses re 
oerfo'merf *«*• '’'■eii'Jinerg evaluation of scram sgs has been 
perfoimed. Listed mods are being eva lua ted. Mods will be 
pii*awt**('*m‘^‘'’'w"? outage after receipt of matl. 

07324^347^' ^**"'^**‘® Public Power District. BO/lS/15. 2pp, 


^'’iv^UabUur*''’” «< 

07100 * 342 ^'*' OP«Tatlng Reactors Branch 2 , 80/11/13. 3 pp. 


-8019080053 Amend 65 to License DPR-46, modi fg ing App B of Tech Soees to 

J^pSL^To'^i'’" n ‘'“If*'? "’** 'ii»Pheri. gemp*^ 

07100 * 345 !^' ''' Reactors Branch 2. 00/11/13, 5pp. 


^'^DPR-46” issuance fc avallabilitg of Amend 65 to License 

07iao.*35b^' Reactors Branch 2. 80/11/13. 2 pp. 


^'’ivSllaMlitr'"’*’* issuance 1 . 

07106 * 306 ^’*'' Reactors Branch 2, 80/11/13, 3pp. 


■8012080375 Amend 64 to License DPR-46. requiring 
contlngencg plan be fully Implemented. 

OpsTating Reactors Branch 2, 

0710a; 309 


approved 

80/11/13. 


safeguards 

2pp. 


^°DPR-46!*^ Nfltice of issuance 4; avallabilitg of Amend 64 to License 
07106*3?'/’ '’**«*!«TS Branch 2. 80/11/13. 2 pp. 


potuer reactor licensees forward Ing NUREO-0619, 
“BWR Feedwater Noiile t Control Rod Drive Return LlnU 

implementation dates 

ifiii must? b« ssnt within 49 daus.(v/o end 

EISENHUTi D. 0, Division of Licensing. 00/11/13. ip. 


0012030020 Forwards Performance Appraisal Branch r.pt, 6 mgt evaluation 
jree « users s guide. Info provided to ensure th 4 t licenteev 
have opportunity to review strengths fc weaknesses for 
progrem opp i icob i ) 1 tt^. U/o encls. 

tr'‘"i714/b63”'’*“’" Director. 00/11/14, 


8012300614 Forwards Amend 66 to License DPR-46, suppl to fire protection 
Operating Reactors Branch 2, 00/11/21, 2 pp. 


-8012300622 Amend 66 to License DPR-46, changing Tech Specs to provide 
eddl limiting condition* of operation t, surveillance 
IPPmiTm*/! PTotectlon equipment. 

0706 / 32 /'^' Reactors Branch 2. 80/11/21, 12 pp, 


TXiclnll .upportiA, 

*07362-* 334 Nuclear Reactor Regulation, Director. 80/11/21. 4 pp. 


^°DPR-46!*^ Notice of Issuance «•. aval I ability of Amend 66 to License 
07362 * 33 /"*'’ °C®''«ting Reactors Branch 2. 80 / 11 / 21 , 2 pp. 


j3It?ma?!o/?or’'re}rf AddendS^ubml ?, 

justification for relief requests re frequency tests, 

n bearing temp. 

0731 / 10 / Nebraska Public Power District. 80/12/18. 3 pp. 


uu»«;uuuorfj forwards replacement pages for NEDO-24049, "LOCA Analusis 
Rept for Cooper Nuclear Station," reflecting extended ^ 

e.posures per 800130 4 lOlO revised max average planar 
linsai' hsat g^nsratlon rate curves. 

Nebraska Public Power District, 80/12/17. 

V /34 6 • 1 96. 


2pp. 


Bulletins L correspondence 


No written response 


Dual If leatlon of Class IE Equipment, 
required. 

ir''”/26B!'’339 ** of the Director. 


00/10/24. 


rorwaras it jnfo Notice 80-37, uuma 
Reactor Cavity Flooding At Indian Point Unit 2 
response required. 

*'’* Director. 


uoncainment cooler Leaks 
No written 


80/10/27. 


Ml receipt of 801011 Itr Informing NRC of steps taken to 
SO-m/b/o?***®"* Ne,»lth Physics Appraisal Rept 

Ip/” *0377?; 212** “‘T.etor, 80/10/27. 


Physics Appraisal Rept 5O-87B/0o:b;. birr.cu;ra’t?on^ 

Do?soni!Ii'\^r''*?®? necessary guidance in choosing 

** *■ training program restructured. “ 

^^traska Public Power District. 80/10/11, I 3 pp 




Va v« Mfn h , w , r nairuncwon Of Solenoid 

tJ*r^o?^ed^^ Veleor Engineering Corp. <■ No written response 

l/''”o7266yi09”*®‘°'’ the Director. 80/10/31. 


- w .w.wsiMa 4e4|-t.Vl«l' C 

Power Sgs Emergency Generators 
required. 

SEYfRITrK.V. Region 4, Dallas, 
Ip. 07311:204, 


n u ill -.r.kk, in uaiots 

No written response 
Office of the Director, 80/10/31. 


8012 00629 Forwards IE Bulletin 00-21, "Valve Yoke* Supplied by 
? /u 2 Written response required. 

l/ /a2b 070 * " ■ °* **'* Director. 80/11/06. 


8012030704 Forwards IE Info Notice 30-40, "Excessive Nitrogen Suoolu 
Pressure Actuate* Safety Relief Valve Operation to 

Deprs,,^,^ response required, 
l/ /' 15/167 **'"’ **' ‘’**‘**' the DIr2ctor. 80/11/07. 
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i20S0743 Poriii«rd« IE Info Hotico 8’0'-4li "Failure o# Suin^ Check Valve 
n Decay Heat Heingvel Sy« at Davlc-aesie Unit 1." Ko 
aepoitee reiiulred. 

E/FRIT»K.V. Reylon 4^ Dalla»i Office of the Director. BO/ll/tO. 
p. O7IS0;307. 


S0400t8 Forwardi IE Bulletin 00-23) "Failure* of Saltnold Valva* 
fj by Valcor Enjineerinj Corp. " Require* eetlnate of 
anpowar a«*aclat«d u/correetiwe aetleei*. 

EVffilT.K.V. Raglan 4) DaIU*i Office of the Director. B0/U/’I4. 
p. 07169:296. 


a\60Pa6 Act receipt of 801OU 4 1117 1 tr* informing NRC of *tep* 
aten to correct violations noted in Health Physics 
ppraiial Rept 90-29a/a0'07. 

EYPftlT.K. V. Region 4. Dallas, Office of the Director. S0712/0B. 
p. 03792:024. 


IOI21BOS33 Raspondi to HRC 001027 Itr re violation* noted in Health 
Physics Appraisal Rept SO-EfR/BO-O?. Corrac tlvs actions: 
pracadures ulll reflect more eipliclt use of brisker. 

PILAHTiJ.K. Nebraska Public Pouer Diitrlct. BO/lt/17. 2pp. 
03792: 023. 


0. Adjudicatory correspondent e 


0012310065 Forwards corrected Page 19.6. iO-2 to Tech Spec changes 
transmitted u/801024 order for mod of license re environ 
qualification of saf ety-rel ated electrical equipment. 

CLARK. fl, A. Operating Reactors Branch 3. 00/12/04. 2pp. 


— B0-1231O07I Corrected Tech Spec Page 13. 6. 10-2, add Ing footnote 
indicating that starred Items re records will be 
permanently retained. 

* Operating Reactor* Branch 3. 80/12/04. 2pp. 


0012110399 Requo»ts, on behalf of ut 1 1 , • x tens Ion until 810108 for 
hearing on OOllia order for mod of license to allow more 
reasoned determination. 

SILBEROiJ. E. Shaui, Pittman, Potts 4 Trowbridge. BO/12/09. 2pp. 
07223: 009. 


0012290306 Notifies that Lakeshore Cltliens for Safa Energy 1* being 
disbanded per 781208 agreement. 

BABTfS. A. Lakeshore Citiiens for Safe Energy. 80/12/09. Ip. 
07308: 001. 


2230334 Advises that facility ulll maintain standing rt 10CFR90. 95a 
Itr ASttE Section XI 1974 through Sumner 1975 Addenda. Bubmi t» 
luttlf ication for relief requests re frequency tester 
'Ibrattofl measurement 4. examination 4 bearing temp. 

'ILAMTiV.II. hlebrasta Public Poutr District. 00/12/lB. 3pp. 

17314: 101. 


Periodic operating reports 4 related correspondence 


12190079 Forwards monthly oparatlng rept for Nov 1900. 
.CSS0R.I..C. Nebraska Public Power District. 00/12/03. Ip. 
>7237:276. 


)O1219O'O01 Monthly operating rept for Nov 1900. 

SALCIWOER.P. L. Nebraska Public Power District. 00/12/03. 4pp, 
07237; 277. 


Reportable occurrences, LERi 4 related eorrespondenet 


12030706 Forward* LER BO-03B/03L-0, 

.EESORiL.C. Nebraska Public Power District. BO/ll/10. 2pp. 
>7149; 344. 


1012030713 LER 80-03a/03L-0: on 00101 1 , swi tch on NBI-UIS-IOIA found sot 
at lower level than Tech Spec limit. Caused by tecasslve 
drift. Sul tch returned to normal setting h will be replaced. 

CONVERSE. W E. Nebraska Public Peoer District. BO/U/10. Ip. 

07149; 346. 


:KEI 90-301 POINT BEACH NUCLEAR PLANT, UNIT 2 
BeeuTlty. medical, emergency & fire protection plans 


12090916 Forwards interim 10CFR90. 40, suspending completion date for 
previously approved effective fire protection mods, effective 
301029. Hole will be eupersaded by pending revision. 

ElBEWHUTrO. 0. Division of Licensing. BO/lt/lB. 9pp. 07207:011. 


020122 Olscoesas planned nods to emergency notification sys 4 
alth physics network. NRC will pay for instellatlon of 
tput jacks to provide capability for adding one-way 
eaktrs to eys.W/o end health physics network manual. 

PPLERrO. 0. Region 3j Chicago, Office of the Director, 80/11/19. 
p. 07149:003. 


12080633 Forwards public varslon of draft revision of emergency plan. 
FELTON, J.M. Division of Rules and Racordt. SO/12/Ot. Ip. 

07172:029, 


D1S090642 Forward* public version of draft revision of emergeney plan. 
FAY>C.U. Hieconein Electric Pewsr Co. 00/09/07. Ip. 07172:030. 


0012090691 Public version of draft 
a Wleeoneln Electric Power Co. 


revision of etsergeneg plan. 
aO/09/31. 300pp. 07172:032. 


!090378 Informs that ravielon of 000729 draft emergency plan per NRC 
10989 comments will be delayed until 001231. Ob jects to NRC 
rectloA to begin Implementing partially approved Pjen. 
ihedulas Implementatioh for 910401 per NRG 801113 Itr. 
lYiC.H. Wiecontlh EliCtrie Power Co, 00/12/01, Ip, O780t; 173. 


P. Operating license stage documents U correspondence 


8012020793 Forwards seismic qualifications of auciliary feedwater sys 
in operating PNRs ti describes program NRC Is undertaking 
to review capability of operating PNRs to remove decay 
heat following earthquake. 

EISENMUT.D.O. Division of Licensing. 80/10/21. 4pp. 


0012160030 Ulr to optratlng plant licensets,aL applicants 4 CP holdere. 
Forwards NUnEO-0737 re TMI action plan requlramenti. Requests 
operating reactor licensee confirmation In 49 days that 
Enel 1 Implementation dates will be met. 

EIBEKHUT, D. 0, Division of Licensing. 80/10/31. 7pp. 


8012010140 Trip rept of 001027-28 site visit to Introduce plant mgt 
ptrsonnel to project manager. 

COLBURN, T.O. Operating Reactors Branch 3. 80/11/13. 4pp. 

07092: 12B. 


8012820863 Ltr to all power reactor licensees forwarding NUHB0“06t9, 
"BHR Feedwater Norll# 4 Control Rod Drive Return Line 
Noitle Cracking," Confirmation that Implementation datas 
will be met must be sent within 49 days.N/o end., 

EIEENHUTi D. 0. Division of Licensing. 00/11/13. Ip. 


8012220489 Responds to 800911 memo requesting that Ofc of Nuctaar 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial sit* cond I tions. Forward* 
result* of IE survey. 

DENION.H.R. Office of Nuclear Reactor Regulation, Dlrtetor. 
00/12/04. 2pp. 


— 8012220506 Forwards tabulation 4 summary of IE survey on low level 
waste at 91 rsaetors. Lou level waste storage fadltttes 
have been expanded at 37X of reactors surveyed w/7154 
planning or considering Increasing storage capacity. 

BANOARTiR.L. Effluent Treatment Systems Branch. 80/11/06, Bpp. 


8012310011 Forward* request for add 1 Info for Tech Spec change request 
re removal of rod bow penalty at facility. Util must describe 
margins used to offset reduction in DNflfi doe to fuel rod 
bouing. 

CLARK, ft. A. Operating Reactors Branch 3. 00/12/04, 3pp. 07371:091. 


8012310069 Forwards corrected Pag# 19.6. 10-2 to Tech Spec changes 
transmitted w/801024 order for mod of llcanse re environ 
qualification of safety-related electrical equipment. 

CLARK, R. A. Operating Reactors Branch 3 00/12/04. 2pp. 07371:148. 


— 8012310071 Corrected Tech Spec Page 15. 6. 10-2, add ing footnoba 
Indicating that starred items re records will be 
permanently retained. 

a Opera t Ing Reactors Branch 3, 80/18/04. 2pp. 07371 ; 190. 


8012190077 Discusses lack of NRC action re comments submitted in 800604 
ltr concerning consolidation of reporting rtqolrement*. 

Clarification 4 consolidation of all lleensoe reporting 
raqulroments urged. 

FAYiC.H. Wisconsin Electric Power Co. 80/12/00. Ip. 07239:390. 


8012300404 Forwards response to NURE0-0737< "Claflf ieatlon of TMI 
Action Plan Requirements." Implementation of deelrcd mod* 
will cause unavoidable matl 4 personnel s hortagei, wh ich may 
result In delays in Imp lementatldn schedules. 

FAY,C.M. Wisconsin Electric Power Co. 80/12/23. 29pp. 07397:807. 
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0018300306 Submiti info ro poifculated uncontrolled boron dilution «t 
cold ehutdoun. in reiponse to K'RC 800930 Itr, Boron dilution 
e%'ent for told »hutdoi*tn roeoUulated bated on return to 

"*'’“*®* after wave front reaches core inlet. 

FAYtC. H. Ulsconsln Electric Power Co. 00/12/83. Spp. 07346:810. 

a. Inspection reports, IE Bulletins i correspondence 

8018170624 Forwards IE Info Notice 00-37, "Containment Cooler Leaks 6 
Reactor Cavity Flooding at Indian Point Unit 8. " No written 
response reiiulred. 

^ip^^*’ 07864 °i 73 ^**^°" Office of the Director. 80/10/84. 

Health Physics Appraisal Repts S0-266/B0-16 & 
violation »: significant appraisal 

KEPPLER, JO. Region 3, Chicago, Office of the Director. BO/11/14 
••fppa (/7o07r001» 


rtffirmt util BOI030 response to IE Bulletin 79-OlB, “Environ 
Qua 1 1 f 1 c<a 1 1 Dfi of Class |£ E<^uip(nan^. " 

FAY, C.W. Wisconsin Electric Power Co 80/12/03, Ip. 07324:309. 

S012I90310 Forwards third bimonthly status rept on IE Bulletin 79-018 
ulufS''!’’®'* of Class IE equipment. 

HAVES. D.W. Region 3. Chicago, Reactor Construction (, Engineering 
Support Branch, 80/12/09. 2pp, ing 

R. Periodic operating reports t related correspondence 


0012160427 Forwards monthly operating repts fop Nov 1980 
FAVjC.M. Wisconsin Electric Power Co. 60/12/11 


8012160428 Monthly operating rept for Nov 1900. 
FAVrC.W, Wisconsin Electric Power Co. 80/12/08 
07294:146 


Ip, 07254:143. 


10pp. 


’^“ 0 ^ 900 - 19 ^*’^*“ f'-o"' health physics appraisal on 

07307*004 ^*'***9°' = ® hhe Director. 80/11/10. Ip. 

-0012220036 IE Heel th Physics Appraisal Repts 80-266/00-16 1, 

90*^391 780^16. Noncomp I lane e noted: two persont received 
aicessive whole body radiation doses (, raduaste shlooed 
Improperly. 

MILLER, D.E. , DESTMANN, M. J. , MURPHY, D. W, Reg ion 3, Chicago, Office 
of the Director. BO/ll/ 10 . 24pp. 07307:005. 


S. Reportable occurrences, LERs 4 related correspondence 


8012090306 Forwards LER e0-009/03L-0, 
FAY,C.H, Wisconsin Electric Power Co. 


80/11/85. tp. 07801:184. 


“6012090314 LER 60-009/03L-0: an 801 101 , during normal operation, 
performance of ICP 8,14 found P8 permissive bistable from 
chaniie N44 to be set at 90, 5X. Caused by instrument drift. 

Bistable adjusted 4 tested satisfac tori ly. 

FAY, C. W, Wisconsin Electric Power Co, BO/ll/25, ip. 07201:123. 


8012020743 Forwards three Performance Appraisal Branch imp repts 4 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate adjustments. U/o and. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 60/11/10 
4pp. 

, ’'f, *'“*''** * 50-266/00-19 4 30-301/00-19 on 

80il03“04.No none omp i i anc e no^od. 

Brin?r'0i)/lt/2S”“’Cpp.’ 

—8018310300 IE Insp Repts 50-266/00-19 4 80-301/00-19 on 001103-04. No 
noncompliance noted. Major areas Inipec ted: implementation of 
Tnl task action plan Category A requirements. 

OULDEHOND. W. 0. , HAOUE,fi.L., WARNICK,R.F. Region 3, Chicago, Office 
of the Director. 00/tI/ie. 6pp. 07365:231. 

8018040639 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director, 00/11/21 
2pp. 07166:339. 


8018170569 Forwards LER 80-01 1/03L-0 
FAY,C.H, Wisconsin Electric Power Co. 


80/12/11. tp, 07864:253. 


—8012170604 LER 00-01 1/03L-0: on 801110, a»ial flui difference deviated 
from target band. Caused improper interpretation of Tech 
epees resulting in failure to lousr high neutron flux 
setpoint. Instruction clarified. 

FAY. C. 14. Wisconsin Electric Power Co. 80/12/11. 3pp. 07264:854. 


8012170596 Forwards LER 0O-O12/O3L-O. 
FAY, C, W. Wisconsin Electric Power Co. 


80/1 a/ll. Ip. 07264:250, 


— BOIS170606 LER 80-Oia/03L-0: on 80 1202, s 1 1 ppa ge found in shaft driven 
seal water pump impeller resulting in overheating of 
throttle bush Ing. Caused by reduced seal water flow due to 
P?5*!V"9 of pumping ring. Shaft sleeve 4 bushing replaced. 

FAViC.W. Wisconiin Electric Power Co, 80/12/11, 2pp. 07a64'251 


DOCKET 90-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 
F. Security, medical, emergency 4 fire protection plans 


^°Hudrfu??r^S71!r'‘* Notice 80-42, "Effect of Radiation on 

®''*’hber Fluid. No written response required, 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 60/11/24. 
*PP» w/loK. SHm, 

8012170388 Forwards IE Info Notice 00-29, Suppl t, "Broken Studs on 
Terry Turbin# Steam Inlet Flange, " No written response 
r«<|uir«d. 

KEPPLER, J. O. Region 3, Chicago, Office 0 # the Director. 00/11/26. 

■ppe 07268. llo. 

8012830069 Responds to IE Bulletin 80-23, "Failure of Solenoid Valves 
Mfg by Valcor Engineering Corp. " No Valcor solenoid valves 
W/PartS V70900-21-1 or V70900-81-3 Installed in 
lafaty-relatod applications. 

FAY, C. W. Wisconsin Electric Power Co. 00/18/02. Ip. 07311:083, 

•''*P R»P<'» 50-266/80-10 4 50-301/80-10 on 
001027-31, No noncompliance noted. 

KEPPLER, J, 0, Region 3, Chicago, Office of the Director. 00/12/04. 
8pp, 07237:024. 

—0012130281 IE Jnsp Repts 50-266/00-18 4 90-301/80-18 on 001027-31. No 
noncoffipi lanct notad.Hajor araas Inipac bed: ttcuri tv plan^ 
control 4 physical barr lers. De tai Is withheld <ref 
10CFR2, 7901, 

CREEO, J. R. , KNICELEY, J. R, Region 3, Chicago, Office of the 
hind, J. A. Region 3, Chicago, Safeguards Branch. 
80/12/03, 2pp. 07237:326, 

8012^0473 Responds to IE Bulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc," Manufacturers contacted for 
verification phase of Investigation. 

FAY«C. W. Wisconsin Electric Power Co. 00/12/04. 2pp. 07323:055. 


8012150238 Forwards util response to unresolved items in 790727 fire 
protection SER. Discusses fire detection signaling sys, steam 
driven emergency feedwater pump. 4 evaluation 4 corrective 
action for fire consequences In certain areas. 

BAYNARD. P.Y, Florida Power Corp. 80 / 12 / 11 , 6pp. 07237:233. 

J, Insurance 4 Indemnity information 

8012010333 Forwards Endorsement 44 to ANI Policy NF-19S 

, /ml''*'’.,*' H'Lennan, Inc. , M 4 M Nuclear Consultants, Inc. 
Dlv, 80/11/24, 2pp. 07098: 044. 

license stage documents 4 correspondence 

6012020753 Forwards seismic qualifications of auclUary feedwater sus 
In operating PHRs 4 describes program NRC is undertaking 
to review capability of operating Plifls to re.rnve decay 
heat following ear thquake. ’ 

E18ENHUT, D, 0. Division of Licensing. 60/10/21, 4pp. 

8012160030 Ltr to operating plant licensees, OL applicants 4 CP holders 
Forwards NUREO-0737 re TMt action plan requirements. Rasuests 
operating reactor licensee co.nf Irmation in 43 days that 
Enel 1 Implementation dates wilt be mot, 

E18ENKUT, D. 0. Division of Licensing. 00/10/31. 7pp. 

power reactor licensees forwarding NUREO-0619, 
BWH Feedwater Noule 4 Control Rod Drive Return Lino 

Cracking." Confirmation that implementation dates 
win be met must be sent within 45 days.N/o end, 

EISENHUT, D. 0, Division of Licensing. 80/11/13. ip. 
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012090933 For!aar«f4 Amend □& te Licenje DPR-72p sa f ety eva tua k Snn< El A & 
notice of issuance U avai lab i k ity. 

ftEID.R.W. aperatina Reactors Branch 4, aO/tl/17, 2pp. 07196:067. 


--6012240332 "Preliminary Sys Description Emergency Feedtjatar Sysi “ 
£1 even cverslte drauings end. 

e Florida Pouer Corp. 90/12/19, 36pp. 07322:279. 


-8012080539 Amend 36 to License KPR-72. revisl nj Tech Specs author 1 ling 
Increase in capacity of spent fuel storage pools at 
fac i t iti) , 

REIOi R. If. Operating Reactors Branch 4. aOFlt/17. 9pp. 

07196:069. 


8012300481 Foruiardls fteviston I of facility electrical distribution sys 
review sunmary. 

BAYNARD. P.V. Florida Power Carp. SO/12/22 25pp. 07399:157. 

Q. Inspection reportsp IE Bulletins 4; correspondence 


-B012080544 Safety evaluation supporting Amend 36 to License DPn-72. 

* Office of Muclear Reactor Regulation* Director, 80/11/17, 9pp. 
07196:087. 


-B0l2080SSi EIA supporting Amend 36 to License 888-72. 

* Office of Nuclear Reactor Regulation. Director. 60/11/17. 9pp. 


9012160026 Foruards IE Info Notice 00-37. "Containment Cooler Leaks t< 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

0'REII.L¥i J. P. Region 2. Atlanta. Office of the Director. 80/10/24. 
ip. 07252:399. 


-8012080559 Notice of issuance 6 availability of Amend 36 to License 
D?H-7a 

REID.R.If. Operating Reactors Branch 4, 80/11/17. 2pp. 

07196; 096 


S0121702S4 Foruards Suppl 3 to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment." No written response 
requ irad, 

0 'RE ILLVi J. P. Region 2. Atlanta. Office of the Director. 80/10/24, 
ip, 07268:291. 


012010097 Foruards nonp ropri etary version of "Nuclear Safety Review 
Task Force." final rept. Nuclear Safety Task Force was 
eetabiished to identify areas that Indicate potential for 
ifiiprovairent in safety of facility. 

BAVNARO.P.V. Florida Power Corp. 80/11/26, 3pp. 07097:076, 


-80I2D10098 Nonproprietary version of. "Nuclear Safety Task Force." 
final rapt. 

BAYKARD.P.Y. Florida Power Corp, 80/11/26, I24pp. 07097:079. 


012090211 Application bo amend Apps A H 3 o f License DPB-72 to e«pand 
Plant Review Committee 4: to revise procedure review process. 
BAYNARD.P.y, Florida Power Corp. 93/12/03. 3pp. 07207:198, 


-80I209O212 Tech Spec change amending Apps A 6 8 to OL re 
adisi nistrative controls. 

e Florida Power Corp 80/12/03. 25pp. 07207:161. 


012220465 Responds to 600911 memo requasting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site coni) 1 tl ons . Foruards 
results cf IE survey. 

DENION.H.R. Office of Nuclear Reactor HegulatioTu Director, 
80/12/04. 2pp. 


-8012220506 Foruards tabulation & suirmary of IE survey on low level 
waste at SI reactors. Lnu level waste storage facilities 
have been eipanded at 37X of reactors surveyed u/71X 
planning or considering 1 ncreas ing storage capacity. 

BAHOART. R. L. Effluent Trea6i»ent Systems Branch. 80/ 1 1/06, Bpp. 


012090220 Forwards supporting documentation for Tech Spec Change 
Request 27 re reactor coolant pump power nonltors. 

BAYNARD.P. V. Florida Power Corp. 60/12/05. 4pp. 07187:001. 


-0012090229 Procedures fc calculations re pump monitor isolation 
subsystem. Vitro Seismic 4. high voltage tests V pump manltor 
response time. Submi t ted in support of Tech Spec Change 
Request 27. 

a Babcock 6 idlleoi Co. 80/12/05. ISOpp. 07187:001. 


1012220230 Notification of 801216 meeting w/6tN owners group in 
Bethesda. HD re resolution programs 6 schedules of THI-2 
task actlO'n plan items. 

THROH. E. D. Reactor Systems Branch. 60/12/09. 2pp, 


>012240474 Notlficatien of B01216 meeting u/BbN owners group for small 
break LQCAs In Bethesda.HO for presentation of programs (< 
schedules for resolutions of TNI-2 task action plan Items. 

THROH. E. D. Reactor Systems Branch. SO/ 12/09 2pp. 


1012170505 Responds to NRC 601031 1 tr requesting confirmation re 
Imp 1 omenta tt an dates for THI-related items. Su.mmary listing 
of applicable KunEG-0737 items end. 

BAYNARO.P.Y. Florid# Power Corp. 80/12/19. 2Spp. 07866:307. 


>012240274 Requests approval for use of BITNA-N seal mitl In hydraulic 
snubber until refueling outage. Insp of snubbers requires 
unit shutdown. Use of seal mat! to date has not caused 
inoperability of snubbers. 

BAYNARO.P.Y, Florida Power Corp. 80/12/19. 3pp. 07384!339. 


1012240328 Forwards "Preliminary Sys Descrlptlan Emergency Feedwater 
Sys." par licensing response commltinant re Item 11,3,1,8 of 
NOHeO-0737. 

BAYilARD.P. Y. Florida Power Corp, 80/12/19, 3pp. 07382:276. 


8018160039 Foruards IE Insp Rept 50-302/80-38 on 000908-12. No 
none onp 11a nee noted. 

LEWlS.n.C. Region 2. AtlantAi Reactor Operations Nuclear Support 
Branch. 80/10/30. 2pp. 07263; 022. 


— 8012160041 IE Insp Rept 90-302/60-32 on 000908-12. No noncorap Hance 
noted. Kaj or areas inspected: precritlcal activities 6 initial 
criticality for Cycle 3 U lero power physics bests. 

BURNETT. P. T. . FORD. E.J. . FALCONER. D. P. Region 2. Atlanta. Office 
of the Director, 80/10/30. 4pp. 07263:024. 


8012180019 Forwards IE Info Notice 80-38. "Cracking In Charging Pump 
Casing Cladding, " No written response required. 

0 'RE ILLY. J. P. Region 2. Atlanta. Office of the Director. BO/10/30. 
Ip. 03790: 122. 


6012010911 Forwards rasponses. prepared by Oilbort Assoclateti to IE 
Dulletin 79-OIB re environ qualification of safety-related 
electrical equlpraent. to 600923 Order 80— CLI— 21 U to G00919 
order for mod of license. 

BAYNAROrP.Y, Florida Power Corp. 80/10/31. 279pp. 07098:102. 


6012180014 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

0 'REILLY. J. P. Region 8. Atlanta. Office of the Director. 60/10/31. 

Ip. 03790:108, 

6012230043 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Generators.*' No written response 
required. 

O'REILLY. J.P, Region 2. Atlanta. Office of the Director. 80/10/31. 

Ip. 07311:235. 

B0I2I10743 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

O'REILLY. J. P, Region 8. Atlanta. Office of the Director, 00/11/06. 

Ip. 07225:207. 


3012030392 Forwards IE Info Notice 00-40, "Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 jat lo... " No written response required. 

O'REILLY. J. P, Region 2. Atlanta, Office of the Director. 00/11/07. 
Ip. 07190:191. 


0012080206 Forwards IE Info Notice 00-41, "Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Basse Unit 1," No 
response required, 

O'REILlYi J, P. Region 2. Atlanta, Office of the Director. 00/11/10. 
ip. 07108:267. 


6012100302 Forwards IE Insp Rept 90-302/80-34 on 000916-19. No 
noncomp 1 lance noted. 

BTOHR,J. P. Region 2- Atlanta, Fuel Facility k Materials Safety 
Branch. 80/11/10. 2pp. 03794:046. 


— 0012180308 IE Insp Rept 90-302/60-34 on 8009l6-19.No noneompl lance 
noted. Mayor areas Inspected; rag t control, enforcement matters, 
LERs, nonraduas te releases V chemica l-lndustr lal waste water 
treatment sys. 

CUNNINGHAM, A. L. , JENHINS,O.R. Region 2, Atlanta, Office of the 
Director, 00/11/10. 6pp. 03794:040, 


6012040202 Forwards IE Bulletin 80-23, "Failures of eolenold Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/correctlve actions, 

O'REILLY. J. P, Region 2. Atlanta, Office of the Director. 60/11/14. 
Ip. 07158:116. 
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80iS120S73 Ati receipt of 601024 
correct violation* note<( in IE 
KEKNAiW. S. Region 2, Atlantai 
07237: 142 


Itr informing NRC of *tep* taken to 
Insp Rept SO-302/aO-33. 

Safeguards Branch, 60/ 11/14, ip. 


6012230416 Forwards LER aO-049/03L-0. 

HANCOCK, J, A, Florida Power Corp, 30/12/16, ip, 073161232. 


•8012120373 Forwards IE Insp Rept 50-302/80-33 on 300914-17 & notice of 
Violation Notice of violation withheld <ref tOCFR2, 790), 

KENNAjM. B. Region 2i Atlanta, Safeguards Branch. 30/10/01. 2dd 

07337' 143 -KK' 


60-049/03L-0: on 601 1 19, conta Inmen t isolation valve 
CFV-12 uould not close after bubbling nitrogen to CFT-IB. 

Caused bg broken can in torque switch. New switch installed *, 
ad justed. 

HERNANDEZ, V. A Florida Power Corp. 90/12/16, 2pp, 07313:283, 


-6012120377 IE Insp Rept 50-302/30-33 on 800914-17, Noncomp 1 lance noted; 
two sections of vital area harrier not constructed u/proper 
matl & failure to search packages entering protected area 
Details withheld (ref 10CFR2 790), 

HOORE. D. E. < HCODIRE. D. R. Region 2, Atlanta. Office of the 
Director, 80/09/30. Ip. 07237; 145. 


8012060738 Responds to IE Bulletin ao-tI,ltem 2b, "Masonru Wall 
Design.'' Evaluation indicates that walls complg w/FSAR U 
Tech Spec requirements, 

BAYNARDiP.Y. Florida Power Corp. 80/11/17. 32pp. 07168:256, 


6012230513 Forwards LER 80-040/04L-2. 

HANCOCK, J, A. Florida Po'jer Carp. 60/12/16. ip, 07316:290. 

--0O1223OS24 LER ao-040/04L-2; on 600915, d iscovered that samples not 
obtained for month of Aug from test well 4. Caused bg 
elimination of test well sites due to canal mod const. Test 
well 46 established on 800816 to replace welt 4. 06 
HfRNANOEZr V. A. Florida Power Corp, 80/12/16 2pp. 07316:291. 

8012230433 Forwards LER eO-050/03L-0, 

HANCOCK, J, A. Florida Power Corp. 60/12/16, ip, 07310:271. 


8012240232 Responds to IE Bulletin 00-23, "Failures 
Hfg bv Valcor Engineering Corp. " Valcor solenoid 
V70900-21-1, V70900-2l-a k V70900-21-3 not used at 
BAYNARD, P.V. Florida Power Corp. 80/11/19. Ip. 


of Solenoid Valves 
valves 
facility. 

07328: 213. 


8012040479 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Hater Leakage Insido Containment." Nrltten response 
required. Reques ts info on manpower expended. 

0 'REILLY, J, P, Region 2, Atlanta, Office of the Director. 80/11/21 
Ip. 07163:344. 


8012030684 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written resp onse required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 80/11/24 
Ip. 07174:115, 


6012230437 LER 60-030/03L-0: on 801119, found that level Indication for 
sodium hydroxide tank DST-2 was erratic 6 displaying 
incorrect Ind lea t Ion. Caused by water In sensing lines. 

Engineering Investigation 1$ being conducted, 

KERlIANDEZ, V. A. Florida Power Corp. 80/12/10. 2pp. 07318:272. 


8012230440 Forwards LER 60-047/04L-0. 

HANCOCK, J. A Florida Power Corp. 00/12/10. Ip. 07318:274. 


— 6012230446 LER 80-047/04L-0; on 601 1 18. d if f erance of more than, two std 
units discovered between preop study & operational study 
in metabolic function of discharge salt marshes. Possibly 
caused by plant thermal output or natural phenomena. 

» Florida Power Corp. 00/12/16, 3pp. 07310:273. 


8012170516 Forwards IE Info Notice 80-29, 8uppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 00/11/26 
ip. 07263: 106. 


8012300740 Advises that util response to IE Bulletin 80-21, "Valve 
Yokes Supplied by Malcolm Foundry Co, tnc, " will be 
iub,mittad by 801219. 

BAYNARD, P.Y. Florida Power Corp. 80/12/08. 2pp, 07359:273, 


R. Periodic operating reports «t related correspondence 


8012160483 Forwards monthly operating rept for Nov 1980, 

BAYNARDiP.Y. Florida Power Corp. 80/12/12. tp. 07235:343, 


8012300301 Forwards LER 60-031 /OlT-0. 

HANCOCK, J. A Florida Power Corp. 00/12/26. ip. 07357:346. 

--3012300512 LER 0O-OSt/OlT-O; on B01214, during troubleshooting operations 
while isolating leak in fire sve sys, FSV-107 was shut, 
isolating fire sve from aux bldg deluge contrary to Tech- 
Specs. Caused by failure to interpret design function, 

HERNANDEZ, V. A, Florida Power Corp. 60/12/26. 2pp. 07357:347. 


V. Operator Examinations 


8012170597 Approves util 600627 request to revise requirements for 
operators 4. backup licenses presented on Pages 12C-ti t< 

I2C-12 of F8AR. 

COLLINS, P,F, Operator Licensing Branch. 80/11/23. 2pp. 07269:192. 


—6012160469 Monthly operating rept for Nov 1900. 

CULVER, M. W, 1 BROWN, J. A. Florida Power Corp, 00/12/02. 7db 
07253:344- ' 


8. Reportable occurrences, LERs 4 related correspondence 


8012020394 Forwards LER 0O-O43/O4L-O, 

HANCOCK, J, A. Florida Power Corp. 60/10/31, tp, 07143:260. 


8012020531 LER 0O-O43/O4L-O; on 001001 , d 1 fferenee of more than two std 
deviations discovered to exist between preoperational t, 
oparatlonal studies in metabolic function of discharge salt 
raershee, Probable causa ts natural or seasonal variations. 

Florida Power Corp 90/10/31, 4pp. 07143:269. 


6012020635 Forwards LER e0-04a/04L-l , 

HANCOCK, J. A, Florida Power Corp. 80/11/26. Ip, 07143:291. 


—6012020646 LER 80-043/04L— 1 : on 801001, dl ff trance of more than 
two std deviations discovered between preoperational 4, 
oparattonal studies in metabolic function of discharge salt 
marshes, Probably caused by natural or seasonal variations. 
HERNANDEZ, V. A. Florida Power Corp, 80/11/26. 4pp. 07143:292. 

8012220304 Forwards LER 80-048/0aL-0, 

HANCOCK, J. A. Florida Power Corp. 0O/l2/i6. Ip. 07307:307. 


—8012220312 LER 0O-O40/O3L-O: on 801116 It 10, containment isolation valve 
CAV-3 did not close while sampling pressuriier water space. 

Caused by Inadiquate closing torque. Va Iveclosed, deec tivated 
4 malnt performed. 

H6RNAN0EZ. V. Florida Power Corp, 80/12/16. 2pp, 07307:300. 


DOCKS 1 30-303 CRYSTAL RIVER NUCLEAR PLANT. UNIT 4 
A. Application/construction stage documents fe correspondence 


8012220485 Responds bo 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
<J/revis#d Agreement State burial site condl tl ons. Forwards 
results of IE survey. 

DENTON. H.R. Office of Nuclear Reactor Regulation, Director. 
90/12/04. 2pp. 


3012220506 Forwards tabulation 4 summary of IE survey on low level 
ueste at 31 reactors. Low level waste storage facilities 
have been expanded at 37K of reactors surveyed u/71K 
planning or considering increasing storage capacity. 

8AN0ART, R. L. Effluent Treatment Systems Branch. 60/11/06, Bpp. 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency 4 fire protection plans 


0012040240 Informs of no present imp lamontation requirement re ftre 
protection mods. Completion of items will be governed by 
schedules In revised lOCFfiSO. 48 to be published tn FR 
notice. 

EISENHUT, D. 0, Division of Llceniirg, 80/11/17, Spp, 07170:207. 


0012020167 Discusses planned mods to emergency notification syi 4 
health physics network NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakeis.N/o end health physics network manual. 

KEPPLERjJ.O. Region 3, Chicago, Office of the Director. 30/11/19. 
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€012130376 Retubmlts lecoritg pljn revt»ion»p in rtiponi* to NRC 800910 
!• 1119 Itrs.Plon uiithheld frooi public discteture (ppf 
lOCFfi2 790).W/o end. 

ABEL> J. S. ComiTionueal th Edlicn Co. 80/12/0B Ip. 


S01229'0346 Foruarde evaluation fire protection Itent provided In 
SOO^OO S: 791031 Itrs. Snola detection *g«j jae tuppreetlon 
sysjCSR fuppreoelon eye ts leatar euppreeelon eyi ^ound 
accep table, 

WARCAiS. A. Operafctnj Reactor* Branch 1. 00/12/09. 9pp. 073d6; 001. 


H General correepondance 


8012020642 Reapeitds to B00919 Itr to Prexident Carter. Forward! 
favorable pretldentlal po!ltlon on nuclear anergij. Note* 
afforti to Insure safeguards. 

DENIOd.H. R. Office of Nuclear Reactor Regulatlonr Director. 
80/10/27. 9pp. 07236:318. 


8012240403 FOIA renoest for four categories of documents re cracl* In 
conta i nment of facility reactors. 

SHINCFlUO. H. Illinois Safe Energy Alliance. 60/1 1/18. Ip. 

07323: 133. 


8012240400 Respond ! to FOIA reiiuest for four categories of documents re 
cracls in containment of facility reae tors. Forward* 

NUHEO/CR-141 1 & 000730 summary 4. presentation from 800617 
teclinology eichange meeting u/ut 1 Is. Il/o and NUREO/CR-1411. 

FEUTOIl, J. 11. Division of Rules and Records. 80/12/19. tp. 

07324: 306. 


0. Advisory Committee on Reactor Safeguard* reports 4 correspondence 


8012020068 Svmmariy of Subcommittee on Class 9 Accidents 800702 meeting 
In IngleuoodiCA re possible mitigation features. 

» ACRS - Advisory Commfttee on Reactor Safeguards. BO/09/17, 8pp. 


P. Operating license stage documents 4 correspondence 


8012020793 Forward e seismic qualifications of auxiliary feadwater syt 
in operating PURs 4 describes program NRC It undertaking 
to revleu capability of operating Pl^Rs to remove decay 
heat following earthquake. 

EtSEIHl/T, 0. 0. Division of Licensing. 80/10/21. 4pp. 


3012160050 Ltr to operating plant llcenseesrOL applicants 4 CP holders. 
Forwards NUREO-0737 re THI action plan requirements. Requests 
operating reactor licensee confirmation in 43 days that 
Enel t Implementation dates will be net. 

EISEilHOr. D. 0 Division of Licensing. 80/10/31. 7pp. 


8012220963 Ltr to all power reactor licensee* forwarding NUfiE0'0619( 
"BH3 Feedwater Notzle L Control Rod Drive Return Line 
Noiile Cracking." Conf Irmatiois that implementation date* 
will bo met must be sent within 49 days.U/o end. 

EIBEllHOri 0. 0. Division of Licensing. 60/11/13. Ip. 


8013180620 Forwards Amends 32.91 4 49 to Licenses DPR-2. DPR~19 4 
DPR-29> respectively. Amends 60 t. 99 to Licensee DPR-a? 4 
QPR-30> respectively & Amends 58 4 59 to Licenses DPR~39 4 
0PR-4S. respective ly. Sa feguards contingency plan* acceptable. 
CRUTCHFIELD. D. Operating Reactors Branch 9. 80/11/17. 9pp. 


--8012180668 Amends 59 & 95 to Licenses DPR-39 4 DPR-48i respectively, 
requiring Implementation of safeguards contingency plan. 

VAROAi 8. A. Operating Reactors Branch 1. 80/11/17. 4pp. 

07271:339. 


'8012180671 Motlce of issuance of Amends 32.91 4 49 to Llcansit DPR-2. 
DPR-19 4 0PR-29i respec tive I y. Amends 60 4 99 to License* 

DPR-29 4 DPR~30. respec tlve ly 4 Amends 98 4 99 to License* 

DPR- 3? 4 DPR-4Bi respec tlve 1 y re safeguards contingency plan. 
CRUTCHFIELD, D. Operating Reactors Branch 9. 60/11/17. 8pp. 


re rtqueet to replace spent fuel 
s of co'mmltments In OL 
led in updated F8AR. 

60/11/20. Ip. 071301368, 


t purg e 4 vent 


pp. 078701338. 


Mcatton testing 


8018110294 Application to amend Llcanses DPR-39 4 DPR-AB to permit use 
of max of four extend ed burnup fuel asiembl lei In facility 
Cye le 6 rel^oad. 

TRAHM. T. R. Commonwealth Edison Co. SO/12/03 3pp. 07889:309. 


—8012110267 Proposed revision to Tech Spec Figure 3.2-6 4 Page 70 to 
permit use of mar of four estended burnup fuel assemblies in 
facility Cycle 6 reload. 

« Commonwealth Edison Co. 80/18/03 3pp. 07289:312. 


8012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reac tor Regulation inform licensees of need to c omp ly 
w/revi*ed Agreement State burial site cond 1 1 ion*. Forward* 
result* of IE survey, 

DENIDN.H.R. Office of Nuclser Reactor Regulation. Director. 
60/12/04. 2pp. 


— 8012220906 Forward* tabulation 4 lummary of IE survey on low level 
waste at 91 reactors . Low love 1 waste storage facilities 
have been expanded at 37% of reactor* surveyed W/7IX 
planning or considering Increasing storage capacity. 

BAROART.R.L. Effluent Treatment System* Branch. SO/Il/06. flpp. 


8012290342 Inform* that low pressure gross leak test of containment 
mutt be performed prior to any startup from cold shutdown. 

Different gross leak tast ensuring eontelnment Integrity 4 
mlninliing personnel exposure might be allowed, 

VAROA, 8. A. Operating Reactors Branch I 80/12/08, 3pp. 07346:008, 


8012890210 Responds to 800506 ltr requesting guidance on testing 
methods of wedge-opening-toading specimens from facllltla*. 

NUREO on tubj will be Issued by end of 1980 4 made 
available to util* by rnld-1961. 

VAR'OA. 8. A. Operating Reactors Branch 1. 80/12/09. 3pp. 07343:396. 


8012170447 aubmlti schedule for transmitting proposed Tech apec* 
change* covering 10 TI11~2 Lessons Learned Category A items 
per 600702 request. A1 ternata schedule also proposed. 

TRAHM. T.R. Cemmonuealth Edison Co. 60/12/11. 3pp. 07269:148. 


BOIS1704B8 Forwards response to NRC 801031 ltr request, Ing confirmation 
that Implementation dates indicated In NUREO-0737 will' be 
mat. Ability to meet required dates for major mods is 
contingent upon hardware availability 4 delivery. 

ABEI.'J.S. Comnonweelth Edison Co. 00/12/19. 37pp. 


a012240158 Forwards confirmation that implementation dates per 
NUREO-O7a7 will be met 4 justification for exception*. 
General ly. dates are C'ontlngent upon hardware availability 4 
del Ivary. Comments on safety requirement* in Tech Specs. 
ABEL.%f. 8. Commonwealth Edison Co, 80/12/19. 37pp. 


6012290247 Supple 800623 response to NRG request for info re adequacy 
of station electric distribution sys voltage*. 

TRAMH.T.R. Commonwealth Edison Co. 60/12/19. Ip. 07349:141. 


8012300639 Forwards Bethlehem Steel Corp "Rept of Mechanical 4 Chemical 
Testj" re 700919 Shipment 160-1749. Rept dlicusse* Zion 
reactor coolant pump support rods. 

TRAMH, T. R. Commonwealth Edison Co. 80/12/23. 2pp. 07346:167. 


0. Inspection report*. IE Bulletins 4 correspondence 


8018170910 Forwards IE Info Notice 80-37. "Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLER.J.O. Region 3. Chicago. Office of tho Diroetor. 60/10/24. 
Ip. 


8012020743 Forwards three Perfarmanee Appraisal Branch Insp repts 4 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate ad justments. If/o inei. 

KEPPLCR. J. 0. Region 3. Chicago, Office of the Director. 80/11/18, 

4pp. 


8012040274 Ack receipt of 801001 ltr Informing NRC of steps taken to 
correct violation* noted In IE Insp Rept* 90-299/80-09 4 
90-304/00-09, 

HINDtJ.A. Raglan 3, Chicago, Safeguards Branch, 80/11/10. Ip. 
07163:269. 


— 6012040884 Suppl* 800703 ltr ro violation* noted In IE Insp Rept* 
90-298/80-09 4 90-304/80-09. Cor r *c tiv# actions; draft to be 
completed stating ccntracbor screening guideline* in more 
prac 1 ee language. 

ABEL.%1.6. Commonwealth Edison Co. 80/10/01. 13pp. 07163:266. 
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B012040037 Atk receipt of 001015 Ur provldlnj reeuUe of Bergen- 
Pettenon iteam genoretor enubber teetlng. Providee liet of 
coainenbe, More detail ehould be provided for itiff ipring 
mod uhich altered original valve block design. 

KEPPLEfijJ. 0. Region 3< Chicagoi Office of the Director. 00/11/80. 
Spg. 07170:888, 


-8018040064 Forwards “Results of Unit 8 Steam Generator Snubber 
Testing at NH Testing Lab (KHTL) Hag, 1980, " in response to 
JO Keppler 800117 Itr request. Based on rept, util has 
concluded that snubbers successfully completed tests. 

ADEL, J. 8. Commonwealth Edison Co. 80/I0/1S. 8pp. 07170:284. 

■0018040060 “Results of Unit 8 8team Generator Snubber Testing at NH 
Testing Lab tNHTL) May, 1900. “ 

* Com.monweal th Edison Co. 80/10/15, 18pp. 07170:886. 


8018040667 Forwards IE Bulletin 00-84, 'Prevention of Damage Due to 
Mater Leakage Inside Containment. " No written response 
required. 

KEPPLER,J, 0, Region 3, Chicago, Office of the Director. 80/ll/Sl 

8pp. 


0018080007 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 80/11/84 

2pp. 


0018170400 Forwards monthly status rept of evaluations performed in 
response to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Piping 9ys. " No sys identified 
w/stress etceedlng i/2 matl ultimate stress at QBE loadings. 
JAN6CEK,R.F. Commonwealth Edison Co. 00/11/84. I4pp. 


0018230983 Forwards nsw security badge numbers 6 elearanes levels for 
Region 3 personnel. Changes should be entered on Bept 1900 
access lists. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 90/11/85, 

6pp. 


R. Periodic operating reports tc related correspondence 


SOtSlloSSa Forwards monthly operating repts for Nov 1980. 

0RAF6SER, K. L, Commonwealth Edison Co. 0O/I2/OS. Ip. 07823: 815. 


—0018110363 Monthly operating repts for Nov 1980. 

COOK,J.tl. Commonwealth Ed i son Co. 00/18/05. 11pp. 07823:816. 


S, Reportable occurrences, L.ERs 6 related correspondence 


8018090433 Forwards LER 80-087/03L-0, 

ORAESSERi K. L, Commonwealth Edison Co. 00/11/86. tp. 07803:043. 


— B018090444 LER aO-027/03L-0: on 001089, channe 1 8L-461 found out of 
tolerance. Caused by zero shift on smtr 8L-461. Adjustments 
made to «mtr L channel returned to sve. 

J6NKIN3, R V. Commonwealth Edison Co. BO/1 1/26. Ip. 07803:044. 


0018150093 Forwards LER 90-086/99X-0. 

ORAESBERr K. L, Commonwealth Edison Co. 00/18/02. tp. 07837:807. 


■0018150094 LER 0O-O86/99X-O: on 800930, Inadver tent safety injection 
occurred, Caused by false steam pressure differential signal 
in loops SA t: SC. Mods underway to Install J tubes in 
fesduater rings of steam generators. 

HlHGCEHiB. L. Commonwealth Edison Co. 00/12/02. 3pp. 07237:888. 


0018170607 Forwards LER 80-02a/03L-0. 

ORAESBERi K. L. Commonwealth Edison Co. 00/18/ 10. Ip. 07264:238. 


■0012170610 LER BO-O20/O3L— 0: on 001 1 lO, steam generator SB feed flow 
channel 8F-540 out of tolerance. Caus ed by lero shifting of 
Fisher Porter transmitter. Transml tter zero adjusted k 
channel returned to svc. 

JENKIN3, R, V. Commonwealth Edison Co,, 00/18/10. tp. 07864:833. 


0012100661 Aek receipt of 000919 response to NfiC 000810 Ur requesting 
add! Info rs IE Bulletin 79-14 evaluations. Dresden b Ouad 
Cities responses to ttsms 163 unaccsptabls, since 
requested info was not Included. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 80/11/26. 
3pp. 


0018170552 Forwards IE Info Notice 00-29, Buppl i, "Broken Studs on 
Tarry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 80/11/86. 
Spp. 


8018310818 Suppls 801 i06 response to IE Bulletin 80-11 re masonry wait 
design def Iciency. Necessary rspairs to 16 walls not meeting 
acceptance criteria to be completed by 010101. 

Rausch, T.J. commonwealth Edison Co. 80/18/01. 2pp. 07369:802. 


8018100579 Aek receipt of 001118 Ur informing NRC of steps taken to 
correct violations noted in IE Health Physics Appraisal 
Repts 50-895/00-05 «< 50-304/00-04. 

KEPPLER, J.O, Region 3, Chicago, Office of the Director. 00/18/02. 
ip. 07810; 168, 


■0018100508 Responds to NRC 000687 Itr re violations noted In IE Health 
Physics Appraisal Repts 50-295/00-05 fc 50-304/80-04, 

Corrective action*: present key control of access to high 
radiation areas will be maintained. 

ABELiJ.B. Cemmonwealth Edison Co, 80/ll/t8. Ip. 07810:163. 


8018830065 Responds to IE Bullstln 00-81, “Valve Yokes Supplied by 
Malcolm Foundry Co, Inc." No valve parts cast by Malcolm 
Foundry planned for use or in use at facilities, 

RAUSCH, T.J. Commonwealth Edison Co. 80/12/05. Spp. 


8018890394 Responds to 801114 Ur re change in Insp plane for charging 
pump casing suction end plate. Plans will bo evaluated for 
potentially generic problem, 

FIORELLItO. Region 3, Chicago, Reactor Construction fe Engineering 
Support Branch. 00/18/09. Ip, 07345: 108. 


0018310583 AcV receipt of 001113 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-895/80-09 4, 
30-304/00-09. 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 00/18/09. ip. 
073^^2 031 « 


“8018310590 Responds to NRC 801001 Ur re violations noted in IE Insp 
Repts 50-895/00-09 (t 50-304/80-09. M/o end updated screening 
guidelines it implementing Itrv 

ABEL.J, 0. Commonwealth Edison Co. 00/11/13, ip. 07366:038. 


8018830316 Forwards LER 0O-O89/OIT-O, 

ORAESSER, K. L, Commonwealth Edison Co. 00/18/15. Ip. 07310:211. 


•0012230310 LER 8O-089/01T-0; on 8001 19, out let damper on hydrogen purge 
sys SB found inoperable during constent speed drive b not 
repaired prior to startup. Caused by failure of normal 
opapabtllty survalUance to Include verification. 

STAHMBRiF. CemmonueaUh Edison Co. 00/18/15. 3pp. 07310:812. 


DQCKEI 50-305 KEWAUNEE NUCLEAR POWER PLANT 
F. Becurlty, medical, emergency k fire protection plane 


0018080103 Discusses planned mods to emergency notification sys 6 
health physics network, NRC will pay for Installation of 
output jacks to provide capability for adding one-way 
speakers to sys.H/o end health physics network manual. 

KEPPLER, J.O, Region 3, Chicago, Office of the Director. 00/11/19, 
Spp. 07148:357, 


0018100368 Bubmlts info re emergency offsite facility. In response to 
NRC telex received BOISOI. 

MATHEWB.E.R, Wlsconiln Public Service Corp. 00/18/01. 2pp. 


8012300854 Forward* Industrial security manualtRevislan 2. 

Plan withheld (ref lOCFRa.790). 

MATHEWS, E.R Wisconsin Public Service Corp. 80/18/88. Soe 
07357:831. 


P. Operating license stage documents 6 correspondence 


8018020753 Forward! seismic qualifications of auiiliary feedwater sy* 
In operating PWRs 6 describes program NRC Is undertaking 
to rtvieu capability of operating PHR* to remove decay 
heat following earthquake. 

EI8ENHUT, D, 0. Division of Licensing, 80/10/21. 4pp. 


owz,czowou wer to operating plant licensees, OL epplican.. « w. 
Forwards NUfiEO-0737 re Till action plan requirements. Requeete 
operating reactor licensee confirmation In 45 days that 
End i implementation dates will be net. 
eiSENHUT, D, 0. Division of Licensing. 00/10/31. 7pp. 




8018080118 Confirms 001030 plans for 001 180 meeting at feeUity to 
discuss NRC ivaluatlon of regulatory performance. 

KEPPLER, J, 8, Region 3, Chicago, Office of the Director. 00/it/tO. 
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S0t35S0?63 Ltr to all pouer reactor licenseei foruarding NUf?E5-06t9, 
"BUR Peeduater Noiile V Control Rad Drive Return Line 
Noiile Cracking,” Confirmation t^at inp lenentat i on date$ 
uill be met must be sent uitMn 45 dags ll/o onel. 

EI5E3iHi‘JTr D. t>. Division of Licensing. 60/11/13. Ip. 


SD1S1&0194 Confirms 60)114 telcon autboriting Tech Spec change to 
License DPR-43, Tech Spec 3. 2, C. 4 permits tuo boric acid 
pur<ps to be out of svc on 601114. 

MOVAH, T. t1. Assistant Director for Operating Reactors. 00/11/24. 
2pp. 07262; 307. 


0012020372 Ack receipt of fJRC 301031 Itr transmitting NUREO-0737. 
"Clarification of TMI Action Plan Requirements." info on 
implementation schedules 6 design for requirements uill be 
submitted bg 610101. 

HATHEU3. E R Uisconsin Public Service Corp. 60/11/26. ip. 
07142; 074 


6012230469 Responds to 600911 memo raquestlng that Dfc of Nuclear 
Reactor Regulation inform licensees of need to complg 
w/revlsed Agreement Stats burial site cond i fci ons. forwards 
results of IE surveif. 

DENIQNi H. R. Office of Nuclear Reactor Regulatiorti Director. 
80/12/04. 2pp. 


'6012220506 Forwards tabulation & sunr.arg of IE survag on lou level 
uaste at 91 reactors. Lou level waste storage facilities 
have been etpanded at 37ki of reactors surveyed u/71«< 
planning or considering increasing storage capacltg. 

QAIiOARTi R. L. Effluent Treatment Sgstems Branch. 00/11/06. 8pp. 


6012I90364 Proposed Amend 42ai superseding proposed Amend 42 to License 
DPR-43. Forwards proposed Tech Specs to clarlfg some 
s ec t 1 snsi cor rac t inconsistencies k correct organization 
charts submitted in Tech Specs u/propased Amend 42. 

RATHEHS.E. B Wisconsin Public Service Corp. 60/12/09. 2p. 

07240:311. 


— 8012150267 Proposed revisions to Tech Specs submitted 60090B u/proposed 
Amand 42. Changes reflect Nuclear Dept reorgani lat ion uhleh 
became effective 600301. 

« (liscensin Public Service Corp, 00/12/09. 11pp. 07240:313. 


8012160316 Responds to NRC 600614 request far addl info re loss of 
offsite power surveg. Fac i 1 1 tg has not ezperienced offsite 
lass of power resulting from grid failures such as severed 
power lines. 

I1ATHEW8< E. R. Wisconsin Public Service Corp. 90/12/09. Ip. 
07262:006. 


8012290354 Forwards request for addl info re auziltarg feedwater 
automatic Initiation it flow sgs. 

VABOAiS.A. Operating Reactors Branch 1. 80/12/09. 4pp. 07349:397. 


8012300416 Forwards respense to 800821 request for addl Info re 
adequacy of station electrical distribution sgs voltage 
anatgses performed bg util. 

KATHEUB.E, R Wisconsin Public Service Corp, 60/12/22. 4pp. 
07357:320 


6012300413 Advises that NRC 001113 Itr requesting confirmation of 
implementation dates in NUREO-0619 does not apply to 
fac ilitg. 

l1ATHEN3i E, R Wisconsin Public Service Corp. 80/12/23. Ip. 
07349:357. 


6012300474 Discusses proposed Tech Sp ec St incorpora t ing lessons learned 
items re emsrgencv pouar supply requi rementsi valve positioni 
instrumentation for Inadequate core cool ingi contalnmen fe 
i solat i OAi au ■ i 1 i arg feedwater U sys integrity monitoring. 

HATHEWS.E R. Wisconsin Public Service Corp. 80/12/23. 4pp. 

07346: 128 


6012300559 Responds to NRC 600410 Itr re use of term operable. Since 
Tech Specs do not follo'u STS f ormatj revls ions to Tech Specs 
deemed unnecessary. 

t1ATKEWa.i E. R Wisconsin Public Service Corp. 80/18/23, 3pp. 
07346:253. 


Q. Inspection reporhst IE Bulletins 4 correspondence 


8012190567 Forwards JE Hgt Meeting Rapt 50-305/80-22 on 000919. No 
nonconpllance noted. 

KBPPLERtJ. 0, Region 3i Chicagop Office of the Director, 60/10/22. 
2pp. 07273:266. 


— 6012190692 IB Mg t Meeting Rept 90-305/00-22 on 000919, No noncomp 1 lanei 
noted. Major areas d 1 : cus sed: NRC perception of serious 
interface problem at corporate level 4 avenues to resolve 
matter. 

KfPPLERi J, 0. Reglnn 3. Chicago. Office of the Director. 60/10/21. 
2pp. 07273:266. 


6012170901 Forwards IE Info Notice 80-37. "Containment Cooler Leaks 4 
Reactor Cavitg Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLCRiJ. 0. Region 3. Chicago. Office of the Oirector. 60/10/24. 
Ip. 07266:068. 


8012020743 Forwards three Performance Appraisal Branch insp rspts 4 
mgt evaluation tree u/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate ad jus tmen ts . N/o end. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 80/tl/ia. 
4pp, 


8012040799 Ack receipt of 601024 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Rept 50-309/00-16. 

MEIBHMANi R. F, Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 00/11/20. Ip. 07170:066. 


--0O18O4O3O2 Responds to NRC 601002 Itr re violations noted In IE Insp 
Rapt S0-309/80-1B. Corrective actions: alt A 4 B valves in 
noncomp 1 lane e u/lWV-3410 tested irr.'oed lately 4 
administratl ve controls increased. 

MATHEWS. E. R. Uisconsin Public Service Corp. 60/10/24, 3pp. 
07170:067. 


8012040661 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

HEPPLER.J. 0. Region 3. Chicago. Office of the Director. 60/11/21, 
2pp. 07166: 344. 


6012080398 Notification of 601201 meeting u/utll in Dethasda.HO to 
discuss NRC orders 4 bulletins re qual if icat 1 on of safety- 
related electrical equlp.ment 4 facility response to 600919 
revised order for mod of license. 

LtCCIAROQ. R. D. Operating React or s Branch 1. 60/1 1 /81 . 2pp. 

07196: 190. 


6012080083 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLCfii J. 0, Region 3. Chicago. Office of the Diroetor. 80/11/24. 
2pp. 07162:240. 


6012120389 Ack receipt of 600820 4 1103 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
90-305/80-19. 

KEPPLER.U, 0, Region 3. Chicago. Office of the Director. 80/11/24. 
Ip. 07237: 162. 


•8012120407 Responds to NRC 801006 Itr re violations noted In IE Insp 
Rept 90-305/80-15. Correct Ive actions: Insp rept to bo 
discussed w/personnel re requirements for approved specific 
repair procedures. 

MATHEWS. E. fi. Wisconsin Public Service Corp. 60/11/03. 2pp. 

07237: 163. 


0012170920 Forwards IE Info Notice 80-29. Suppl 1. "Broken Studf on 
Terry Turbine Steam Inlot Flange. " No written responie 
required . 

REPPLER, J, 0, Region 3. Chicago. Office of the Director. 80/11/26. 
2pp. 07266:112. 


8012310421 Reponds to NRC 800816 Itr requesting clarification of 
response to IE Bulletin 60-11. "Masonry Wall Design. " 

Equipment listing end. 

MATHEWS. E. R. Wisconsin Public Service Corp. 00/12/08, a7pp. 
07369:230, 


6012190210 Forwards third bimonthly status rept on IE Bulletin 79-OtD 
re environ qual i f Icat ion of Class t£ equipment. 

HAYES. 0. N. Region 3. Chicago. Reactor Construction 4 Engineering 
Support Brench. 80/12/09. 2pp. 


8012240098 Forwerds IE Insp Rept 90-309/80-25 on 801117-21 4 notice of 
violation, Notice of violation withheld <rtf 10CFR2. 7901. 

HIND. J. A. Region 3. Chicago. Safeguards Branch. 60/12/12. 2pp, 
07324:266. 


6012240061 IE Insp Rept 30-309/80-25 on 601 1 17-21. Noncomp Uanee noted: 
packages not searched prior to onterlng protected aree. 

Details withheld (ref 10CFR2. 790). 

CREEU.J.R . KNICELEY. J. R. Region 3, Chicago. Office of the 
Director. KIND. J. A. Region 3. Chicago. Safeguards Branch. 

80/12/10. app. 07324:268, 
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R. Periodic oporeting reports 4; related correspondence 


801S100324 Forward* month ly operating rept for Nov 1980. 

MATHeWSiE.fi. Wisconsin Public Service Carp. 0O/12/OS. Spp 
07217:340. 


■-8O121OO320 Monthly operating rept for Nov 1980. 

RUlTERiO.H. Wisconsin Public Service Corn. 00/12/01. 3pp, 
07217:342. 


S. Reportable occurrences. LERs 4. related correspondence 


3012020420 Forward* LER 0O-O33/O3L-O. 

MATHEWSi E. fl. Wisconsin Public Service Corp. 80/11/26. Ip. 
07140:272. 


““0012020431 LER B0-O35/O3L-O: on 801030. during normal operation at iOOX 
power. IB2 SVC water pump failed to start after routine 
(taint. Caused bg defective solid state devi ee. Device replaced 
per Tech Spec i returned to svc. 

SMOKER, C.S, Wisconsin Public Service Corp. eo/li/26. ip, 
07148:273. 


8012170576 Forwards LERs e0-036/03L“0, 0O-O19/O3X-3, 80-037 /O3L-0 
a0-038/03L“0. 

MATHEWB. E. R Wisconsin Public Service Corp. 80/12/11. In, 
07266: 007. 


'G012170SB1 LER B0-036/03L“0: on 801 114, both BA transfer pumps taken out 
of SVC In violation of Tech Specs. Caused bg need to repair 
leaking diaphragm shared bg pump*. Valve repaired J> pumps 
returned to svc. 

SMOKER, C.S. Wisconsin Public Service Corp. 80/12/12, to. 

07266: 008. 


•8012170588 LER B0-019/O3X-3: on 800326, check damper 8BV-10A felled to 
open causing sgs Inabilltg to create vacuum in annulus. 

Caused bg controller setpoint drift, faultg component fc 
transistor. Parts repaired. 

NALEPKA, D. 8. Wisconsin Public Service Corp. 80/12/14. Ip. 
07266:010. 


•8012170592 LER 0O-O37/O3L-O: on 800611, check damper 8BV-10A failed to 
open causing *g* inabilltg to creato vacuum in annulus, 

Caused bg controller setpoint drift, faultg component i 
transistor. Parts repaired. 

NALEPKA, D. 8, Wisconsin Public Service Corp. 80/12/14. Ip 
07266:011. 


— 0012170600 LER 0O-O3B/O3L-O: on 800713, check damper BBV-lOA failed to 
open causing sgs Inabilltg to creato vacuum In annulus, 

Caused bg controller setpoint drift, faultg component Ic 
treni istor. Parts repaired. 

NALEPKA. D. 8, Wisconsin Public Service Corp. 00/12/14, Ip. 
07266:012. 


80I223008S Forwards LER* 80-039/01 T-0 4 0O-O4O/O3L-O. 

MATHEWS. E. R Wisconsin Public Service Corp. 00/12/19. Ic 
07316; 232. 


•8012230309 LER 80-039/01T-0; on 801210, during surveillance of spent fuel 
pool rack samples, two sealed specimens eihibited swelling. 

Caused bg gaseous product of radlolgsis of matls used In 
boron carbide p la ti. Rearranged spent fuel bundles. 

SMOKERiC.S Wisconsin Public Service Corp, QO/12/19. Ip. 

07316:233. 


*8012230397 LER 0O-O4O/O3L—O; on 801125, while rec irculating boric acid 
storage tank A prior to sampling, lA BA transfer pump motor 
tripped on over load. Cause unknown. Pump returned to svc 
within time limit of Tech Specs 3.2. c. 2, 

SMOKER, C.S Wisconsin Public Service Corp. 80 / 12 / 19 . 2 pp. 

07316! 234. 


DOCKEI 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 
F. Securltg, medical, emergeneg U fire protection plans 


8012020063 Discusses planned mods to emergeneg notification sgs l< 
health phgslcs network. NRC will pay for installation of 
output .jackt to proviile capabtlltg for adding one-wag 
speakers to sgs.W/o end health phgtics network manual, 

KEPPLERjJ. 0. Region 3, Chicago, Office of the Director, 80/11/19. 
Ip. 07148:343. 


8012020332 Aek receipt of NRC 0Olil4 Ur commenting on 800813 upgraded 
emergeneg p len. Revls Ions to plan will be completed bg 
810901. Implementing procedures will be submitted bg 810301. 

MAY6R, L. a. Northern States Power Co. 80/11/26. Ip, 07142:049, 


P. Operating license stage documents 4 correspondence 


8012010593 Notification of 800521 meeting w/util in Bethesda.HD to 
discuss installation of four 4 forty Eiton fuel assemblies 
containing gadolinia in forthcoming reioad. 

MARTIN, R.E. Operating Reactors Branch 3. 80/05/14, 2ap 

07095:065. 


8012020753 Forwards seismic qualifications of auiiliarg feedieater sgs 
in operating PNR* 4 describes program NRC is undertaUng 
to review capability of operating PlJRs to remove decay 
heat following earthquake. 

EISENHUT, 0, 0, Division of Licensing. 80/10/21. 4pp, 


0012160050 Ltr to operating plant 1 Icensees, OL applicants 4 CP holders. 
Forwards NUR60-0737 re TKI action plan requirem.ents. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel t Implementation dates wilt be net. 

EISENHUT, D, 0. Division of Licensing, 30/10/31. 7pp. 


0012220563 Ltr to all power reactor licensees forwarding NUREQ-0619, 
"EWR Feedwater Noule 4 Control Rod Drive Return Line 
Ndiile Cracking." Confirmation that implementation dates 
will be met must be sent within 45 dags.W/o end. 

EISENHUT, D. 0. Division of LIceniins. B0/il/l3, Ip. 


8012040333 Forward* Amends 43 4 37 to Licenses OPR-42 4 DPR-6ai 
resp ec t i ve 1 g I saf e tg evaluation 4 notice of issuance 4 
avai labl I i tg. 

CLARK, R. A. Operating Reactor* Branch 3, 80/11/14. 3pp. 07163:223. 


—8012040358 Amends 43 4 37 to Licenses DPR-42 4 0PR“6Q,rBSp*qtlv*lg, 
reviling Tech Specs to replace current Inservlce insp Tech 
Specs u/inservice program meeting requirements of 
lOCFflSO. 55. 

CLARK, R. A. Operating Reactors Branch 3. 80/11/14. Spp. 

07161:226. 


-8012040364 Safety evaluation supporting Amends 43 4 37 to Licenses 
DPR-42 4 DPn-60, resp ec 1 1 ve I g. 

* Office of Nuclear Reactor Regulation, Director. 00/11/14. 
2lpp. 07163:231, 


—8012040369 Notice of issuance 4 availability of Amend* 43 4 37 to 
Licenses DPR-42 4 OPR-60, respee t ivelg. 

CLARKiR.A. Operating Reactors Branch 3 80/11/14. 2pp 

07163:252, 


6012010070 Respond* to questions raised bg Chemical Engineering 4 
Effluent Treatment Sgs Branches re facility fuel storage 
mod, in connection w/a0O131 OL amend request. 

MAYER, L.O. Northern States Power Co. 00/11/21. Spp. 07097:331. 


8012080319 Forwards Revision 1 to 0OOSO6 application for amend to 
License* DPf5-42 4 DPfi-60. chang Ing Tech Specs, Section 3.10 re 
safety injection actuation power distribution limits. 

HAVER, L.Q, Northern States Power Co,. 80/12/02. Ip. 07189:223. 


6012060323 Revision 1 to 800506 application for amtnd of Licenses 
DPR-48 4 DPR-60, changing Tech Spec s, Section 3. 10 re safety 
injection actuation 4 power distribution limits. 

MAYER.L, 0. Northern States Power Co. 00/12/02, 3pp. 07189:224. 


8012080329 Proposed changes to Tech Specs, Sec t ien 3.10 re safety 
injection actuation 4 power distribution limits, 
a Northern States Power Co. 80/12/09. 4pp, 07109:227. 


8012290485 Responds to 800911 memo requesting that Oft of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site eondl tions. Forwards 
result* of IE survey. 

DENIONiH. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. Spp. 


8012220506 Forward* tabulation 4 lumnarg of IE survey on low leval 
waste at SI reactors, Low level waste storage facilities ■ 
have been expanded ab 37X of reactors surveyed w/71X 
planning or considering Increasing storage capacity. 

DANOART, R.L. Effluent Treatment Systems Branch. 80/11/06. Spp. 

8012300268 Responds to NRC 801024 request for addl auKlliarg faaduater 
sgs info. Specific responses, related tables 4 drawings 4 
correction to util 791221 Ur end, 

MAYER, L.O. Northern States Po-jer Co. 00/12/10. 13pp. 07387:843. 

8012300214 Submits licensing fee deterislnatien for 801219 amend renuest 
for Licenses DPR-42 4 DPR-60 re TMI Lessons Learned Category 
A Tech Specs change*. Class III 4 Class I fees end., 

« Northern States Power Co. 80/12/19, ip, 07357:056. 
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S012300303 Foruards application for amenil of Licen-tof DPil~43 (i OPR-60i 
changing Tech Spoci re TMI Leisons Laarnad Category A 
procedural & equipment rei^uir ements. Fee entl. 

HAVER, L.a Northern States PoJor Co. 80/13/19. Ip. 07357: OiS. 


— 8013300305 Application for amend of Licenses DPR-43 fc LPR-60, chang ing 
Tecli Specs re TKt Lessons Learned Category A procedural Si 
egsilpnent requiremants. 

HAVER.L. □. Northern States Pouer Co. 80/13/19. 3pp. 07357: 06&. 


— 801330-3310 Proposed changes to Tech Specs Sections 3, 4 S< 6 re TKl 
Lassons Learned Category A procedural & equipment 
requirements. 

* Northern States Po<iier Co 80/13/19. £&pp. 07357:069. 


3. Inspection reports, IE Bulletins ii correspondence 


5013170&44 Foruards IE Info Notice 80-37, "Containment Cooler LeaVs b 
Reactor Cavity Flooding at Indian Point Unit 3. “ No uritten 
response required. 

KEPPLERiJ.O. Region 3. Chicago, Office of the Director. 80/10/24. 
Ip. 07864:193. 


B01S010566 Foruards I£ Insp Repts 50-233/80-17 50-306/80-17 on 

80,1020-24 b notice of v:lo lation. Not ice of violation 
withheld Cref lOCFRS. 790). 

HttiOi J. A. Region 3, Chicago, Safeguards Branch. 80/11/18. 3pp. 
07095: 040, 


— 6013240294 Inservice insp rept for 800902-1013, Refuel Ing Outage S, Imp 
Period 2. Discusses etamlnatlon of pressure retaining 
co,nponentt b supports of reactor coolant b associated sys 
classified as ASMS Class '1 & Class 3. 

DAHlKAN, L. D. . KRUKPOS, P. J. < ANDER60N, R. M. Northern States Power 
Co. 80/13/01, 95pp, 07325: 147. 


R. Periodic operating reports b related correspondence 


8013160453 Forwards monthly operating repts for Nov 1980. 

HAVER, L.O. Northern States Power Co. 60/13/11. tp. 07354:304. 


— 601316045B Monthly operating repts for Nov 1900. 

NUNSTAOi A. A. Northern States Power Co. 60/13/01. 0pp. 
Q73S4: 206. 


S Reportable occurrences, LERs b related correspondence 


8013090396 Forwards LER eO-033/03L-0. 

HAVER, L.O. Northern States Power Co. 80/13/03. tp. 07303:026. 


—8013090403 LER B0-035/03L-O; on 801 103i renote/local control switch on 
containment spray pump 31 found not in remote position. 

Caused by contractor uorkman bumping swi tch. Sul tch returned 
to remote position. 

HUNSTAD.A. A. Northern States Power Co. 80/13/03. Ip. 07303:037. 


— S0130I05B6 IE Insp Repts S0-282/Q0-I7 b 50-306/00-17 on 601030-24. 
Iloncompliance noted:access available to two vital areas u/o 
controlled access point s . Data 1 Is withheld (ref lOCFRS. 790). 
PIRTLE. O. L . MACEDA. T. 0. Region 3, Chlcagoi Office of the 
Directo,r. NINO, J. A. Region 3, Chicago, Safeguards Branch. 
00/11/17. 3pp. 07095:030, 


3013020743 Forwards three Performance Appraisal Branch Insp repts b 
mgt evaluation tree w/user guide so that facility can 
compare program to program already riviewed b make 
appropriate a d |us tne nts . N/o encl. 

KEPPLER, U. 0. Region 3, Chicago, Office of the Director. 80/11/16. 
4pp. 


3013040633 Forwards IE Bulletin 80-34, "Prevention of Damage Due to 
Mater Leakage Inside Containment. ’’ No written response 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 80/11/21. 
3pp. 07165:330. 


J012080070 Forwards IE Info Notice 60-43, "Effect of Radiation on 
Hydraulic Snubber Fluid.” No written response required. 

KEPPLER.J.Q. Region 3, Chicago, Office of the Director. 60/11/34. 
3pp. 07183:323. 


90120 9 0 0 06 Responds to IE Qulletin 00-23. Increased surveillance not 
warranted. Solenoid valves do not present safety o.r plant 
rcllaliility concern. 

GILBERTS. D. E Northern States Power Co. 80/11/34. Ip. 07199:338. 


S01S19O27O Forwards new security badge numbers b clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1960 
access lists. 

KEPPLCRiJ.O, Region 3, Chicago, Office of the Director. 80/11/29. 
6pp. 07266: 020. 


3012170531 Forwards IE Info Notice 80-29, Suppl 1, "Orolcen Studs on 
Tarry Turbine Steam Inlet Flange." No written response 
raqu Ired. 

KEPPLER.J.Q. Region 3, Chicago, Office of the Director. 80/11/26. 
2pp. 0736B: 132. 


1013338177 Responds to IE Bulletin 60-21, "Valve Vokes Supplied by 
Halcolm Foundry Co, Inc. " Facilities do not use specified 
va Ives. 

GILBERTS, D. E. Northern States Power Co. 60/13/05. Ip. 07303:341. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency b fire protection plant 


8012040149 Public version of "Independent Assessment of Evacuation 
Times for ME Yankee Nuclear Power Plent, '■ Vol 6. prepared for 
FEMA, 

CDSBY.J.C., SHEPPARD, W. V. , JURAS1N,R.P. Ml Ibur Sml th b Aetoeiatee. 
00/06/30. 8lpp. 07161; 138. 


8012030730 Informs that mods will be made to emergency natifieatlgn 
sys b health physics network equipment. NRC will have lamps 
Instaltad on emergency telephones In all control rooms, 
technical support ctrs b emergency operations facilities. 
ORIER,B.i'l. Region 1, Philadelphia, Office of the Director. 
60/11/14. 2pp. 07196:154, 


6012890911 Forwards interim lOCFRSO. 48, suspending completion date for 
prevloutly approved fire protection mods, ef fee tlve 001029, 

Rule will be superseded by pending revi t ion. 

EI8ENHUT, D. 0, Division of Licensing. 00/11/14. 8pp. 07207:016. 


6012040065 Forwards public version of "Evacuation Time Aetetement of 
Nine Nuclear Power Plants Emergency Planning Zones," 
eiecutive summary. 

FELTON. J.H. Division of Rules and Records. 80/12/03. Ip. 


— 6012040088 Public version of “Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones," eseeutlve 
summary, pr spared for FEMA, 

e Nllbur Smith b Associates. 60/06/30. i7pp. 


—6012040155 Public version of program rept, "Evacuation Tine Aissssmint 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
1, prepared for FEMA. 

COSBY, J.C. Mllbur Smith b Associates. 80/06/30. 43pp. 


6012150083 Informs that util has installed hose etatione referenced in 
fire protection safety evaluation Hose stations are 
Installed to meet capacity requirements of NFPA 14, standpipe 
b hose stations. 

GROCEiR. H. Maine Yankee Atomic Power Co. 00/12/05. Ip. 07239:357. 


0. Adjudicatery correspondence 


1012230734 Forwards revised data sheets In response to IE Bulletin 
79-OlB, "Environ Qualification of Class IE Equipment. " 

D. E. Northern States Power Co. 00/12/05. 7pp. 07299:361. 


rept on IE Bulletin 79-OlB 
Ipmant. 

nstruetton b Engineering 


mary for facility 
Ip. 07329: 146. 


6012150070 Crlticlies remarks by NRC official to Portland Press Herald 
on BOlSOli bac k ing util plan for long-term storage of nuclear 
was t a In atlsting fuel pool. Remarks bef ora prehearing 
conference are unprof ess Iona 1. Newspaper article encl. 

TUPFER.S R. TupperrS.R. 00/13/04, 3pp, 07340:016. 


8012110516 Requests hearing by 630630 re environ qualification of 
safety-related electrical equipment per 601034 order. Util 
will clarify 001034 order requirements b review SERs 
scheduled for 010801 Issuance. 

JOlINGONi M. P. Maine Yankee Atomic Power Co, 00/12/00, tp. 
07332:397. 
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H. Oanvral corratpondtnc* 


8012290349 Inforni* cf relocation of stiginetring o^c offtetlvs 801225. 
KAVi J. A. Vankta Atomic Elactrte Co. 00/12/18. Ip. 07342:338. 


P. Operating llctnaa ataga documenti it corratpondanca 


0012020793 Forward* laltmlc i^ual 1 ( Icat Ion* at auiillarg faadwatar tya 
In operating PWS* it d*»«ribos program N8C i* undertaking 
to ravlaw capability of operating P1.JR* to ramova decay 
heat following earthq.uake. 

EISEllHJTt D. 0. Dlvi«ion of Llcentlng. 00/10/21. 4pp. 


80121A0090 Ltr to operating plant llcen«ae«iOL applicant* & CP holder*. 
Forward* NUREG-0737 re TMt action plan reiiu Iremanti. Renuei t» 
operating raacter llcan*** confirmation In 49 dag* that 
Enel 1 implementation date* will be net. 

BISENHOTt D. 0. Dlvl*lon of Uicanelng. 90/10/31. 7pp. 


0012220963 Utr to all power reactor licenfee* forwarding NURE0-0619i 
"BWR Feedwater Noiile t; Control Rod Drive Return Line 
Noxile Cracking." Confirmation that implementation date* 
will be met mutt be *ent within 48 dagt.U/o end, 

EISEWHOTr D. 0. Dlvi*ion of Llcentlng. 00/11/13. Ip. 


0012020280 Diicuite* tcope 6 schedule of program to be pursued in 
reiolving ECC6 model concern* re hiRC action plan Item 
II.K. 3. 30 on revised small break LOCA method*. Dec islon on 
approach will be made bg 010218. 

0ARRITY»J. H. Maine Yankee Atomic Power Co. 80/11/21. 2pp. 
07141:386. 


8012110183 Bummarg of 801007 plant visit to inspect spent fuel pooli 
main feedwater *g* fc aurillarg feedwater sgt. 

REOUAi 6. Operating Reactors Branch 3. 80/11/21. 4pp. 07223:163. 


0O1222O4B3 Respond* to 000911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensee* of need to comply 
w/revised Agreement State burial site cond tttone. Forwards 
results of IE survey. 

DENrONiK. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


—8012220806 Forwards tabulation ii summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been expanded at 37/( of reactors surveyed w/7r4 
planning or considering inereaeing storage capacity, 

BANOARf, R. L. Effluent Treatment System* Branch, 80/11/06, 6pp. 


B01S310043 Forward* request for addl info for review of radiological 
aspect* of util 600929 proposed ipent fuel bln storage mod*. 
Dascrlptlon of method used to remove t. dlipose of old racks 
1* required. 

CLARK, R. A. Operating Reactors Branch 3. 00/12/00. 3pp. 07371:110. 


8012190469 Forwards Info re commitment to Implementation schedule for 
TMI-rclated Items specified in NURE0~O737. Revised dates (t 
justification for delays provided for implementation dates 
that ul 1 1 not be met. 

RANOAZZA, J. B. Maine Yankee Atomic Power Co. 80/12/19. 12pp. 

07264:082. 


8012230430 Advises that util does not intend to submit any appllcatlone 
or requests to NRC from now until 031231, In response to 
801209 request. 

RANOAZZA, J. B. Maine Yankee Atomic Power Co. 80/12/16, Ip, 

07312:263, 


6012310276 Informs of Impact of steam driven feedwater pump on util 
plane for Cycle 6 reload analysis requirement* to commence 
on or about 810701 Application of RETRAN cod# best solution 
to avaluote Impact, 

JOHNSON, U.P. Maine Yankee Atomic Power Co. 80/12/23, 4pp. 
07361:312. 


Q. Inipoction reports, IE Bulletin* i: eorrespondenee 


8012170376 Forward* IE Info Notice 80-38, "Cracking In Charging Pump 
Casing Cladding." No written response rsqulred, 

ORIERtB.H. Region 1, Philadelphia, Office of the Director. 
00/10/30. ip. 07269:099, 


0O121OO3i9 Respond* to IE Bulletin 80-11, "Masonry Hall Design. 
Provides detail* re function of masonry walls, const spec* it 
re-evaiustlon methodology, 

JOHNSON, N. P. Maine Yankee Atomic Power Co. 60/11/04. 27pp. 

07187:001. 


8012120100 Forward* IE Bulletin 80-21, "Valve Yokes Supptisd by Malcolm 
Foundry Co, Inc. “ Written response required. 

CRIER, B.H. Region 1. Ph i ladelph ia. Office of tha Director. 

BO/ll/06. to. 07230:234. 


8012190372 Irtferms util of issuance of new NRC personnel identification 
badges, tf fee tive after 801 130. Examp le end. 

MARTIN,N.J. Region 1, Philadelphia. Safeguards Branch. 80/11/06. 

2pp. 07286: 138. 


8012030813 Forwards I£ Info Notice 60-40, "Eicessive Nibrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cauee 
Reactor Dap r essuri i at ion. " No written response required. 

CRIER, B.H. Region 1, Philadelphia, Office of tha Director. 
aO/ll/07. Ip. 07180:260. 


8012080536 Forwards IE Info Notice 00-41, "Fa I kor# Of Suing Check Valve 
In Decay Heat Removal Sys at Davis Besse Unit 1. " No 
pssponse required, 

CRIER, B.H, Region 1, Ph i lade 1 ph la. Office of the Director. 

80/11/10. Ip. 07182:354. 


8012040040 Forwards IE Bulletin 80-23, "Failures of 6ol«natd Valves 
Mfg by Valcor Engineering Corp." Require* estimate of 
manpower associated w/corrte t i ve actions. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
BO/ll/14. Ip. 07169:342, 


6012220667 Advises that written response Is required to IE Bulletin 
00-23, "Failure* of Solenoid Valve* Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORIERtB.H. Region I, Philadelphia, Office of the Director. 
80/11/19. Ip. 07293:131. 


6012040836 Forward* IE Bulletin 80-24, “Prevention of Damage Due to 
Hater Leakage Inside Containment. " Nrlkken retponse 
required. Request* Info on manpower expended. 

ORIERtB.H. Region 1, Philadelphia, Office of the Director, 
80/11/21. 2pp. 07169:190. 


0012080872 Forward* Info Ndtice 80-42, "Effact of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIERiB.H. Region 1, Philadelphia, Office of the Director, 
80/11/24. Ip. 07174:039. 


R. Periodic operating reports it related correspondence 


6012020S89 Foruards discharge monitoring rept for Oct 1980, submitted 
to State of H£,Dept of Environ Protection. 

OARRITY.J. H. Maine Yankee Atomic Power Co. 80/11/24. app. 
06916:001. 


— 0012050597 Diecharge monitoring rept for Oct 1980. 

FLANDERS, M. L. Maine Yankee Atomic Power Co. BO/11/24. 9pp. 
06916: 001. 


8012300926 Forwards discharge monitoring rept for Nov 1980, Ltr to 
ME Dept of Environ Protection end. 

OARfilTV, J. H. Maine Yankee Atomic Pouer Co. 80/12/22. 2pp, 
07308:001. 


— 8012300929 Discharge monitoring rept submitted to ME Dapt of Environ 
Protection for Mnv 1900. 

FLANOERS, (4. Maine Yankee Atomic Power Co. 00/12/22. 9pp. 


S, Reportable occurrences, LERs & related corraspondenee 


6012300470 Forwards LER 0O-O19/O3L-O. 

WOOD,E, C, Maine Yankee Atomic Power Co. 80/12/19. Ip. 07349:342. 


8012300493 LER 0O-OI9/O3L-O: on 001202, during routine surveillance on 
reactor protection sys, channel C positive symmetric offset 
pretrlp function discovered not avsllable. Caused by failed 
comparator module. Spare unit Installed L returned io svc. 

BRINKLER) J. E. Maine Yankee Atomic Power Co. 80/12/19, Ip. 
07349:343. 


DOCKEl 90-311 SALEM NUCLEAR OENERATINO STATION, UNIT 2 


F. Security, medical, emergency i*. fire protection plans 


8012000734 Informs that mode will be made to emergency nobtflcatton 
sys ti health physics network equipment. RRC will have lamps 
installed on emergency telephones in all control rootss, 
technical support ctre 6 emergency operations facilities. 
4RIER,B,H. Region 1, Philadelphia, affica of the Director. 
80/11/14. 2pp. 07196:157, 
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Q0124401&1 Requests evaluation of vote by Louier Allauay Crseii Fire Co 
not to honor 1976 Itr of ajreeflon t , Eva lua t i on ehould include 
liKpaet on eeiatlng fire protection program U energencg 
preparedness efforts, 

TE0E5CQ I Ft. L. Assistant Director for Licensing. 90/tl/17. Spp. 
07170:329 


e0120206S0 Advises that vote of local fire company re response to fires 
at facility has no impact on fire protection program 4. 
emergency preparedness e f forts, Fac i 1 i ty fire protection syi 
& brigaide are completely self-sufficient. 

(IITTL^R.L. Public Service Electric L Gas Co, of Neu Jersey, 

aO/ 12 / 01 . 2 pp. 07H9;2 j6 


6012030624 Advises of plans for imp lemon tat ion of modsiin response to 
NRC fire protection rule fe App R published In 001119 FR, 

Rule applies to plants licensed prior to 790101 & becomes 
effective on 810219. 

tllTfLiiR.L. Public Service Electric i Gas Co. of Ueui Jersey, 
30/12701. 2p 07149:235, 


6012160126 Foroards reguest for add! info re NURE0-0694 j ‘'Critaria for 
Rreparatlon 6 Evaluation of Emergency Response Plans 6 
Preparation in Support of Nuclear Pouer Plants, '' Info 
previously discussed at 601121 meetiTig. 

TEDESCO/R.L. Assistant Director for Licensing. 60/12/04. 4pp. 
07272: 130. 


8012190324 Forwards reguast for addl info re emergency planning for 
full power license revleuj. Info Is necessary as result of 
publication of NUREO-0654 

TEUESCQi R. L Assistant Director for Licensing. 30/12/04. 4pp. 
07286: ISO 


H. General correspondence 


S0I2090416 Responds to 800430 postcard to JF Aheartie re licensing 
natters concerning f ac 1 1 i t I es. Sa f o ty issues resulting from 
TUI accident wilt nead to be resolved before licenses are 
i ssued . Discus ses licensing procedures. 

KIRAGlIAi F. J. Licensing Branch 3. 30/11/20. 3pp. 06586:003. 


--6012080435 Supports NfiC enthusiasm re licensing of nuclear plants l« 
eipresses desire for MR'C to move ahead on licensing plants 
which presently meet stds. 

VAUGHN.C. Aff il lation Unhnswn. 30/04/30. Ip. 06586:003. 


J. Insurance 6 indemnity information 


8012010360 Forwards Endarsemont 41 to AMI Policy MF-230. 

CORREA. II. A. Karsh ti tIcLe nnarii In c , i M 1: M Nuclear Consul tants . Inc, 
Div. 60/11/24. 2pp. 07099.046 


P. Operating license stage documents & correspondence 


6012310130 Requests revisions to util B00707 feedwater hammer teat 
procedure. Procedure should be revised to provide info re 
test prerequl si tes. precau t i ons. sp ee la 1 test equipment & 
i nstrumentat i on. 

TEDSSCOi R. L. Assistant Director for Licensing. QO/fl/07. 2pp. 
07371: 177 


B012030903 Notification of 601181 mgt .meeting u/util in Hancocks 
Bridge. NJ to discuss outstanding licensing issues. 

KERRIGAN. J. Licensing Dranch 3 80/11/13. 5pp. 07149:067. 


8012040156 Requests addl info re containment boundary fracture 
toughness. Fracture toughness data for A 106 Grade C piping 
used In steam generator fcedtiater sys required. 

TEOESCO.R.U. Assistant Director for Licensing. 80/li/l7. 2pp. 
07170:231. 


8012080784 Discusses issues which must be resolved prior to issuance of 
full power 1 1 cense. Out stand 1 ng issues include: fire 
protac tionrCeneral Design Grlteria 51. masonry ualls. 
equipment qualification S: emergency planning. 

KERRICAM.J. Licensing Branch 3. 80/11/18, 3pp. 07196:283. 


ing w/util in Hancock's Dridge.NJ 
mseh op masonry walla. 

app. 07217:325. 


jre toughness 
leduatsr 


Jersey, 


0012190004 Notification of 801203 meeting u/util in Dethesda.MO to 
discuss alternate means of complying u/General Design 
Cr 1 teria 51, 

KERftlOAN.J. Licensing Dranch 3. 0O/i2/Ol. 2pp. 07241:072. 


8012220489 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licansoes of need to comply 
u/revisad Agreement State burial site eond i tlons. Forwards 
results of IE survey. 

OENIQNiH. R. Office of Nuclear Reactor Regulation. Director, 
80/12/04. 2pp, 


--6012220506 Forwards tabulation t/. summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been oipanded at 37VS of reactors surveyed iu/71V. 
planning or considering Increasing storage capacity. 

BANGART. R.L. Effluent Treatment Systems Branch. QO/tt/06. 8pp. 


8012170760 Forwards info re nuclear pouer plants to be licensed Dec 
19B0-Dec 1981 in response to request from Nuclear Oversight 
Committee. 

KIRAOlIAi F, Licensing Dranch 3, 80/12/09. 3pp. 07266: 090. 


8012190396 Forwards Amend 4 to License DPR-73. safety evaluation 6 
notice of issuance U avai lab i 1 i ty . 

MIRAGLTA.F. J. Licensing Dranch 3. 80/12/08. 3pp. 07286:190, 


— 8012190400 Amend 4 to License DPR-75. approving organl tatlonal change to 
facility operation L support staff li revising related Tech 
Specs. 

MIRACLIA, F. J, Licensing Branch 3. 80/12/08, 16pp. 07286:193, 


--60I2190403 Safety evaluation supporting Amend 4 to License DPR-75. 
a Office of Nuclear Reactor Regulation. Director. 80/12/08. 3pp. 
07266:209. 


■6012190409 Notice of issuance t: availability of Amend 4 to License 
DPR-75. 

MtRAOLIAi F. J. Licensing Branch 3. 80/12/06. 2pp. 07286:212. 


6012230259 Submits addl Info re containment boundary fracture 
toughness, in response to 601117 Itr. Integrity of containment 
boundary will be contained under normal conditions fc is in^ 
comp liancew /General DestgnCriteriaSl, 

MITILpR.L, Public Service Electric It Gas Co. of Neu Jersay. 
60/12/19. 2pp. 07314:021, 


Q. Inspection reports. IE Bulletins it correspondence 


6012170097 Foruards IE Info Notice Q0-33i "Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRIER. 0. II. Region 1. Philadelphia. Office of the Director. 
80/10/30. Ip. 07269:098. 


6012190703 Foruards IE Insp Repts 50-272/80-21 «t 50-311/80-17 on 
600901-101 1 . No noncomp I lane e noted. 

DRJNNSRi E. J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 80/10/30. 2pp, 07267:359, 


—6012190707 IE Insp Repts 50-272/60-21 «< 50-311/80-17 on 800901-101 1. No 
noncompliance noted. Major areas Inspec tad : logs L records, 
licensee event s> opera 1 1 ona 1 safety verification L IE 
bulletins. 

NORRHQLIL L. J. . HILL. If. N. Region I. Philadelphia. Office of the 
Director. KEIKIG.R.R. Region 1. Philadelphia. Reactor Operations 
Nuclear Support Branch. 80/10/28. 17pp. 07288:001. 


8012300173 Forwards IE Insp Repts 50-272/80-27 (i 50-311/80-20 on 
801014-17 notice of violation. 

CARLSON. R. T. Region 1. Ph i ladelph ia. Reactor Construction ti 
Engineering Support Branch. 80/11/05. 2pp. 07356:273. 


--80I2300177 Notice of violation from insp on 001014-17. 

e Region 1. Philadelphia. Office of the Director. BO/tt/04. ip. 
07356:275. 


6012300185 IE Insp Repts 50-272/80-27 «< 50-311/80-20 on 001014-17. 
No n c o.mp 1 lance noted: 1/2 of fire brigade members not trained 
In fire fighting tt use of emergency breathing equipment it 
no continuous firs watch posted on fire doors. 

KOLTAViP.S. Region 1. Philadelphia. Office of the Director. 
EDf.'ETER. 8 D. Region i> Philadelphia. Reactor Construction t< 
Engineering Support Branch, 00/11/04. 6pp, 07356:276. 


801212C060 Foruards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

GRIER. DH. Region 1. Phi lade Iph la. Office of the Director. 

60/11/06, Ip, 07230:279. 
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0012190355 Informs util of issuancs of neui NRC personnel identification 
badges) effect ive after SOI 130. Examp le end. 

KARTIN.U. J. Region 1. Ph 1 lade 1 phia, Safeguards Qranch. 80/11/06. 

2pp. 072B6: 125. 


8012030796 Poruards IE Info Notice 80-40i "Excessive Nitrogen Buppig 
Pressure Actuates Safety Retlaf Valve Operation to Cause 
Reactor Depr essur 1 lat 1 on. " No uritten response reiiulred. 

0RIER)B.H. Region 1. Ph 1 lade 1 phia. Office of the Director. 
00/11/07. Ip. 07150:224. 


8012080426 Poruard's IE Info Notice 80-41. "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit 1." No 
response reiiulred. 

ORtERiB.H. Region 1. Philadelphia. Office of the Director. 
aO/ll/tO. ip. 07102:309. 


8012040047 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Rei^uires estimate of 
manpower associated w/corrective actions. 

ORIER.B.H. Region 1 > . Ph i lade Iph ia. Office of the Director. 
00/11/14. Ip. 07169:357. 


0012220679 Advises that uritten response is reiiulred to IE Qulletln 
00-23) "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
uritten response req.uired. 

ORIER.B.H. Region 1. Phi ladelph la. Office of the Director. 
80/11/19. ip. 07293:116. 


8012040497 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment." Hritten response 
required. Requests Info on manpower expended. 

ORIER.B.H, Region 1. Phi ladetphia. Office of the Director. 
80/11/21. 2pp. 07169:172. 


80120S0S95 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
00/11/24, ip. 07174:006. 


8012020137 Forwards proprietary t: nonproprletary versions of 
Revision liVols 1 It 2. "Environ Qualification Review Rept. " 
Applications k: affidavit for withholding info (ref 
I0CFR2. 790), 

MITTU. R, L. Public Service Electric L Oas Co. of New Jersey. 
SO/U/26. 12pp. 07321:330. 


—801202014B Nonproprletary vers 1 on. Revl s Ion t.Vol 1. "Environ 
QuaJ Ifleation Review Rept." 

« Public Service Electric It Oas Co. of New Jersey, 80/12/01, 
260pp. 03754: 185. 


— 80120201SB Nonproprletary vers Ion. Revl s ion liVot 2i "Environ 
Qualification Review Rept." 

a Public Service Electric It Oas Co. of New Jersey. 80/12/01. 
420pp. 03755:094. 


R. Periodic operating reports It related correspondence 


0012160340 Forwards monthly operating rept for Mov 1980, 

MIDURA.H. J. Public Service Electric I; Oas Co. of New Jersey. 
00/12/11. ip. 07252:324. 


—8012160343 Monthly operating rept for Nov 1980. 

MlLLERiL.K. Public Service Electric 1; Oas Co. of New Jersey, 
80/12/11. 6pp. 07252:325. 
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F. Security, medical, emergancy It fire protection plans 


8012300276 Requests revision of emergency plan to Include description 
of potential complicating factors caused by earthquakes 
which might initiate accidents. Concerns should Include 
availability of support to onsite staff. 

REID, R. H. Operating Reactors Branch 4. 80/11/24. Spp. 07350:289. 


8012090331 Confirms that util will respond to NRC 801024 comments re 
safeguards contingency plan (Amend 7 to security plan) when 
submitting Amend 8 to security plan on 80121S. 

UALRRIDOE. H C. Baeramonto Municipal Utility District. 00/12/02. 
Ip. 07201:162. 


0012090411 Responds to NRC 001105 1 tr Indicating need for addl 
revisions to guard training p Ian. Cam.:>i tment will be 
contained In revised pages to guard training plan 1. will be 
submitted 801215. 

HALBRIDOE, H. C. Sacramento Municipal Utility District. 00/12/02. 
Ip. 07207: 132, 


8012170309 Forwards security p Ian. including revised safeguards 
contingency plan. Plan withheld (ref 10CFR2.790). 

KATTIMOE, J. J, Sacramento Municipal Utility District. 00/12/12. 
2pp. 07266: 111. 


6012170339 Forwards Amend 2 to guard training It qua 1 1 f icati ens plan, 
consisting of revised Page S-1. Page withheld 
iref 10CFR2. 790). 

MATTIMOE, J. J, Sacramento Municipal Utility District. 80/12/12. Ip. 
07270: 172. 


0012160306 Forwards updated 1979-1900 engineering I< const schedule for 
plant security mods. dtd 001024. Schedule withheld 
iref 10CFR2 790). 

MATTIMOE. J. J. Sacramento Municipal Utility District. 00/12/12, ip. 
07272: 355. 


8012290904 Forwards corrected Revision 2 to guard training 1: 
qualification plan to include revision bars omitted from 
pages sent 001212. End withheld (ref 10CFR2. 790). 

MQORE.R.C. Sacramento Municipal Utility District. 00/12/17. Ip. 
07344: 160. 


0, Adjudicatory correspondence 


0012110351 Requestsion behalf of ut i 1. ex tens Ion until BlOlOB to request 
hearing re NRC B01I18 order for mod to license. Requei ted 
extension would allow for better understanding of order 
requirements. 

8IL6ER0.J.E. Shaw. Pittman, Potts b Trowbridge. 80/12/05. 2pp. 
07224; 139. 


0. Advisory Cominittee on Reactor Safeguards reports It correspondence 


0012020704 Responds to 790727 requests that ACRS address consistency of 
actual component failure experience u/tbat projected in 
HASH-t400 I: that ACRS determine probabilities of occurrence 
re Davls-Besse 770924 L Rancho Seco 760320 events. 

PLESBETi M. 8. ACRS - Advisory Committee on Reactor Safeguards. 
00/02/20, Spp, 07130:340. 


—0019020797 Forwards "Analysis of Feedwater Transient Sequences In DStH 
NS68. " to eld in formulating response to H Udall 79072? Itr. 

Using WASH-1400 event trees L data directly gives 
meaningless results. 

ABBOTT, £., DICKEL.J, . KA9TEN0ERO, W, ACRS - Advisory Committee on 
Reactor Safeguards 00/02/07. Ip, 07141:013. 


— 6012020804 "Analysis of Feedwater Transient Sequences In BltU NBS8. " 
ABBOTT.E.E, DICKEL.J., KA3TENDER0. W. E, ACRS - Advisory Committee 
on Reactor Safeguards, 00/02/07. 21pp. 07141:0'16. 


— 6012020011 "Evaluation of Davls-Besse Ii Rancho Seco Feedwater 
Transients on 770924 I: 760320 Using WASH-t40O Data." 

* Commissioners, 80/02/20. 16pp, 07141:037. 


P. Operating license stage documents I corresponifenc e 


0012020753 Forwards seismic qualifications of auxiliary feedwater sys 
In operating PHRs I< describes program NRC is underbaking 
to review capability of operating PIfRs to remove decay 
heat following earthquake. 

EISENHUT, D, 0. Division of Licensing. 00/10/21. 4pp. 


60121600SO Ltr bo operating plant licensees. OL applicants It CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 4S days that 
Enel 1 Implementation dates will be net. 

EISENHUT, D. 0. Division Of Licensing. 80/10/31. 7pp. 


6012220563 Ltr to all power reactor licensees forwarding NURE0-06t?i 
"BNR Feedwater Notile I, Control Rod Drive Return Line 
Noxzle Cracking." Confirmation that ImpUmentablon dates 
will be met must be sent within 45 days.H/o end. 

EISENHUT, D. 0. Division of Licensing. 00/11/13. tp. 


0012120960 Forwards Amend 30 to License DPR-S4i safety evaluation Ii 
notice of issuance V availability. 

REID. R. If. Operating Reactors Branch 4, 00/11/21. 


3pp. 


07237:201. 
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8012I20264» Amend 30 to License DPR-54 j revi i ing safebi; Jimiti i Umitino 
ee#ety lettings section of Tech Specs to permit 

opiratlsn at f lui-to-f lun ratio of l.OB. 

AEIOiR.M. Operating Reactors Branch 4. eO/ll/Si, 12pa. 


““6012120272 Safety evaluation i 
e Office of Nuclear Reactor 
07237: aii. 


upporting Amend 30 to LUinie DPR-S4. 
Regulation. Director, 80/11/21, 3pp. 


8012190278 Notice of issuance t: availability of Amend 30 to Licenee 

DPrt-S4. 

REIO.R. If. Operating Reactors Branch 4. 80/11/21. app. 

07237:217. 


0012070+15 Provldei info describing proposed bldgs at facility in 
reijonie to Padovan renuast. Three addl bldgs will houie addl 
required equipment required to conform w/NuaEO-0737, 

WALBRIDOE. W. C. Saerafflento Municipal Utility District. 80 / 11/26 
4pp. 07207: 122. 


8012190947 "Safety Evaluation Rep t, I nservice Teitlng Program. Rancho 
Sece Nuclear Oentratlng Station." 791018-010618. 

^ ' ^^^6IN(5£R. J, N. Idaho National Engineering Laboratory. 
FIN A-625e. B012190S47, 80/11/30. Sapp. 07280; 129, 


8012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
M/reviied Agreement State burial site eondltiont. Forwards 
results of IE survey. 

DEMTON.H. R. Office of Nuclear Reactor Regulation. Director. 

B0/12/0+. 2pp, 


8012290301 Forwards proposed Amend 73 re mlscetlaneous water 
evaporator designed to qperate u/o interfering u/tafe plant 
operations. Schematic (. Table 2.6-1 re radioactive liquid 
sampling tt analysis end. 

MATTIMOE. J, d, Sacramento Municipal Utility District. 00/12/17 
3pp. 07346:111. 


■8012290303 Proposed revision to Tech Spec Table 2,6-1 for radioactive 
liquid sampling 1. analysl s. submi tted in connection 
w/proposed Amend 73. 

♦ Sacramento Municipal Utility Diiirict, 00/12/17 2do 
07346:114. 


8012300619 Notifies that info requested in NRC 801125. "Inservlce Insp 
Programs for Prestresied Concrete Containment Structure. " 
furnished in Aug l978.Feb 1976 fc June 1978. in "Containment 
atrueture Post-Tensioning Sys Surveillance Test" repts. 

MATT1I10E. d. J. Sacramento Municipal Utility District. 80/12/17 i- 
07a4Ar 19S 


8012290223 Forwards water evaporator P&ID. in response to 801219 
convirsatlon re proposed Tech Spec Amend 73, 

COLOKSO. R, W. Sacramento Municipal Utility District. BO/12/19. |p. 


Q. Inspection reports. IE Bulletins & correspondence 


Boidiiioaqe Forwards lE insp Rept 50-312/80-29 on 800901-30. No 
noncomp 1 iancf noted. 

CREHS. d, L. Region 5. San Francisco. Reactor Operations Nuclear 
Support Draneft. 80/10/17, 2pp. 07236:207. 


— 8012220506 Forwards tabulation b lum.Tiary of IE survey on low level 
vasts at 51 reactors. Lnu level waste storage facilities 
l'•''■e been expanded at 37X of reactors surveyed' u/71!4 
planning or considering increasing storage capacity. 

SAifOART. R. L. Effluent Treetment Systems Branch. 80/11/06. Bpp. 


— 8D12120293 IE Insp Rept 50—312/00-29 on B00901— 30. No noncompliance 
noted. Major areas inspected: monthly malnt It surveillance 
observation. review of plant operations L LEfis. 

CANTER.H. L. I O'BRIEN, d. Region 5. San Francisco. Off tea of the 
Director, FAULKENBERRV, B. Region 5, Ban Francisco. Reactor 
Operations Nuclear Support Branch. ao/lO/17. llpp. 07236:209. 


8012160907 Clarifies position expressed in 760722 committal re QA 
program. Mgt audit now covered by annual joint util audit. 

MATTlHOE. d. J. Sacramento Municipal Utility District. 00/12/09 Id, 
07263: 104, ' 


8012040336 Forwards IE Insp Rspt 50-312/00-27 on 000929-1003, No 
nonconplianee noted. 

CREWS. d.L. Region 9, Ban Francisco. Reactor Operations Nuclear 
Support Branch. 80/10/23, 2pp. 07163:211, 


8012170498 Forwards nonproprietary 6 proprietary updated calculations 
re turbine disc integrity. in response to NRC 800225 request. 
Application for ulthhoUlng end (ref 10CFfl2. 790). 

Rroprletary calculations available in Central Files only, 

HATTIMOE. d. d. Sacramento Municipal Utility District. 80/12/09 
29pp. 07269:240. 


—0012040339 IE Insp Rept 50-312/80-27 on 800929-1003. No noncompliance 
noted. Major areas inspected: design change control program 1. 
followup on previous insp findings. 

ZWETZIO. 0. B. Region 3. gen Franeiicoi Office of the Director. 
FAULKENQERRy. D. Region 5. Sen Francisco. Reactor Operations 
Nuclear Support Branch. 80/10/22, 8pp, 07163:213, 


8012w30'730 Notification of 601216 meeting w/BLIf owners group In 
Bcthasda.KD re resolution progi-ams L schedules of TNI-2 
tail action plan ite.ms. 

TNROMiE.D. Reactor Systems Branch. 80/12/09. 2pp. 


8012230375 Forwards Bechtel B01201 Itr detailing remote sensing 
Si?.-,, study, in response to 1 Altermen 

801124 telcon request. 

MATTIi-.'OE, J. Sacramento Municipal Utility District. 80/12/09 

073(2; S 


Imagery 


4pp. 


B0pi70/00 Forwards IE Info Notlci 80-37, "Containment 'Cooler Leebs 1, 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

80/?0/24'^ V ^07266 077^*” Francieco. Office of the Director. 


8012170414 Forwards IE Info Notice 00-38. "Cractlng 
Casing Cladding," No written response required. 
ENOELKEIf. R. H Region 9, San Francisco. Office of 
80/10/30. Ip. 07268:042. 


In Charging Pump 
the Director. 


8012240474 Notification of S01216 meeting u/Big owners group for smel 
brtak LOCAs in Bethesda.MD for presentation of programs (. 

“**<>"» of TMI-2 task action plan items, 

THROM.E. D. Reactor Systems Branch, 80/12/09, 2pp. 


8012160407 Forwards revised plant organ i lational chart 
Amend 72. per 801210 telcon. 

COLOMBO, fi, W Sacramento Municipal Utility District. 


for propoied 
80/12/11, Ip. 


-0012160492 Tech Epees chart re plant organ! xati on, 
^T^Sacranento Municipal Utility District, 80/12/11. 


Ip- 


8012180310 Requests assistance in locating 
conditions needed for simulating overcool 
3AHA.P. Brookhaven National Laboratory 


specific details 
Ing transient. 

00 / 12 / 11 , 2pp. 


or boundary 
07273:040. 


^HUflE 0 -OT 37 «nJl . 5 1°’^ Implementation of items in 
I Ip J 07303' 296 M'^niclpal Utility District, 80/12/15, 


8012170B36 Forwards IE Info Notice 80-39. 
Valves Hfg by Valcor Engineering Corp. " 
is required. 

ENSELhENr R, H. Region 0. San Francieco. 
00/10/31, I p. 07266; 025. 


"Malfunction of Solenoid 
No written response 

Office of the Director. 


ouiwjww<i6 forwards IE Bulletin 80-21, "Valve Vokis Supplied by Haleoln 
Foundry Co.lne." Nrltten response required. 'laxcoim 

l^»9lon 8' San Franc laco, Office of the Director. 
80/11/06, Ip, 07228:200. 

0012030936 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiatlon. " No written responet required, 

ENOELKEN. fi, H. Region 5. San Francieco. Office of the Director. 
00/11/07. Ip. 07150; 187. 


8012000621 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. " No 
response required. 

ENOELKFN, R. H. Region 5, San Franc lieo, Office of the Director 
80/11/10, Ip. 07103:026, 


0012040220 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Velcor Engineering Corp." Requires eetimete of 
manpower assoeiated w/correetive actione. 

BNOELMENi n. H. Region 3, San Francisco, Off lea of the Director. 
80/11/14, tp. 0/198; 136. 
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8018100051 Foru/ard* IE Insp ftept 50-318/90-33 on 801001-31. No 
noncamp 1 lance noted. 

CREHS.J.L. Region 5< San FrancUcoi Reactor Operations Nuclear 
Support Branch. 80/11/17. Spp. 07819.077. 


— B018100096 IE Insp Rept 50-318/80-33 on 801001-31. No noneompUanci 
noted. Major areas Inspected: p tant operations i< plant tripe. 

CANTER, H.L.. O'BRIEN, J.P. Region 5, San Francisco, Of# ice op the 
Director. FAUUK 6 NBERRV, B, Region 5, San Francisco, Reactor 
Operations Nuclear Support Branch. 80/11/14. 8 pp. 07819:079. 


801S040461 Forwards IE Bulletin 80-84, ‘'Prevention of Damage Due to 
Water Ueakage Inside Containment." Written response 
required. Reguests Info on rranpouer expended. 

EWOELKEN, R. H. Region S, San Francisco, Office of the Director. 
0O/ll/2i. ip, • 07163:317. 


8018160098 Forwards IE Info Notice 80-48, "Effect of Radiation on 
Hgdraullc Snubber Fluid." No response required. 

ENQEtKEN, R. H. Region S, San Francisco, Office of the Director. 
BO/ 1 1/24. !p. 07862:118. 


8018160118 Forwards Suppl 1 to IE Info Notice 60-89, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director, 
80/11/26. Ip. 07868-008. 


R. Periodic operating reports & related correspondence 


8012180480 Forwards monthly operating rapt for Nov 1980, 

RODRIOUEZ.R. J. Sacramento Municipal Utility District. 80/12/04. 
Ip. 07236:085. 


“6012120484 Monthly operating rept for Nov 1980, 

COLOMBO, R Sacramento Municipal Utility District. 60/11/30. 7pp. 
07836; 086. 


8 . Rsportable occurrsncts, LERs & related correspondence 


8018090390 Forwards LER 80-046/03L-0. 

MATTIMOE, J. J. Sacramento Municipal Utility District. BO/ia/03. 
2pp. 07200:004. 


—8018090398 LER BO-046/03L-0: on 801104 6 1 129, oversptad trip lever on 
turbine for automatic feedwater pump P-31B was found In 
apparent tripped cond i tlon. Cause could not be determined. 

Daily visual cheeVs initlatad. 

COLO.MBQ, R. W. Sacramento Municipal Utility District. 60/18/03. 

Ip. 07200:006. 


8018890016 PN8-V-80-010: on B0180S, two security guards on patrol heard 
what was believed to be 3-5 shots L Initiated security 
alert. Securi ty force tt local police responded 6 Initiated 
search w/negatlve results. 

MORTENSEN, W. . SCHUSTER. M. D. , NORDERHAUO, L. Region 5, Ban Francisco, 
Office of the Director. 80/12/06. Ip. 07339:077. 


8018300467 RO 80-47; documentation soareh for flow transmitter FT-20001 
determined instrument not qualified for eve environ. 

Continued operation justified since alternate flow path 
aslsts through auxiliary spray line. 

COLOMBO, R W. Sacramento Municipal Utility District. 80/12/88. 8 pp. 
07357:206. 
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F. Security, medical, emergency 6 fire protection plans 


9013150039 Discusses util 600619 response to NRC fire protection safety 
evaluation. I tsm 3. iSicable penetration fire steps, is 
acceptable based on tests performed 6 commitment to replace 
seals. 

REID, R. W. Operating Reactors Branch 4. 60/10/24. Spp. 07840:340. 


8018330105 Notifies of Commission approvol of end interim rule 
suspending previously approved completion dates for fire 
protection mods. Spec! f ie schedules for nods will bs 
sffeetlve pinding publication of final rule. 

E18ENKUT, D. 0. Division of Licensing. 80/11/lB. Spp. 07311:087. 


8018890433 Releases publ ic version of util emergency plan. 
FELTON, J.M. Division of Rules and Records. 60/18/16. Ip. 
07339:004. 


—0018890438 Public version of amended emergency plan, Revision 58. 
* APtaptai Power «< Light Co. 79/04/16, aOOpp. 07339:085. 


0. Adjudicatory correspondence 


8012080472 Requests hearing on issue of whether all safety-related 
electrical equipment should be environmentally qualified in 
accordance w/Ofc of Nuclear Reactor Regulation guidelines or 
NUREO-0568. 

REYNOLDS, N. S Debevolse 6 Libermon. 80/18/04. Spp. a7lB4;2S2. 


P. Operating license stage documents 2: correspondence 


6012020753 Forwards seismic quali f icat i ons of auxiliary feedwater syt 
in operating PWRs L describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 
heat following aarthquaVe. 

EISENHUT, D. 0. Division of Licensing. 80/10/21. 4pp, 06916:001. 


6012880563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BUR Feedwater Noiile 2. Control Rod Drive Return Line 
Noiile Cracking." Confirmation that Inplemanta 1 1 on dates 
will be met must be sent within 45 days.W/o end, 

EISENHUT, D. 0. D ivt s i on of L i c ens ing. 60/11/13. Ip. 07308:348. 


6D1S030839 Forwards Performance Appraisal Branch repts h mgt evaluation 
tree 4i user's guide. Info provided to ensure that licensees 
have opportunity to review strengths 2 : weaknesses for 
program app 1 Icab il ity W/o ends. 

SEYFRIT,K. U. Region 4. Dallas, Office of the Director. 80/11/14. 

Ip. 07149:003, 


8012090106 Forwards Amends 49 & 16 to Licenses DPR-Sl l< NPF- 6 , 
respectively L notice of Issuance L aval lab 1 1 1 ty. 

REIDfR. W, Operating Reactors Branch 4. 80/11/19. 3pp. 07199:190. 


— 8012090110 Amends 46 U 18 to Licenses DPR-Sl U NPF- 6 , respee tively, 
including requirement to maintain safeguards contingency 
plan to be Implemented within 30 days of Coministlori 
approval. 

REIDiR.U. Dperatlng Reactors Branch 4. 80/11/19. 4pp. 

07199:193, 


— 8012090115 Notice of issuance 6 availability of Amends 48 h 18 to 
Licenses DPR-31 4: NPF -61 respee tive ly. 

REID,R. U. Operating Reactors Branch 4. 80/11/19. 2pp. 

07199: 197. 


9012100065 Forwards Paramnter, Ine final rept, "Metallurgical Analysts 
of Failed Turbine Casing Bolt From AR Power 1: Light, Unit I." 

JORDAN, E U. Office of Inspection 6 Enforcement, Office of the 
Director. 80/11/25, Ip, 07217:054, 


"8012100073 "Metal lurg leal Analysis of Failed Turbine Casing Bolt From 
AR Power 4. Light, Unit 1. " 

PROFTiT.L. Parameter, Inc. PROFTiT.L, Technlmet flerp. 
NRC-05-BO-2S1. 80/09/09. 29pp. 07217:055. 


8012080399 Forwards proposed changes to Tech Specs incorporating NRC 
STS definition of "operable" 4 adding generlcatly applicable 
limiting condition of operation 4 actions required far 
degraded c ond 1 1 ion. Af f Idavi t end . 

CAVAUAUOH,W, Arkansas Power 4 Light Co. 80/11/20. 2pp. 07182:154. 


8018090100 Forwards figures referenced in 801031 submittal of 
proposed Tech Spec changes re hydrogen-oxygen 
concentration limits in waste gas sys. Figures were 
inadvertently omitted at time of submittal. 

7RIMBLB,D.C. Arkansas Power 4 Light Co. 00/12/08, 3pp. 07807:188. 


8012150174 Forwards drawing 4 response to NRC 6011SS questions re util 
601203 proposal concerning emergency feedwater sys upgrade. 

TRIMBLE, D.C. Arkansas Power 4 Light Co. 80/12/03. lapp. 

07256; 159. 


8018220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlssd Agreement State burial site conditions. Forwards 
results of IF survey. 

DENlONiH. R. Offlct of Nuclear Reactor Regulation, Director. 
00/13/04. 8 pp. 


—8012880506 Forwards tabulation 4 luo.mary of IE survey on low level 
waste at 51 reactors. Lou le.-et waste storage facilities 
have been expanded at 37‘A of reactors surveyed v/7\'A 
planning or eons idcring Increasing storag c capacity. 

BAKOART, R. U. Effluent Treatisent Bystems Branch. 80/11/06. 9pp. 


0012290496 Informs that 800919 topical rept Tf qualification of reactor 
physics methods for application to PNRs has been determined 
to contain proprietary Info 4 will be withheld as requested. 

REIU.R.W, Operating Reactors Branch 4, B0/12/05, Spp. 07335:159. 
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3013190049 Forwards supporting data re util 790309 application to atranif 
Ulcome DPR-5J. clianjing Tech Bpacs for frequencg Of 
inplngonant samples, in response to tJflC request. Ut 1 1 a0il25 
internal memni ro Tech Spec change end. _ n'inAn.'i'it 

TRIMBLE. D.C. Artansaa Pouer * Light Co, aO/ 12/09. 5pp. 07240.335, 

8012220230 Notification of 001216 meeting M/OtW ouners group In 
Bethesda.MO re resolution projra.ms U schedules of TMI-3 
task action plan items. 

TWROHi E. D. floactar Sgstems Branch. 00/12/09. 2pp. 

0012240474 Motif ication of 801216 meeting u/OLM ouners group for small 
breaV LOCAi In Dethesda.MD far presentation of programs U 
schedules for r a solut 1 oi.ii of THl-2 task action plfi items. 

THBOH. E. D. Reactor Sgstams Branch. aO'/l2/09. 2pp. 

6012300340 Agrees to extension until B01205 for plant lafaty committee 
to tecome operational. 

CLARK., R. A. Operating Reactors liranch 3 REIOiR.H. Operating 
Reactors Branch 4, GO/lP/10. 2pp. 07359:361. 

00122304B2 Sumroarlies Util concerns re NflC 801024 erder for mod of 
licenses requiring environ qualification of Class IE 
electrical equipment bq 620630. Reques ts hearing to resolve 
concerns re implementation methods. rtMio-an? 

CAVAMAtlOH. W. Arkansas Power 6 Light Co. 00/12/16. 9pp. 07312.3 7. 

8012290180 Forwards commitments to Tdl action plan requirements per 
NUREO- 0737. Shift technical advisor training program fc 
procedures to verlfg correct perfortratice of operating 
activities win be completed bg BIOIOI. 

CAVAMAUOHiW. Arkansas Power L Light Co. 80/12/t9. 12pp. 

0733B: 242. 

0. Inspection reports. IE Bullatini 4: correspondence 

6012120174 Responds to IE Bulletin 80-19. "Failure of tlereurg-Me 1 1 ad 
Matrir Rel-aijs In fleactcr Protective 5y9 of Qp^ratinj Nuclear 
Pou«r Plants D^tJgned b’j C-E, ’* Util does rtot use ipBcifle 
ralau in loj-lc matrices «^e.,s^ayn« « 

TRIHSLErO. C. Arkansas Power 4: Llshfc Co, GO/OQ/08. Ip. 


07836; leS. 


8012120136 Responds to IE Bulletin 60-10. "Malnt of Adequate Min Flow 
Thru Centrifugal Charging Pumps Fallowing Becondarg aide 
High Energy Line Rupture." Facilities ard adequatelg 
designed to maintain WPI pump cooling. nroAft'Oio 

TRIMBLE. D.C. Arkansas Power 4, Light Co 80/09/22. 3pp. 07240,01 . 

8012220587 Requests ei tension until SlOlOl for response to IE Dullotin 
79-Oin.Suppl 2i “Environ Qua k I f U at ion of Class IE 
Equipment.” If request cannot be granted In f orma 1 1 y, LRC 
requested to treat Ur as application to °Jr’ nroog. goa 

CAVAMAUOH. hf, Arkansas Pouer i Light Co. 80/10/09, 4pf. 07299,822. 

9012120099 Responds to Item 2 of IE Bulletin 79-17, Revis i on I. “Pipe 
Cracks In Stagnant Borated Mator Sys at PUR Plants," 

Required piping Insps completed 001010. Wri tten rept will 

be submitted by 001109, moni.mqr 

TRIMBLE, D.C. Arkansas Power & Light Co 80/10/16. Ip. 07231.397. 

0012120305 Forwards IE Insp Rapti SO-313/QO-ta t SO-360/80-10 on 
800922-26 e. notice of deviation, . « .. 

MADSEN, 0. L. Region 4. Dallas. Reactor Operations Nuclear Support 
Branch. QD/lO/20. 3pp 07231:297. 


-0012120311 Notice of deviation froiH Insp on 800922-26. 
a Region 4. Dallas. Office of the Director, 00/10/17, 
07231:299 


If. 


—0012120326 IE Insp Repts 50-313/00-10 & 50-368/60-10 on 600922-26. 
Henconpllance noted: tanpllng program not established per IE 
Bullatln 00-10 response commitment. 

DEAN" 3,. HUNHKUTT.O. K. Region 4. Dallas. Office of tha Director, 
OAOLIARDD. J.E Region 4. Dallas. Reactor Operations Nuclear 
Support Qrancli. 00/10/17. 4pp. 07231:300. 

80I2120I91 Responds to IE Bulletin 80-19, "Possible Loss of Emergency 
Notification Bgs lENS) w/Loss of Offsite Power, " Test 
verified that all ejttenslons remained fully operable from 
facilltu to NRC upon loss of offsite power. 

CAVAMAtlQH. W Arkansas Power 4 Light Co. 80/10/22, 3pp. 07236:166, 

6012080829 Forwards IF. Insp Repts 50-313/80-12 4 50-368/90-12 on 
600617-20 «: 0714-18. „ . 

MADSEN, 0. U. Region 4. Dallas. Reactor Operations Nuclear Support 
Sraneb. 80/10/23. 2pp 07100:200. 


--6012080034 IE Insp Repts 30-313/80-12 & SO-36B/0O-12 on 800617-20 & 

071 4-16, None amp 1 lance no t ed; f a 1 1 ure to take prompt 
corrective action & failure to meet requal I f Ications 
training program, 

ANESHAN3LEY. (S. . DEAN. S. R. , JAUDOM, J.P, Region 4. Dallas. Office of 
the Director. 80/10/21. 20pp. 07180:202. 

B0I2170322 Forwards Suppl 3 to IE Bulletin 79-OlB. "Environ 
Qualification of Class IE Equipment, " Mo written response 
rG<iij lr<<l , 

SEYfRIT.K. V, Region 4, Dallas. Office of the Director. 00/10/24. 
tp, 07260:340. 

0012160069 Forwards IE Info Notice 60-37, "Containment Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
response required 

BEYfRIT.K, V. Region 4, Dallas. Office of the Director. BO/lO/27. 

Ip. 07262: 144. 

8012120106 Revises 800702 response to I tern 2 of IE Bulletin 80-10. 
"Contaminat i on of Nonrad loac t i ve 3ys. . . " Routine sampling 
program util be established by BlOBOl for condensate storage 
tanks L Instrument air sys. — — . 

TRIMBLE, O.C. Arkansas Power 4 Light Co. 80/10/30. Ip. 07231:358. 

0012170362 Forwards IE Info Notice 80-00. "Cracking In Charging Pomp 
Casing Cladding. " No written response required. 

SEYfRIT.K. V. Region 4, Dallas. Office of the Director. 00/10/30. 

Ip, 07269:030. 

8012020144 Forwards response to IE Bulletin 79-OlD. "Environ 
Qualification of Class IE Equipment" 4< 800919 revised orders 
for mod of I Icenses. Reraa 1 ning open items refer to changing 
requirements rather than actual deficiencies. 

CAVANAUOHi H. Arkansas Power 4 Light Co. 00/10/31. 700pp. 

06916: 001. 

0012120234 Forwards IE Insp Repts 50-313/80-17 li 50-368/00-17 on 
000022-0921 5 ; notice of violation. _ 

MADSEN.O.L. Region 4. Dallas, Reactor Operations Nuclear Support 
Branch. 00/10/31. 2pp 07237:184. 

— 9012120231 Notice of violation from insp on 800022-0921. 

e Region 4. Dallas, Office of the Director. 00/10/31, 2pp. 

07237; 106. 

--6012120237 IE Insp Repts 50-313/80-17 & 5O-360/pO-l7 on 800022-0921. 

No }\c amp 1 1 GHC # lnop«rab Ifr corttalrimont cooliPfl unlt»» 

failure to submit LER 4, inadequate control of containment 

jaMNBONrM'D. , CALLAN.L, J. , HONNICUTT, D, M. Region 4. Dallas, Office 
of the Director. 80/10/31. 13pp. 07237:100. 

8012150021 Forwards response to IE l.,!c'’aM2i9 

Qualiflcatlati of Class IE Equl pment, " fulfilling NRC 800919 
orders for mod at I Iconse. Ot 1 1 Is currently evaluating each 

component to deter.nlne documentation ^ ' 0 -. a724i-044 
CAVANAUGH, W, Arkansas Power L Light Co. 00/10/31. 0pp. 07241.044. 

0012170016 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 

QEYfRIT^ii'v! Region 4, Dallas, Office of the Director. 00/10/31. 

ip. 07266:013 

0012230026 Forwards IE Circular 80-23. "Potential Defects In Beloit 
Power 8gs Emergency Oenarators " No written response 

aEYfR???il. V. Region 4, Dallas, Office of the Director. 00/10/31. 

Ip, 07311:210, 

8012100625 Forwards IE Bulletin 80-21. "Valve Yokes SuppUdd by 
Ip. 07220:030. 

-if”;;?: Jr.;:;:: 

ip. 07150; 175, 

0012080599 Forward. IE Info Notice 80-41. "Failure^of Swing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. No 

Ip. 07183:014, 
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a01204002«* Forwards IE Bulletin 80-23i "Failures af Solenoid Valves 
M-fg by Valcor Engineering Corp." Requires estitnate oF 
manpo'iier associated w/corrective actions. 

SEifFRITi K, V. Region dp Dallasi Office oi* the Director. 80/11/14. 

Ip. oriA'Jiaoi. 


0018240323 Ac k receipt o# 001030 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts SO-313/80-ia t 
30-3*0/00-10. 

KADBEfit 0. U. Region <\i Dallasi Reactor Operations Nuclear Support 
Branch. 80/11/23. Ip, 07325:130. 


■0013840331 Responds to NRC 001020 Itr re violations noted In IE Insp 
Rapts 30-313/00-18 ti 50-360/00-18. Correc t ive actions: 

Sampling analgsis or monitoring program established on 
BOOSOli revised. 

TRtMBLEj D. C.- Arkansas Power k Light Co, 80/10/30. 2pp. 

07323: 139. 


0018080342 Responds to NRC 600613 Itr re exceptions to IE Bulletins 
79-08, 79-05A fc 79-03B, "Nuclear Incident at TNI." Cold 
tltubdown defined & method c lari f led. Manual trip on loss of 
offsite power is unnecessary. 

TRtKBLE, D. C, Arkansas Power h Light Co 80/1 1/2S. Spp. 07162:121. 


•8012000347 Proposed' Toch Spec s, Sec ti ons 1.0 tt 3. 0, Incorporating NRC std 
daflnttion of ''operable" & changing Uniting conditions for 
operation' respect ive Ig. 

• Arkansas Power it Light Co. 60/11/20. 30pp. 07102:123. 


0018240033 Ack receipt of 601121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/80-17 &: 
30-360/00-17. 

NADBENi 0. L. Region 4i Dallasi Reactor Operations Nuclear Support 
Brsnch. 00/12/02. Ip. 07324:322, 


■8012840038 Responds to NRC 601031 Itr re violations noted in IE Insp 
Repts 50-313/00-17 6 30-368/80-17. Correc t Ive action; shift 
supervisor counselled re proper coordination 6 control of 
all operations, 

TR tNflLE, D. C. Arkansas Power 6 Light Co. 60/11/21. 7pp. 

07324; 223, 


0018110304 Ack receipt of 001112 Itr informing NRC of steps taken to 
correct violations noted in IE insp ropt 6 of payment of 
civil penalties. 

THOMPSON, D. Office of Inspection 6 Enforcement' Office of the 
Director. 80/12/04, Ip. 07223:236, 


R. Periodic operating reports 6 related correspondence 


8012O&0S17 Forwards Intake impingement data for Oct 1980. 

TRIMBLE, D.C. Arkansas Power 6 Light Co. 00/11/28. Ip. 06913:001. 


■0O1SOSO323 Intake impingement data for Oct 1900. 

M Arkansas Power 6 Light '3o, 00/11/26 I6pp. 06915:001, 


80121*0409 Forwards monthly operating rapt for Nov 1980. 

TRIMBLE, D.C. Arkansas Power 6 Light Co. 00/12/12. Ip. 07252:347. 


— 0018160411 Monthly operating rept for Nov 1900. 

BRAMLETT.L, 8 Arkansas Power Light Co. 60/12/12, 5pp. 
07852:348 


— 0012090445 LER G0-O39/03L on BO 1 0?8 , b > haus t fan VEF-37A on lead 
hydrogen purga sys tr ipped. Caused by short in control sys 
due to high resistance connections at solenoid valve 
terminal s. Rec t if ier 6 control fuse replaced 4 leads cleaned. 
BRANLETr, L. B. Arkansas Power 4 Light Co, 00/11/25. 2pp. 
07203:041. 


0012020463 Forwards updated LER 00-01 1 /03X-8. 

TRIMBlE. D. C, Arkansas Power 4 Light Co. aO/li/26 tp. 07143:244. 


— 6012020466 Updated LER 80-01 1/03X-8: on 000401, IE Bulletin 79-14 review 
revealed 44 hangers Inoperbl o. Hanger design change prepared 
4 hangers mod i f led. Lis t of affected hangers end. 

SHlVELVfC.N, Arkansas Power 4 Light Co 80/11/26, 2pp 
07143: 245. 
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F. Security, medical' emergency 4 fire protection plans 


0O12O4OS89 Responds to RS Hunter 801010 itr re use of health physics 
network. Requests that enc I info be considered as official 
document on how health physics network is to be used U who 
may activate it. 

KEPPLER, U. 6. Region 3, Chicago, Office of the Director. 00/11/14. 
Spp. 07170:091. 


— 0012040598 Expresses concern 4. uncertainty re intended purposes It 
circumstances re use of health physics network. 

MUNTER'R.S Indiana 4 Michigan Electric Co. 80/10/10. 3pp. 
07170; 094. 


6012020077 Discusses planned mods to emergency notification sys 4 
health physics network. NRC will pay far installation of 
output jacks to provide capability for adding one-way 
speakers to sys. H/o end health physics network manual. 

KEPPLER'J. 0. Region 3' Chicago' Office of the Director. 80/ll/i9, 
2pp. 07140:345, 


8012100533 Responds to NRC 801031 Itr requiring resubmittal of 
contingency plan within 30 days. Requests 45-day eitenston 
due to nature of info. 

HUNIER'R.S, Indiana 4 Michigan Electric Co. 80/12/04. tp. 
07222: 104. 


P. Operating license stage docu,ncrts 4 correspondence 


8012020753 Forwards seismic qual if ications of auiiliary feedwater sys 
in operating PNRs 4 describes program NRC is undertaking 
to review capability of operating PNRs to remove decay 
heat following ear thquake. 

E18ENKUT, D. 0. Division of Licensing. 00/10/21. 4pp. 


0012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Forwards NUREO-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 inplementation dates will be met. 

EI8ENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


8012040320 Forwards "Estimate of Ultimate Pressure Capacity of 
Containment Structure' " for comment. Requests that meeting 
be arranged after revls’,:. 

VAROAiS. A. Operating Reactors Branch f. 80/11/06. 2pp. 06915:001. 


8. Reportable oeeurrencBSi LERs 4 related correspondence 


0O12O1O354 Forwards updated LER 79-013/03X-1 . 

TRIMBLE, D. C. Arkansas Power 4 Light Co. 00/11/21. Ip. 07092:174. 


—8012010361 Updated LER 79-0 t3/03X-l : on 790800. decay heat boron 
coneontratlon not monitored during proscribed interval. 
Causid by personnel error. Rad lochemls try dept instructed to 
varlfy sample lineup through operations. 

SHIVELY. C.N, Arkansas Power 4 Light Co, 00/11/21. Ip. 
07092; 175. 


8012010399 Forwards updated LER aO-016/03X-2, 

TRIMBLE, D.C, Arkansas Power 4 Light Co. 80/11/21. Ip. 07095:085. 


■8012010404 Updated LER eO-Ot6/03X-2: on 80061 1, proper flow through 
hydrogen purge sys could not be obtained. Caused by rust 
• cale being lodged in check valves HPA-4i-10 4 -120, Valves 
c leaned. 3vc water solenoid valves added to ventilation fans. 
SHIVELY, C.N. Arkansas Power 4 Light Co, 00/11/21. Ip. 

07095; 086 


— 0012040325 "Estimates of Ultimate Pressure Capacity of Containment 
Structure. " 

HARSTEAO, 0. A, Harstead Engineering Assoc iates, Inc. 80/09/26. 
47pp. 06915:001. 


80122V0563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BtJft Feedwater Noute 4 Control Rod Drive Return Line 
Nozsle Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days N/o end. 

EI6ENHUT, D. 0. Division of Licensing. 0O/li/13. tp. 


0012220485 Responds to 000911 ihe,ro requesting that Ofe of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revtsed Agreement State burial site conditions. Forwards 
results of IE survey. 

DEN10N.H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


■8012220506 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been erpanded at 37X of reactors surveyed w/7J% 
planning or considering increasing storage capacity. 

BAN5ART,R.L, Effluent Treatment Systems Branch. 80/11/06. 6pp. 


0012090431 Forwards LER B0-039/03L-0. 

TRIMBLE, D.C. Arkansas Power 4 Light Co. 80/11/25. 


Ip, 07203:040. 
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3314002 Con'firiitJ 0OJ229 meeting w/uti I at site to discuss evaluation 
i Tegulatorii perforraante, 

fiPPl-ERrJ. 0, Region 3. Chicago. Office of the Oirector. 60/12/05. 
p. 07371:064. 


210431S Toruards add 1 info re autocratic initiation ti flou indication 
or autillapu feedluiater sys.riobi indicators fed from balance 
I# plant inverter unlnterrup tab le pouer source fed fron 
D batterg of Unit 1 «: AO batterg of Unit 2 

lUNTERi R. S. Indiana <: Michigan Electric Co. 80/12/10. 4pp. 

17273: 044. 


21S031S Application to amend Licenses DPR-S3 It DPR-74) consisting of 
iToposed Tech Specs & license conditions incorporating 
lategofV A Lessons t.aar.ied r e^ulr emont s. in response to NRC 
100702 Itr. 

lUNTERcR.S. Indiana l< Michigan Electric Co. 80/12/10. 7pp. 

17272: 366 


S0121Q9317 Proposed changes to Tech Specs 3/4 for Unit 1 > i ncorpora 1 1 ng 
Categorg A Lessons Learned autooiatic initiation requirements 
into engineered safety feature actuation sgs. 

^ Indiana k Michigan Electric Co. 60/12/10. 23pp. 07273:001. 


I012{S03SI Proposed changes to Tech Specs 3/4 for Unit 2. incorpora t t ng 
Category A Lessons Learned autoreatic initiation requirements 
Into engineered safety feature actuation sys. 

• Indiana «: Michigan Electric Co. 60/12/10. 20pp. 07273:024. 


12310359 notification of 601216 meeting w/wtlls in Detheeda. MD to 
llscuss ultimate strength of eon ta Inments L hydrogen control 
teas ures. 

ItfitRi 6. Qporntlng Reactors Branch I. 60/12/11. 3pp. 07370:035, 


Inspection reports. IE Sulletlns & correspondence 


.2110117 Forwards IE Insp Repts 50-315/80-13 U 50-316/60-11 on 
lOOitA-OTE?. No noneomp 1 lane e noted. 

lElailMAN. R. F. Region 3, Chicago. Reactor Operations Nuclear Support 
Iraneh. 80/10/22. 2pp. 07234:204 


1012110124 IE Insp Repts 50-315/60-13 4. 50-316/00-11 on 000616-0927. No 
noneomp 1 lance noted. Major areas inspected: operat tonal 
safety verif i qatloiii sorve t llanc e observation) safety sys 
challenges 4 refueling activities. 

flASSE.R.E.. SlIANSail. E. R. I D‘J8RY,N,E. Regions, Chicago, Office of 
the Director. 80/10/22. 6pp. 07224; £06, 


12170506 Forwards !E Info Wotiee 80-37, "Containment Cooler Leaks t, 
liactor Cavity Flooding at Indian Point Unit 2. “ No written 
■esponse required. 

lEPPLER.U. 0. Region 3, Chicago, Office of the Director. 00/10/24. 
ip. 07268:092. 


18420743 Forward's three Performance Appraisal Branch insp repts L 
i>gt Bvatvation tree u/usor guide so that facility can 
:o,np 4 ie program to program already revle'ijed L nahe 
ippropriate adjustments N/o encl. 

lCPPUeR,J. <3. Region 3. Chicago. Office of the Director. 00/11/10. 

Ipp. 


12420666 Forwards info re access of NRC L NRC contractor personnel 
For health physics program appraisal scheduled for approi 
two whs beginning 801220. 

lEPPLER, xl, 0. Region 3, Chicago. Office of the Director. 80/11/21. 
tpp. 07145:325. 


121)40676 Forwards IE Bulletin 80-24, ''Prevention of Damage Due to 
fatar Leakage Inside Containment. " No written response 
required. 

tEPPUeR,J. 0. Region 3, Chicago. Office of the Director. 80/11/21. 
2pp. 07169:099, 


12080031 Forwards IE Info Notice 80-42, "Effect of Radiation on 

dydraulic Snvbbor Fluid." No written response requirod. 

ilEPPLCR, J. 0. Region 3, Chicago. Office of the Director. 80/11/24. 


I Ic clearance levels for 
I on Sept 1960 

he Director. 84/11/25. 


iroken Studs an 
onse 

actor. 80/11/26. 


8012160414 Corrects 801121 Itr re health physics appra 1 sal. 0ns t te phase 
of appraisal to begin 601308, not 801220. L L<J Heuter should 
b e added to Enc 1 1. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Dlrecfcop, 00/12/01. 

Ip. 07271:160, 


0012160174 Forwards IE Imp Rept 50-315/80-18 on 001118-81. No 
nonconp I ianc e noted. 

HINO, J, A. Region 3, Chicago, Safeguards Branch. 60/12/04. 2pp. 
07263: 039 


— 6013160192 IF Insp Rept 30-315/60-18 on 801118-21. No noncomp 1 lance 
noted. Major areas inspec ted : fae i 1 i ty organ! lation. operat ion, 
measurement, controls t> sh ipp ing, receiving, storage It internal 
controls. Da ta 1 Is withheld (ref I0CFR2. 790). 

FINLEY, A, O, , PATTERSON, J. P. Region 3, Chicago. Office of the 
Director. HIND, J. A. Regions. Chicago, Safeguards Branch. 
80/12/03. 2pp, 07263:041. 


3012190310 Forwards third bimonthly status rept on t£ Bulletin 79-015 
re environ qualification of Class IE equipment. 

HAYES. D. N. Region 3, Chicago, Reactor Construction & Engineering 
Support Branch. 80/12/09. 2p p. , 


8. Reportable occurrences, LERs I. related corratpondence 


6013160493 Forwards LER 70-O7O/O3L-O, 

SMALLER, D.V. Indiana L Michigan Electric Co, 00/12/10, Ip. 
072SS; 351. 


— 0012160476 LER 78-074/03L-0: on 701230, containment Isolation valve 
VCR-010 failed to close comp lets ly. Caused by dirt buildup in 
valve gland area. Valve cycled several times until valve 
would fully close. 

BEILHAN, T.P. Indiana L Michigan Electric Co. 60/13/10, Ip. 
072S8: 352. 


8013180381 Forwards LER 80-026/03L-0. 

SMALLER, D.V. Indiana L Michigan Electric Co. 80/12/12. ip. 
03794; 032, 


— 0012100292 LER a0-026/03L-0; on 001 1 13, glycol return containment 
isolation valve failed to close during furviillane«‘ test h 
during 1 nve s tlgat Ion. Caused by stem t: lower guide bush > 
f tick ing. St em polished ti bushed honed. 

VfIZNER.D.O. Indiana I, Michigan Electric Co. 60/12/12. 3pp. 
03794: 033. 
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F, Security, medical, emergency 6 fire protection plens 


8012040589 Responds to R8 Hunter 801010 Itr re use of health physics 
na twork. Reques ts that encl info be eonsldered as official 
document on how health physics network 'is to be used li who 
may act Ivate 1 1. 

HEPPLER.U. 0. Region 3, Chicago, Office of the Director. 80/11/14. 
3pp, 07170:091. 


— 0012040598 Eipreises eoneern It uncertainty re intended purposes St 
c i rcutni t ane es re use of health physics network. 

HUNTER, R. 8. Indiana St Michigan Electric Co. 80/10/10. 3pp. 
07170:094, 


60130200/7 Discusses planned mods to emergency notification sys (t 
health physics network. NRC lulll pay for installation of 
output jacks to provide capability for adding one-way 
speakers to sys. l4/o encl health physics network manual. 

REPPLER. 0.0. Region 3, Chicago, Office of the Director. 80/11/19. 
Spp. 07148:345. 


8012100533 Responds to NRC 801031 Itr requiring resutmittal of 
contlngehcy plan within 30 days. Requests 4S-dav estetision 
due to nature of info. 

HUNTER,R.8. Ind lana St Hie h Igan Elec tr Ic Co. 80/12/04. Ip. 
07222: 104. 


P. Operating licence stage documents 6, correspondence 


6013020753 Forwards seismic qual i f Icatlons of ausillary fesdwatar sys 
in operating PWRs St describes program NRC Is undsrtaklng 
to review capability of operating PNRs to remove decay 
heat following earthquake. 

EISENHUT, D. 0. Division of Licensing. 00/10/21, 4pp. 
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80121*0050 Lfcr lo operatino plant 1 ic etiseo*. QL applicant* fc CP holder* 
Forward* NUReO-0737 r» Till action plan requirements, R»<iue»t» 
operating reactor licensee confirmation in 4S daqa that 
Enel 1 implementation dates will be met. 

EtSEiiHOTr 0. 0, Division of Licensing. 00/10/31, 7pp. 


8012170306 Forwards IE Info Notice BO-37. "Containment Cooler Leaks ti 
Reactor Cavitg Flooding at Indian Point Unit 2. '• No written 
response required. 

KEPPUERrJ. 0, Region 3, Chicago. Office of the Director. 00/10/24. 
ip. 07260: C92. 


a0120‘10320 Forward* "Eitimate of Ultimate Pressure Capacity of 
Containment Structorei" for comment. Requests that meeting 
be arranged after review. 

VAROAiS. A. Operating Reactors Branch 1 00/11/06, 2pp. 06915:001. 


•8012040323 "’Estimatas of Ultimate Pressure Capacity of Containment 
Structure." 

HARBTEAD. 0. A. Harstead Engineering Assoc iates. Inc, 00/09/26. 
47pp. 06913:001. 


8012220563 Ltr to all power reactor licensee* forwarding NUREO-0619. 
"BWR Feedwater Noule *: Control Rod Drive Return Lino 
No««le Cracking." Confirmation that implementation dates 
will be met mu»t be sent within 45 days. W/o end. 

EISENHUTi D. 0. Division of Licensing. 80/H/13. Ip. 


8012220405 Responds to 000911 memo requesting that Dfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revtsed Agreement State burial site cond 1 t ion*. Forwards 
results of IE survey. 

DENTONi H. R. Office of Nuclear Reactor Regolatloni Director. 
00/12/04. Zpp. 


0012020743 Forwards three Performance Appraisal Branch Insp rept* & 
mgt evaluation tree w/user g'jide so that facility can 
compare program to program already reviewed t make 
appropriate ad justments ll/o enci. 

KEPPLEfl.J. 0, Region 3. Chicago. Office of the Director. 00/11/18. 
4pp. 


8012020666 Forwards Info re access of NRC i NHC contractor personnel 
for health physics program appraisal scheduled for appros 
two uks beginning 001220. 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director, 00/11/21. 
4pp. 07145: 323. 


801204067S Forwards IE Uulletin 80-24i ■Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
rtciu i re-d . 

KEPPLERr J, 0. Region 3. Chicago. Office of the Director, B0/U/8i. 
2pp. 07169: 099. 


8012000031 Forwards IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required, 

KEPPLERiJ. 0. Region 3. Chicago, Office of the Director. 00/11/24, 
Ip. 07102:173. 


— 8012220506 Forwards tabulation t summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have haen espandad at 37X of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BAMOART. R. L. Effluent Traat.nent Systems Branch. 80/11/06. 0pp. 


8012220606 Forwards new security badge numbers U clearance levels for 
Region 3 personnel, Chango* should be entered on Sept 1980 
access lists. 

KEPPLERi J. 0. Region 3, Chicago. Office of the Director. 00/11/25. 
6pp. 07309:013. 


8012310002 Confirm* 801229 meeting 
of regulatory performance. 
KEPPLERiJ. 0. Riglon 3, Chicago, 
Ip. 07371:064. 


u/util at site to discuss evaluation 
Office of the Director. 80/12/03, 


8012100312 Forward* addl info re automatic initiation ti flow indication 
for auxiliary feedwater sys.Flow Indicators fed from balance 
of plant invarter unlnterruptab le power source fed from 
CD battery of Unit 1 1< AD battery of Unit 2. 

HUNTER, R.S. Indiana fn Michigan Electric Co. 00/12/10. 4pp. 
07273:044. 


8012170549 Forward* IE Info Notice 00-29, Buppl I, “Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLERiJ, 0. Region 3, Chicago. Office of the Director. 00/11/26. 
2pp. 07264:202. 


8012180414 Corrects 801121 ltr ro health physics appra Isal. Qnsi to phase 
of appraisal to begin 001200, not 801220, LJ Heuter should 
ba added to Enel 1. 

KEPPLCR, J. 0. Region 3, Chicago, Office of the Director. 00/12/01. 

Ip, 07271:160. 


8012100313 Application to amend Licenses DPR-30 tt DPR-74, con* Is t Ing of 
proposed Tech 8pee* 4: license conditions Incorporating 
Category A Lesson* Learned requirements, In response to NRC 
000702 ltr. 

HUNTERtR.S. Indiana fc Michigan Electric Co, 00/12/10. 7pp. 
07272:336. 


-8012100321 Proposed change* to Tech 8pecs 3/4 for Unit 2, Incorporating 
Category A Lessons Learned automatic initiation requirement* 

Into engineered safety feature actuation sys. 

* Indiana k Michigan Electric Co. 80/12/10. HOpp. 07273:024. 


8012190210 Forward* third bimonthly statu* rept on IE Bulletin 79-010 
re environ qualification of Class IE equipment. 

HAVES, D. W. Region 3, Chicago, Reactor Construction fc Engineering 
Support Branch. 00/12/09. 2pp. 


R. Periodic operating reports 4 related correspondence 


0012190500 Forwards monthly operating rept for Nov 1900. 

SHALLCRiO V. Indiana 4 Michigan Electric Co, 80/12/11. tp. 
07207: 059. 


8012310259 Notification of 001210 meeting w/utll* In BethesdaiMD to 
discus* ultimate strength of containment* & hydrogen control 
meesures, _ 

MINERiS. Operating Reactor* Branch 1. 80/12/11. 3pp. 07370:033. 


— 0012190503 Monthly operating rept for Nov 1900. 

OILLETT, H.T. Indiana 4: Michigan Electric Co. 80/12/03. 6pp 
07207:060. 


a. Inspection reports, IE Bulletins 4. correspondence 


8012040691 Forward* IE Insp Rept 30-316/80-12 on 000827-20. No 
noneempHanco noted. 

HEtSHMAN, R. F. Region 3. Chicago, Reactor Operations Nuclear Support 
Branch. 00/10/02. 2pp, 07169; 127. 


— 8012040690 IE Insp Rept 30-316/80-12 on 000027-23. No noneomp 1 lance 
noted. Major areas inspsc ted : reactor shutdown margin 
detormlnatloni power & Isothermal temp coefficients h control 
rod worth measurement. 

CHDULES, N. C. , HOPKINS, J. B. i ROBINSON, D.L. Region I, Phi lade Ip h la. 
Office of the Director. 00/10/01, 4pp. 07169: 189. 


8012110117 Forward* IE Insp Repts 30-315/80-13 4 50-316/80-11 on 

000616-0927. No noneomp I lance noted, , e .k 

HE 1 8 MM AN, R. F. Region 3, Chicago, . Reactor Operation* Nuclear Support 
Branch. 00/ 10/22. 2pp. 07224:204. 


—0012110124 IE Insp Rept* 50-313/00-13 4 30-316/00-11 on 000616-0927. No 
noncompliance noted, Major areas inspected: operational 
safety ver If 1 ea t ion, surve 1 1 lance observation, safety sys 
challenge* 4 refueling activities. 

MABSEiR.E.i SWANSON" E- R. , DUBRVrN.E. Region 3, Chicago, Office of 
the Director. 0O/lO/2i». 6pp. 07224:206. 


DOCKET 30-317 CALVERT CLIFHS NUCLEAR POWER PLANT, UNIT 1 
F, Security, medical, emergency 4 fire protection plans 


8012020688 Inform* of existing emergency communications sys review 4 
resulting mod* to emergency notification *ys •fc health 
physics network. NRC will have lamp* installed on emergency 
telephones in all control room* 4 technical support ctrs. 

ORIERiD.H, Region 1. Philadelphia, Office of the Director. 

80/11/14, 2pp. 07143:004, 

0012130072 Forwards emergency response plan Imp 1 ementation procedures 
superseding present site emergency plan Implementation 
procedures. N/o end. 

RUSBELL, L B, Baltimore Oas 4 Electric Co. 00/12/08. Ip. 

07239: 359. 


8012190053 Releases public version of util emergency plan. 
FELTON, J.M. Division of Roles and Records. 00/12/16. Ip. 
07279: 147. 


•8012190057 Forward* public version of emergency response plan 
Implementation procedures. 

REIMERiE, T. Baltimore Oa* 4 Electric Co. 80/12/01. 2pp. 
07279; 130. 
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DOCKETED ITEMS 


— eOtaSTOOS-S Public versicn of e'l'erj^ncij rojponsf plan irapl smen tat ion 
procadures. 

* Daltlmore Qas t- Electric Co 80/11/28. 300pp. 07279.152. 

0Ot229O»23 Ack receipt of 801024 t 1113 Itre commenting on emergencv 
responee plan. Response's to C'C-tr.r.ent » ulll be factored Into 
revised plan to be submitted 801S31 u/plant for States of & 

VA tt Annes 0 & App 0-1 for State of I1D. 

OUSON. J5.C. Baltimore Oas & Electric Co, 00/12/82. Ip. 07342:343, 


— 0012170299 Proposed changes to Tech Spec Table 3. 7-4< "Safety-Related 
Hydraulic Snubbers" k Table 4.7-4. "Hydraulic Snubber Insp 
Schedule. " 

* Baltimore Oas 4. Electric Co. 60/12/12. 3pp. 07266:120. 


8012190117 Forwards response to NUftEO-0737. "Clarification THI 
Action Plan Requirements. " 

LUHDV/it-t. A. E. Baltimore Gas 6 Electric Co. 80/ 12/ IS, 7pp. 
07284: 210. 


J. Insurance 6 indemnity Information 


0012160313 Forwards Endorsement 43 to NELIA Policy NF-216 8c Endorsement 
39 to HA6l-y Policy MF-76. 

SHOEMAKER. C. L. Baltimore Oas 6 Electric Co. 00/12/10. 3pp. 

07243; 360, 


P, Operating license stage documents i: correspondence 


6082020793 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs k describes program NRC is undertaiing 
to review capability of operating PlMs to remove decay 
heat follouing earthquake. 

EISEIIHJT. D. 0, Division of Licensing. 00/10/21, 4pp. 


6012160090 Ltr to operating plant licensees. CL applicants & CP holders. 
Forwards NUnEG-0737 re THI action plan requirements. Reques ts 
operating reactor licensee conflrnatlon in 45 days that 
Enel t implementation dates ulll be met. 

ElSENIKiT. D. G. Division of Licensing 80/10/31. 7pp. 


0012320563 Ltr to all power reactor licensees forwarding Nl/REG“0619r 
"□HR Feedwater Nozile k, Control Rod Drive Return Line 
Noiile Cracking." Conf 1 rmation that implementation dates 
will be met .must be sent within 45 days If/a end. 

EI8ENHJT. D. G. Division of Licensing. 80/11/13. ip. 


6012030425 Forwards results of ECCS analysis for Cycle 5. Independent 
verification has determined that specific results for peak 
dad temp 4: clad oxidation require minor revision per 
10CFR5G. 46. Revised Section 8 end, 

LUNOVAIL. A.E. Baltimore Gas 6 Electric Co. 80/11/29. 16pp. 

07140: 279. 


8012020429 Clarifies design features U const re independent third 
auxiliary feedwater train per NRC 600214 ltr. 

LUUOVALL. A. E. Baltimore Oas 6 Electric Co. 80/11/25. 3pp. 
07l4e: 269. 


0012220375 Application for amend to License DPR-53 to change Tech Specs 
re operation of containment spray sys during DBE. Summary 
piping flexibility analysis end. 

LOMOVALL. A, E. Baltimore Gas 6 Electric Co. 80/12/17, 3pp, 

03797:063. 


3018230481 Informs of intended control of reactor coolant vent sys 
during operation prior to review t< approval of procedures. 

New method superior as continuous valve position indication 
Is maintained while isolating power from solenoids. 

LUHDVALLi A. E. Baltimore Oas 4 Electric Co. 80/12/18. Ip. 

07314: 131. 


8012290265 Submits for review comments re high energy line break 
analysis for third train to auxiliary feedwater lys. High 
energy line break analysis not requi.red provided third train 
only used for emergencies. 

ASH. R.F. Baltimore Gas 6 Electric Co. 00/12/19. 4pp. 07342:319. 


0. Inspection reports. IE Bulletins & correspondence 


8018020325 Requests that response to IE Bulletin SO-lSi "Possible Loss 
of Emergency Notification Sys (ENSI W/Loss of Offsite 
Power." be resubmitted u/oath or affirmation within 10 days 
of receipt of ltr. per lOCFRSO. 54. 

GRIER. B.H. Region 1. Philadelphia, Office of the Director. 

80/10/23, Ip. 07143:120. 


8012220028 Forwards IE Insp flepts 50-317/80-17 6 50-318/80-16 on 
B00916-19. No noncomp 1 lance noted. 

DRUNNERtE. d. Region 1. Philadelphia. Reactor Oparatlons Nudaar 
Support Branch. 00/10/23. 2pp. 07306:318. 


— 0012220031 IE Insp Repts 50-317/80-17 li 50-310/80-16 on 000,916-19. No 
noncompliance noted. Major areas InipactedlQA program 
imp lementat ion. a Jdit ing, des ign changes 6 mods. 

NAPUOA.O, Region I, Philadelphia, Office of the Director. 

OREENMAN, E. 0. Region 1, Philadelphia, Reac toM Opera t ions Nuclear 
Support Branch. 00/10/21. 7pp, 07306:320. 


8012030240 Forwards attachments to util 601110 response to NRC 000712 
ltr re TliI-2 Lessons Learned Category A i terns. At tachments 
were omitted due to administrative error. 

ASH, R. F. Baltimore Gas «: Electric Co, 60/11/25. 12pp. 07151:239. 


0012020432 For'Wards responses to NRC questions re fifth cycle license 
application. 

LUNDVALL. A. E. Baltimore Gas 6 Electric Co. ao/ft/26. 3pp. 
07141:247. 


8012020438 Forwards responses to NRC questions an fifth cycle license 
appllc a tion. 

LU)4DVALL. A. E Baltimore Gas &. Electric Co. 60/11/20. 3pp. 

07141: 250. 


0012050454 Forwards response to NRC questions re application to amend 
License DPR-53 for fifth cycle operatl on. Val ues for core 
average heat flux 6 average liner heat rate clarified, 

LUNDVALLiA, E Baltimore Oas k Electric Co. 00/12/03 2pp. 

07171: 349. 


6012280405 Responds to 600911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site cond I tlons. Forwards 
results of I£ survey. 

DENTON.H. R. Office of Nuclear Reactor Regulation. Director, 
80/12/04. 2pp. 


'0O1222OSO6 Forwards tabulation k. summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37K of reactors surveyed u/717 
planning or considering increasing storage capacity. 

BANGARTfR.L. Effluent Treatment Systems Branch. 80/11/06, 0pp , 


6012170295 Application to amend Licenses DPR-53 t< DPR-69i chang ing Tech 
Spec Tables 3,7-4 ti 4.7-4 to identify sno&beri served by 
coxr.'non reservoir ti to require insp for reservoir hydraulic 
fluid within 7 days after startup following major outage, 

LUNOVALL. A. E Baltimore Gas t. Electric Co. 00/12/12. 2pp. 

07266: lie. 


8012010360 Responds to IE Bulletin 80-19 "Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective 0ys of Operating Nuclear 
Power Plant Designed by C-E. " Surveillance testing hat been 
increased. Relays will be replaced on as-failed basis, 

LUNDVALU, A. E. Baltimore Gas k Electric Co. 00/10/30. ip. 

07090; 062. 


6012170375 Forwards IE Info Notice 80-30. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 

80/ 10/30. Ip, 07249; 090, 


8012220035 Ac k receipt of 000922 ltr Informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-317/80-12 tt 
50-310/00-11, 

MARTINiW.O. Region 1, Philadelphia, Safeguards Branch. 00/10/31. 
2pp. 07306: 327. 


'6012220037 Responds to NRC 000829 ltr re violations noted in IE Insp 
Repts 50-317/80-12 t( 80-318/80-1 1. Corrective actions: 
withheld Cref 10CFR8. 7901, 

EVANS, V.n. Baltimore Gas k Electric Co. 00/09/22. Ip. 

07305: 329, 


•0012220040 Forwards IE Insp Repts 50-317/80-12 t« 50-318/80-11 on 
600713-18 & notice of violation Notice of violation withheld 
(ref 10CFR2,790). 

KARTIN.II.O. Region 1. Ph t lad e Ip h ia, Safeguards Branch. 00/08/29. 
2pp. 07306:330. 


■6012220062 IE Insp Repts 50-317/00-12 k 50-310/00-11 on 000713-18. 
Noncompliance no ted : fal lure to issue written procedure k 
failure to maintain continuous coirmunlcations. Details 
withheld <rtf tOGFR2. 790). 

MADDEtd.N. Region 1, Philadelphia. Office of the Director. 

DEVLIN, J.U. Region 1, Ph I lade Ip h la, Bafaguards Branch. ao/OB/29. 
2pp. 07306:332. 


DOCKETED ITEMS 


12S 


0012120105 Foruiarifs IE Oulletin 80-Sl< "Valve Yokes Supplied bij Malcolm 
Foundry Co. Inc. " Written response renuired. 

CPIERiB.H. Region li Ph 1 ladolpb la. Office of the Director. 

BO/ 1 1/06. Ip. 07230:227. 


e0121'90344 Informs util of Issuance cf nou MRC personnel identification 
b«d 9 as< ef fee 1 1 ve after SOI 130. Eiamp 1 e end. 

MAflTtNiW. V. Region 1> Philadelphia. Safeguards Branch. BO/11/06. 
2pp. 072B6: 106. 


--8012030619 LER 79-019/03L- 1 : on 790606. t ontr 0 1 room air conditioning 11 
unit breaker tr i pped. Caused by open circuit in one or more 
parallel paths of phase uind ing. resui t ing in unbalanced 
phase to phase resl stance. Stator reuound. 

LAOIEU'SStI, V S . UM3TED.J.H. Saltimore Oas t Electric Co. 

79/06/25 Ip. 07145- 275. 


9012020506 Forwards LER ao~056/03L-0. 

fiUoBELLiU. B. Baltimore Gas ft Electric Co. 80/11/29. Ip. 
07143: 263. 


8012030768 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Preiouro Actuates Safety Relief Valve Operation to Cause 
Raactor Depressunlxatloii. " No written response required. 

ORIERjQ.H, Region 1. Philadelphia. Office of the Director. 
00/11/07. Ip 07150: 200. 


8012090491 Forwards IE Info Notice 00-41. "Failure of Swing Check Valve 
In Decay Heat Removal Bys at Davis Desse Unit 1." No 
re-iponse required. 

OftlER.B.H. Region 1. Philadelphia. Office of the Director. 

60/11/10. Ip. 07102:336. 


a0120'l0037 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mf# by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

GRIER. 8. H. Region 1. Philadelphia, Office of the Director. 
BO/11/14. Ip. 07169:337. 


— 8012020530 LER eO-056/03L-0: on 801028. performance of STP M-13-1. 
inaccessible snubber visual insp. revea led five snubbers. 
1-54-6. -6A. -7, -7A ft 1-60-27 i nop arab 1 e . Caused by loss of 
hydraulic oil. Mods completed. 

WENDERLICH.R . MIERNICK I , M. J, Baltimore Oas ft Electric Co. 
80/11/28. 2pp. 07143:264. 


8012100561 Forwards LER e0-062/03L-0. 

RUSSELL, L.B. Baltimore Oas ft Electric Co. 80/12/03, Ip. 
0721S: 151. 


— 8012100566 LER aO-062/03L-0: on 801103 ft 04.LPSI pump 12 tripped off. 
causing temporary loss of shutdown cool ing. Apparently caused 
by spurious reactor analysis ft safety signals received while 
re-enarg 1 1 ing actuation sys, 

WtNOERLICH. R L, . OIBSCIN. W. S. Baltimore Gas ft Electric Co. 
80/11/03. Ip. 07219:152. 


8012030658 Requests relief from ASME Codo Section 9 requirement. Code 
deamed impractical. Iniorvlce insp program request deals 
w/hgd postatle pressure testing of Class 2 steam ft 
f eadwater lys. 

LU.SDVALt. A. E. Daltlmore Oas ft Electric Co. 00/11/19. 4pp. 

06396: 003. 


B0129B0621 Advises that written response is required to IE Bulletin 
00-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER, D.H, Region 1, Philadelphia. Office of the Director, 
80/11/19. Ip. 07303:360. 


8012040522 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Insldo Containment." Written response 
r •Ru ired . Roques ts info on manpower oxponded. 

ORIERiD.H. Region 1. Philadelphia. Office of the Director. 
80/11/21. 2pp. 07169:226. 


0012050543 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Bnubber Fluid," No written response required. 
ORIERiD.H. Region 1. Ph 1 lade I ph ia. Office of the Director, 
80/11/24. Ip. 07174:029, 


B012090430 Submits comments on IE draft circular re common cause 
failure of SVC water sys. Modified replacement Page 1 ft 
other miscellaneous changes end. 

NOVAKiT.H. Assistant Director for Licensing. 80/11/24. 6pp. 
07203; 034. 


R. Periodic operating reports ft related correspondence 


8012100559 Forwards LER 00-063/031.-0. 

RUSSELL. L. B, Baltimore Oas ft Electric Co. 60/12/05. Ip. 
07210: 149. 


--0012100565 LER aO-063/03L-0: on 001 1 06. c ontro I room air conditioning 
unit failed to start. Cause undetermined, Simulation of 
control impute to breaker 5-2-1100 ft Initiation of shutdown 
sequencer performed. 

LAOlEWSm, J. S . RIZZO. P C. Baltimore Gas ft Electric Co. 00/11/05. 
Ip. 07210:150, 


9012160390 Forwards LER 60-058/03L-0, 

RUSSELLiL 0 Baltimore Oas ft Electric Co. 80/12/12. Ip, 
07232; 335, 


— 0012160394 LER a0-OSe/03L-0: on 801112, found 4 kV bus 11 normal break 
feeder <192-1115) opened ft 120-volt ae vital bus 11 voltage 
went low. Cause undeter.minod. Diesel generator 11 re-energiied 
4 kV bus. 

DAVlSiS.M. . RlZZQiP.O Baltimore Oas ft Electric Co. 60/12/12. 

Ip. 07252:336, 

8012230470 RO BO-65: on 00121 5. charg ing pumps not veriPed de-energiied 
ft charging flow paths not verified closed during local leak 
rate test on penetration 41. Omission corrected. No dilution 
resulted. 

» Baltimore Oas ft Electric Co. 80/12/16 Ip 


3012230361 Forwards LER 79-017/03L-1 . 

RUSSELL, L. D Baltimore Gas 4 Electric Co. 80/12/19, 
07311; 263, 


IP- 


0013190626 Forwards monthly operating repts for Nov 1980. 
MERSON. 9. D. Baltimore Gas ft Electric Co. 80/12/15. Ip. 


07208: 268. 


•G012190630 Monthly operating repts for Nov 1900. 

KERBDN, 8. D. Baltimore Oas ft Electric Co. 00/12/15. I6pp. 
07238; 269, 


3, Repoptabla occurrences. LERs ft related correspondence 


—0012230366 LER 79-01 7/03L-t : on 79051 S, d ur ing performance of overspeed 
testing, diesel generator 12 auxiliary blower #al led. Returned 
to SVC 790523, Cause of failure due to thermal growth ft 
subsequent contact between lobes ft power housing. 

LAOIEWSKIi J. 8. I UHSTED.J. M. Baltimore Gas t. Electric Co. 

79/06/21 Ip. 07311:264. 


60t2230'105 Forwards LER B0-064/03L-0. 

RUSSELL. L.B, Baltimore Oas ft, Electric Co, 
07312: 253. 


00/12/19. 


Ip. 


801S0103S6 Forwards LER QO-061 /03L-0. 

RLIS9ELL, L. D. Daltlmore Gas ft Electric Co. 80/11/24. tp. 
07092; 176. 


•9013010369 LER 0O-O61/O3L-O: on 001024. emergency diesel generator 
uould not coPTy gre*tor than 2' 500 kW for greater than 60 
minutes, Caused by high cylinder temp due to fouling of 


injector tips. Tips replaced. 
LAOIEWeKI, J. 8. , HUSEBV.D. E. 
BO/ll/24. Ip. 07092: 177. 


Baltimore Oas ft Electric Co. 


U 


•8012230409 LER e0-064/03L-0: on 001 121 , dor ing piping sys supports 
waikdown, seismic restraint for auxiliary spray control valve 
found not ins ta 11 od. Three supports required redesign ft 
relocation Caused by error during Initial 
HfIBEL.R.P. Baltimore Gas ft Electric Co. 00/12/19. tp. 




DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER 
F. Reeurity, medical, emergency ft fire 


0012020612 Forwards LER 79-019/03L-1 , 

RUSSELL, L.B. Baltimore Oas ft Electric Co. 
07149:274, 


00/11/25. 


Ip. 


G012020688 Informs o* existing emergency communications sys review ft 
resulting mods to emergency notification sys ft health 
physics aetwork. NRC will have lamps Installed on emergency 
telephones In all control rooms ft technical support ctrs. 

GRIER. 8, H. Region 1. Philadelphia, 

00/11/14. 2pp 07140:004. 


Office of the Director. 
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DOCKETED ITEMS 


8012130072 Forwards emergency response plan imp Jemanta t ion procedures 
superseding present site emergency plan imp ienenfeat i on 
procedures. II/q encl. 

RUSSELLiL. G. GaUimore Gas <k Electric Co. 80/12/08 Ip. 

07239:359 


6012170793 Application to amend Licenses 0PR-S3 t< DPR-1>'7< changing Tech 
Spec Tables 3,7-4 J; 4.7-4 to identidg snubbers served by 
canctioii reservoir tn to reguire Insp dor reservoir hydraulic 
fluid within 7 days af^er startup following major outage. 

LUNOVALL) A. E. Saltimore Gas h Electric Co. 80/12/12. 2pp. 

072ad): 1 IS. 


80121900S3 Releases public version of util emergency plan. 
FELTOtli J. M. Division of Rules and Records. eO/l2/U Ip. 
07279: 147. 


--8012190057 Forieards public version of emergency response plan 
imp lemsntation procedures. 

RElilER. E. T. fialtimore Gas k Electric Co. BO/12/01. 2pp. 
07279: ISO, 


"80i2190064 Public version of energeTtcy response plan implementation 
procedures. 

a Baltimore Oas 1: Electric Co. 60/11/28. SOOpp. 07279:132. 


8012290223 Act receipt of 801024 ^ 1113 Itrs commenting on emergency 
response p Ian. Resp snses to coTnents will be factored into 
revised plan to be submitted 601231 w/plans for States of & 

VA & Annex 0 k App Q-1 for State of MD. 

OLSDH.R.C. Baltimore Oas & Electric Co. 80/12/22. tp. 07342:343. 


J. Insurance 4: indemnity information 


S0t21&03i3 Forwards Endorsement 43 to NELIA Policy NF-216. 4 Endorsement 
35 to KAELU Policy hF-76, 

SHOEMAKERiC. L. Baltimoro Gas L Electric Co. 80/12/10. 3pp. 
07243.360. 


P. Operating license stage documents 4 correspondence 


8012020753 Forwards seismic ^ual i f lea t i ons of auclliary feedwater lys 
in operating PIrIRs 4 describes program NRC is undertaking 
to review capability of operating PtiRs to remove decay 
heat following earthguaka. 

EtSEIIKori D. 0 Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr bo operating plant licansees^OL applicants 4 CP holders. 
Forwards hlUREG-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 43 days that 
Encl 1 Implementation dates will be ciet. 

BISEHHUT. D. 0. Division Of Licensing. 00/10/31. 7pp. 


8012220363 Ltr to all power reactor licensees forwarding f<UfRE0-0619t 
“B(/R feedwater Nojile 4 Control Rod Drive Return Line 
Noixle Cracking.*' Conf ir.nation that implementation dates 
will be (net must be sent within 43 days. li/« encl. 

EtSEtmUT. D. G. Division of Licensing. 80/11/13. tp. 


6012020429 Ciartfiei design foatures 4 const re independsnt third 
auxiliary feedwater train per NRC 800214 ltr. 

LUNDVALL. A. E Sattimore Oas 4 Electric Co. 60/11/23. 3pp. 
07148:269. 


8012030248 Forwards attachments to util 801 i 10 response to NRC 800712 
ltr re THI-2 Lessons Learned Category A items , Attachments 
uera omitted due to administrative error. 

ASH.R.F. Baltimore Oas 4 Electric Co. 60/11/25. I2pp. 07151:239. 


8012090277 Requests amend to License DPR-69r to allow operation for 
fourth eye 1 e. Refue 1 Ing outage scheduled for ai0i02i approach 
to criticality on 810212 4 return to power operation 
itenadiabely thereafter. 

LlKdOVALLr A. E. Baltlmare Oas 4 Electric Co. BO/12/04. 2pp. 
07206:313. 


—8012090291 Proposed changes to STS re Cycle 4. 

• Boston Edison Co. 80/12/04. 48pp. 07206:317. 


8012220485 Responds to B00911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/reviied Agreement State burial site cond it ions. Forwards 
results of IE survey. 

DENTONilf. R. Office of Nuclear Reactor Regulation* Director. 
80/12/04. 2pp. 


—8013220306 Fo^rwards tabulation 4 euriTiapy of IE survey on low level 
waste at 51 raaetors.Low Itvel waste storage facilities 
have been tepanded at 37H of reactors surveyed w/7l!{ 
planning or considering increasing storage capacity. 

BANOARriA.L. Effluent Treatment ayetems Branch. 80/11/06, 8pp, 


8012170450 Submits fourth cycle OL Class 4 amend application fee. 
ASH.B.F. Baltimore Oas 4 Electric Co. 80/12/09. Ip. 07269:151. 


— 6012170299 Proposed changes to Tech 8pec Table 3. 7-4i "Bsf ety-Relatad 
Hydraulic Snubbers" 4 Table 4. 7-4. "Hydraulic Snubber Insp 
Schedule. " 

s Baltimore Gas 4 Electric Co. 80/12/12. 3pp. 07266:120. 


8012190117 Forwards response to NUREe-0737. "Clarification of TMI 
Action Plan Requirements." 

LUNOVALLi A. E. Daltimore Oas 4 Electric Co. 80/12/13. 7pp. 
07284:210. 


6012290283 Submits for review comments re high energy line break 
analysis for third train to auxiliary feedwater sys.Hlgh 
energy line break analysis not required provided third train 
only used for emergencies. 

ASHiR.F. Baltimore Oas 4 Electric Co. 80/12/19. 4pp. 07342:319. 


0. Inspection reports* IE Bulletins 4 correspondence 


8012020325 Requests that response to IE Bulletin 00-13* "Possible Loss 
of Emergency Notification 8ys <ENS) U/Loss of Offsite 
Power*" be resubmitted w/oath or affirmation within iO days 
of receipt of ltr* per lOCFRSO. 54. 

ORlERiB. H. Region 1* Phi lade tphia* Office of the Director. 

80/10/23. Ip, 07143:120. 


601^220028 Forwards IE Insp Repts 30-317/80-17 «* 30-318/60-16 on 
800916-19, Ho noncompliance noted. 

BRUNNER* E.d. Region 1* Ph 1 ladelph la* Reactor Operations Nuclear 
Support Branch. 80/10/23. 2pp. 07306: 318. 


—8012220031 IE Insp Repts 50-317/80-17 4 50-318/80-16 on 800916-19. No 
nancomp 1 iencs noted. Major areas lnspectad:aA program 
implementation*audltlngideslgn changes 4 mods. 

NAPUDA.O. Region 1, Ph i ladelph la* Office of the Director. 

OREENMANi E. G. Region 1* Phi lade Iph ia* Reactor Operations' Nuc lear 
Support Branch. 80/10/21. 7pp. 07306:320. 


8012010368 Responds to IE Bulletin 80-19 "Failures of Mercury-Netted 
Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plant Designed by C-E. " Surveillance testing hat been 
increased. Relays wilt be replaced on as- fa lied basis. 

LUNO'/ALLi A. E. Baltimore Oas & Electric Co. 60/10/30. Ip. 
07090:062, 


8012170375 Forwards IE Info Notice 80-38* "Cracking in Charging Pump 
Casing Cladding." No written responso required. 

GRIERiO.K. Region 1. Ph 1 lade Iph la* Office of the Director. 
80/10/30, Ip, 07269:050. 


8012220035 Ack receipt of 800922 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/80-12 4 
30-318/80-11. 

MARTIN*!!. 0. Region 1* Philadelphia* Safeguards Branch. 60/10/31. 
2pp. 07306:327. 


— 8012220037 Rosponds to NRC 800829 ltr re violations noted In IE Insp 
Repts 30-317/80-12 4 90-318/BO-l 1 . Correct ive actions: 
withheld (ref lOCPRS. 7901. 

EVANSiV.R. Baltimore Oas 4 Electric Co. 80/09/22. Ip. 

07306: 329. 


—8012220040 Forwerds IE Insp Repts 50-317/80-12 4 30-318/80-11 on 
800713-18 4 notice of violation. Notice of violation withheld 
(ref lOCFRa. 790). 

MARTIN) II. 0. Region I* Philadelphia* Safeguards Branch. 80/08/29. 
2pp. 07306:330. 


—8012220062 IE Insp Repts 50-317/80-12 4 50-310/80-11 on 800713-18. 
Nancomp I lance noted: failure to Issue written procedure 4 
failure to maintain continuous communicet ions. Detai Is 
withheld (ref 10CFR2,7901. 

HADDEN* N. Region 1* Philadelphia* Office of the Director. 
DEVLINiJ.N. Region 1. Philadelphia* Safeguards Branch. 80/08/29. 
2pp. 07306:332. 


8012120105 Forwards IE Bulletin 60-21* "Valve Votes Supplied by Malcolm 
Foundry Coi Inc. " Uritten response required. 

GRlERiB.H. Region 1 * Ph 1 lade Iph la* Office of thi Director. 

80/11/06. tp. 07230:227. 


8012190344 Informs util of issuance of new NRC ptrsonnel identification 
badges* ef fee tlve after 801 130. Exampl e end. 

MARTIN*!!, U. Region 1* Ph i ladelph la* Safeguards Branch. 80/11/06. 
2pp. 07286:106. 
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'9012030/68 Forward* IE Info Notite 80“40i "Excessive Nitrogen Supplg 
Pr«««ur* Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 lation, " No written response required. 

ORIERjB. H. Region li Philadelphia. Office of the Director. 
90/11/07. ip. 07190:280. 


— 8012030733 LER 90-05 1 /03L-0: on 001101. CTMT 21 air cooler tripped off. 
Caused by terminal shorting block in air cooling fan 
controller flashing over, causing trip. No cause of flasbover 
do termi red. Mo prevention action necsssarg. 

IffcMDFRUlCH.R. U. I RIZZO. P.O Baltinore Oas U Electric Co. 

BO/lP/Ol. Ip. 07149: 164. 


0012080491 Forwards IE Info Notice 90-41, “Failure of Suing Cheek Valve 
In Decay Heat Removal Sgs at Davis Besse Unit 1." No 
response required. 

BRIER. B.H. Region 1. Philadelphia. Office of the Director. 

00/11/10. Ip. 07182:336. 


9012040037 Forwards IE Bulletin 90-23. “Failures of Solenoid Valves 
Mfg bg Valeor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

BRIER. B.H. Region 1. Ph i ladel ph ia. Office of the Director. 
90/11/14. ip. 07169:337. 


8012100353 Forwards LER 80-053/03L-0. 

RUSSELL. L.B. Baltimore Oas Electric Co. 00/12/01. ip. 
07218: 144. 


— 9012100557 LER B0-O53/03L-0; on 901101 U 07. conta i nnient atmosphere 
particulate monitor fa i led. Caused bg loosened channel field 
cable leads due to improper crimping. New connectors properly 
Installed. 

LAOIENSS'.I, J. B. . RtZZOiP 0. Baltimore Oas 4 Electric Co. 80/12/01. 
2pp. 07216: 145. 


9012030658 Requests relief from ASHE Code Section 9 requirement. Code 
deemed impractical. Insorvice insp program request deal* 
u/hgdrostatic pressure testing of Class 2 steam 6 
feedwater sgs. 

LU.NOVALL, A. E. Baltimore Bas & Electric Co. 90/11/19. 4pp. 

06586; 003. 


0O1282O621 Advises that written response is required to IE Bulletin 
60-23. “Failures of Solenoid Valves Hfg bg Valeor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

OHIER.B.H. Region 1, Ph i lade 1 ph ia. Office of tho Director. 
00/11/19. Ip. 07309:360. 


0012040322 Forwards IE Dullotln 00-24. “Prevention of Damage Due to 
Hater Leakage Inside Containment." Written response 
required. Request* info on manpower expended, 

BRIER.O.H. Region 1, Philadelphia, Office of the Director. 
BO/11/21. 2pp. 07169:226. 


8012080343 Forwards Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
BRIER. B.H. Region 1, Philadelphia, Office of the Director. 
00/11/24. tp. 07174:029. 


8012120479 Forward* revised proprietary 4 nonproprietary versions of 
Wostinghouse low pressure turbine disc insp data. Data 
suporseds* 800310 subml ttal. Propr I e tary version withheld 
(ref 10CFR2. 790). 

LUNDVALL, A. E. Baltimore Oas t Electric Co. 80/t2/09. 37pp. 

07227; 221. 


tl, Periodic operating report* 4 related correspond once 


8012190626 Forward* monthly oparatlng rept* for Mov 1980. 

MERBON.S. D. Baltimore Oas 4 Electric Co. 80/12/15. Ip. 07208:268. 


--0012190630 Monthly operating rept* for Nov 1980, 

M5R80N, 6. D. Baltimore Oas 4 Electric Co. 80/12/15. I6pp. 
07286: 269. 


a. Reportable occurrences, LERs 4 related correspondence 


0012010322 Forward* LER e0-O46/O3L-O. 

RUSSELL, L.B. Baltimore Oas 4 Electric Co, 00/11/24. Ip. 
07092: 194. 


— 8012010336 LER BO-046/03L-0; on 001024, containment pressure signal to 
reactor protection sys channel A found out of callbr In 
nonconsarvatlve direction. Caused by output of Transmation 
Isolator 2-E/E-9313A being 0.2 VDC low over range. 

DAVIS, 8 M. , RIZZO, P.O. Baltlmora Oas 4 Electric Co. 90/11/24. 

Ip. 07092:199. 


8012160331 Forwards LER 80-054/03L-0, 

RU33ELL,L. D. Baltimore Oas 4 Electric Co. 00/12/10 ip. 
07292; 333, 


— 9012160337 LER 60-094/03L-0: on 801 1 1 0, fa tl ure of SI-661-CV caused 81A 
safety injection tank level to decrease to less than 107 
inches, Caused by solenoid valve 2-CV-661 leak. Solenoid valve 
1 A5CQ-NP032OA179V) replaced w/spare. 

WENDERLICH, R, L. . RIZZO. P.O. Baltimore Gas 4 Electric Co. 

90/12/10, Ip. 07252: 334. 


0012220401 Forward* LER e0-056/03L-0. 

HUS8ELL.L. a. Baltimore Oas 4 Electric Co. 80/12/16. tp. 
07307:344, 


--0012220414 LER eO-056/03L-0; on 0011 16. contro 1 element assembly 1 
dropped into core. Cause undetermined. Power reduced to less 
tha;> 70X 4 control element assembly returned to group 
height. 

LA0IEWB14I , J. 3. Baltimore Oas 4 Electric Co, 90/12/16. ip. 
07307:349. 


DOCKET 90-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


F, Security, medical, emergency 4 fire protection plans 


SOlEOdOlSO Public version of "Independent Assessment of Evaeuatlon 
Time* for TMt Nuclear Power Plant," Vol 10, prepared for 

CoSoV, J, C. . SHEPPARD, W. V. , THOMPSON, W, E. Wilbur Smith 4 Associates. 
90/06/30. 5tpp, 07161:238. 


0012090477 Informs that nods will be made to emergency notification sgs 
4 health physics network equipment. MRC will have lamps 
Installed on emergency telephones In all control rooms, 
technical support etrs 4 emergency operations facilities. 

ORIER. B.H. Region I, Philadelphia, Office of tha Director. 
aO/U/14. 2pp. 07174:253. 

8012040063 Forwards public version of “Evacuation Time Assessment of 
Nina Nuclear Power Plants Emergency Planning Zones. “ 
executive summary. 

FELTON. J.tl. Division of Rules and Record*. 80/12/03. Ip. 


— 0012040033 Public version of "Evacuation Tlmo Assessment of Nine 
Nuclear Power Plants Emergency Planning Zone*,'* executive 
sum-nary, prepared for FEMA. 

s Wilbur Smith 4. Associates. 80/06/30. 17pp. 


— 8012040199 Public version of progra.n rept, “Evacuation Time Assessment 
of Nina Nuclear Power Plants Emergency Planning Zones," Vol 
1, prepared for FEHA. 

COSBV, J. C. Wilbur Smith 4 Associates. 00/06/30. 43pp. 


8012020993 Forwards LER 0O-OgO/O3L-O, 

RUBaELL.L.B, Baltimore Oas 4 Electric Co. 80/11/26. Ip. 
07149: 266, 


8012290440 Releases public 
Response Plan. “ 

FELTON. J. M. Division of 
07308:001, 


version of “NRC Headquarters 
Rules and Records. 00/12/17. 


Incident 

ip- 


— 8012020600 LER 80-090/03U-0: on 801027, wide range ex-core nuclear 
instrument channel 8 failed. Caused by greater than or equal 
to 16-volt dc power supply having low supplg u/ac ripple. 

Power supply replaced. 

LIOIEWSKl, J. 9. > RIZZO, P.O. Baltimore Oas fa Electric Co. 80/11/26. 
Ip. 07149:267. 


8012030731 Forward* LER 00-051 /03L-0. 

RUSBELLiL. B. Baltimore Oas 4 Electric Co. 80/12/01. Ip. 
07149:163. 


— 8012890445 Public version of “NRC Headquarters Incident Response Plan." 
a Commissioners. 79/01/15, 100pp. 07308:001. 


9012290449 Releases public version of Dauphin County emergency plan. 
FELTON. J.M. Division of Rules and Records. 00/12/17. Ip. 
07308:001. 

— 0012290452 Public version of Commonwealth of PA, Dauphin County 
emergency plan for communities near TMI facility. 

HOLLOViK.J, Dauphin County, PA, 79/06/30, 100pp. 07300:001. 
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8012240<I77 Releases public version of "Federal Response Plan for 
Paacetlnie Mucleer Eme r gene i esp " Interim guidance. 

FELTOK/ J. il Division of Rules end Records. BO/12/17. Ip. 
07309:001. 


•6012290462 Public version of "rederal Rospenac Plan for Peacetime 
llucleer Emergenc i esp “ interim guidance. Includes Anne* I l< 

Aniiec 1 1 . 

• Oeneral Services Administration 77/04/30. 125pp. 


B012290490 Releases public version of "NRC HeadsiuartBrs Incident 
Response Plan, ' 

FEi-TOHiJ. H. Division of Roles and Records. 60/12/17. Ip, 
07300; 001. 


—8012290494 Public version of ='URC Heail(;ua p tars Incident Response Plan. 
« Ooemlst loners. 78/11/09. 150pp, 07300:001. 


0018290497 Roleases public version of "Region 1 Incident Response 
Plan. " 

FELTOHi J. II. Division of Rules and Records. 80/12/17. tp. 
07300; 001. 


— 8012290500 Public version of "Region I Incident Response Plan." 
Revision 4. 

* Region li Ph i ladelp b ia. Office of the Director. 79/02/28, 
tSOpp. 07309:001. 


0012290904 Releases public version of Defense Civil Preparedness Agencg 
emergeneg hand bool. 

FELTOH. J. II. Division of Rules and Records 60/12/17. Ip. 

07308:001. 


•S012290S0& Public version of "Disaster Op erat 1 ont: Handbook for Local 
Oovts. " 

DAVISi J. E Defense Civil Preparedness Agencg. CPO 1-6. 72/07/31. 

100pp. 07306:001. 


■9012290510 Public version of Change I entitled "Nuclear Facilitg 
Accidents." to "Disaster Operations: Handbook for Local 
Oovts. '• 

a Defense Civil Preparodnass Agency. CPO 1-6 III. 74/06/30. 
13pp. 07308:001. 


8012290187 Forwards Revision 1 to guard training i< qualification plan. 
Plan withhold (ref 10CFR2790) 

HUKILU. H. 0. Metropolitan Edison Co, 80/12/19. 2pp. 07344:195. 


0 Adjudicatory torra spend enco 


8012160144 Forwards 8EC Form 10-Q, Quarter I y Financial Rept h supporting 
ffigt connentsiln response to •'IRC 790921. 1109 9; 800611 
raquatts for Info re significant financial developments 
affecting utils In restart proceeding. 

CDNUOU. V. H. General Public Utilities 80/11/26. 3pp. 07262:246. 


--8OI2160IS4 Quarterly Financial Rep ti Sep t 1980 U supporting mgt 
can>T.snts . 

* •Senaral Publ Ic Uti i ities, 80/11/14, 44pp. 07262:249, 


8012290663 Response to NRC 600211 motion to conform proposed Tech Specs 
u/amend of order. Licensee does not oppose motion u)/ 
understanding that formal license amend would auait outcome 
of hearing, Corti flcate of Sve onel, 

RI09HAV. D. A, Metropolitan Edison Co. RI DOtlAYi D, A. Shaui Pittman. 
Potts ti Troybrldgc. 00/12/04. 5pp. 07333:097, 


8012240009 Forwards radiation protection plan submitted on 800723 for 
cons Iderat t on of stipulation of ulthdraual of Contention 3 L 
DC Circuit Court 801119 decision in Shelly ease, W/o ends. 

LElflB.S-H, Hearing Branch 2. 00/12/05. Ip. 07324:199. 


8012290173 Forujardi notice of appearance in proceeding. 

LEM18.3.H. Hearing Branch 2. 00/12/05, 2pp. 07344:169, 


0012160604 Claim for damages in amount of 44. OlOi 000. 000 based on NRC 
alleged negligence of failure to inform util of previous 
sinllar occurrence at Davis-Sesse. 

KLIMOSBERO. D. . LI BERHAM. J, D. Oeiieral Public Utilities - CPU Service 
Corp. KLINOSBERO. D. Kaye. Stholeri Flerman. Hags 1. Handler. 00/12/00, 
33pp, 07234:299, 


8012230036 Responds to 801210 telcon 4: forwards documents re 
Conteiition 2 ineutron monitors). Contention 3 (containment 
sump water) 4: 800723 TIII-2 radiation protoction plan. U/o 

encls. 

LEWtBia.H. Hearing Branch 2, 00/12/12 2pp 07311:231. 


80123001B9 Forwards jointly proposed stipulation for dismissal of SC 
Sholly from proceeding A dismissal of WA Lochstet Contention 
I. Requests reviau of Environ Coalition on Nuclear Power 
Contention S. Draft order A amend also encl. 

LEWIS. 9. H, Hearing Branch 2. BO/12/17. I4pp. 07356:307. 


— 8012300195 Safety evaluation re RCS pressure safety limit mods. Hod dost 
not authorise change in effluent types or total amounts nor 
increase in power level. 

* Office of Nuclear Reactor Regulation. Director, 80/12/17. 6pp, 
07356:321. 


— 80123C0199 Draft Tech Specs re safety limits for RCS pressurCr 1 imlting 
conditions for operation A administrative controls. 

* Office of Nuclear Reactor Regulation. Director. 60/12/17. 6pp. 
07356:327. 


801229051? Responds to 601207 ttr.Ltr A ends transmitting stipulations 
A related motion papers have been sent.Oeneral effect of 
bankruptcy default by util esamined in NUR60— 0689. 

LEWHS.a.H, Hearing Branch 2. 60/12/19. 2pp. 07333:171. 


H. General corresp ondence 


8012020/29 Responds to 800920 Itr to President Carter re responsibility 
for accident cleanup. Dtll not allowed to charge consumers 
for accident, but may charge far purchasing power to replace 
power that would have been provided by facility. 

SHVDER.B.J. TMI Program Office. 00/10/24. 5pp. 06916:001. 


8012030853 Responds to 801013 Itr re radiation releeses into air tc 
Susquahanna River from TKI-2. Levels of radiation released 
into air not eetremely high. Water processed by EPICOR-II 
water treatment sys not currently permitted into river. 
SNyOER.B.J. TMI Program Office. 00/10/27. 2pp. 07149:072. 


— -601203C6S6 Etpressee concern re radiation releases into air A 
Susquehanna River A states opinion that plants should use 
coal rather than nuclear energy. 

AUUTMDUSE. 0. L. Affiliation Unknown. 80/10/13. 2pp. 07149: 074. 


8012080803 Ac k receipt O’f 800926 Itr to President Carter re funding for 
cleanup at TMI -2. NRC ordered Unit 1 to remain in cold 
shutdown until further orders. NRC has authority to ensure 
public safety should util bo unable to do so. 

SNYDER.B.J, TMI Program Office. 80/10/30, 3pp, 07175:337. 


B012310S04 Ack receipt of BOtOOl Itr to WJ Dircks re formation of 
Krypton A entry into reactor b Idg . Technical capability for 
recombining high atomic nutnbei- fission products does not yet 
exist. 

DENTON. H. R. Office of Mueloar Reactor Regulation. Director. 
80/10/30. Ip, 07363:256. 


--8012310510 Express appreciation for document re TMI-2 reactor bldg 
atmospheric decontamination. Ouestions reversal of krypton 
gas creation 6 risk of reactor bldg entry. 

FLICK. R. Affiliation Unknown, 80/10/01. Ip. 07363:256. 


8012010411 Responds to 801027 postcard re nuclear power A resulting 
raduaste . Hear 1 ng on resumption of Unit 1 started on 801013. 
President's 771207 state.rent on Kenany Conmlsslon A 800212 
statement to Congress end. 

DENIONiH. R. Office of Nuclear Reactor Regulatl on. , Dlrec tor. 
00/11/07. lOpp. 06916: 001, 


8012020817 Ack receipt of 800330 Itr requesting info on nuclear waste 
disposal. Discusses NRC licensing authority A DOE 
rasp ons lb 1 1 i t i es, Forwards info on decontamination A disposal 
of raduaste. W/o end. 

SNYDER. B. J. TMI Program Office, 00/11/10. 2pp. 07145:314. 


— 8012020833 Requests info on nuclear waste d isposal. agency respanslble 
for waste d 1 sposal. number of facilities in operation A 
background of nuclear industry. 

R09ERT8.H. Aff 1 I la t ion Unknown. BO/03/30. 2pp. 07145:316. 


9012030786 Responds to 801021 Itr re end 0 Trust 601017 Itr expressing 
concern to health effects of accident A reactor bldg purge. 

Dosimetry In place during accident was sufficiently 
sensitive to Xe-133 radiation. 

DIRCKSp W. J. Office of the Executive Director for Operations, 

60/ ll/IB. Bpp, 07149:278. 


8012040168 Ack receipt of 800319 Itr re f ad 1 i ty. Forwards NUfiEO-0647. 
’•aafety Evaluation 4; Environ Assessment." A proposed Tech 
Specs reflecting present condition of facility. 

SNYDER. B.J, TMI Progratn Office, 80/11/10. Ip. 06919:001, 
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— Q012040f7& Requests NUREG-06>)7 re eoiTibined safetij evaluation & environ 
aesefsment for TKI-3 in ehutdoun mod e. Foruar ds 80031Q 
article from Uall Street Journal t: re^ueote info on 
evacuation 

FfllESEMAi H. P. Northyestern Univ. 80/03/19. 3pp. 0691S;001. 


8012090274 Requeot* eompoter terminal at program o#c for development of 
capability to store & retrieve data in timely fashion. 

HELLER. R. TMt Program Office. 80/ 1 1/25 Ip. 07202; 34&. 


8012120227 Responds to end 800929 1 tr to President Carter requesting 
public hearings on draft EIS 4: meeting y/rosidents re NflC 
role in decontaminat ion. Transcr ip ts of meetings w/MO l< PA 
officials yi 1 1 be considered in final EIS. 

OENIQNiH.R. Office of Nuclear Reactor Regulation. Director. 
80/11/25. 5pp. 07236.192. 


8012120653 Responds to 800922 request for public hearings on issues' 
raised in draft EIS. Transcripts of meetings y/state 
officials listed on end schedule oill be considered In 
preparation of final EIS. H/o end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
00/11/25. 2pp. 07230:189. 


-'•8012120657 Requests' public hearings on draft programmatic EI8 re 
decontamination & disposal of radyaste from 790326 accident, 

Ltr to President Carter end. 

SH0LLY.8.C. Three Hlle Island Public Interest Resource Center. 
80/09/22. epp. 07230:192. 


8012150022 Responds to 801113 postcard to Chairman Ahtarne re 
establishment of cltiiens advisory group to oversee 
cleanup at facility. Advisory panel yas formed to consult y/ 
Commission on cleanup activities at facility. 

SNYDER. B.J. TMI Program Of f lee. 80/11/26, Ip. 07241:042. 


—8012150023 Requests establishment of dtliens advisory group to 
oversee cleanup at facility. 

LOOAN. A. Affiliation Uhknoyn. 80/11/13. Ip. 07241:043. 


8012160253 Responds to 801028 ltr to Commissioner Hendrle re 
improvement of nuclear power safely. Use of infrared 
photoelectric detectors to detect floy changes has Inherent 
disadvantages. , 

HINOOJE. R. B. Office of Standards Development. Director. 80/12/01. 
2pp. 07261:330. 


— 8012160258 Recommends improved methods for nuclear poyer safety. 
KOCEN. 8. Affiliation Urvknoyn. 80/10/28, 3pp. 07261:332. 


8012080816 Atk receipt of 800215 ltr requesting Info on Tm-2 accident. 
Informs of amount of radiation rel eased. forwards NUREO-0538 
re doses 6 health effects of releases It etplelns permissible 
dode rates. H/o end. 

8MV0ER. B. J. TMI Program Office. 80/12/03. 3pp. 07183:122. 


— S0120B0822 Requests info on TKI-2 accident. Including amount of 
radiation re 1 eased. isotopes released. time of release, 
background radiation level In Lancaster.PA 6 ma« safe level 
of leposure for public 

CORD.E, Affiliation Onknoyn. 80/02/15. 2pp. 07103:125. 


8012220239 Responds to 801031 ltr by foryardlng programmatic EIS on 
documentation 4: disposal of radwaste resulting from TMI-2 
accident. 

SNYDER. B.J. TMI Program Office. 80/12/09. !p. 07303:253. 


"0012220244 Requests info on environ Impact of TMI~2 790329 incident, 
CALHOUN. J. Affiliation Unknown. 80/10/31. Ip. 07303:254. 


8012290356 Forwards NUREG-0689 re NRC staff evaluation of financial 
responsibility for cleanup of TMI-2. Author! lation by 
Congress needed for federal govt to assume eost.W/o NUREO 
end. 

SNYDER. B.J. TMI Program Office, 80/12/11. 2pp. 07345:353. 


—0012290357 Espresses eoneorn that TMI may go bankrupt ti believes that 
federal govt should assume financial responi lb 1 11 ty. Forwards 
editorial dealing u/financlal situation. 

ORABB.H.H. Affiliation Unknown, 80/11/23. 3pp. 07345:355. 


8012290368 Forwards transcripts of 801029 *<1117 public meetings 
re decontamination 4i dieposal of wastes at TMI-8. M/o end. 
SNYDER. B.J. TNI Program Office. 80/12/11. tp. 07345:257. 


—8012290370 Requests transcripts of B01029 6 1114 public meetings re 
decontamination of TMI-2. 

HeUTOMiA. H Maryland, State of, 80/11/26, Ip. 07345:250. 


8012300448 Forwards Resolution 81. passed by City of York.PA on 790501. 
requesting that facilities not be reactivated until safety 
measures are taken 4- public hearings held, 

BROQItS. E. L. York, PA BO/12/12 4pp, 07357: 184. 


8012300263 Requests that period for public review of programmatic EIS 
be e I tended. Revl sed draft should now be Issued Instead of 
final version, 

PETERSON, R. W, National Audubon Society. 80/12/16. Ip. 07358:154. 


1. Financial information 


8012290513 informs that evaluation of current 4t near-term financial 
condition of Met Ed reveals inability to fund cleanup costs 
at TMl-3. If ratepayers do not bear costiutil cannot meet 
cleanup cost on schedule. 

CURTlBiC, B, Federal Energy Regulatory Conmissloni. 80/li/l0. 2pp. 
07335: 162. 


0012110497 "Potential Impact of Licensee Default orv Cleanup of TMI-2.” 
* Division of Engineering, I.URE<3-06S9, BO/ll/30, 145pp. 

Available at NTIS. 07256:001. 


0. Advisory Committee on Reactor Safeguards reports 6 correspondence 


8012020056 Summary of Ad Hoc Subcommittee on TMI-2 Accident Action Plan 
800107 meeting in Hash Ing ton, DC re MRC draft plan for 
Imp lament I ng recommendations of President's e ocimi ss I on. 
e ACR8 - Advisory Committee on Reactor Safeguards. 80/02/01. 32pp. 

07147: 198, 


8012020/04 Responds to 790727 requests that ACR8 address consistency of 
actual component failure ejpertence u/that projected in 
WASH-1400 t, that ACR8 determine probabilities of occurrence 
re Davis-Besse 770924 4 Rancho Seco 780320 events. 

PLESSETiH.S. ACRS - Advisory CemmIttaB on Reactor Safeguards. 

80/02/20. epp. 


— 0012020797 Forwards "Analysis of Feedwater Transient Sequences in B&W 
NSSSi " to aid in formulating response to M Udall 790729 ltr. 

Using lMSH-1400 event trees 4: data directly gives 
mcanlrgless results. 

ABBOTTiE. ACRS - Advisory Committee on Reactor Safeguards. 

80/02/07. Ip. 


— 6012020Q04 "Analysis of Feedwater Transient Sequences In BSiU M588. " 
ABBOTT, E.E, ACRB - Advisory Committee on Reactor Safeguards. 
80/02/07. 21pp. 


8011100072 Transcript of ACR8 247th general meeting on 801107 in 
Washington. DC, Pp MS-391 , Vi ewgraphs end. 

* ACRB - Advisory Committee on Reactor Safeguards. BO/lt/07. 
259pp. 06984:201. 


P. Operating license stage documents 4 correspondence 


6012230066 "Analysis of TMI Accident 4: Alternative Sequences.” 

WOOTON.R.O., DENNINOi R. S. , CYSULSRI8, P. Battelle Memorial Institute. 
Columbus Laboratories. NflC-04-76-293-08, NUflE0/CR-t2t9. 80/01/31. 
I12pp. Available at NTI6, 07314:001. 


8012230335 "Psychological Stress for Alternatives of Decontamination of 
TMl-2 Reactor Bldg Atmosphere. " 

BAUM. A. , OATCHEL.R,. STREUFERT.S, Human Design Group. FIN 8-6892, 
NUR60/CR-15a4. 80/08/31. 34pp. Available at NTIS. *2. 00, 

07521:013. 


0012020763 Forwards seismic qualifications of auslUary feedwater lys 
in operating PWRs 4 describes prograin NRC is undertaking 
to review capability of operating PHRs to ramove decay 
heat following earthquake. 

EISENHUr, 0. 0. Division of Licensing. BO/10/21. 4pp, 


8011200546 Recommends approval of publication 4 distribution of end 
NUREO-0689, "Potential Impact of Licensee Default on 
Cleanup of TMI-2." U/o rept. 

DENIOliiH. R. Office of Nuclear Reactor Regulation. Director. 
8ECY-0O-416A, 80/10/31. 3pp, 03743:007. 


8012160050 Ltr to operating plant 1 icensees, 01 applicants & CP holders. 
Forwards NUREO-0737 re TMI action plan r equ irements. Requests 
operating reactor licensee confirmation in 45 days that 
End I implementation dates will be met. 

EI8ENHUT, D, 0. Division of Licensing, 80/10/31. 7pp. 
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8013090501 Responds to 301009 Itr re oldaining adequate input to draft 
programnatic EIS for decontamination of facility. NfiC has 
ongoing program of meetings u/p ub 1 i c, e 1 ec ted officials i 
interested organ! lati ons 

AHsARKE, J. F. Coitmiss i oners 80/1 1/06 2pp 07174:257. 


Q012090I13 Foruards comments on draft programmatic EIS re 
decontamination fc disposal of raduaste resulting from TMI-S 
accident, as speelflBil in CE8 regulations. W/o end. 

SNYDER, B.J. TMl P rogr am Of f i c a . SO/ll/26. 4pp. 07181:022. 


--80130S0530 Foruards list of meetings NRC has held or has planned 
u/publlc t local officials 4: interested organl tat i ons. 

Verbatim transcripts of meetings are available in LPOR, 

SNYDER, C. J. Till Pr og ram Of f 1 c e. 80/10/00 3pp. 07174:299. 


•0O1SO5O53S Urges NRC to schedule K conduct public hearings re EIS 
on decontamination of facility. 

SPETH.O. Council on Environmental Oualitu. 30/10/09. 2dd 
07174:262 


6012040136 EipressBs gratitude for still ingness to serve as chairman 
of advisory panel for decontaninat ton of fac i t i ty . Pane i 
should consider ip ec i f i cal ly , qges t i on of disposition of 
processed uater.Llst of panel members encl. 

AHEARfiE. J. F. Commiss a oners. 60/1 1/07. 3pp. 07170:238. 


8012220563 Ltr to ail power reactor licensees foruarding NUflEO-0619, 
"BiiS Feedaater Nojtie 4: Control Rod Drive Return Line 
Noitle erecting. ” Confirmation that ln)ple,menta tion dates 
■dill be met must be sent within 45 days, tl/o encl. 

EISEIJHUT, D. C. Division of Licensing. 60/11/13. Ip, 


8012090396 Forwards EPICQR-II resin solidification sve procurement spec 
for review 4 comment W/o encl. 

HOVEV.O.K. Metropolitan Edison Co. 80/11/17. 2pp. 07174,021. 


8012100646 "Recriticality Potential of TMI~2 Cora," submitted as 
summary paper for ANS meeting re transactions for Nov 1980. 
HAROTTAiC.R. Transpor tat ion Branch. 80/11/30, app, 07220:060, 


8012160615 Forwards draft Ffi notice that two meetings of Advisory Panel 
for Decontamination of TMI-2 will be held on 801218 6 30 
TRAVERS, W TMI Program Office. 00/12/01. 4pp. 07261:248 


8012050412 Fulfills util B01013 commitment for safety evaluation of 
submaiged deminera I 1 1 or sys. Technl ca I evaluation rept serves 
as both safety evaluation 4 environ impact evaluation, No 
Tech Specs changes required. 

HOVccY.O.K. Metropol 1 tan Edison Co, 80/12/02 Ip 07i74’0a4 


8012110562 Responds to 80^:;/ lu to u£ Minnich re questions 
error limits Indicated in draft programmat Ic E18. TMI-2 
Advisory Panel should be notified of NRC disagreements 
u/estlmates prior to 801218 or 30 meeting. 

COCHRAN, T.D. Natural Resources Defense Council, 80/12/02. 


concerning 


4pp. 


BUi224oy93 Requests responses to comments on draft programmatic EIB re 
Q Bc ontdfflltifl 1 1 o<i « clednup of fd c i 1 i tyi corrBCtioTift ^ 
suggested changes in Chapter 12 4 sum.mary by 810112. 

SNYDER, B.J, TMI Program Office, 80/12/02. Ip. 03808:291, 


8012020598 Eipresses concerns as chairman of Advisory Panel for 
Decontamination of TMl-2 Panel will be unable to 
effectively deal u/subiequent matters by 810131, Yorl 4 
Lebanon Counties do net have representation on panel. 
mN.’'HCH, J F, Harrisburg, PA. 00/1 1/lB. Ip, 07148:040, 


0012100451 Foruards nevlsion I to "Evaluation of Liner Intearitu of THI 
Unit 2 EPICOR-Il Radwast. Sys," Worst credible sitSItiSn his 
been assumed for parameters which might eontrlbuto to 
possibility of corrosion 

HOVEY,O.K, Metropolitan Edison Co. 80/12/04, 6pp. 07220:126, 


8012010103 Answers NRC 801006 4 15 Itrs requesting response to draft 
programmatic EIS comments by MO Ad Hoc Committee on THI, Dept 
of Army, Chesapeake Bay Foundation A, Commonwealth of VA. 

H0V6Y,0. K. Metropolitan Edison Co. 80/11/20. 4pp. 07097:061. 


-3012100430 Revision i to "Evaluation of Liner Integrity of TMI Unit 2 
EPICOR-II Radwaste Sys." Attachments I 4 II to rept encl, 
OIACOBBE^F^S. , FREDERICKS, K. H, Metropolitan Edison Co. 80/12/02. 


8012020532 Provides initial response to NRC 301027 request for info n 
d sposal of EPICOR-II 4 low activity SDS ion eichange media. 

Final response U)i 1 1 be transmitted by 801215, 

HQVcV,O.K. Metropol itan Edison Co. 60 / 11 / 21 . Ip. 07130:307, 


8012110407 Advises of adequate storage available foi handling 
wastewater from continuing decontamination wor k, EPICOR-1 1 
will not operate in near future. 

HOVEV, O.K, Metropolitan Edison Co. 80/12/04, Ip, 07223:003. 


8012120122 Responds to question on error limits associated w/potentlal 
health affects indicated in draft programmatic Ei8. Estimates 
are based on 1972 rept of Natl Academy of Sciences Advisory 
Committee on Blalogicel Effects of loniied Radiations. 

SNYDER. B.J. TMI Program Office. 60/11/21, 2pp, 07236:277, 


8012110907 Responds to NRC 801:107 Ur re submerged dominerallier sys. 
SpBclrlc processing options 4 associated details will be 
encl^'^*** revised environ rept, Responses to one question 

HOVtY.O. K. Metropolitan Edison Co. 80/12/04. 3pp. 07223:247. 


8012020513 Informs that EPICOR 2 liner metallurgleal evaluation 
being flnaliied. Meeting scheduled u/NRC on 801203 to 
discuss rept. Rept will be available 601215. 

HOVEY.O.K, Metropolitan Edison Co. 80/11/24, |p. 07141:266. 


aft.? Nom of co'^snts on draft programmatic EIS received 

801126 ltr to util. Response should be submitted by 

dOI e It, 

SNYDER. B.J, TMI Program Office. 80/12/03. 2pp, 07371:198, 


8012050365 Intends to obtain NRC approval of facility recovery projects 
In tuo-step proc ess. Design criteria wilt be submitted for 
evaluation rept will then be 

suonfetfid l4tor for opproval. 

HQVaV.O.K, Metropolitan Edison Co. 80/11/25. Spp. 0717S;063. 


8012160273 Advises that sys configuration re reactor decay heat removal 
was i-Tiproperly stated in 801204 ltr. Isolation valve remained 
closed In loss-to-ambient mode of core cooling until 801209. 
when switched to onee-through Bteam Oenarator A. 

HOVEV. O.K. Metropolitan Edison Co. 80/12/10. 2pp. 07261:347, 


In^or.ms that NRC will possibly approve all applications fo 
changes or emends to facility license as mod to NRC 800211 
order, until hearings are complete, due to unique nature of 

07187^001° Management Branch. BO/tt/29. Ip. 


8012160367 Corrects error In util 001204 ltr re EPICOR-II liner 
evaluation status. Stated isotopic concentration release on 
Page 9 re staging module sump water applies to 
unrestricted areas only. 

HQVdV.O.K. Metropolitan Edison Co. 80/12/11. Ip. 07261:184, 


*!’.,*''** review of util 800200 4 25 Itrs request ii 
changes to Tech Spec $, Section 6 has been terml nated , due to 

no further action on mods. Requests for 
mods Is considered withdrawn. ror 

SNYDER. B.J. TMI Program Office. 80/11/25, Ip. 07231:343, 


*«™*'’** received from federal, state 4 loca 

dullsll ll rl?,* EIS on decontamlnetion U 

disposal of reduaste from TMI aec tden t. Revi ew of comments 4 
"l''**^*'* ItV 801215. W/o encl, e9""hent8 4 

BNYOER.B.J. TMI Progrem Office. 00/11/29, Ip, 07231 : 345 . 


nf Addl mlcrofiln reels of TMI dat 
H/o encl^ contractor.Data ) 1 gt 4 Reduction Oroop. 

REED.E.C. Metropolitan Edison Co, 80/11/26, ip. 07169:294 


8012160452 Responds to 801023 4 1105 Itrs addressing concerns of 
Ben,itor P Sarbanes re public partlelpatl on in cleanup 
review process 4 impacts on MD drinking water 4 Chesapeake 
Day. No impact on douinstraom water users expected. 

HOVEV, O.K., Metropolitan Edison Co. 00/12/11, 3pp. 07263:133. 


8012290411 Informs that EPICOR radwaste sys documents undergoing 
review by Qfc of Executive Legal Director to determine if 
info is considered proprietary per 10CFR2, 790. 

COLLINS, J.T. TMI Prog ram Of f ice. 00/12/11. 4pp, 03807:093. 


8012190510 Submits description of cork seal contamination! ae tlon 
taken to date 4 plans for future actions to mitigate 
effects of contamination Followup rapt describing program 
far resolving problem brill be submitted by 810116, 

HOVdV, 0, K. Metropolitan Edison Co. 80/12/13, 7pp, 07273:271. 


8012220237 Request* eitenstan until 801231 to respond to public 
comments re draft programmatic EIS, 

HOVEY, 0. K. Metropolitan Edison Go. 80/12/19. Ip. 07303:252. 
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8012220093 Ferikiard* "Melihodology A; Calculation Intagrated Dose to 
EPICOR-II Prof i 1 t»T-29i " Revision 1. sopp 1 ement ing Q01203 
initial evaluation of potential corrosive effects to resin 
liners. 

HOVEVtO.K. Metropolitan Edison Co. 80/12/15. 2pp. 03797:008, 


--9012220360 "Methodology & Calculation of Integrated Dose to EPlCOR-ll 
Prefi 1 tor-29. " Revision 1. 

OAtflEL. J. A. . BRA8HE.J.M.. SCHLOMER.EA. Me trap 0 1 i tan Ed i son Co. 

80/12/15. 44pp. 03797:010. 


80f21903a6 Inforirs util of issuance of neu fMC personnel identification 
badges, ef fee tlve after 801 130. Ecamp I e end, 

MARTlN.lt. J. Region 1. Philadelphia. Safeguards Branch. SO/it/Cb. 

3pp. 07206: 147. 


8012030764 Poruards IE Info Notice 80-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri lat ion “ No written response reiiulred. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
aO/ll/07. Ip. 07130:272. 


8012300621 Poriuards corrected figures for programatic EIB. One 
eversiie drawing end. 

HOVEY.O.K. Metropol i tan Edison Co, 00/12/18. 3pp. 07374:017. 


8012300629 Supplements 801215 Itr re evaluation of cork seal 
contamination problem i: con tamine 1 1 o.s concentrations of cork 
samp lei. Provides sample results for Location Elt-3. No sample 
available at 36-lnch depth due to cork deter i orat ion. 

HOVEY.O.K, Metropolitan Edison Co. 80/12/19. ip. 07346:164. 


8012300641 Discusses resin solidification requirements of 
Alf3I/AN8-53. 1-1979 SRP Section 11.4. Bid for temporarg 
cement solidification sgs will ref requirements to alert 
bidders to available options. 

KaVEY.O.K, Metropolitan Edison Co. 80/12/19. 2pp. 07346:185. 


8012310318 Provides analyses of sample results for Location Elf-3 re 
cork seal contamination problem at fac i 1 1 ty. Cor k In 
location has deteriorated to extent that no sample was 
available at 36-inch depth. 

HOVEY.O.K. Metropolitan Edison Co. 80/12/19. Ip. 07369d67. 


8012310324 Discusses resin solidification raqulrements presented at 
601218 meeting u/NRC. Revised bid spec for temporary cement 
sol id 1 f lea t ion sys will ref specified documents k contain 
options for assuring lack of free water In containers. 

HOVEY.O.K. Metropolitan Edison Co. 80/12/19. 2pp. 07369:168. 


B01230064S Forwards design criteria for mod for closure 
Penetration 401. Mod to provide more permanent closure 
flooding potential caused by increase in reactor bldg 
level. Mod to be performed prior to 810331. 

HOVEY.O.K. Metropolitan Edison Co. 80/12/23. 3pp. 


of reactor bldg 

due to 

water 

07346: 169. 


G. Inspection reports. IE Bulletins 2: correspondence 


8012020321 Requests that response to IE Bulletin 60-15. "Postlble Loss 
of Emergency Notification 8ys <EN81 If/Lose of Offsite 
Poutr. " be resubmitted w/oeth or affirmation within 10 days 
of receipt of Itr. per 100FR30, 54. 

ORIBR.B.H. Region 1. Ph i lade 1 ph ia. Office of the Director. 

80/10/23. Ip. 07143:115. 


8012080549 Forwards IE Info Notice 80-41. “Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1." No 
response required, 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 

8O/tl/i0. Ip. 07182:360, 


6012040095 Forwards t£ Bulletin 80-23. "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp. “ Requires estimate of 
manpower associated u/correctlve actions. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
80/11/14. ip. 07158:015. 


6012220631 Advises that written response is required to IE Bulletin 
80-23. “Failures of Solenoid Valves Mfg bg Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER. B.H. Region t. Ph i ladelph ia, Office of the Director. 
80/11/19. Ip. 07293:050, 


8012120390 Ack receipt of 791205.800519 t 0721 Itrs informing NRC of 
steps taken to correct violations noted in IE Insp Repb 
SO-320/79-10. Forwards App A containing final evaluations of 
Q00721 supplemental response. 

STElLO.V. Office of Inspection & Enforcei-hent. Office of the 
Director. 00/11/20, 3dpp. 07230: 329. 


8012040508 Forwards IE Bulletin 80-24. "Prevention of Damage Duo to 
Hater Leakage Inside Containment." llrltten response 
required. Requests info Oti manpouer expended. 

GRIER. B.H. Region 1. Ph i ladelphla. Office of the Director. 
BO/Il/21, 2pp. 07169:202. 


8012130023 Forwards response to util 791205 k 800319 Itrs re Items of 
noncomp 1 lance noted in IE Investigation Rept 50-320/79-10. 
Unresolved Items still remain. Add! commitments agreed bo in 
App A must be completed on dates spec 1 fled. App A end. 

STELLO.V, Office of Inspection k Enforcement. Office ef the 
Director. 80/11/21. 39pp, 07241:001. 


6012050569 Forwards Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No urtden response required. 

GRIER. B.H. Region 1. Philadelphia, Office of the Director. 
HO/ll/24. ip. 07174:056. 


8012170404 Forwards IE Info Notice 80-38. "Cracking In Charging Pump 
Casing Cladding." No written response required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
80/10/30, Ip, 07269:116. 


8012020791 Forwards resubmitted response to IE Bulletin 80-13 6 
required oath of affirmation per NRC 801023 Itr. 

HUKILL.H.D. Metropolitan Edison Co. 80/10/31. Ip. 07147:332. 


"0012020799 Submits response to IE Bulletin 00-15 u/requirid oath of 
affirmation per NRC 801023 Itr. Review of emergency 
notification sye conducted in conjunction u/Bell of PA. Sys 
will remain functional in event of loss of offsite power. 
HUKILL.H.D. Metropolitan Edison Co, 80/09/29. 3pp. 07147:333. 


8012040613 Informs that Installation of interlocks to upgrade 
pmteetive features per IE Bulletin 80-05 will he completed 
by 801201, Instead of 801101 as prevlouslg indleatsd. 

HOVEY.G. Metropolitan Edison Co. 00/10/3^ Ip. 07170:090, 


8012300153 Ack receipt of 801009 Itr Informing NRC ef steps taken to 
correct violation noted in IE Insp Rept 50-320/79-29. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 

80/ 11 /OS. Ip. 073561270, 


—8012300160 Respondf to NRC 800726 Itr re violatlone noted In IE Insp 
Rept 50-320/79-29, Updated corrective actions; implementation 
of S5-gallon drum color coding sys. 

HOVEY.O.K. Metropolitan Edison Co. 00/10/09. app. 07356:271. 


8012120141 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc, " Nrltten response required. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 

80/11/06. Ip. 07230:200. 


8012150260 Requests relief from ASMS Boiler 4: Pressure Vessel Code, 
Section ll.of recovery operations plan for specific mini- 
decay heat removal sys inscrvice insp crl ter ia. Proposed 
surveillance requirements end. 

HOVEY.O.K. Metropolitan Edison Co. 80/12/09, Spp. 07237:228. 


R. Periodic operating reports k related correspondence 


8012020022 Forwards status rept for ok of 801109-15. 

COLLINS.J.T. TMI Program Off Ice. 00/11/17, Spp. 07147:168. 


8012110425 Forwards weekly status rept for wk of 001116-22. 
COLLlUa.U.T. TMI Program Office, 80/11/21. Spp. 07225:153. 


8012020482 Forwards observation wells data sheet inadvertently omitted 
from 801119 rept, 

RIETHLE.N. E General Public Utilities - GPU Service Corp. 80/11/24. 
Spp. 07148:129. 


8012160473 Forwards "TMI Aquatic Study, Monthly Rept for Oct 1980." 
Requests NUREO-OS96 re nonrad iolog leal consequences of 
facility accident on aquatic biota k fiehtrlet of 
8usqehanna River. 

TEITT, T. R. Oeneral Public Utilities - GPU Service Corp. 80/12/09. 
Ip. 0/249:011. 


—8012160496 "TMI Aquatic Study, Month ly Rept for Oct 1980." 

NARDACCI, G. A. Uhthyolog leal Associates. Inc. 80/12/09. 27pp. 

07249:012. 
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>. R«porteitila accurrenc6a> LCDs & related corrstpondenc* 


1012040441 RO aO-SO/IP;on 601 (OB. ineor* th« rmocoup 1 e 9-H #ai led. Further 
detail* to dollou. 

HOVEV.O.K. Metropolitan Edison Co, 30/11/10. 2pp. 07136; 193. 


10l3O'70aa3 Foruiards LER 60-049/0 lL-0. 

HOVEy.O.K. Metropolitan Edison Co, 80/11/26. Ip. 07203:012. 


—0012090394 LEfi 00-049/0IL~O: on 001027. A 5ME cod* stamped UO valve 
t.Ta-V/171 discovered stamped btj unauthorlied valve supply 
house. Caused ty unautharlzsd use of A6ME UV code stamp by 
North American Safety Valve Indus tr i e*< Inc . 

CHAPLIN. 8. 0, Metropolitan Edison Co. 60/11/25. 3pp. 07203:013. 


J012100179 PNO-TMI -80-052: on 801 127. survey of au»lliary bldp revealed 
unespected levels of contamination In eapansion joint (seam) 
uhieh run* between svc bJdj on one side fc auxiliary bldj 6 
air Intake tunnel on other side. 

THONUS.L.H.. FASANO,A.W Region 1. Philadelphia. Office of the 
Director, C0LL1N9- J. T, THI Program Office. 60/11/28. 2pp. 
07210:300, 


3012130185 Forwards LER SO-OSO/OIL-O, 

HOVEV.O.K. Metropolitan Edison Co. 60/12/08, Ip. 07241: 142. 


—8012130163 LER 80-03O/OiL-0: on 801103. incore thermocouple H-9 eihlblted 
erratic behavior. Cause unknown t< may no* be possible to 
deterixine due to condition of core relative to ineere 
1 nstrbmentatl on. Eva 1 uat i on Is In progress. 

CHAPLIN.8.D. MetropoH tan Edison Co. aO/£2/OS. 2 pp. 07241:143. 


3012190092 PtJO-TMl-80-53: on 601208. util issued press release stating 
that claim of four billion dollars uas Filed against IIRC 
for neglience re performance before TMI-2 incident t< based 
on estimated cost of TMI-2 cleanup. 

COHTErR. . SHANDAKY.M. . COLLINS. 0. TMl Program afflc*. 60/12/00. 
2pp. 07282:136. 


3012160495 Forwards LER 80-051/03L-0, 

HOVtYrO.K, Metropolitan Edison Co. 80/12/11. Ip. 07255:357. 


—8012160500 LEfi 80-051 /03L-0: cn 6011 10. def ic i en t fire barrier seal 
found. Caused by crack in seal number 3-484-51 which 
penetrated seal. Seal repaired (« hourly fire watch maintained 
during repair period. 

CHAPLIN.S. D, Hetropoll tan Edison Co. 80/12/10. 3pp. 07255:358. 


3012190591 LER 0O-O56/OIP-O: on B012l2r level indication for A core flood 
tank failed. No cause stated. 

KOVaV.O.K, Metropolitan Edison Co. 60/12/15. 8pp. 07886:136, 


3018230475 Forwards LER 80-033/OiL-0. 

HOVEY.O.K. Metropolitan Edison Co. 60/18/17. Ip. 07318:317. 


—8012230400 LER a0-053/03L-0: on 601 1 17. ineor » thermocouples N-8 U N-9 
ichlhited erratic behavl or. Cause undetermined. eituation 
being evaluated. 

CHAPL1N.9 0. Metropolitan Edison Co, 60/12/17. 2pp. 07318:316. 


3012300490 Forwards LER 80-054/03L-0, 

HOVtY.O.K. Metropolitan Edison Co. 60/18/10. Ip. 07349:336, 


— 8012300493 LES 80-0S4/03L— 0; on 801 1 17. emergency diesel generator failed 
to start. Cauied ty heater failure due to magnetic contactor 
malfune t Ion, A.Tib lent shutdown temp maintained until heater 6 
contactor replacement completed on 601216. 

CHAPLIM.S, D, Metropolitan Edison Co. BO/12/17. 3pp. 07349:339. 


T. Hearing transcripts on non-ant i trust matters 


BO12O2O330 Transcript of 601119 meeting in (fash I ng ton. DC re iodine 
release from accidents U estimates of canse^iuences of 
nuclear accidents. Pp 1-158 

e Comnlssioners. 60/l(/ie. 152pp. 07144:020. 


B01S040S61 Forward* transcript of 601110 meeting in Karrlsburg. PA re 
Tm-2 prrliminery EI8. 

SNYDER. B.J, TMI Program Office, 60/11/24, 8pp. 07157:876. 


"6018040567 Transcript of SOlllO public maeting In Harrieburg. PA re 
TMI-8 preliminary EI3. Pp 1-119 
a Commise ioners. 80/11/10 ISOpp. 


9012110454 Forward* transcript of 801119 public maeting in Nlddletaum 
PA re draft EIS. 

SNYDER. B.J. TMI Program Office. 80/11/84. 8pp. 07284:812. 


— 8012110461 Transcript of 801119 meeting in Mldd letoun. PA re draft 
program.Tatlc EIS. Pp 1-95. 

e Comrlssianers. 60/11/19. 95pp. 07824:814. 

8012110590 Forwards transcript of 801117 meeting in Baltimore. MD re 
pr og rammat 1 c EIS.' 

BNVOERiS.J. THI Program Office. 80/12/08. 2pp. 07222:219. 

— 6012110502 Transcript of 801117 public meeting in Baltimore. HD re 
cleanup on TMI-8. Pp 1-119. 

a Commlssionors. 60/11/17, 119pp. 07222:221. 


U. Congresslonal/Eiecut Ive Correspondence 


8010300535 Advises that info contained in 800910 Itr has been 
incorporated into IE Investigation of info flow from 
facility bn 790328, 

AHEARFEi d. F. Commissioners. 60/10/16 Ip. 06936:039. 


— 8010300539 Advises that info contained in 600910 Itr has been 
incorporated into IE investigation of info flow from 
facility on 790326. 

AHEARliEi d. F. Commissioners. 80/10/16. ip. 06836:039. 


— 6010300544 Submits add! <iueatIons re info flow from facility on 790320 
to be considered in current IE investigetlen. Requests info 
re util reporting requireme.its for uncovered core, 

HART.O,. BIMPSON.A.K. 9enatB, Environment 6 Pub 1 Ic Works. 

80/09/10. 3pp. 06836: 040. 


9018030/40 Discusses 801U7 public meeting In Baltimore. MD re draft 
programmatic EIS re TMI-a cleanup in response to 601016 Itr. 
Meeting will be third conducted In HO. 

AHEARliE. d. F. Commissioners. 00/11/04. Ip. 07149:300. 


6012030762 Responds to 800828 Itr expressing concern re estimated 
health effects of facility cleanup on workers. Rl sks for 
cleanup workers are generally less than or commensurate u/ 
hatards experienced by workers In other fields, 

AHEARNEid, F. Commissioners. 90/11/17. 2pp. 07149:293. 


— 6012030769 Expresses concern ro health effects of facility cleanup on 
workers. Safer cleanup methods should be developed to 
protect workers L public. 

ERTEL. A. E. House of Rep. SO/OB/20. Ip. 07149:295. 


8018030814 Responds to 801004 Itr urging public hearings re draft 
programmatic EIS on TMI-a c Jeanop. Hee tings have been held In 
PA 6 MO u/state 6 local officials 6 verbatim transcripts 
have been made.W/o end NUREOs ti related info. 

DIRCK6.W, J. Office of the Executive Director for Operations. 
BO/H/19. Spp. 07149:866, 


— 6012030827 Urges holding of public hearings re TMl-2 c 1 eanup. Kearinge 
only way to restore public confidence in NRC. Advisory Panel 
on TMI~2 cleanup should include substantial percentage of 
private clttiens. 

HEINI.d, Senate, 00/10/14, tp. 07149:268. 


0012100664 Responds to 801003 Itr re draft programmatic EIS on TMI-2 
c leanup. He* tings instituted w/MD l< PA officials as one 
meani of assuring adequate public Input. Transcrip ts made to 
ensure record is available for final EIS. 

SNYDER. B.J. TMI Program Office. 80/11/26. Spp. 07222:177. 


— 6012100669 Comments on NUREO- 0683. draft program.mat Ic £19 on TMI-2 
c leeitup. Pub 1 Ic hearings should be held to restore public 
c onf idence. 

OaODLlNO, B, House of Rap. 90/10/03. Ip. 07822:179, 


DOCKET 50-321 EOlfIN 1. HATCH NUCLEAR PLANT. UNIT 1 
P. Operating license stage documents & correspondence 


9012160050 Ltr to operating plant I ieenseesr OL applieanti <« CP holder*. 
Forward* NUREO-0737 re TMI action plan requirement*. Request* 
operating reactor licensee confirmation In 45 day* that 
Enel I implementation data* will be met. 

E19ENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


0O1228O3S0 Ltr to all CP 4: OL holder* for BWRs re requirement for 
imp lamentatien of ODYN code for licensing basts ealeuletian* 
performed by OE. App 1 1 cab le to all license apptlcatlone 6 
proposed amende, inc lud ing cere reloade. 

EISEHHUTi D. 0, Division of Licensing. 30/11/04, 4pp. 
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60L2330S63 Ltr to all power reactor liceneae* forward {nj NUREO-06194 
"0WH Feedwater NoJile t. Control Rod Drive Return Line 
Noiile Cracking.” Conf trmat ion that implementation dates 
will be met must bo sent within 45 dags.W/o end. 

EISEWH'JTi D. 0, Division of Licensing. 30/11/13. Ip. 


8012030857 Forwards IE Info Notice 00-40, "Eicessive Mitrogen Supplg 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i lat ion, “ No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. BO/11/07. 
ip. 07150; 109. 


8018080607 Informs that refund has been authorltod for 001015 Classes 
t 4( II license amend application foes. Review of F8AR 
revisions not necessary. 

Mli-LERjlf. Q. License Foe Management Branch. 80/11/25. ip. 
07106:350. 


8012080303 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Desse Unit 1.” No 
response required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director, 80/11/10. 
ip, 07182:208. 


0012090305 Advises of compliance w/order for mod of licenses concerning 
environ qua 1 i f ica t ion of saf ety-re I ated electrical 
equipment. Complete 4; auditable records file of environ 
qsial if Icatlon method per IE Bulletin 79-OlB established. 

HELLV,R.J. Oeorgia Power Co. 00/12/01. Ip. 07207:143 


8012040109 Forwards IE Bulletin BO-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/carreetive actions 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/14. 
Ip. 07153: 100, 


0012280485 Responds to 900911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond Itions. Forwards 
results of IE survey. 

DEM1QM,H. R. Office of Nuclear Reactor Regulation, Director. 

eO/12/04. 2pp. 


■8018220506 Forwards tabulation t; summary of 1£ survey on low level 
waste at 51 reactors, Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/7l'/ 
planning or considering Increasing storage capacity. 

BANOART, R. L. Effluent Treat.ment Systems Branch. 80/11/06. 8pp. 


SOIS830364 Forwards confirmation of compliance re items in NUREO-0737, 
“Clarification of TMI Action Plan Requirements," per NRC 
801031 request. 

mONER,H. A. Oeorgia Power Co. 90/18/15. 9pp. 07314:104. 


0. Inspection reports, IE Bulletins ic correspondence 


8012020903 Ack receipt of 801015 I tr check In payment of civil 
panalty imposed by NRC 000924 order. 

STELLOi V. Office of Inspection tt Enforcement, Office of the 
Director. BO/1 i /1 7. 2pp. 07145; 312. 


8012040474 Forwards IE Bulletin 00-24, “Prevention of Damage Doe to 
Mater Leakage Inside Containment." Written response 
required. Requests info on manpower expended. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 00/11/21. 
Ip. 07163:334. 


8012240235 Responds to IE Bulletin BO-23 re solenoid valves 
V70900-81-l,V70900-21-2 b V70900-21-ai mfg by Valcor 
Engineering Carp. Valves not used at facilities. 


f.i r nkien .11 a 




8012080029 Forwards IE Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. . . 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 80/11/24. 
Ip. 07182: 169. 


0012090513 Forwards IE Insp Repts 50-381/00-40 b 50-366/00-40 on 
800984-25. No noncomp I lance noted, 

HURPHT, C. E. Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch. 00/10/22. 3pp. 07806:203. 


-8012090517 IE Insp Repts 50-321/00-40 i; SO-366/80-40 on 000924-85. No 
noncomp 1 1 anc e noted. Major areas Inspec ted : containment liner 
penetration welds, fol 1 owup of noncompliances re Inservlce 
Insp fc certification of inspectors. ^ a 

ZAJACi L. D. Region 2, Atlanta, Office of the Director, HERDT, A. fi. 
Region 8, Atlanta, Reactor Construction If. Engineering Support 
Dranch. 80/10/17. 4pp. 07206:805. 


6012110529 Ack receipt of 801113 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-321/60—36 I* 
50-366/80-36 . .. . i 

MURPHY, C.E. Region 2, Atlanta, Raaetor Construction U Engineering 
Support Branch. 80/11/26. Ip. 07236:153 

--801P110S32 Responds to NRC 001027 Itr re violations noted in IE Insp 
Repts 50-321/00-36 «< 50-366/80-36. Cor rec tive actions; fire 
protection Ik loss prevention audit conducted t< fire watch 
B 9 tab 1 1 fh e i5 . 

MIDNSRill A. Oeorgia Power Co. 00/11/13. 2pp. 07226:154. 


0018030817 Forwards util 301015 Itr to Director of Nuclear Reactor 
Regulation requesting approval of exceptions to ANSI stdi 
to correct infractions noted In IE Insp Repts 50-321/00-20 « 
SO-366/0O-2B _ , 

HIDNERrW, A. Oeorgia Power Co. 00/10/23. Ip. 07149:864. 


8012150199 Forwards IE Info Notice 00-37, "Containment Cooler Leaks t< 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
raiponse required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:883. 


8012170236 Forwards IE Info Notice 00-37, "Containment Cooler Leaks li 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
reipoiise required. 

□ '■REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/24. 
Ip- 


9012170806 Forwards SoppI 3 to IE Bulletin 79-018, "Environ 
Ooallf Icatlon of Class IE Equipment. " No written response 

o'reIlLy) J. P. Region 2, Atlanta, Office of the Director. 80/10/84. 
tp. 07269:295. 


8018170016 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No specific action 
or response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip. 07864: 130. 


6012230067 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emergency Oonerators. " No written response 

0*R6ILLY, J. P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip. 07313:234. 


—8018110534 Forwards IE Insp Repts 50-321/80-36 L 50-366/00-36 on 
800916-19 t notice of violation. 

O'REILLY, V. P. Region 2, Atlanta, Office of the Director. 
80/10/27. 2pp. 07226: 156 


—0018110337 Notice of violation from insp on 000916-19. 

* Region 2, Atlanta, Office of the Director. 80/10/21. Ip. 
07226: 158. 

—0012110539 IE Insp Repts 50-321/00-36 b 50-366/80-36 on 000916-12. 
Noncomp 1 lance noted; fa 1 lure to conduct annual audit of fire 
protection program b presence of nonfunctional fire doors. 

MILLER, U H, Region 2. Atlanta, Office of the Director. 

CONLON. T.e. Region 2. Atlanta, Reactor Construction ti Engineering 
Support Dranch. 00/10/21. 8pp. 07226:139. 


8012170617 Forwards IE Info Notice 80-29, Suppl 1, ''Broken Studs on 
Terry Turbina Steam Inlet Flange." No written reeponse 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/26. 
tp. 07268:109. 

801809038S Advises of compliance w/order For mod of licenses concerning 
environ qualification of safety-related electrical 
equ Ipraent. Comp lete t, auditable records file of environ 
qualification method per IE Bulletin 79-OlB established. 

KELLY.R.J, Georgia Power Co. 00/12/01. Ip. 07207:140. 


012230064 Responds to IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment (Dct 17,1980 Indian Point 8 
event!. " Containment insp for water leakage will be 
perfor/netf «t first cold thutdci^n 






R. P&piodic operating raports 4 related correspondence 


3012110732 Forwards IE Dulletln 80-81, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/06. 
tp. 07285:215, 


0O1223OS'92 Forwards monthly operating rept for Nov 1980. 
MAMrtYi M.. Georgia Power Co. 80/12/10. Ip. 07318:048. 



138 


DOCKETED ITEMS 


— Q012S30S9S' Montlilij cperatirj rept for Utv I9&0. 

UNOERUOeai P. R. Ceorgia Pousr Co. eO/12/10. Bpp. 07318:043. 


S. Repoi-tabi» occurrencosi LERj i TelaSeiJ corTospondene# 


e01S0tO3S9 Forusrds LER SO-n4^03L-0. 

MAmV.M. Ceorgia Power Co. 00/11/20. Ip 07098:156. 


— SO1S0I0346 LER 0O-n4/O3L-O an 801027. WPCI iteadiline lew pressure 
sultchis IE4I-K001A-D actuated outside Tech Specs. Caused bi; 
setpoint drl f t. Ins trumen t s recallbr. 

HIX.R-T. Cearjla Pouer Co. SO/ll/20, 2pp. 07092:137, 


0012010377 Fopurards LER 00-1 1-1 /03L-0. 

IIAKRY. li. Georgia Power Co. GO/ 11/24. [p. 07091:209. 


— 0018010374 LER 80-11 1 /03L-0: on SOI 106. automat ie depressurl la t ion sgs 
Tsaotpr water level switch IB21-N042A actuated above Tech 
Specs. Caused bg component failure due to galling of range 
adi'jsting strew. Level switch replaced. 

HIX.R.T. Oeorgia Power Co. 00/11/24. 2pp. 07091:890, 


0012090377 Forwards LER 80-1 i7/03L-0. 

MANRV. K. Oeorgla Power Co. 00/18/02. Ip. 07203:009. 


— 0012070304 LER 00-3 17/03t.-0: on eoil04.no transfer author i lat Ions 
discovered for receipt of two shipments of low power range 
monltoTS & one shipment of source range 6 radiation 
monitors. Caused nlsintorpre tatlon of protedures. 

CQOOHI.C. L. Georgia Power Co. 00/18/02. 2pp. 07203:010. 


0012890240 RO:on 0OIO31iat IdOO-li lb was deteTmlned that snake 
detectors were not installed per NFPA Code 720. Cause not 
s tatad. Analys 1 s being made of all detaction sigs & design 
work for affected sgs Initiated. 

l1AN4y.l1. Oeorgla Pcwsr Cc. 00/18/04. 2pF. 07343:339. 


0012240264 Forwards LER 80-1 13/03L-0. 

rrAtiRV.H. Georgia Power Co 80/18/16 Ip. 07329:115. 


—8012240268 LER 80-1 13/03L-0: on 801201 ■ ni trogen storage tank itiventory 
found reduced to less than Tech Spec requirements. Caused bg 
addition of nitrogen to drgwell to reduce ocggen to level 
required bg HNP-1-1030 surveillance checks. Tank refilled. 

BAXLEY.S.X Georgia Power Co. 80/18/16 2pp. 07389:116. 


0012870325 Forwards LER GO-t20/03L-0. 

HAIMV.n. Georgia Power Co. 80/18/19 Ip. 07332:209. 


—80122903:15 LER aO-120/03L-0: en 801214, nl trogen storage tank contents 
found to be less than Tech Spec rcqulremants. Caused bg 
printarg containment Inerting. Ni trogen tank level restored. 
aAXLEr.S.X, Georgia Powar Co. 00/18/19. 8pp. 07332:890. 


SOCKET 80-322 SilOREHAH NUCLEAR POWER STATlOti 


A. Applicatlon/construction stage documents 6 corraspondtnce 


6012160050 Ltr to operating plant lieensseirOL applicants te CP holders. 
Forwards KUREG-0737 re TKt action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 implementation dates will te net. 

EISEIOlor, D.O. Division df Licensing. 80/10/31. 7pp. 


80122203901 Ltr to all CP t; OL holders for BHRs ra reqolremsnt for 
IcipleTentation of OB/N code for licensing baits calculations 
performed bg GE. Applicable to all license applications ti 
proposed amends, Inc I ud tug core reloads. 

EIEEIlKUr, 0.0. Division af Licensing. 80/11/04. 4pp. 


0012010484 Forwards SuppI I to N0Rb.G-0487p "Mart II Containment Lead 
Plant Progran Load Evaluation & Acceptance Criteria." 

Deviations along w/bases for devtetionsi are te be 
documented In design assessment rspt during review of FGAR. 
yOUNOBLDOD.B. J. Licenelng Branch 1. 00/11/10. 2pp. 07092:019. 


0012100714 tlotlficatien of 801207 meeting w/eWR licensing review group 
in Bethesda'NO to discuss status of group isiuei. 
briLOOn, J. t(. Licensing Branch I. aO/li/80. 8pp. 07217:304. 


0012040079 Forwards rsquests for addl info resulting from DL 
application ravlew. Info nesded In areas of core performance, 
chemical, mechanica I, hgdrolog Ic '& malls engineering it 
powar s^f. Requests preltnlnarg control raom assessment. 
TEOE&COtR.L. Assistant Director for Licensing. 00/11/21. tipp. 
07170:269. 


0012040717 Discusses NRC review of schodular reqolreroonts for special 
I Old po-uer test program t emergeneg p rocedures. Lis ts 
schedular requirements to be met. Eva lua t Ion to be completed 
la eoajunction w/facllltg full power ascension program. 

TEDESCOpR. L, Assistant Diroetor for Licensing, 00/11/21, 8pp. 
07170:045. 


3012010030 Requests eitenslon of CP until 830331 for completion of 
f ac i 1 1 tg. LI s ts reasons for ei tension, Fue I load date 
scheduled for B20S3I. 

NOYARHQ, J. P. Long IstaniJ Lighting Co. 00/11/86. 3pp. 07090:203, 


3012020706 Forwards util B01126 request to extend completion date from 
001831 to 830331. 

CILMAR I IN. D, H, Atomic Safotg and Licensing Board Panel. 00/11/20. 
ip, 07147:891. 


—0012070723 Requests eitenslon until 030331 to complete facUitg due to 
new ragulatorg requirement s , late equipment dellverg 6 
uneipeeted difficulties in completing mods. 

NaVARRO, J. P. Long Island Lighting Co. 80/11/26. 3pp. 07147:292. 


0012100296 Forwards proprietarg NEDC-a47S3, "Final Test Rept for 
3afotg/Rel ief Valve Cold Water Flow Tasts. " Valves can be 
used to establish 6 maintain alternate cooldown path from 
reaetoi- pressure vessel to suppression chamber. H/o end. 

NOVARrtO, J. P, Long Island Lighting Co. 00/12/01. Ip. 07819:397. 


8012110/68 Notification of 001216 meeting u/utll lit Dathesda.MD re 
organliatlon for manaj Ing &< operating fa till tg. 

WILSON, J. N, Operating Reactors Branch 1 . 80/12/01. 3pp. 

0722S: 089. 


8012160150 Notification of 801210 meeting u/Mark U owners group In 
Be thesda, IlD to discuss status of Improved chugging load 
program. 

ANOERSQN.C. Generic Issues Branch. 80/12/02. Ip. 07863:029. 


8012150716 Forwards Amends 38 to QL appt Scat ion, const it ing of Revision 
20 to F3AR, provi d ing response to NRC Request 420.45, 
revisions to sve water sgs design 6 controls b minor 
corrections tc c larlf icat i one. Af f idavl t end. 

NOVARRQ, J,F. Long Island Lighting Co. 80/12/05. 2pp. 07240:138. 


— 0012150820 Amend 38 to application for OL, consisting of Revision 20 to 
F5AR, 

NOVARRO, J. P. Long Island Lighting Co. 80/12/05. 44pp. 

07240; 134. 


0012160038 Notification of 801217 meeting ui/Nark II owners group In 
BethasdaiNO to discuss suppression pool temp limit. 

SU, T. il. Generic Issues Drone h. BO/12/09. tp. 07263:021. 


8012170293 eummarg of 801202 meeting u/DUR licensing review group, 
Bechtel L 84W In DethesdaiHD re current status of Issues 
& fire protection concerns. Rept on LaSalle specific Issues 
end. 

WILSON, J.N. Licensing Branch 1. 00/12/09. 21pp. 07268:264. 


001222,3131 Sumnarg of 800514-0820 meetings w/OWR Licensing Review Oroup 
In Bethesda.ND re identification of generic Issues, farmatian 
of consensus positions & resolutions that will apply to all 
sis plants. Draft- uor king paper end. 

WILSON, J.N. Licensing Branch I. 00/12/09. 99pp. 07307:055. 


E. NRC Safety Evaluation Report ISER), suppls L correspondence 


0012300479 Discusses facility SER tt NRC first monthly status rept to 
Sevlll Subcommittee, dtd 801121. NRC should cempltbs t. Issue 
6ER within next few uki. Further delays will causa paintletl 
harm to natl energy policy t util customers. 

POLIO, :K,K.S. Long Island Lighting Ca. 80/18/82. 3pp. 07347:061. 


F. Security, medical, emergency L fire protection plans 


8012010141 Public version of "Independent Assessment of Evacuation 
Times for Sboreham Nuclear Power Plant, “ Vol 9, prepared for 
FEIIA. 

CO08Y.J.C., SKEPPARD, U. V. , DRQU'NER, K. 0. Wilbur Qmlth b Afiodates. 
80/06/30. 69pp. 07161:001.. 


8012040004 Summary of 800801 meeting u/utll in Stiver 6prlng>K0 ra 
concerns u/recent revisions to security plan. Details 
withheld Iref 10CFR9. 12). 

WILSON, J.N. Operating Reactors Branch 1. 80/11/21. 4pp. 

07169:876. 
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8012040065 Foruiard* public version of '‘Evacuation Time Assessment of 
Nine Nuclear Pouier Plants Emorgency Planning Zones. ” 
executive suiamarij, 

FELTOll. J. n. Division of Rules and Records, 80/12/03. Ip 


— BO12O4OO09 Public version of "Evacuaticn Time Assessment of Nino 
Nuclear Power Plants Emergency Planning Zones,” executive 
summary, prepared for FEHA. 

a (filbur Smith tn Associates. 80/06/30. 17pp, 


8012040155 Public version of program rept, "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
li prepared for FEMA, 

COSBY, J.C, Wilbur Smith ti Associates 80/06/30. 43pp. 


0, Adjudicatory correspondence 


0. Inspection reports, IE Bulletins t correspondence 

8013110589 Forwards IE Insp Rept 50-322/80-14 an 800311-0914 tc notice 
of vl ola t ion I., , 

BRtWNER.E J Region I, Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/10/08. 2pp. 07227i 156. 


--S012110594 Notice of violation from insp on 800811-0914. 

* Region 1, Philadelphia. Office of the Direcfcor, 00/10/08. Ip- 
07237: 158 


— BO12110597 IE Insp Rept 50-322/80-14 on 00081 1-0914. None omp 1 i ance 
notedivent lines 4, valves installed w/o authortilng 
engineering it design coordination rspts. 

HIOGINS.J. C Region 1, Philadelphia, Office of the Director. 
KISTEP.H. B, Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. QO/lO/03 10pp. 


8012300049 Order granting S0I208 joint motion for extension to complete 
particular i lat ion of Centontion i9 due to vol of matls to be 
r 9v d . 

BOWERS, E, 3. Atomic Safety and Licensing Board Panel, 00/12/09. ip. 
07356; 147. 


E0l2240t>17 Act receipt of 801020 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/80-13. 

CARLSON, R.T. Region I, Ph i ladet ph la. Reactor •Construction *< 
Engineering Support Branch. 80/11/04. ip 07328:034. 


8012290001 Notice that parties will stipulate to submit redrafted 
Contention 19 subj to further particular I xatl on. 

LATHAH,3 0. Twomey, Latliam t; Schmitt, 80/12/10, 2pp. 07344:187. 


8012290244 Notice of Comptroller General 001203 opinion re NRC B00725 
notice of coat reduction program. Procedural assistance in 
adjudicatory licensing proceedings is unlawful. 

BOWERS, E. 3. Atomic Safety and Licensing Board Panel. 00/12/16. Ip. 
07300:001, 


--8012240221 Responds to NRC 800917 Itr re vioUtiofis noted lei IE Insp 
Rept 50-322/80-15, Corrective ac 1 1 one: prepare t Ion of 
supplemental insp rept verifying implementation of stroking 
reautrenent on *a f et^ *reldtsd suwbbovs. 


oni I nru . M C 


an / t /\ 




•3012240226 Forwards IE Insp Rept 50-322/80-15 on 000825-28 It notice of 
violation, ^ , 

CARLSON, R.T. Region 1. Philadelphia, Reactor Construction*, 
Engineering Support Branch. 80/09/17. 2pp. 07328:057. 


8012300138 Responds to T Earley 801209 & 11 Itrs. Forwards draft of 
fifth stipulation re certain Suffolk County contentions. 
BORBENICK, 0. M. Hearing Oranth 4. 00/12/17. Spp, 07347:107. 


— 801224022B Notice of violation from 
* Region I, Philadelphia, Office 
07325: 059. 


insp on 900B2S-28. 

of the Director. 60/09/16, Ip. 


8012300556 Position re consideration of Class 9 accidents in license 
proceeding. No special circumstances exist, Under Commission 
interim policy, Class 9 accidents will not be considered, 
Certificate of Sve end. 

DQRDENICK, 0. H. Hearing 0raneh 4. 00/12/24, Spp, 07361:358. 


H. Oeneral correspondence 


-8012240233 IE Insp Rept 50-322/80-15 on 800925 - 28 . Noncomp 1 lance noted: 
lack of evidence snubbers had been stroked in accordance ui/ 
specified renui remen t s during receiving insp, 

NARROU'iL. . MC0REABTY,R A Region I, Ph i lade 1 ph Ibj Office of the 
Director, MCGAUOHY. R H, Region 1, Ph i ladolph la, Reactor 
Construction t Engineering Support Branch, 00/09/16. 0pp. 

07325; 060, 


8012050373 Forwards summary of functional responsibilities within util 
nuclear organl la 1 1 on. Organl tat ion chart encl. 

POLLOCK, li. 8. Long Island Lighting Co, 80/11/25. 4pp. 07175:065. 


K. UtlUty Final Safety Analysis Report (FSAR) t< amends 


8012150216 Forwards Amends 38 to OL app I icat ion, cons i sting of Revision 
ao to FSAR, providing response to NRC Request 420.43, 
revisions to sve water sys design it controls it minor 
corrections t< clar i f icat ions, Aff i davl t encl. 

NOVARRO.U.P. Long Island Lighting Co. 80/12/05. 2pp. 07240:132. 


— 8012150220 Amend 38 to application for OL. cons is ting of Revision 20 to 
FSAR. 

NOVARRO, J, P. Long Island Lighting Co. 80/12/05. 44pp. 

07240; 134. 


— 8012150225 Revision 20 to FSAR. provl d ing response to NRC 

Request 420. 45, revi s I ons to sve water sys design U controls 
ti minor corrections 4; clarifications, 

■i Long Island Lighting Co, 80/12/05. 65pp. 07240:269. 


8012310414 Submits followup response to IE Bulletin 00-16. "Potential 
Misapplication of Rosomoun t, Inc Models llSl t 1152 Pressure 
Transmitters W/Ei ther A or D Output Codes." Transmitters 
uilt b© replaced bij June 1901. 

NDVARROf J. P. Long Island Lighting Co. 0O/1WO3. 3pp- 073i9;226. 


6012120167 Forwards IF. Bulletin 80-2t, "Valve Yokes Supplied by Maleolnl 
Foundry Co, Inc. " Written response required. 

GRIER, B.H. Region 1, Ph i lade Iphia, Office of the Director. 

80/11/06 ip. 07220:329. 


0012030815 Forwards IE Infa Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliatlon ” No written response required. 

GRIER. B.H. Region I, Philadelphia, Office of the Director. 
80/11/07. ip. 07150: 065. 


8012080446 Forwards IE Info Notice 00-41, ‘'Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Bbsbb Unit 1." No 
response required. 

ORIER,0.H, Region I, Philadelphia, Office of the Director, 
eo/ll/lO. Ip. 07182: 321. 


H. Antitrust correspondence 


8012100348 Advises of util 800930 Itr submitting updated info for 
antitrust review of OL app I lea t ion, FR notice end. 

'YOUNOaLOOD, 0. J. Licensing Branch 1. 80/12/03. 2pp. 07271:261. 

— 8012150067 Notice of receipt of updated info for antitrust review of OL 
application. 

YOUNOBLQQD. B. J. Licensing Branch 1. 00/12/03. 3pp. 03779:165. 

8012190263 Forwards FR notice re receipt of updated info for antitrust 
review of OL application. 

YOUNORLQOD, a. J. Licensing Branch 1. 80/12/03. 2pp. 07285:304. 

8012240294 Forwards FR notice of receipt of updated info for antitrust 
review of OL application, 

YOUNOSLOOD, B. J. Licensing Branch 1. 80/12/03. 4pp. 07323:071. 


8012040096 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp, •' Requires estimate of 
manpower associated w/correctlve actions. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director, 
80/11/14. ip. ■07157:343. 


8012290696 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Hfg by Valcor 
Engineering Corp." First paragi-aph erroneously stated no 
written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
60/lt/l9. Ip. 07293:119. 


8012040.595 Forwards IE Bulletin 00-24, "Prevention of Damage Due to | 
Water Leakage Inside Containment, " No written response j 

V ©QU i r 9 d . ' 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. I 

80/11/21. 2pp. 07165:193. j 

I 

i 
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a0l20505i3 Foruards Info Idiotic e 00-42, "Effect of Radiation on 
Htjdraulic Snutber Fluid '• No uinitten response r 5 <i*<i<'Bd. 

CRIER, H. M Revlon 1. Philadelphia, Office of the Director 
00/11/24. Ip, 07174: 0?0 


SOlSiaoOOl Foruard-s Revision 4 to Procedure 8040401 . ft ovl s i on Q to 
Procedure 80A274] «■ Revision 4 to Procedure 0040402 far 
preset vie* insp projraai 

MOVARRO, J. P. Long Island Lishting Co. 00/ 12/09. ip, 07271; 219, 


-“8012100304 Preservice Insp prog nam, Proc edune GOAOdSl , Revi s ion 4 to 
"Ultrascnic Etan Procedures For Piping Butt Ifelds 4; 

Longitudinal Melds." 

• fluclear Energg Service, Inc. 00/07/11. 3tpp. 07271:220. 


--B0121G3309 Preservite insp pnagr atr, Procedur e B0A294 1 , Rev is ion 8, 
"Master Docunent List. 

a Nuclear Energg Service, Inc. 00/09/05, 2pp, 07271:251. 

--0O1216O3I1 Procedure 80A04S2, Rev i s ion 4, "Preservice Insp Program 
Plan. •• 

» Nuclear Energg Service. Inc, 80/09/05. 5pp. 07271:255, 


S. Reportable occurrences, l.ERs 4; related cor r espon d ene o 


3012240127 Part 21 rept re jammirg of 4-lnch tc 6-lnch suing valves Into 
o.p»n pos i tlcn. Caused bg disc nut loct-utre jammed against 
machined relief in bodg.Velan has replaced 4-tnch valves 8< 
re-oriented loct-uire on 6-inch valve. 

VElAW, P. 0 Velan Valve Co. SO/ 1 1 /05. 4pp 07187:001, 


3012120610 Deficieneg rept re inoperable OE circuit breaker limit 
S'jtl tches , r rsu Iting in failure of suitch contacts to close. 
Caused &g loosened limit su 1 tches . Screus uiill be tightened 
i Lock-tite applied. 

U.ILI>, P, A. Stone tn Webster EP'gineering Corp, 00/12/02. 4pp. 
07236: 297. 


1012120638 Part 21 rept rs defective Square D Co a tartars. Arma ture 
bumpers tend to stick inside starter casa, resul t Ing in 
failure of starter or contactor to close Caused bg 
,misapp 1 i ca tion of lubr ic ant. Def ec t i ve units to be replaced. 

WILD, P A. Stone (> Webster Engineering Corp. 90/12/02. 4pp. 
07230: 105. 


>QCKET SO-323 BIADLO CAMVOM NUCLFAR PCHER PLANT, UNIT 2 


k App I ica 1 1 on/construc 1 1 on stage documents 4: correspondence 


3012160050 Ltr to operating plant llcenseesiOL applicants L CP holders. 
Forwards NURE0~0737 re TK I action plan requl re,men t s. Reque s ts 
operating reactor licensee confirmation in 45 dags that 
Enel 1 ifeplementation dates will be net. 

EISENH'JT, D. G. Division of Licensing. 80/10/31. 7pp. 


3012110335 Forwards ACR3 801112 ltr re revi eui of util studg re 
interactione of failure of na.msafetg sg s on plant safetg as 
result of earthquake. 

MIRAOLIA.F. J. Licensing Branch 3. 00/11/17, Spp. 07227:214. 


3012050430 Forcuards response to NfiC S00B27 ltr re containment pressure 
boundary fracture toughness. Info certifging that fracture 
toughnoss acceptance stds have teen mat is available at 
plant site. 

CflANE. P A Pacific Gas 5 Electric Co. 30/11/21. 41pp, 07171:272, 


8012080335 Forwards response to NftC 700125 ltr re long-term 
overpressure transient protec tion. tnc Sud »s description of 
leng-terai sgs to be empioged at facilities. 

CRANE.P.A Pacific Gas i Electric Co. 80/11/21. lOpp. 07190:255. 


S012040S20 Forwards responses to NfiC 800103 ltr re implementation of 
Tecammendations of NUfiEG-0660. "Enhancement of Onsite 
Emergencg Diesel Generator Reliabilltg '' 

CnA.NE.P. A. Pacific Cas 6 Electric Ca. 80/11/25. 5pp. 07157:271, 


3012090329 Informs of planned temporarg shutdown af basic seismic 
i ns tr'jmcntat ton sgs at faci 1 i tg. Shutdosin required to enable 
licensee to install panels for post-accident monitoring 
sgs In control room. 

CRANE. P. A. Pacific Gas k Electric Co. 80/11/25, Ip. 07201:161, 


3012120308 "Concentration k Speciation of Capper In Waters Collected 
Near San Qnofre k Diablo Cangon Nuclear Power Stations. “ 

HARRISON, F. L, Lawrence Livermore Laboratory, FIN A-01t9. 
NUREO/CRtOTSO. 00/11/30. 66pp Available at NTIS. 


5012090360 Provides info on environ qualification of safety -related 
equipment per 801001 r equest . Des c r i p t i on of valve flow 
monitor sys k power supply cable presented in detail. 

CRANE, P. A. Pacific Gas k Electric Co. 00/12/01. 2pp. 07201:119. 


8012050293 Responds to requirements specified in Suppl 10 to NUREO- 
0675. Mods ad d res s ed : p r oc edure for dissemination of operating 
e i p er i e nc e , vend or review of low power program, agreements to 
peal resources w/utils k Inadequate core cooling. 

CRANE. P. A. Pacific Gas k Electric Co. 80/12/02. 60pp. 07171:211. 


8012090235 Responds to NRC 000027 ltr re Sevioui Question 5, Response 
provides commitments k completion schedule for upgraded 
meteorological program, k Is organised to address four 
essential elements in l/JREO-0654, App 2 

CRANE, P. A Pacific Gas k Electric Co. 00/12/02, 3pp. 07201:140. 


0012110526 "Forwards procedure for dissemination of operating 
c «p e Pi enc e, vendor review of lou power test program 
procedures k low power test program safety analysis rept, 
per Suppl 10 to NUREO-O675i f ac i 1 1 ty SER. 

CRANE. P. A. Pacific Gas k Electric Co, 00/12/02, 4pp, 07225:387, 


--80J2110530 Nuclear Plant Administrative Procedure W-100, “Dissemination 
of Operating Eipericnee." Westinghouse review of special low 
power test procedures end. 

« Pacific Gas k Electric Co. 00/11/26. 7pp. 07225:331. 


--0O1211O533 “Diablo Canyon I Special Low Power Tests Final Safety 
Evaluat ion Rept. " 

a Pacific Gas k Electric Co. 00/10/31. 49pp. 07225:330. 


0012100470 Discusses field audit of electrical separations conducted in 
respo.isc to NRC 791130 ltr. Audit demonstrated that 
electrical equipment k sys have been installed In manner 
which provides independence k separation per FSAR. 

CRANE, P. A. Pacific Gas k Electric Co. 00/12/04. 2pp. 07219:025. 


5012100132 Describes actions taken as result of THl accident re safety 
requirements of near-term OLs.All requirements must be met, 
applicant must appear before ASLD k record must be reviewed 
by CoTmission before lew power testing. 

nlRAGLlA.F, Licensing Branch 3. 80/12/04, 2pp. 07272:264.. 


8012220485 Responds to 000911 memo requesting that Ofc of Nuclear 
fteaetor Regulation inform lie en sees of need to coAtp 1 y 
w/revised Agreement State burial site conditions. Forwards 
resulti of IE survey. 

DCNTOtl.H, R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


--B012220S06 Forwards tabulation k summary of IE survey on low level 
waste at 51 reactors. Low I eve 1 waste storage facilities 
have been eipandcd at 37‘4 of reactors surveyed w/?!*/. 
planning or considering increasing storage capacity. 

OANOART.R.L. Effluent Treatment Systems Branch. 00/11/06. 0pp. 


5012290136 Responds to J Stoli 791130 ltr re field audit of electrical 
sep arat ions. Aud 1 1 indicated equipment 4, sys installed per 
FSAR r equlremen t 5 Aud i t results contained in Amend 51 to OL 
application. 

CRANE, P. A. Pacific Gas 4: Electric Co, 00/12/04, 2pp. 07344:049. 


8012170750 Forwards info re nuclear power plants to be licensed Dec 
1980-Doc 1981 in response to request from Nuclear Oversight 
Committee. 

MIRAOLIA.F. Licensing Branch 3. 00/12/05. 3pp. 


6012160158 Forwards preliminary emergency operating procedures. 
Incorporating handwritten changes made during NRC review 
in conjunction u/fac 1 1 1 1 ies operations staff. 

CRANE, P. A. Pacific Gas k Electric Co. 00/12/00, 94pp, 07254:001. 


5012290056 Forwards proposed license authorising util to load fuel, 
proceed to Initial criticality, perform startup testing 6 
operate at 5/i rated powei' Llst of etemptlons to Tech Bpecs 
encl. Related correspondence. 

CRANE.P, A. Pacific Gas 4 Electric Co, 00/12/16. 9pp, 07343:001. 


5012290077 Unexecuted license foi* fuel loading k low power testing. 
List of aiemptlons to Tech Specs for low power test program 
enc 1. 

DEhllQN.H. R. Office of Nuclear Reactor Regulation, Director. 
90/12/19. 8pp, 07336: 317. 
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F. Sccuritgi (r<)dital< emergoncg ■!< fire protection plans 


aOtail03S6 Responds to NRC Q00837 Itr re Revieui Question S. Response 
provides commitments «. corresponding completion schedule 
for upgraded meteorological program. Conmi tments mag he 
altered upon final promulgation of draft NUREG-0654. 

CRANE. PA. Pacific Gas Electric Co. 80/13/02. 3pp. 07223:096. 

3012240118 Releases public version of util emergencg plan. 

FELTON/ J. t1. Division of Rules and Records. 00/12/12. Ip. 

— 0012240129 Forwards public version of App 1 to Revision 2 of corporate 
emergencg response plan. 

CRANE/P.A. Pacific Gas 1 Electric Co. 80/03/21. Ip. 

— 8012240134 Public version of App 1 to Revision 2 of corporate emergencg 
response plan. 

a Pacific Gas U Electric Co 80/03/20. 9lpp. 

8012290464 Releases public version of '’Evacuation Times Assessment for 
Diablo Cangon Nuc lear . Power Plant. Sept 1900." 

FECTQNi J. H. Division of Rules and Records. 00/12/16. Ip. 

07338: 081. 


•8012290469 Forwards public version of "Evacuation Times Assessment for 
Diablo Cangon Nuclear Power PlantrSept 1900." In response to 
NRC 800702 regues t. Inc 1 udes App A re evacuation times for 
designated sub-areas. 

CRANE. P. A. Pacific Gas ti Electric Co. 00/11/25, Ip 07338:083. 


— B’012290473 Public version of "Evacuation Times Assessment for Diablo 
Cangon Nuclear Power Plant.Sept 1980," 

* PRC Planning i. Economics, Alan II. Voorhees t> Associates Div. 
80/09/30. 190pp, 07338:054. 


8012300845 Advises that util agrees to assume rospons lb i 1 1 tg for 
installation of earlg warning sgs reguired bg applicable 
federal regulations. Commitment will ter.minate on permanent 
cessation of operations at facilitg. 

SCHUYLER, vl. 0. Pacific Gas 6i Electric Co. SO/12/24. 3pp. 
07346: 268. 


O. Adjudicatorg correspondence 


B0112S0100 Submits DS Fleischaker 801017 Itr to HR Denton as comments 
on proposed role 10CFfl80i "Domestic Licensing of Production 
Jk Utllllatlon Facilities. Consideration of Degraded or 
Halted Core in Safetg Regulations." 

REVNOLOS, J. Center for Law in the Public Interest. 00/10/31. !p. 

0708^; 1 57. 


— 8011250108 Re(\uo3ts,on behalf of Joint Intervenors to Diablo Cangon OL 
proceed lng> that NRC prepare supp le.rental EIS considering 
environ conseiiuences of Class 9 accidents. 

FLEISCHAKER. D. Fleischaker, D. S, 80/10/17. App, 07056:158. 


8012020020 AcV receipt of 801017 reauest.on behalf of joint intervenors 
InOL proceeding. for NRC action to prepare supplemental EIS 
re Class 9 acc tdents, Request will be treated under 
10CFR2 206 

DENION.H. R. Office of Nuclear Reactor Regulation. Director. 
aO/ll/19. Ip. 07148:307, 


--8012020023 Notice of D Fleischaker request. on behalf of joint 
Intervenors. for action under 10CFR2. 206, 

DENTOH.H.fl. Office of Nuclear Reactor Regulation. Director. 
eO/il/19. 2pp. 07148:309, 


8012050453 Notifies that ASLA9 has received end ACRS 801112 Itr to 
JF Ahearne re PO&E studies on possible adverse interactions 
of nonsafetg sgs on plant safe tg. Roques ts studg status & 
relevance to current Issues 

BISHOP, C.J. Atomic Safetg and Licensing Appeal Panel. 80/11/24, 
Ip, 07173:316. 


8012290002 Request for eitension to 901215 for filing Governor EG Brown 
findings of fact ft eonduslens of law re seismic 
proceedings. Granted for ASLAO on 801203 

OEOROIOU. a. S. , BRQWN.H.H,. LANPHER.L.C, California. State of. 
80/12/02. Ip. 07344: 109. 


8012290161 Request for l-wk estension to 001215 for filing Governor 
Brown findings of fact 4: conclusions of law. NRC. San Luis 
Obispo Mothers for Peace i/. PG5:E agreed to e c tens i on. NRC ft 
POiiE also granted l-wk ectensions. 

OEDRGIOU, 8, S. , BROUN, H, H. , LANPHER.C. California, State of. 
80/12/02. 4pp. 07344: 140. 


6012080513 Submits contentions re .tiotion for license to load fuel U 
conduct low power tes t i ng Ne 1 1 h er short nor long-term 
requirements or NUREO-0694 nor imp lemon tail an measures 
s u f f i c i en t Cer 1 1 f i ca t e of Svc end. 

FLEISCHA'/EH, D. Fleischaker. D. S PHI LL IPS. J. fi. , REYNOLDS, J. R. 
Center for Law in the P'jblic Interest 80/12/03 16pp 07163:106. 


8012290120 Request for directed certification re application of NRC 
800620 statement af policg re guidance for power reactor 
OLs. Safetg issues not included in N'JREG-0694 should be 
ad.nitted as con tent ions. U/Certi f icate of Svc. 

REYNOLDS. J. R. , FLE ISCHAKER , D Center for Law in the Public Interest. 
FLEISCHAKER. D Fleischaker. D, S. 90/12/03. 33pp. 07344:010 


8012290662 Statement of subjs an which CA Governor Drown intends to 
participate per ASLD 601024 t li03 orde rs. Concerns util 
motion for licenses for fuel loading 4: low power testing. 
Certificate of Svc enc 1 

GEOROIOUj D 3. . BROUN. H H California. State of DROWN, H. H. Hill 
Christopher 4: Phillips. 80/12/03. 9pp 07333:085. 


801209.0286 Forwards 1 Aditga 801119 Itr to NRC, for placoment in PDR 
f/ for svc on parties to proceeding 

BISHQP.C.J. Atomic Safetg and Licensing Appeal Panel. 80/12/04. 
Ip. 07201:099. 


— G0120902S7 Opposes licensing of facilities on basis of poor seismic 
design, San Francisco Chronicle BOlltO article enc 1 . 

ADirYA.I, Aff i liatlon Unknown, BO/l 1/19. 2pp. 07201:100. 


6012290392 Notice of corrections to Joint Interveners' statement of 
contentions 4 request foi directed cer t i f ica t ion. Cer t if ica te 
of Svc end 

REYNOLDS. J. R. Center for Law in the Public Interest, 80/12/06, 
Spp. 07336:224. 


8012300117 Motion to stag proceeding on PG4E motion for licenses for 
fuel loading 4 low power testing until NRC prepares EIS or. 
alternat ivo I g. El A 4 util submits environ rept. Certif Icatc 
of Svc enc 1, 

GECROIQU. D. S. . BROWN. HM California. State of, BROWN, H. H. Kill 
Chr Istopher 4; Phil 1 ips, 80/12/08 9pp. 07356:243, 


8012110570 Submits resolution passed at executive board 800922 meeting. 
Resolution urges const eipendltures be redirected toward 
conversion to safer, more soclallg acceptable fuel sources. 

CONHAO.C, Aff 1 1 tatlon Unknown. 80/12/10. ip. 07223:107. 


8012290417 Response to ASLAB 001124 request for info re status of 
applicant studies on sgs interactions 4: relevance to 
seismic Issues in proc eed Ing. Ut 1 1 sgs interaction program 
ts accep tab le. Car t i f lea t B of Svc end. 

OLHSTEAO, U. J. Hearing Branch 2. 00/12/(2. 6pp. 07336:240. 


6012170440 Forwards joint intervenors' proposed findings of fact 4 
conclusions of law for reopened seismic evidentiarg hearing 
before AoLAP. 

FLEISCHAKER. D. Fleischaker. D. S 80/12/15. ip, 07270:224. 


--8012170442 Joint intervenors' proposed findings of fact t« conclusions 
of law for reopened seismic evidentiarg hearing before 
A6LAQ. Certificate of Svc end. 

FLEISCHAKER. 0. Fleischaker. D. S. PH ILLIPS. d, R. , REYNOLDS, J. 
Center for Law in the Public Interest. 80/12/15. 65pp. 

07270: 225. 


6012290407 Proposed findings of fact 4 conclusions of law re ASLAB 
Questions 1-9 in seismic proceed ing. QL should be denied, 
since util has not designed facilitg to withstand mat 
vlbratorg accelerations Certificate of Svc end. 

BRQ'W. E, G, , BROUN, H.H. California, State of. BROWN, H, H. Hill 
Christopher U Phillips, 00/12/19. 93pp. 07337:099. 


801230002? Forwards Comptroller General 801203 opinion disallowing 
procedural assistance in adjudicatorg licensing proceedings. 

BOWERS, E. 3. Atomic Safetg and Licensing Board Panel. 00/12/16, tp. 
07356: 104. 


80I22903S7 Forwards Commission SOI 117 rulemaking decision, "Authorttg 
for Access to or Control Over SNM (Rtl 50-7). " H/o end. 

SWARTZ, L.L. Antitrust Division. 80/12/17. Ip. 07332:174. 


001230036.1 Joint Intervenors' response in support of CA Governor Broun 
motion to stag proceeding pending co.mpltance u/NEPA EIS 
requirements. NEPA requires EIS re application to operate at 
less than full power. Cert I f I cat e of Svc ancl. 

REYNOLDS, J, R. . FLEISCHAKER, D. Center for Law in the Public Interest, 
FLEISCHAKER, D. Floi scha'xer, D. 8. 60/12/18, 9pp. 07359:330. 
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flOS/S Responae to lrt»rvoiiors ' tontentiom re fuel loading U low 
lor test II)}. Con t ent 1 on e I K 3 ac t eptab 1 e A1 1 others 
icceptable due to lacl of »|)oc if i c i ti; k »ubj matter begond 
ipe of pT 0 toed 1 11 } Cer t i f > c a 1 0 of Svc oncl. 

IFBi B. 11 Hoarlnj Branch 2. 00/12/23. I7pp. 07CI32:BSl. 


100007 Notice of appoarante in proceed i ng, Cert 1 f i c at e of Svc encl. 
IFS. B. U. Hearing Draiith 2. t)0/l2/23. 3pp. 07396:093. 


100063 Retponts in opposition to CA Governor Broun QOiBQB motion to 
)g proceed Inj. Hotlon falls to address legal regulrenents «> 
lor court 6 Com.iit»s i on precedents directly contrarv to 
lervBDor p os 1 1 Ion. H/Certl f Icate of Svc. 

18TEAD< N. J Haaring tiponch ‘1. 03/12/23. ttpp. 07336; 173. 


}0GIB3 Response to 801203 stabcaotit of subjs on uhlch CA Oovernor 
i«n Intends to participate. Onli) Bubjs 3~S i 12“13 
)Topriate. Cer 1 1 f tea te of Bvc. encl. 

lESi Q. 11. Hearing Branch 2. 00/12/33 I2pp. 07334:890. 


100332 Response to CA Governor Broun 801200 motion to raciulre 
iparatlon of EtS. Opposes motion on grounds of unt tmsllnees 
I one amp I lance u/procadura 1 requ I raaonts. Cer tlf 1 catc of Svc 

: 1 . 

IDUSH.H.H . NORTON.B I’aciftt Oas fc Electric Co. NORTON. B. Bruce 
rton. eo/13/23. 12pp. 07359:071 


3I0283 Errata to joint interveiiors ' praposed findings of feet 6 
icluslans of lau. Certificate of Gve encl. 

ilSCHAKEft. D. FUlsehakor. D. 0 80/12/23. 7pp. 07370:058. 


300403 Motion for estensloii to OlOlOA to file proposed brie# 
proposed findings of facts t< conclusions of lau In 
opened seismic proceedings Grantsd for ASl.AD on 801224. 
rCH2tl«E. G. Hearing Branch 4. 80/12/24. 2pp. 07397: IQS. 


3ia37<l Foruards tables of authorities for util responses to point 
terversrs ststament of contention 6 request for directed 
rti f icablcn. 

hHE-P.A. Pacific Oas Si electric Co. 00/12/26. lOpp. 07361:316. 


inarak correspondence 


290010 Responds to ROOAOl Itrs to President Carter re const 

flelencles at facilities 1* recent earthquake activity In 

»a. Oascrlpt 1 on of NRC role in plant const t\ Info re 

llltij of focilltlet to withstand oarthquaka encl. 

llAQi lAiF. J. Licensing Branch 3 80/10/20. Spp. 07330:293. 


030416 Responds to 0OO<13O postcard to jr Ahearne t« licensing 
ttars concerning fee 1 1 it I es. Safety Issues resulting from 
I accident will need to be resolved before licenses «r« 
sued. Discusses licensing procedures. 

fSAOi. lAi F. J. l.lceniing Branw’h 3. BO/ll/20. 3pp. 06906:003. 


12080439 Supports NRC enthusiasm re licensing of nuclear pi Ants k. 
eapresses desire for HRC to move ahead on lleinstesG plants 
utileh presently meet stds. 

VAUOMHiC. Affiliation Unhnouin, 00/04/30. Ip- 06906:003. 


090005 tUepoiids to 790409 postcard to J llendrle re concerns about 
ctlltg b nuclear power In general. NRC required to prepare 
tailed statement on listed environ I ssues. Hear Ing a 
Id ei part of licensing process. Forwards FEB.M/o encl. 

HAGLIA. F. J. Licensing Branch 3 00/11/20. 5pp. 07107:001 

12090011 Requests support for legislation to prevent const of nuclear 
power plants. Supports alternative energy developmarst. 

KOOLIiAH.J. AffI nation Unknown. 79/04/09. ip. 07107:001. 


{20203 Responds to 000313 Itr opposing operation of facility due to 
ct of proper emergency preparedness it evacuation, plans. NRO 
s reacted positively to Improve safety of nuclear plante 
llowtrg THI accident. 

BAOi. lA. F. 0. Licensing Branch 3 80/11/80. 4pp. 07107:001. 


12180218 Forwards map indicating ueather A geography dauinulnd from 
faci 1 Ity. Eiprtsset concern re Improper evacuation routes In 
case of me ltdoun. Facility should be converted to pas 
□ psration. li/o map. 

ANSOtl.U. D. Affiliation Unknown. GO/03/31. 4pp. 


!l9030a Responds to 790329 request to reopen IKtnslng haarlngs for 
icl U tie*. Safety evaluation of plant compllane* 

NUREO-0494 criteria performed, A3LD decision on Class 9 
cldsmte wilt be nada after submitbal of supplemsn ta I BER> 

RAflHA.F. Licensing Branch 3. 80/12/04. 2pp. O7l03;001- 


—8012190316 Request* add! Investigation k hearing for licensing 
facilities following TH.I-2 ace 1 dent. Etprosses concern re 
possibility of similar accident at facility. 

CLUCAS, J. Sierra Club. 79/03/29. Ip. 07103:001. 


0018310588 FDIA request for all documents re potential environ impacts 
associated w/fuel loading L/or low power testing of 
facilities. 

SRDWtLH. H, Hill Christopher k Phillips. 00/18/09. 8pp. 07370:014. 


8018310178 Responds to 790402 1 tr eipresslng concern re safe operation 
of facility, NRC requires all applicants to modify design & 
operation of facilties to conform to TMI-relsted 
requirements. 

MIRAGLIAiF. Licensing Branch 3. 80/12/11. Spp. 07371:104. 


8012310504 Responds to FOIA request for all documents re potential 
environ impacts associated u/fuel loading (</or low power 
testing of fad 1 I ties. Els prepared In relation to request It 
aval lab le 1 n FDR. 

FELTQHiJ, II. Division of Rules and Records. 00/12/22. Ip. 
07370: 013. 


8012040354 Responds to 901001 Itr espresslng concerns re lack of 
evacuation plans A escape rcutes from South Bay areaiin 
light of THI accident 4 event of f loading. Utl I must complete 
THI sa f aty-related requirements prior to full power license. 
MlRAOLl A( F. J. Licensing Branch 3, BO/1 1/17. 3pp. 06913: 001. 


Q. Inspection reporter t£ Bulletins 4 correspondence 


0012170715 Forwards IE Info Notice BO-37i "Containment Cooler Leaks t< 
Reactor Cavity Flooding at Indian Point Unit 2." No Written 
response required. 

EilOELKFIJi R. H. Region 5* San Franciscor Office of the Director. 
00/10/24. I p. 07266: 085. 


0012170416 Foruards IE Info Notice ao-3a> “Cracking in Charging Pump 
Casing Cladding. “ No written response required. 

EHGELKFN, R. H. Region Sr Ban Franciscoi Office of the Director. 
BO/10/30, ip. 07264:053. 


8012170037 Forwards IE Info Notice 0O-39i “tialfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. “ No written response 
is required, 

EHOELHFNfR. H Region Si San Franeiecoi Office of the Director. 
00/10/31. Ip. 07266:047, 


8012120236 Forwards IE Bulletin 80-21. “Valve Yokes Supplied by Malcotn 
Foundry Co. Inc. " Written response required. 

EKGELKENrR. H. Region 5. San Franciscoi Office of the Director. 
BO/ll/06. Ip. 07827:334, 


8012030934 Forward* IE Info Notice 0O-4Oj "Eicessive Nitrogen Supply 
Pretsurs Actuates Safety Relief Valve Operation to Cawie 
Reactor Dep ressur 1 >a t ion " No written response required, 

EMGELXEN. R. H, Region S, San Franc leeo. Office of the Director. 
BO/H/07. Ip. 07150; 183. 


8012080632 Forwards IE Info Notice 0O-4li “Failure of Swing Check Valv# 
In. Decay Heat Removal Sys at Davis Basse Unit 1," No 
response required. 

EKOELWENpR, H. Region 5. San Francisco. Office of the Dlroctor. 
80/11/10. Ip. 07103; 032. 


8012040230 Forwards IE Dulletln 00-23. “Failures of Solenoid Valve* 
Hfg by Valcor Englnesrlng Corp." Requires estimate of 
manpower associated w/ corrective ac t Ions. 

ENOELKEN. R.H Region 5. San Francisco, Office of the Director. 
80/11/14. Ip. 07158: 151. 

8012040687 Forwards IE Bulletin 80-24, "Prevention of Damage Du* to 
ifatar Leatage Inside Containment," No written response 
required. 

EHGELKEMiR. H. Region S, Ban Francisco. Office of the Director. 
00/11/21. Ip. 07169:123. 


8012160097 Forward* IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENGELFENiR. H, Region 3. San Franeleco, Office of the Director. 
60/11/24. Ip. 07262:100. 


8012290008 Respond* to IE BoUstin 00-13, “Possible Loss of Emergency 
Notification Sys W/Loss of Offsite Power." Adnlnistretive 
Procedure HPAP C-ll will ba revised to Incorporate Item 3. 

Related correspondence. 

CRANE.P.A, Pacific Gas 4 Electric Co, 80/11/29. 2pp. 07344:201. 
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8012160124 Foruiard? Buppl 1 to tE Int’o Notice 60-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange," No written response 
required. 

EHOELRENi R. H Region 5, San Francisco, Office of the Director, 
80/11/26, ip. 07262:076. 


8012290342 Completes response to IE Bulletin 79-02 re concrete 
eipansion anchor bolts used in pipe support base plate 
design, Rept on insp, tost s, ana lys 1 s t; rework of seismic 
Category 1 pipe supports end Related correspondence. 

CflANSpP.A. Pacific Gas U Electric Co 00/12/03. 475pp. 07333:144. 


--0012220506 Forwards tabulation i summary of IE survey on low level 
waste at 01 reactors Low level waste storage facilities 
have been erpanded at 377. of reactors surveyed w/Tl'/. 
planning or considering increasing storage capacity. 

BAN3ART. H.L Effluent Treatment Systems Branch, 00/11/06. Bpp 


8012110532 Responds to NUflE<5-0737, "Clarification of Till Action Plan 
Requirement," Item II,R3, 30, re small break LQCA methods to 
show compliance u/lOCFRSO App R, GE. vendor for Dicfl.uill 
discuss w/NRC approach to requirement by 801215. 

gTLEV, E.E. Carolina Power {■ Light Co 80/!2/10. ip. 07223:104. 


8012300466 Requests relief from lOCFRSO. 55a (g ) <4 ) , by specifying that 
ASM? boiler fc pressure vessel code, Section XI, 1977 edition 
u/addenda through Summer 1970, ef feet Ive 801101, be applicable 
code for first 10-yr inservlce Insp interval. 

CRANE, P. A. Pacific Gas t, Electric Co. 80/12/23. 2pp. 07347:066. 


BOI2160319 Responds to NRC 800924 request for commitment to install GE 
design package to provide Class IE power supply to reactor 
protectlcn sys at f ac 1 1 i ty Pac kago will be installed during 
neict refueling outage. 

UTLEY, E, E. Carolina Power t- Light Co. 00/12/10. Ip. 07262:007. 


S. Reportable occurrences, LERs 4; related correspondence 


8012160332 Final deficiency report re cracks in Pullman field welds, 
originally reported 790503 Cause attributed to Improper 
control of welding parame ters, Unaccep tab le welds repaired or 
entire joint modified. Improved welding procedures now used. 
CflANE.P.A. Pacific Oas 4 Electric Co, 00/12/09. 3pp. 07187:001. 


0012160460 Responds to request for info re effect of spillage on ECCS 
p er f ormanc e . Al so responds to IE Bulletin 79-OlB, "Erivirois 
Qualification of Class IE Equipment. " 

UTLEY, E, E. Carolina Power 4 Light Co. 80/12/10. 2pp. 07263:045. 


B012220256 Forwards Amends 31 4 52 to Licenses DPR-7t It DPft-62i 
respectively 4 notice of issuance 4 aval lab 1 1 i ty. 

IPPOLITO, T, A. Operating Reactors Branch 2. 80/12/10. 3pp. 

07306: 221, 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


H. Oenaral correspondence 


0012230320 Advises of facility personnel change re appointment of MD 
Hill as maint manager, Tra in ing 4 experience discussed. 

UTLEY, E.E. Carolina Power 4 Light Co. 00/12/19, 2pp. 07314:093. 


P. Operating license stage documents 4 correspondence 


8012020409 Responds to 800926 Itr 4, 001000 teleon w/Hlllman requesting 
approval o* route to ho used for transporting irradiated 
reactor fuel. Route approved. 

MCCORW E, 0. W. Physical Security Licensing Branch. 00/10/14. Ip. 
07148: 127. 


— rB01222026S Amends 31 4 S2 to Licenses 71 4 62, requiring maint of 
safeguards contingency plan to be imple, rented within 30 
days of Commission approval. 

IPPOLITO, T^ A. Operating Reactors Branch t. 80/12/10. 2pp. 
07306: 224. 


— 8012220271 Notkce of issuance 4 availability of Amends 31 4 52 to 
Licenses OPR-71 4 DPR-62. r espee 1 1 vely . 

IPPOL ITOi T, A. Operating Reactors Branch t 00/12/10, 8pp. 
07306:220. 


H012230470 Forwards commitments for completion of items In NUREO-0737, 
"Clarification of TMl Action Plan Require.ments, " in response 

to 801031 request, 

UTLEY, E.E Carolina Power 4 Light Co, 00/18/15, 82pp 07314:141. 


8012160050 Ltr to operating plant licensees, OU applicants 4 CP holders. 
Forwards NUREO-0737 re TMI action plan requ irements. Requests 
operating reactor license© confirmation In 45 days that 
End 1 implementation dates will be met. 

E18ENHUT, D. 0. Division of Licensing. 80/10/31. 7pp. 


J0182209Y5 Advises that uttl will provide schedule for required 8HR 
scram sys mods within 30 days of receipt of final SER. 

“ pACiiar fj Liohfc Co. «•* 


IJTI PV. P F 




Q, Inspection reports, IE Bulletins 4 correspondence 


BO18220358 Utr to all CP 4 OL holders for DNRs re requirement for 
Implementation of ODVN code for licensing basis calculations 
performed by GE. App 1 Icab 1 e to all license applications 4 
proposed amends, Inc lud Ing core reloads. 
eiSEUHUT, D. 0. Division of Licensing. SO/ll/04. 4pp. 


0012090201 Forwards IE Insp Rapts 50-325/60-39,50-324/90-364 
50-261/80-27 on 800904. No noneomp 1 lance noted. 

STOUR, J. P. Region 2, Atlanta, Fuel Facility 4 Materials Safety 
Branch. 80/10/21. 2pp 07202:264, 


0012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BUR Feedwater Noiile 4 Control Rod Drive Return Line 
Moiile Cracking." Confirmation that Imp le.nenta t ion dates 
will be met must bo sent within 45 days. N/o end. 

EI8ENHUT, D. 0, Division of Licensing. 80/11/13. Ip. 


--8012090210 IE Insp Rept 50-325/80-39, 50-324/00-36 4 SO-261/80-27 on 
800904. No noneomp I lance noted. Major areas inspected: 
circumstances surrounding erroneously recorded personnel 

Hr*AY*J. R , OIDSON, A. F, Region 2, Atlanta, Office of the Director 
aO/lO/Bl. 5pp, 07202; 246, 


8012020643 Forwards BWR owners group design 4 operational criteria for 
scram discharge sys. Criteria viewed as being responsive to 
requirement of providing assurance of reliable 4 safe 
operation of sys. , . * 

WATERS, D. Q. Carolina Power 4 Light Co. 30/11/24. 4pp. 07148:013. 


0012150190 Forwards IE Info Notice 00-37, “Conta in.sent Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 2. " No urlttoTV 

O'REILLY. J*p'^*''R^g ion 2- Atlanta, Office of the Director. 60/10/24. 
»P- 


8012030721 Notifies that on 801085, to Install mod, fire barrier 
penetration limiting condition for operation was generated 
on portion of diesel generator intake ventilation sys, Work 
completed beyond designated time frame. 

TQLLIBOH, A. C. Carolina Power 4 Light Co. 80/11/26. Ip. 07151:233. 


012040551 Forwards Vols l 4 2 to Revision I of 90-day rept re IE 
Bulletin 79-018, "Envlrcii Qualification of Electrical 
Equipment." Rept contains data of original rept plus addl 
data developed since 800919 












0018050436 Advises that schedule for testing adequacy of electrical 
distribution sys voltage, as detailed in 001015 ltr, will not 
be completed until 810131, Data will be eo,npared to analysis, 
u/results submitted to NRC by 010331, 

UTlEY, E. E. Carolina Power 4 Light Co. 80/18/02. Ip. 07171:313. 


8012170/05 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Kfg by Valcor Engineering Carp " No written response 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. BO/lO/31. 
ip. 07264: 122. 


8012100495 Informs NRC that util will attempt to meet 086630 deadline 
re qualification of safety-re lated electrical equipment, In 

response to NRC 801024 orders, 

UTLEY, E.E. Carolina Power 4 Light Co. 00/12/04. app. 07218:309. 


9012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
60/18/04, 2pp. 


9012230045 Forwards IE Circular 80-23, “Potential Defects in Beloit 
Power Sys Emergency Gonarators." No written response 

a*REiLLYiO. P Region 2. Atlanta, Office of the Director. BO/10/31. 
Ip. 07311:844, 


1012110767 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by MalcolmJ 
Found.-y Co. Inc. ” Written response required, an.,, . /ni 

0 'REILLY, J. P. Region 8. Atlanta, Office of the Director. 00/11/06. 

Ip. 
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012030337 Foi-uarJs IK Ir.r.j Notice eCI-40, ‘Encessive Nitroaen Supply 
I'csiure Actuat-ea n^ljpp V^lse Cp^^i'^tiorv to Caus& 

sector Deprea^vriratioii hJc- written required. 

U'REIl.UY, J P Rayiori J. Atlanta, Office of the DiPBctor 60/11/07 
'P 07150: 147. 


Forwards IE Info Notice B0~41. ''Failure of Sulnj Check 
valve in Decay Heat ReircvaJ Sj s at Davis Oesse Unit I, " No 
V'aspefiae rsiiulred 

Q REIi.,I¥,j p fiegion S' Atlantai Office of the Director, 60/11/10. 
«P- 07132:294 


0120a00*7 Submits i.nmeeliate repb per IE Bulletin 60-17. On B011l2i 
while performing periodic test 3 1 . 6.= . d e terral ned that 
chor>nel% A b C uouliJ nat trip turbine oti high erhauet 
prcisure. Channels A b C recalibr b sys returned to svc. 

TOLLISOMiA C Carolina Po'uer 1: Light Co 60/11/13, Ip. 07169:177. 


^^^•’0157 Foruards IE DuMetiri 50-23, 'Failures of Solenoid Valves 
'■Irg b *1 Valcor Engineerirg Corp. " Requires estimate of 
•nanpouer associated u/oorrecti ve actions. 

Q 'RE ILLY, v). p, Region 2, Atlanta. Office of the Director BO/Il/14, 

Ip 


^^3Q‘i04i>3 Forieards IE Qutletin 30-24. "Prevent io'n of Damage Due to 
■Wafcet* Inside Ccrtainm^nt. " response 

rac^u i r ed. Reciueits info on manpouer eipended, 

a 'HE lUI-Y. J. P. Region 2, Atlanta. Office of the Director. BO/ll/ZI, 
*P 07163:334 


— 8012190440 IE Insp Repts 50-325/80-3* i 50-324/80-33 on 600702-04. 
None onp 1 i ance no ted : f a i lure to determine whole body 
radiation dose. 

PUCKETT. J M. Region 2. Atlanta, Office of the Director. 

GIBSON, A. F. Region .9. Atlanta, Fuel Facility 1, Materials Safety 
Branch 80/10/09. 9pp 07286: 252. 


R Periodic operating repo, ts 1. related correspondence 


80121S0035 Forwards monthly operating repts for Nov 1980. 

TOLl. ISON, A. C Carolina Power i: Light Co. 00/12/08. tp. 07167:001, 


-8012150096 Monthly operating repts for Nov 1980. 

WILLIS, E. Carolina Power I- Light Co. 80/12/02, 13pp, 07187:001. 


S. Reportable occurrences, LERs 4; related correspondence 


8012020571 Forwards LER 80-083/01 T-0. 

TOLL ISON, A C. Carolina Power t. Light Co. 80/11/20. Ip. 07145:256. 


--801202057S LER 80-083/01 T-0: on SOI 1 10, crac ked weld found In structural 
steel beam In reactor bldg, Caused by lack of fusion on welds 
of angle clips attaching beam to Imbedded wall plate. Oeam 
rowe 1 ded , us tug larger clips. 

TOLLISON. A C. Carolina Power b Light Co, 00/11/20, 4 do 
07145:259. 


D1 S'l'SOOa.'G Acs receipt of 601030 1 tr responding to IE Bulletin 79-016, 
S'jppl 3, "Environ Qualification of Class IE Equipment. " 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction ii Engineering 
Support Sranch. 80 / 11 / 21 . Ip 07240: 351 . 


}lS0'5C62t Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Gnubbar Fluid " Ho written response required. 

□■‘HEIt.UY. J P Region 2. Atlanta, Office of the Director. 60/11/24. 
Ip. 07174:111 


BO 1 2020496 Forwards LER 80-093/03L-0. 

TOLLISON, A. C. Carolina Power b Light Co. 80/11/21. Ip. 07143:249, 


--6012020520 LER QO-093/03L-0: on 801 102, control rod 30-11 discovered not 
to have full-in indication when fully inserted, Caused by 
failure of reed switch in rod position Indicator probe. 

Problem to be corrected during nett outage. 

TOLL I SON. A C. Carolina Power tk Light Co, 60/11/21. Ip 
07143:250. 


>lrf.,v3of>ia Suppls 801105 response to IE Bulletin 60-11 re masonry wall 
design if ef ic i eni ies. A1 L multiple uythe walls will behave as 
eonposite walls Cltem. Zbiiiiia) 

FUaR,a.,J. Carolina Power b Light Co. 80/11/25, 4pp, 07311:181. 


5'12!170496 Forwards IE Info Notice 90-29, Suppl 1 . “aroVen Studs on 
Terry Turbine Steam Inlet Flange, '' No written response 
r eq,u i r ed . 

O 'RES(-f.V. J. P Region 2, Atlanta, Office of the Director. 80/11/26 
Ip. O7Z'6a:O70 

s 

1'I231l> 4'90 Responds tcp IE Sulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc ' Valve p.arts mfg by Malcolm Foundry 
Co, Inc are not in use at facility. 

FI/RR. B. O. Carolina Power Light Co 80/12/08. Ip. 07370:024. 


|1S310<I<?4 fiesponds to If. Sullstin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Cerp " No valves or valve parts 
mfg by t.'.alc9r Engineering Corp are In use at facility. 

FCiRfl. B. J. Carolina Power b Light Co 80/12/06, ip. 07370:025, 


"15160460 Responds to request for info re effect of spillage on ECCS 
p er f orname e. Al so responds to IE Bulletin 79-OlQ, -"Environ 
Qualification of Claes IE Equipneot '* 

L/TtE'/, E. Ev. Carolina Power Light Co, 80/12/10. 2pp. 07263:045, 


tai9Q4J4 Acl receipt of 801030 Itr inforining NRC of steps taken to 
correct violations noted in IE Insp Repts 50-325/80-36 i 
50-324/00-33. 

STOHR. J. P. Region 2, Atlanta, Fuel Facility b Materials Safety 
Branch 80/12/10 Ip 07266:246. 


SO12190436' Responds to NRC BODIO !tr re violations noted in IE Insp 
Repts SO-BBS.'fiu “36 6 50— 324/30-33. Corret tive actions: 
evalua'tton i.Tplemanted for comparison 4, documentation of 
Tl.D 4v pocket dosimeter results. 

TOLLISCN.A.C Carolina Power Light Co. 80/10/30 2 q o 
07Stfi,;a47. 


eOIJ?l /0430 Forwards IE Insp Repts 50-335/60-36 6 50-324/80-33 on 
Q00902-04 t; notice of violation 

STOFiarJ. P. fiesion 2, Atlanta, Fuel Facility t Materials Safety 
Branch. eO/lO/lQ 2pp. 07286:249 


B01i3t‘?0434 Notice of violation from imp on 800902-04. 

* Region 2, Atlanta, Office of the Director, atJ/10/09 In 

07SB&; ast. 


0012090352 Forwards LER eo-092/03L-0. 

TOLLISON, A. C, Carolina Power t. Light Co, 80/12/03. Ip. 072Q2:386. 

— BOI20903S6 LER 80-092/03L-0: on 801106,06, 12, 15, 18,22 ti 23, containment 
atmospheric monitor 2-CAC-Ar-l259, Bee kman model F3, tripped 
due to loss of sample flow. Caused by water accumulation In 
torus sample line to monitor, Hater re.noved. 

* Carolina Power b Light Co. 80/12/03, 2pp, 07202:357. 


8012100497 Forwards LERs identified as missing in 801104 memo. Enel 
LEris cancelled 

LEHIB.R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/13/03 Ip. 


3012100513 LER 00-051 has been cancelled. 

•* Carolina Power b Light Co, 80/12/03 !p. 07210:102, 

0012100453 Forwards LER QO-09S/03L-0. 

TDLI ISON, A. C. Carolina Power 1 Light Co. 80/12/04. Ip. 07210:029, 

S01210045S LER a0-093/03L-0: en 801107 t: 1108, primary containment oiygen 
concentration eiceeded 4'A limit. Caused by lack of operable 
primary containment atioospher i c moiiltoring equipment. 

Concentration reduced. 

TOLLISON, A, C. Carolina Power ti Light Co. 80/12/04 2pa. 

07218:030. 


8012100456 Forwards LER eo-096/03L-0. 

TOLL ISON, A, C. Carolina Power b Light Co. 60/12/04. Ip. 07216:032. 

3012100459 LER 00-096/03L-0: on QOI 107, primary containment atmospheric 
monitor C-CAC— AT- 1263 doclared inoperative due to erratic 
indications. Caused by instrument drift b defective monitor 
photohelic unit.Analyjar callbr fc unib replaced. 

TOLLISO.N, A. C. Carolina Power t; Lighb Co. 80/12/04. 2 dp 
07218:033. 


8012100567 Forwards LER BO-094/03L-0. 

TQLUSDN, A, C, Caro 1 ina Power b Light Co. 60/12/04. Ip, 07210:156. 


0012100572 LER 0O-O94/O3L-O: on 001 1 1 1, primary containment atmospheric 
iDon i to r, 2“C AC-ATH— 1263, Dec Vman model F3i observed indicating 
upscal e , Caused by defective oiygen analyior 4; defective 
monitor photohelic uni t . Analy ler i unit replaced. 

TOLLIBON, A. C. Carolina Power U Light Co. 80/12/04. 2pp. 

07210:157. 


80i2150a51 Forwards LER B0-O97/03L-0. 

TOLLISQN, A, C, Carolina Power t: Light Co. 00/12/06, Ip, 07240:324. 
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— 8013130256 LEO SO-097/03L-0 on 001112 ^oppression pool level eiceeded 
iSflK allowobte 1 iFnibs Cans ed 6i/ failure of 2D RHR pump 
discharge check valve 2E1 1-F031 to fullg reset follouing 
operation of pump Check valve reset i returned to svc 
TOLL ISONi ft. C. Carolina Power i. Light Co, 60/12/00, 2pp. 

07240: 32S, 


8012170614 Foruiards LER EO-082/03L-0. 

TOLL ISON, A. C. Carolina Power t< Light Co. 80/12/08. Ip 07264:234. 


■8012170625 LER B0-Oe2/03L-0 : on 001114, Unit 2 reactor scrammed. Dur ing 
subsequent s tar tup , c oo 1 an t activitg exceeded Tech Specs 
Caused bg leaking fuel element Fuel bundles uill be 
sipped during neit refueling 1 leaking bundles removed 
TQLLISONi A.C. Carolina Power i- Light Co 00/12/08, 6pp. 

07264 ; 235, 


3012220351 Menroutine 30-dag radiological environ event rept:on BOIHO, 
radioiodine analgsis results detected (—131 increase in milk 
samples at Sample Stations 35 tt 37. Caused bg apparent fuel 
element leaks In Unit 3 reactor core. 

TQUUISOH, ft. C. Carolina Power i Light Co. 90/12/09 5pp. 

07309; 002. 


0012160433 Forwards LER 80-101 /03L-0. 

TOLLISON, A. C. Carolina Power ft Light Co, 80/12/10. ip. 07254:165. 


— 3012160440 LER SO-lOl /03L-0: on BOl 1 1 5, reac tor core isolation cooling 
turbine tripped due to high turbine exhaust pressure. Caused 
bg turbine exhaust swing check valve, 2-E51-F040, fai 1 ing In 
closed p os i t i on. Va i ve repaired. 

TOLLISON, ft C. Carolina Power ^ Light Co. 80/12/11. 2pp. 

07254: 166. 


8012160469 Forwards LER BO-099/03L-0, 

lOULISON. A, C, Carolina Power »: Light Co. aO/12/11, Ip, 07254:234, 


— 3012160477 LER BO-099/03L-0 : on 801 1 1 5i p r Ima rg containment atmospheric 
nonltor indicated er ra tica 1 Ig. Caused bg instrument drift. 

Both monitor oiggen analgier fj transmitter recal ibr. Th i s 
ft similar monitors to be replaced in Future. 

TOLLISOM, A, C. Carolina Pawe,- 4: Light Co. 00/12/11, Ip. 

07254:235. 


3012190525 Forwards updated LER 80-075/03L-1 , 

TOLLlSOtli A, C. Carolina Power 4 Light Co. 00/12/12, Ip. 07287:192, 


■3012190536 Updated LER SO-075/03U-1 on 801022, ft loop RHR Svc water sgs 
low suction pressure annuciator alarmed despite normal 
pressure. Caused bg cracked pressure sensing line on A loop 
flHR Svc water sgs pressure switch 1-SW-PS-i 176. 

TOt-LISON, A. C, Carolina Power 4 Light Co. 00/12/12. 2pp. 

07207: 193, 


8012290349 RQ: on 001117 Unit 3 fire barrier limiting conditions of 
operation generated on tuo inoperable fire doors in diesel 
generator bldg to allow repair. Due to unava i lab 1 1 1 tg of 
replacement hardware, f Ire door DO 125 presentlg inoperable. 

TOLl ISOtli A. C, Carolina Power 4 Light Co. 00/12/15. ip. 03797:066. 


S012220425 Forwards LER 30-076/03L-0, 

TOLLISON, A.C Carolina Power 4 Light Co. 00/12/15. ip. 07307:356. 


—3012220436 LER Q0-076/03L-0: on 801 1 19, swi tch 1 of 2-D21-PS-N0aiD found 
out of cal ibr. Caused bg instrument drift. Switch recalibr 4 
returned to operation. Instrument to be replaced. 

TOLLISON, ft. C. Carolina Power 4 Light Co. 80/12/15, Ipp 
07307:357. 


8012220403 RO: special rept per Tech Spec 3. 7. 0a. On 001111, Unit 2 fire 
barrier limiting condition For operation generated on two 
Fire doors in dlesol generator 4-dag tank room area. Uork not 
completed within time frame due to complexitg of mod. 

TOLL ISON, ft. C. Carolina Power 4 Light Co. 80/12/15. Ip. 07304:111. 


3012220490 Spec la 1 rept; on 801111, fire barrier limiting condition for 
operation was generated on two fire doors in diesel 
generator 4-dag tank room area to facilitate routing uelding 
cables used for work required bg plant mod. 

TOLLISON, A. C, Carolina Power 4 Light Co. 80/12/15, Ip. 07304:110. 


8012220324 Forwards LER 80-051 /03L-0. 

TOLLieON. A. C, Carolina Power 4 Light Co. 80/12/16. Ip. 07307:332. 


--0012220330 LER 80-051 /03L-0 on 801 1 16, d i scovered monitor particulate 
collector unit w/tuo missing Q rings 4 misaligned 
particulate filter support surface. Caused bg loose screws. 

Rings replaced 4 screws properlg tensioned. 

TQLLISDN, A, C. Carolina Power 4 Light Co. 80/12/16, 2pp, 

07307: 333 


0012230434 Forwards updated LER 80-069/03;.- 1 

TQLLISnil.A C Carolina F^'o^er t t.ight Co 30/12/17 ip. 07314:1 14. 


80122.30443 Updaled LER 00-069/031. - 1 : on 800907, dur i ng testing after 
refueling w/reactor core isulatlon coaling turbine running 
4 pufip at 250 pkig diicti-arge pressure, no flow indicated on 
reactor core itolati'Jii cuolirg flow e'-E5l-FIC-R6C0. 

TOLLISC'JJ, A C Carol ins Power / Light Co. 80/12/17. 20pp 
07314- 1 1 5 


8012230369 Forwards LER 90- 103 .'031.-0 

TOLLISON, A.C Carol Iti.i Power 4 Light Co 90/12/18 ip 07311:258. 


--6012230373 LER 80- 1 03/03L-'0. on 00 1 1 1 0, d ur i ng reactor startup while 
investigating cause of speed indication problems w/reactor 
recirculation pump 2, k pump motor generator unit tripped 
Caused bg technician I nadvertenVlg shorting electrical lead. 
TOLLISON. ft C Carolina Fouer 4. Light Co. 80/12/10. ip 
07311; 259 


0012230501 Forwards LER 00-009/031.-0. 

TOLLISON, AC Carolina Power 4 Light Co 90/12/13. Ip, 07316:229. 


8012230505 LER 60-089/C-3L-0, or. 901 120. emerg e nc g recirculation Fan 
18-14-3450 would not start during control bldg emergontg 
filters ventilation sgs functional test Caused by fan motor 
thermal overloads tr ipp i ng, Thermal overloads reset, 

TOLLISON, A. C. Carolina Power t Light Co. 00/18/19 2pp. 
07316:230. 


8012300398 Forwards updated LER 80-075/03L-2 

TOLl ISDN, A. C, Carolina Power 4 Light Co 90/12/19. Ip. 07359:350. 


—0012300402 Updated l.ER 80-075/031.-2 on 301022, loop A RHR svc water sys 
lou suction pressure annunciator alar.ned despite normal sgs 
pressure. Caused by cracked pressure sensing line nn pressure 
switch 2-ElJ-PS-l 176. ftssemb ig replaced 

TOLLISON,/!. C. Carolina Power 4 Light Co 00/12/19. Ip. 

07359: 3S1, 


8012300472 RO 2-80-118: on 80f2C'9, while performing maint on water pump 
dischai'ge check valve, heatup to approi 212 F resulted. 

STS change request being considered to accommodate similar 
malnt needs in future 

TOLLISatl, A, C. Carolina Power { l.ight Co, 80/12/22. 3pp, 

07359: 141 , 


6012300575 Forwards LER 80-104/031.-0, 

TOLLISON. A.C. Carolina Powdr 4 l.ight Co 80/12/23. Ip, 07362:309. 


— 8012300579 LER 0O-IO4/C'3u-O on SO 1 1 28, c o nta i nmon t atmospheric monitor 
2-CftC-AT-l 263 tripped due to low sample flow. Caused bg 
moisture accumulation in monitor sample inlet, air drger 4 
photoheldc uni t . hlo 1 s ture drained 4 purged. 

TOLLtSON.ft C. Carolina Power 4 Light Co, 80/12/23. 2pp. 
07362:310. 


0O123OO5S3 Forwards LER 0O-O91/O3L-O 

TOLLISUN. A. C Carol ina Power I Light Co. 00/12/23, ip. 07362:315. 


— 0O123OOSSV LER 80-091/031.-0 on 001 126, hgdrauUc snubber Q-SW-142SS1A9 
on conventional svc water sgs anti s iphon itig stocture found 
■w/loose pipe clamp allowing snubber to slide doun pipe 4 
become Inoperab le. Caused bg vibration loosening clarip bolt. 
TOLLISON. ft C, Carolina Power 4 Light Co, 80/12/23, 2pp. 

07362; 316 


U. Congress i onal/Ekecut i ve Correspondence 


8012010534 Responds to 800929 request that studg be conducted re 
effects of oil spill near intake structure. Studg initiated 
on 800915. When util completes analgsis of oil ref inerg, NRC 
evaluation uill be performed 4 results will be forwarded. 
DIRCKS, N J, Office of the Eiecutive Director for Operations. 
80/11/10. 4pp, 07093 C 60 


■601201058? Requests study of effects of oil spill be coiiductod due to 
Orunsuiclr Energg Corp plans to erect oil refinery in plant 
vicinity. 

ROSE.C. House of Rep. 80/09,29. ip. 07095:064, 
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H. Oeneral correspondence 


8012230328 Advises of facllitg personnel change re appointment of HO 
Hill as maint manager. Training 4. eiperience discussed. 

UTLEV, E.E Carolina Power 4 Light Co. 80/12/19. app. 073i4; 093. 
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P. Operating license staje da c ij«)qr>t s 1: carrespend sne e 


aOlS16{>'3SO Ltr to operating plnot licensees.OL applicants t CP holders. 
Forwards NiiRGG"0737 re TMI action plan r a gu i r ement s . Re^cj e s ts 
operating reactor licenses confirmation in *i5 days that 
Enel 1 inp 1 ernenta t i on dates (Jill be inet. 

EISEtlHUT) D. S. Division aP Licensing. eO/lO/ai. 7pp. 


BOISSEOS^S Ltr to all CP it GL holders for SiiRs re requirement for 
lop I erienta t i on of QDVH code for licensing basis calculations 
performed by OE. jftpp licab 1 e to aS) license applications 4; 
proposed anendsi i nc lud i ng core reloads. 

ElSEflH'JT’D G. Division of Licensing. 60/11/04. 4pp 07307:333. 


60l2SS03b3 Ltr to all power reactor licensees forwarding NtlREO-OAl “fi 
“Bl'iH Feedwater Noille 4 Conti ol Bod Drive Return Lire 
Koiile Cracking." Confirnatioo that inpleinenta t i on dates 
uilll be pet must be sent uithin 45 days H/o enc 1 . 

EISEIlfCJTi 0. G. Division of Licensing. 80/11/13. Ip. 


S0120S0&43 Forwards J3WH owners group design U operational criteria for 
scram discharge sgs. Criteria viewed as being responsive to 
requirement of providing assurance of reliable 4< safe 
operation of sys. 

WATEHS. D. D. Carolina Pewer 4 Light Co. 60/11/34 4pp. 07148:013. 


6012030721 Notifies that on 601023> to install modi fire barrier 
penetration limiting condition for operation was generated 
O'n portion of diesel generator inteis ventilation sys. Hork 
completed beyond designated time frame. 

TOLLJSON. A. C Carolina Power 1 Light Co. 30/11/26. tp. 07151:233. 


6012050436 Advises that schedule for testing adequacy of electrical 
distribution sys voltage^as detailed in 601015 ltr<uiill not 
be completed until 610131. Data will be compared to analysisi 
iif/results subinitted to hcRC by 6)0331. 

UTLEVjE. E. Carolina Power 4. Light Co. 60/12/02. Ip. 07171:313. 


80121004'95 Informs NHC that util will attempt to meet 620630 deadline 
re qua 1 i f icat 1 on of safety-related electrical equipment! In 
raspanse to NRC 601024 orders 

VTLEViE. E Carolina Power S: Light Co 80/12/04. 2pp. 07218:309. 


8012220465 Responds to 300911 memo rsquesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site condl ti ons. Forwards 
results of IE survet;. 

DENIGNiH. R. Office of Nuclear Reactor Regulatiohr Director. 
80/12/04. 2pp. 


— 6012220506 Forwards tabulation 4: sum.mary of IE survey on tow level 
waste at 51 reactor s . l.ou level waste storage facilities 
have been eipanded at 37X of reactors surveyed (ii/71’4 
planning or considering increasing storage capacity. 

BAMSARTi n. L. Effluent Treatment Systems Branch. 60/1 1/06. 0pp. 


6012110562 Respends to HUfiEO-0737. "Clarification of TMl Action Plan 
Requirement!. •' Item 11, il 3. 30, re small break LOCA methods to 
show canpllance w/tCCFRSO App K.GE! vendor for BNR.uill 
discuss w/NRC approach to requirement by 001215 

OTLEf. E. E. Carolina Power 6 Light Co. 30/12/10. Ip. 07223:104. 


6012163319 Responds to NRC 800924 request for commitment to install OE 
design package to provide Class IE power supply to reactor 
protection sys at fac i 1 ity. Package will be installed during 
nert refueling outage. 

UTLFfiE.E, Carolina Power 4; Light Co. 30/12/10. Ip, 07262:007. 


B012160460 Responds to request for info re effect of spillage on ECCB 
peTformaJite. Also responds to IE Bulletin 79-OlBi “Environ 
Qualification of Class IE Equipment. “ 

UTLEf, E. E. Ca,rollna Power 4 Light Co. QO/12/10. 2pp. 07263:045. 


3012220256 Forwards Amends 31 4 52 to Licenses DFft-71 L DPR-62i 
respectively fc notice of issuance 4 availability. 

IPPOLITO. T, A. Operating Reactors Branch 2. 80/12/10. 3pp. 

07306:221. 


’B012S80265 Amends 31 ti 52 to Licenses 71 A 62! requiring malnt of 
safeguards eontingoney plan to be implemented within 30 
days of Commission approval. 

IPPOLITO. T. A, Operating Reatftars Branch 1. 60/12/10. 2pp. 

07306; 224. ^ 


■8012220271 Natice of issuance 4 availability of Amends 31 4 S2 to 
Licenses DPR-71 L DPR-62, raspee ti ve ly. 

IPPOLITO. T, A, Operating Reactors Branch 1. 60/12/10. 2pp. 

07306:228, 


8012220332 Advises of eitension of containment water level m(jnltorlog 
mod to 620101, 

UTLEY, E, E. Carolina Power 4 Light Co, 80/12/12. 2pp. 03797:069. 


8012230470 Forwards commi tmon t s for eo.mpietion of Items In NUREO-0737! 
"Clarification of TUI Action Plan Rsqul rementsi " in response 
to Q01031 request. 

UTLEY. E.E. Carolina Power 4 Light Co. 80/12/15, 22pp. 07314:141. 


8012220295 Advises that util will provide schedule for required BHR 
scram sys mods uithin 30 days of receipt of final SER. 

UTLEY. E, E. Carolina Power 4 Light Co. 00/12/16. Ip. 03797:071. 


Q. Inspection reports. IE Sulletins 4 correspondence 


8012090201 Forwards IE Insp Repts 50-325/60-39.30-324/80-36 4 
S0-26I/S0-27 on 800904, No noncompliance noted. 

STOHR. J. P, Region 2. Atlanta. Fuel Facility 4 Materials Bafety 
Branch. 80/10/21. 2pp. 07202: 264. 


— B012090210 IE Insp Rept 50-323/80-39.50-324/80-36 4 50-261/60-27 on 
300904. No noncomp 1 iane e noted. Major areas Inspected: 
circumstances surrounding erroneously recorded personnel 
eiposuras. 

MRAY.J, R, I GIBSON. A F. Region 2. Atlanta. Office of the Director. 
80/10/21, 5pp. 07202: 266, 


8012150190 Forwards IE Info Notice 80-37. “Containment Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 8," No written 
res ponso required, 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 0/240:287. 


8012040551 Forwards Vols 1 4 2 to Revision I of 90-day rept re IE 
Bulletin 79-OlOr "Environ Qual 1 f ica t Ion of Electrical 
Equipment." Rapt contains data of original rept plus addl 
data developed since 800919. 

FURR, a. J. Carolina Power 4 Light Co. 80/10/30, 600pp. 07153:103. 


8012170785 Forwards IE Info Notice 00-39, “Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Carp. " No written response 
required . 

O'REILLYi J. P, Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 07264:122. 


8012230045 Forwards IE Circular 80-83, “Potential Defects in Beloit 
Power Sys Emergency Generators, " No written response 
required. 

O'REILL V, J. P, Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip 


8018110767 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Halcalw 
Foundry Co. Inc. " Ifritten response required. 

Q'REILLVi J, P, Region 2. Atlanta, Office of the Director. 80/11/06 
Ip. 07225:191, 


6012030367 Forwards IE Info Notice 80-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri lat Ion " No written reiponie required. 

O 'REILLY. J, P. Region 2, Atlanta. Office of the Director. 80/11/07. 
Ip. 07150:147. 


8018080316 Forwards IE Info Notice 80-41, “Failure of Swing Cheek 
Valve In Decay Heat Removal Sys at Davis Beise Unit 1.*' No 
response required, 

O'RElLLYr J, P. Region 2, Atlanta, Office of the Director. 80/11/10. 
Jp. 07162:294. 


8012080047 Submits Immediate rept per IE Bulletin 80-17. On 801112, 
while performing periodic test 2. 1. BP, determined that 
channels A 4 C would not trip turbine on high exhaust 
pressure. Channels A 4 C rocallbr 4 sys returned to ivc. 

TOLLISON. A. C. Carolina Power 4 Light Co. 80/11/13. Ip. 07109:177. 


B012040157 Forwards IE Bulletin 60-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp, " Requires estimate of 
manpower associated u/correctlve actions. 

O'REILLY, 0. p. Region 2, Atlanta, Office of the Director. 80/11/14. 
Ip, 07158:071. 


BO1204046B Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment," Written response ‘ 

required. Reques ts Info on manpower expended. 

O'REILLY. U. P. Region 2. Atlanta. Office of the Director. 80/11/81. 
Ip, 07163:354. 


8012150029 Ack receipt of B01030 ltr responding to IE Bulletin 79-OlB, 
Suppl 2, "Environ Qualification of Class IE Equipment." 

MURPHY, C.E. Region 8, Atlanta. Reactor Construction 4 Engineering 
Support Branch, 80/11/21. Ip, 07240:351. 
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9012090621 Faruards IE Info Notice 0O-<(2i "Effect of Radiation on 
Hgdraulie Snobber Fluid." No written reaponse rcauired, 

O'REIU, V. J. P. Region 3' fttlantai Office of the Director. 80/11/24. 
ip. 07174:111. 


BO1223OO10 Supple 801105 responee to IE Bulletin BO-11 re matonrg wall 
daaign def le lone ioa. A1 1 multiple uigtho walls will behave as 
composite walls (Item 2b(iii)a). 

FURR<B.J. Carolina Power Light Co. 00/11/23. 4pp. 07311:181. 


8012170496 Forwards IE Info Notice SO-29, SuppI 1; "Broken Studs on 
Terrg Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY. J. P. Region 2i Atlanta. Office of the Director. 00/11/26. 
Ip. 07268:070. 

0012310490 Responds to IE Bulletin 00-21, "Valve Yokes Supplied bi) 
Malcolm Foundry Co, Inc. " Valve parts mfg by Malcolm Foundry 
Co. Inc are not in use at facility. 

FURR. B. J. Carolina Power &; Light Co. 80/12/08. Ip. 07370:024. 


8012310494 Responds to IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Englnearing Corp. " No valves or valve parts 
mfg by Valeo,' Engineering Corp are in use at facility. 

FURR. B, J, Carolina Power 4, Light Co. 80/12/00. Ip. 07370:029. 


8012160460 Responds to request for info re effect of spillage on ECCB 
performance. Also responds to IE Bulletin 79-'01B< "Environ 
Qualification of Class IE Equipment. " 

UTLEY. E. E. Carolina Power t. Light Co. 80/12/10. 2pp. 


8012190414 Aelc receipt of 001030 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-325/00-36 t< 
90-324/00-33. 

STOHR.J.P. Region 2, Atlanta, Fuel Facility 4< Materials 8afety 
Branch. 80/12/10. Ip. 07286:246. 


•8012190426 Responds to NRC 801010 Itr re violations noted in IE Insp 
Repts 90-329/80-36 Si 90-324/00-33. Correc 1 1 ve aetioni: 
evaluation implemented for comparison 6 documentati on of 
TLD *1 pocket dosimeter results. 

TOULISON, A. C. Carolina Power i; Light Co. 80/10/30. 2pp. 

07206: 247. 


•8012190430 Forwards IE Insp Repts 50-325/00-36 Si 50-324/80-33 on 
000902-04 S; notice of violation. 

BTOHR.J.P. Region 2, Atlanta, Fuel Facility U Materials Safety 
Branch. 00/10/10. 2pp 07206:249. 


■8012190434 Notice of violation from Insp on 000902-04. 

» Region 2. Atlanta. Office of the Director. 80/10/09. Ip. 
072B6: 291. 


•0012190440 IE Insp Repts 30-329/80-36 S', 90-324/00-33 on 000902-04. 
Noncomp I lance no ted : f a I iur o to determine whole body 
radiation dose. 

PUCKETT, V.M. Region 2, Atlanta. Office of the Director. 

OIBSOH.A. F. Region 2, Atlanta, Fuel Facility St Materials Safety 
Branch. 80/10/09. 9pp. 07206:252. 


R. Periodic operating reports Si related correspondence 


6012150985 Forwards monthly operating repts for Nov 1900, 

TOLLISON, A. C. Carolina Power U Light Co. 80/12/03. ip. 07107:001. 


— 8012190006 Monthly operating repts far Nov 1980. 

WILLIS, E. Carolina Power St Light Co. 00/12/02. I3pp. 07187:001. 


8. Reportable occurrences, LERs S, related correspondence 


0011180692 Forwards LER 8O-O04/O3L-O. 

TOLLiaON, A. C. Carolina Power Si Light Co. 00/11/11. Ip. 06991:279. 


•0011180703 LER BO-O04/O3L-O; on 001016, during normal surveillance, 
containment atmospheric monitor oxygen analyier t-CAC-AT- 
1259-2 was indicating upseal e. Caused by instrument drift. 
Monitor was recalibr Si will be replaced during outage. 

TOLL I BON, A. C, Carolina Power Si Light Co, 80/11/11. Ip. 

06991:280. * 


0012100449 Forwards LER 80-08a/03L-0. 

TOLLISON, A, C. Carolina Power t>. Light Co, 80/11/18, Ip. 07219:398, 


— 8012100492 LER BO-OS0/O3L-O on 00 1020, dor ing normal surveillance, 
containment atmospheric monitor oxygen analyier observed 
indicating downscale Cause-i by loss of sample flow to 
analyier unit, due to excessive condensate in. air dryer. 
TOLLISON. A. C. Carolina Power S, Light Co, 80/11/10, 2pp 
07219:359. 


8012020565 Forwards LER a0-0B5/03L-O. 

TOLLISON. A. C. Carolina Power Si Light Co. BO/lI/26 ip. 07145:255. 


— 6012020569 LER 60-Oa5/03L-0: on G01030, swi tc h 3 of l-B21“HS-N03ia St D 
activated out of tola, ance. Caused by instrument drift, 

Instruments recal ibr. 

TOLLISON, A, C. Carolina Power S, Light Co. 90/11/26, 2pp. 

07145: 296, 


8012220351 Nonroutine 30-day rad iolog teal environ event rept;on 001110, 
radioiodine analysis results detected 1-131 increase in milk 
samples at Sample Stations 39 6 37. Caused by apparent fuel 
element leaks in Unit 2 reactor core. 

TOLLISON, A. C, Carolina Power t; Light Co. BO/12/09. 9pp. 

07309: 002. 


8012220349 RO: on 001117 Unit 2 fire barrier limiting conditions of 
operation generated on two inoperable fire doors in diesel 
generator bldg to allow repair. Duo to unavailability of 
rep lac e.ment hardware, f ire door DO 125 presently inoperable. 

TOLLISON, A, C, Carolina Power U Light Co. 60/12/19, Ip. 03797:066. 


0012220403 RO: special rept per Tech Spec 3. 7. Ba. On 801111, Unit 2 fire 
barrier limiting condition for operation generated on two 
fire doors in diesel generator 4-day tank room area. Work not 
completed within time frame dye to complexity of mod. 

TOLLISON, A, C. Carolina Power fc Light Co, 80/12/19. Ip. 07304:111. 

0012220490 Special rept: on 001111, fire barrier ll.nitlng eo'nditlon for 
operation was generated on two fire doors in diesel 
generator 4-day tank room area to facilitate routing welding 
cables used for work required by plant mod 

TOLLISON, A, C. Carolina Power 6 Light Co. 80/12/19. Ip 07304:110. 


0012230401 Forwards LER ao-0B9/O3L-0. 

TOLLISON, A. C. Carolina Power t Light Co. 00/12/16, Ip, 07311:269. 


•8012230406 LER 00-009/031.-0: on BO 1 120, dur i ng visual Imp of snubbers on 
safety-related sgs, Bergan Paterson HS3A3, located on 
conventional sve water header anti-siphon piping structure, 
determined Inoperable. Caused by excessive wear on piston. 

TOLLISON, A, C. Carolina Power h Light Co. BO/12/16. Ip. 

07311:266. 


8012300429 Forwards LER 60-073/03L“0. 

TOLLISON, A. C, Carolina Power li Light Co, 80/12/19. Ip. 07360:333. 


•0012300433 LER B0-CJ73/03L-0: on B01122,RHR flow Indicator signal 
converter l-El l-FV-3338 would not respond to input signal. 
Caused by remote shutdown panel RHS sys Plow indicator 
l-Ell-FI-3338 loading converter to give Inaccurate response, 
TOLLISON, A C. Carolina Power tf Light Co, 60/12/19. 2pp. 
07360:334, 


6012300571 Forwards LgR e0-077/03L-0. 

TOLL I BUN, A. C. Carolina Power & Light Co. BO/12/19. ip. 07359:082. 


--0012300590 LER 0O-O77/O3L-O: on 601 120, snub b er l-E4t-28al09 found not to 
be connected to pipe clamp on HPCI sys main pump discharge 
p Iplng. Caused by porsonnel error. Personnel to be 
re instructed. 

TOLLISON, A, C. Carolina Power t: Light Co. 80/12/19, Gpp, 

07359; 083. 


U. Congressional /Executive Correspondence 


8012010584 Responds to 800929 request that study be conducted re 
effects of oil spill noar Intake structure. Study initiated 
on 800919, When util completes analysis of oil reflneryiNRC 
evaluation will be performed 4- results will be forwarded. 
DIRCK9, W, U. Office of the Executive Director for Operations. 
BO/ll/lO, 4pp. 07099:060. 


— 0012010589 Requests study of effects of oil spill be cotiductad due to 
Brunswick Energy Corp plans to erect oil refinery in plant 
vicinity. 

ROSE. C. House of Rep. 80/09/29. Ip. 07098:064. 
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DOCHE.I 50-32i5 UNIV. OF CALIFORNitA AT IRVUJE RES. REACTOR 
J. Iniurance i: indemnity informatjon 


SOS202O537 Foruands eieeyted Amends 0 to Indemnity Ajreemantt £-16 U 
E-S3. Amend a sojiersedes Amend 7- th erefone eiecution o# 
auperiedcd amends not rie>ces$ary. 

DE^&SSt S. J California. Univ, of, Berkeley. 60/11/24 3 pd 


J. Insurance indemnity ir\ Formation 


8013020473 Forwards Endorsement 13 to IIAEUU Policy 
FIElDFR. J. Idarsh J: McLennan, Inc . < M t; t1 Nuc laar 
Div. 00/11/25 2pp. 07141:357, 


f1F-l02, 

Consultants, Inc. 


0013100511 Forwards Endorsement 17 to AMI Policy NF 
FIELDER, 0, Marsh 4< McLennan, Inc. , (1 S; M Nuclear 
Div. 80/13/04 3pp, 0/318:205. 


-347. 

Consu 1 tantsi Inc. 


DOCKET 50-337 SEOUOVAH NUCLEAR PLANT, UNIT 1 

pllcation/ccnstrijction staye documents 4: correspondence 


0013160307 Forwards Endorsement 14 to MAELU Policy MF-t03. 

FIELD:. Ml J. American Nuclear Insurers. 80/12/09, 6pp. 07240:243 


0013040107 Informs of approvina 000633 request to perform only peat 
pressure containment integrated leaV rate test k 
performance of full pressure preoperational containment 
integrated leat test before ice is loaded into condenser. 
SCHWEaTCER, A. Licensing Branch 2 00/11/17. 2pp, 07170 219 


&OI2t60331 Act receipt of 001 lOS Itr requesting addl info re ftCS vent 
sys. RC8 vent sys design 4 analysis 4 response to 001105 Itr 
will be submitted by 810701. 

nlLlS.L. II. Tennessee Valley Authority. BO/12/10. Ip. 07263:143 


F. Security, medical, emei gency 1: fire protection plans 


G013060B3S notification of 60II31 meeting w/util in Qethesda,MO to 
discuss util position on centra! emergency response ctr J, 
plans for e.nergency mgt. 

STAHLEpC. Licensing Branch 3 BO/U/19 6pp, 


801208!1545 Releases public version of FEMA certification findings b 
determination re State of TN .tiuI t i- jiur i stf ic t lonal 
radiological emergency response plan. 

PEL TO, *1, J. 11. Division of Rules and Records. 00/12/01 Id 
O71fiao50 ' r- 


0. Advisory Committee on Reactor Safeguards reports b correspondence 


8013020031 Bummary of Subcommittee on Structural Engineering 000902 
meeting in' Hashing ton, DC re facility containment capacity 
when subjected to static or quasistatic uniform internal 
pre»sor9 caused by hydroyen burn. 

*07147^173^'*'^**°'''^ Reactor Safeguards. 00/09/22. I2pp, 


8012020097 Summary of Subcommittee on Sequoyah Nuclear Plants 000602 
meeting u/ut 1 1 , Kes t inghouse 4; ORNL In Wash ing ton, DC re DL 
app 1 Icati an. 

Ccfflmittee on Reactor Safeguards. 00/10/03. SOpp. 


ouieirutfu^jd BuiT.iFiary of Subcommittee on Se^UDyah Nuclear Plant 000709 


meeting w/Wes t inghouse re status of open review items, 
hydrogen control & implementation of near-term DL 
requirements, 

***''**®'''^ Committee on Reactor Safeguards. 00/10/10. 
069 1 6 1 00 1 . 


24pp. 


P. Operating license stage documents 4 correspondence 


—8012030550 Forwards public version of certification of findings & 
detei-mtratlon re TH mu l fcl- jur isd t c tiona 1 radiological 
emergency response plan for facility. 

Emergency Management Agency. BO/OB/07. 29pp. 

07i97j 060. ' 


I^XT CO operating plant 1 icenseesp ot. applUantt & ur 
Forwards NUReG-0737 re TMl action plan requi rements. Reaoesti 
operating reactor licensee confirmation in 45 days that 
Enel I implementation dates will be net. 

E ISEN.yyT, D. 0, Division of Licensing. 00/10/31. 7pp. 


wr iiu«u«rf< 


--8018030556 "Sequoyah Nuclear Power Facility E«erc Ise, 800616-17, " 
testing Stale of TM. m'l i t i- jut i sd ic ti ona 1 radiological 
emergency response plan, 

* Tennessee, State of. 00/06/17. ‘15pp. 07188 009 


—0012030563 •' 
Sequoyah. " 
NEWTON, F. 
0718B: 134 


Evaluation of TN Mu 1 ti -Jur i edict i ona 1 REP-Plan, PI ant 
Related info end, 

Federal Emergency Management Agency. 80/00/04, 59pp. 


public version of Stats of TN emergency plan. 
FE4.T0 Np J. 11, Division of Rules and Records. 00/12/03 Id 
07156:039. 

—8012040398 Public version of Stats of TN mul t 1- jur i sdic t ional 
radiological emergency response plan far Sequoyah Nuclear 
Fo-ijer Facility, 

Tennessee. State of 80/06/02. 686pp. 07i56 040. 


emergency plan items addressed in util 
eOOSOk Itr. Promp t notif i cation sys fpr public will be 
operational by 610701 4 will meet requirements of final rule 
re emergency planning, 

CROSS, J,L. Tennessee Valley Authority, 80/12/17. 3pp. 07314:01 


O' Adjudicatory correspondence 


Jpforms that time within which Commission may act to revl. 
‘'*'‘**r IOCFn2,206 has e.plred. Commission has 
aOIllP Decision became final agency action on 

lJ.“'''o7l7a:3'3r‘” Secretary of the Commission. BO/IS/04. 


8012290314 Requests noUftcation of final order re intervenor 001016 

U'r^veSrou 

07303-255 Muclear Regulatory Commission. 00/12/05. Ip, 


8012030800 Forwards requests for addl info re tore degrading 
vol 2 , from Containment Sys Brarich discussed at 801016 
meeting. Requests response by 001107. 

07190 ^ 2 '^ *” *f*istant Director for Licensing. 00/11/04. 


program, 

tipp. 


u7i^Jdo/oi Discusses facility hydrogen control program. A1 locates 
various areas of review to appropriate Nuclear Reactor 

k SER Inputs to project manager required 

b 801 209 1 

EIBENHUTi D, 0 . Division of Licensing. 00/11/20. 12pp. 06916:001. 

0012010334 Hottfies that util maintains central fUo for safety-related 
equip, Tieiit qualification repts. Requ irements per License 
Condition S.C. i2,b have been met. 

hills, L.M. Tennessee Valley Authority. 00/11/25. Ip, 07098:030. 


add! Info re NRC staff 

^ « I ?f. Sequoyah Core Degradation Program, Vol 

3 . Facility containment would prevent resultant pressure 
from failing during hydrogen burn akin to that at TMI-2. 

MILLS, L.M, Tennessee Valley Authority. 80/12/01. 200pp. 

07179^ 079, 


nuKvavjit rorwards draft changes to FSARiSection 17, lA. 11, 
util control of const 4 preliminary testing, Matl will be 
incorporated into Amend 60 

MILLS, L.M. .Tennessee Valley Authority. 80/12/01. 3pp, 


, k lar I ry ing 


07109:291. 


if.A rorwaros planned changes to FSAR Chapter 17 

T\,A-TR75-I re const 4 preliminary testing. 

MILLS, L.M. Tennessee Valley Authority. 80/12/01, 




3pp, 07201:174. 


0O12I8O14B Forwards 901119 FR notice of revised lOCFRSO, 40 4 new App R 
re fire protection program requirements. Rule effective on 
010217 t- wi 11 supersede effective dates for previously 
approved mads given in license conditions <4SFR71S69). 

07272^246 ^ Assistant Director for Licensing. 00/12/03. 2pp. 


HU1.2190D65 Summary of 801127 meeting w/util re settlement monitoring of 
emergency raw cooling water pipes 4 cendui ts. Damaged 
settlement markers examined 4 ERCW facility visited. Util 
position on matter discussed 4 engineer Info reviewed, 

KEUfON, r, J, Licensing Branch 2. 00/12/04. 3pp, 07279:039. 
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0O12S2O4B5 Responds to 800911 nemo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to complg 
U)/revised Agreeirent State burial site cond i t ions. Foruard s 
results of IE surveg. 

DENTON.H, R. Office of Nuclear Reactor Regulation. Director, 
aO/13/04. 3pp. 


--aOiaS20506 Forwards tabulation t; summarg of IE sorveg on low level 
b'aste at SI reactors. Low level waste storage facilities 
have been espanded at 3751 of reactors surveged u/717. 
planning or considering increasing storage capacitg. 

BAflOART. R. L, Effluent Treatment Systems Branch. 80/11/06. 0pp. 


8012290413 Forwards document rebutting J Mathews 801111 op-ed piece. 
"Despite TMI" in Washington Pos t. Requests that end be 
considered for op-ed page or as Itr to editor. 

HENDRIE< J. II. Commissioners. 80/12/04 5pp. 07345:330. 


8012090311 Forwards "Natural Circulation Test," Info fullfills 
requirement of Section 5.3,2 of Suppl 1 to SER. 

MlLLS.L.h, Tennessee Valley Authoritg. 80/12/05. Ip. 07207:150. 


■8012090312 “Natural Circulation Test. '' 

a Tennessee Valley Authority. 80/12/05. 3pp. 07207:151. 


80121 502SO. Not i f i Bs of plans to provide mobile liquid raduiaste 
de.nlnaral 1 lat 1 on facility to Increase processing capacity of 
eilstlng plant liquid radwaste sys. 

MH_L9«L,M. Tennessee Valley Authority 80/12/08, Ip. 07240:295. 


8012160327 Responds to NRC SOtOOl request for info re environ 
qualification testing of safety-related equipment. Info will 
be available by 810201. 

lilLLSiL.K. Tennessee Valley Authority. 80/12/09. tp. 07243:359, 


8012170316 Forwards planned changes to Chapter 17 of F8AR for Sequoyah* 
Watts Bar i Bellefonta lb TVA-rR75-lA. Changes supersede 
eO-1201 Itr. Changes will be included in application for Ot 
for Har tsvi 1 1 e> Ph ipps Bend ft. Vellou Crook plants, 

MIt.LS*i-.M, Tennessee Valley Authority, 80/12/09, 5pp. 07266:132. 


8012170306 Forwards Revision 3 of response to NUREO-05701 ''TMI-2 

Lessons Learned Task Force Status Rept L Short-term 
Recommendations. " Revision changes response to Item 2. t. 8a 
ro improved post-accident sampling. 

HILLSiL. 11. Tennessee Valley Authority. 80/12/10. 5pp. 07270:015. 


8012150107 Forwards documents re TVA program on hydrogen affects U 
control in facility containment per HO Parris 801104 
request. 

CROSSiO, U. Tennessee Valley Authority. 80/12/lt. 2pp, 07238:001. 


■6012150108 "fiosearch Program on Hydrogen Combustion L Controli “ 
quarterly progress rept, Draft program plan for hydrogen 
control studies end. 

• Tennessee Valley Authority. 80/12/lS 127pp. 07238:003. 


— 8012150110 "Proposed Research on Methods of Analysis for Coro Meltdown 
Accidents. " Prepared for TVA. 

* Battella Memorial tnetitute. Columbus Laboratories, 80/06/19. 
60pp. 07238; 130. 


— 8012150111 "Core Degradation Program. Vol 2, Rept on Safety Evaluation of 
Interim Distributed Ignition Sys," 

* Tennessee Valley Authority, 80/12/15. 200pp, 07238; 187, 


8012230451 Forwards draft Tech Spec 3/4. 6. 4, 3 re hydrogen control 
interi.n distributed ignition sys in response to NRC B01209 
request. 

CROSS. J 1. Tennessee Valley Authority 60/12/18. Ip 07312:269. 


— 8012230453 Draft Tech Spec 3/4643 le hydrogen control interim 
distributed ignition sys limiting condition for operation It 
surveillance requirements 

a Tennessee Valley Authority, 00/12/16. 2pp, 07312:270, 


8012290238 Forwards discussion of remaining open items of NUREO-0737 
r equ i r emem 1 5 . Ex c luded items have been resolved by util as 
documented in earlier correspo.'idence Proposed license 
amends forthcoming 

MILLSiL.tl. Tennessee Valley Authority 80/12/19 20pp. 07345:147. 


8012300566 Forwards info re equipment survivability for facility. per 
commitment made at 801218 meeting u/NRC on hydrogen issue. 
h1ILISiL.l1. Tennessee Valley Authority. 80/12/24 i3pp. 07346:222. 


Q. Inspection reports. IE Bulletins correspondence 


6012150201 Forwards IE Info Notice 80-37. "Containment Cooler Leaks 6 
Reactor Cavity Flooding At Indian Point Unit 2. '• No written 
r esp oitse required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. BO/lO/24. 
ip 

a0l2180'035 Forwards IE Info Notice 80-30. “Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director, 80/10/30. 
Ip. 03790:090. 

8012170004 Forwards IE Info Notice 80-39. “Mat f unt t ion of Solenoid 
Valves Hfg by Valcor Engineering Corp. " No specific action 
or response required. 

O 'REILl. Y* V, P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 

8012230030 Forwards IE Circular BO-23. "Potential Defects in Beloit 
Power Sys Emergency Generators, " No written response 
required. 

0 'REILLY. 3, P, Region 2. Atlanta. Office of the Director. 80/10/31. 

ip 

8012110066 Requests assessment t corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEDEBCO.R L Assistant Director for Licensing, 00/11/04. 3pp. 

S012U0907 Forwards IE Bulletin BO-21. "Valve Yokes Supplied by Malcolm 

Foundry Co. Inc. " Written rosponse required 

O'REH.LY. 3, P, Region 2. Atlanta. Office of the Director. 60/11/06. 

Ip 

8012030837 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactoi' Depressuri la t i on " No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director, BO/tt/07. 
Ip. 


8012180063 Forwards IE Insp Ropts 50-259/80-37,50-260/80-31, 
30-296/80-31 V 50-327/80-40 on 801 006-07. No none omp U anc e 
noted. 

HENNA. W.D. Region 2. Atlanta, Safeguards Branch 80/11/07. 2pp, 


'3012150112 “Evaluation of Phase 1 L 3 Tests Performed W/IDI8 Igniter at 
Fanwal, Inc Labs. " 

WILDPR, J, J. , TURNBULL, K. R. . LAU, L, N, Tennessee Valley Authority. 
aO/U/26. BSpp. 07239:044. 


•8012150113 "Determination of Ignition Performance Characteristics of 
Glow Plug Hydrogen Ignitor." Prepared for Westlnghouse. 

OALZELL, W. 0. , OILLtS, J. P. Wa 1 ter Kidde 4: Co. , Inc. i Fenual, Inc. 
PBR-914. 80/11/10. 175pp. 07239:131 


--8012150114 “Progress Rept on Verification of CLA8IX. " 

4 Offshore Power Systems (subs, of Westlnghouse Electric Corp. I 
80/00/29. IBpp, 07239^334. 


8012230158 Forwards addi info re local detonation pressure profile 4: 
analysis of survivability of air return fan sys. in response 
to NRC 801209 request, Info re CLABIX calculations will be 
docu.mented by 801219. 

CR08S.J.L. Tennessee Valley Authority, 80/12/17, 9pp, 07314:008. 


—8012180069 IE Insp Repts 50-259/80-37,50-260/80-31,50-296/80-31 4 
50-327/80-40 on 801006-07. No nonco.mp 1 iance noted. Major areas 
i ns pec t ed : unss cor ted access clearances 4 intrusion of plant 
protected area. Details withheld (ref IOCFR2.790I. 

TOBIN, U J. Region 2. Atlanta, Office of the Director, 

50-296/80-3 1 . 80/11/06. Ip. 

8012080276 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

0 'REILi Y. J, P, Region 2. Atlanta, Office of the Director. BO/lI/10. 

Ip. 

6012040143 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpowsr associated u/currective actions. 

O'REILLY, J P Region 2, Atlanta. Office of the Director. 00/11/14. 
IP- 

0012080610 Advises that mods described in util 800922 4 1016 responses 
to IE Bulletin 00-10. re min flow through centrifugal 
charging pu.nps, cons t j tute unreviewed safety question. 

Resolution in progress. 

MILLS, L, II. Tennessee Valley Authority. 00/11/17, ip. 07183:211. 
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S012090£t6' Forwards Ufidated respont^ to IE Dutlatin Q0-0?i "hlgdramotor 
Actuator DEficienci«< " Util will contact rnaior valvB 
tupplior; to determine i# adSI deficient actuators uere 
supplied. 

HIU B.t H Tennessee Valleij Authoritv a0/t!/17, 3pp. 07100:212, 


SO12<)S0O£7 Foruards IE Bulletin 0O-24< ''Prevention of Danage Due to 
Uatsr Leakage Inside Containment.'' No written response 
required. 

Q'HEILI-y. J P. Region 2. Atlanta. Office of the Director, 80/11/21. 
IP- 


8012(jaco-34 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 80/11/24. 
Ip- 


S01217035'9 Forwards JE Info Notice 80-29, Sopp I 1, "Broken Studs on 
Terry Turbine Stsani Inlet Flange." No written respo'nse 
required. 

O'REIUV, J, P. Region 2. Atlanta, Office of the Director. 80/11/2A 
>P 


0012190574 Act receipt of B01009 i tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-327/SD-30 fc 
50-320/00-17. 

STOHRiJ. P. Region 2, Atlanta, Fuel Facility li Materials Safety 
Branch. 60/12/08. Ip. 07288:205. 


—8012190575 Respands to NRC 800917 1 tr re violations noted in Insp 
Repts 50-327/80-30 <, 50-328/80- I 7. Cor r ec t Ive actions: 
shlp.'hBnts secured w/tie-doun chains ti shipping casks braced. 
MILLS, L.M. Tennessee Valley Authority. 80/10/09, 2pp. 

07268: 206 


— 8012I90S76 For^eards IE Insp ftepts 50-327/80-30 L S0-328/G0-17 on 000729 
& notice of violation 

STOrlRj V. P. Region 2, Atlanta, Fuel Facility U Materials Safety 
Sranch. 80/09/17. 2pp 07288: 208, 


— 6012190578 Notice of violation froA insp on 000729. 

* Region 2. Atlanta, Office of the Director. 80/09/16. Ip. 
07268:210. 


— 8012190582 IE Insp Repts 50-327/80-30 t 50-328/80-17 on 800729. 
Moncotnp llanc e noted: two shipments received found w/o 
required bracing, 

KACARTHUfi.T. C. . POTTER, J.P. Region 2< Atlanta, Fuel Facility b 
Materials Safety Branch. 80/09/16. 3pp. 07288:211. 


8012310104 Respands to IE Bulletin 80-21, "Valve Vokes Supplied by 
Maicolni Foundry Co, Inc.'' No active valves at facility have 
parts cast by foundry. 

MILLS, L. II. Tennessee Valley Authority. 80/12/09. Ip. 07370:010. 


R. Periodic operating reports A related correspondence 


S0120202S6 "NPDES Discharge Monitoring ReptiAug 1900." 

EL-ASHRV, M. r. , STEINER, 0. R, Tennessee Valley Authority. 80/11/28. 
87pp. 06586:003. 


6012160330 Forwards monthly operating rept for Nov 1960. 

BALLEMTINE, J. M. Tennessee Valley Authority. 60/12/10. Ip. 
07252:303. 


“8012160333 Monthly operating rept for Nov i960, 

DUPREE, D. Tennessee Valley Authority. 80/12/03. 14pp. 

07252:304. 


S. Reportable occurrences, LERs tc related corret pohdenee 


6012240127 Part 21 rept re jamming of 4-lnch L 6-liich suing valves into 
open position. Caused by disc nut lock-wire jammed against 
machined relief in body. Velan has replaced 4-lneh valves & 
re-oplented lock-wire cn 6-lnch valve. 

VELAHrP. 0. Velan Valve Co. 80/11/05. 4pp, 07187:001. 


8012020625 Forwards LER B0-179/03L-0. 

0REtM>H. J. Tannessoe Valley Authority. 80/11/21. Ip. 07145:279. 


BD12020633 LER BO-l 79/03L-0: on 801023, review of surveillance 
instructions revealed that 81-137. 2, ftCS water inventory, 
performed prior to entering Hede 4 A not again until 801015. 
Caused by failure to revisa 81-137.2. Instruction revised. 
COTTLE, W.T.r KlfiH, 0. 0. Tennessee Valley Authority, 80/11/21. 
2pp, 07145:280, 


0012040359 Fourth interim deficiency rept re environ qualification of 
Class IE equipment initially reported cn 800616. Several 
Class IE components lacking docuimentatlon re ability to 
operate in ambient conditions. 

MILLS, L.M. Tennessee Valley Authority 00/11/21. 5pp. 07170:147. 


8012020610 Forwards UER G0-174/O3L-0. 

GREEN, H.J. Tennessee Valley Authority. 80/11/26. tp. 07149:272. 


— 0012020621 LER 80-174/03L~0: on 601029, during Mod# 3, auxiliary control 
room containment pressure indicator 1-PI-30-30C 
observed to be orronoous when compared bo other pressure 
indicators. Caused by incorrect installation of sense line. 
COTTLErW.T., WILKEY.A, H. Tennessee Valley Authority. 80/11/26. 

Ip. 07145: 273. 


8012030669 Forwards LER 0O-1BO/O1T-O. 

OREEN, H. J. Tennessee Valley Authority. 00/11/26, Ip, 07149:353. 


— 8012030674 LER BO-10O/OIT-O: on 801 1 14, determined that both containment 
spray pumps could be jeopardiied by blockwal! failure during 
seismic event. Caused by nonr e inf orced concrete block walls 
not being designed for seismic events. 

COTTuE, N. T. , MILKEV, A, M, Tennessee Valley Authority. 00/11/26. 

2pp. 07149: 354. 


8012080423 Forwards LEfi 0O-IS2/O3L-O. 

OREtN, H. J. Tennessee Valley Authori ty. 00/11/20. Ip. 06506:003. 


— 8012080430 LER 60-182/03L-Q: on 801031 > conta Inment hydrogen analyiar 
1-H2AN-43-210 (train b) declared inoperable after falling 
weekly functional tost. Caused by Improper reagent flow. Flow 
readjusted 

COTTLE, W. T, , WILKEYi A. M, Tennessee Valley Authority. 00/11/28. 
Ip. 06506: 003. 


0012020629 Forwards LER 0O-ia6/O3L-O. 

OREEN, H. V, Tennessee Valley Authority. 80/12/01. Ip, 07149:282. 


— 8012020636 LER B0-186/03L-0: on 001 102, during Mode lirod position 
indicator E-13, 5D bank A, became erratic then failed low. 

Caused by defective connector on indicator E-13. Spare 
connecter F-12 used until defective connector repaired. 

* Tennessee Valley Authority. 00/12/01. Ip. 07145:203. 


0012040392. Forwards LER 80-181 /03L-0. 

OREEN, H.J, Tennessee Valley Authority. 80/12/01. tp. 07169:136. 


"8012040396 LER 00-181 /03L-O: on 001101, loop I Ot'delta T & OP delta T 
b istabl e s, T8-6B-2D/E A -2<J/Fi found out of tolerance. Caused 
by shift in calibr resulting form elevated room temp. Room 
temp returned to normal & recal Ibr performed. 

COTTLE, H, T. I WILKEY, A, M. Tennessee Valley Authority. 80/12/01. 

Ip. 07169:137. 


0012090355 Forwards LER 0O-104/O1T-O. 

OREEN, H.J. Tennessee Valley Authority. 00/12/02. tp. 07199:359. 


--BO12O9O3S0 LER 8O-i04/OlT-O: on 001120, in mode l,at 94J( power, aui il iary 
bldg gas treatment sys was declared inoperable. Caused by 
nitrogen supply line being run under railroad doer to cask 
loading area, preventing d oor from completely closing. 

COTTLE, N T., KIRKiO.B. Tennessee Valley Authority. 80/12/02. 

2pp. 07199:356. 


0012150165 Forwards LER 0O-103/O3L-O. 

OREEN, H.J. Tennessee Valley Authority. 00/12/00. Ip. 07237:299. 


--B012190170 LER ao-l03/O3L-O: on 0OiliS, found diesel generator 
surveillance schedule not in compliance w/Tech Specs. Caused 
by inadequate procedural guidance. Eng Ineer assigned to 
review generator starts A surveillance frequency increased. 
COTTLE, U.T., MADDOX, S 0. Tennessee Valley Authority. 80/12/08. 
app. 07237:296 


0012160447 Forwards LER aO-185/03L-0. 

OREEN, H.J. Tennessee Valley Authority. 80/12/10. Ip. 07294:202. 


— 8012160454 LER 8O-10S/O3L-O; on 801 11 1, output breaker for vital inverter 
1-1 tripped S: vital Instrument power board declared 
inoperab 1 c. Caused by blown output fuses on Inverter, Fuses 
replaced. 

COTTLE.N.T., MADOOX,S.O. Tennessee Valley Authority. 80/12/10. 

Ip. 07254:203. 


8012170602 Forwards LER 00-187 /03L-0. 

OREEN.H.J. Tennessee Valley Authority. 00/12/15. Ip. 07264:297. 
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— B0iai70605 UER eO-187/03L-0; on 801 llBi found vital tnstrumont pouier 
board S-III being pouiered from maint pousr tupp li^. Cauoed bg 
failure of vital invertor 3-11 1. I nvor tar restored. 

COTTUGi W. T. t MADDOXiS.O, Tennossea Valleg Authoritg. 80/18/lS. 
4pp, 07364; aSB. 


8018330363 Forwards LER eO-lBB/03L-O, 

SREEldtH. J. Tennessee Valleg Authoritg. BO/12/16. Ip. 07318:231. 


•8013230363 LER B0-18a/03U-0i on 001 1 1 7i do terml ned that refueling water 
storage tank boron concentration was too high. Caused bg 
eicesslve addition of boron. Boron free makeup water added to 
restore boron concentration to allowable limits. 

COTTLEiW.T. I KIRKiO. B. Tennessee Valleg Authority. 00/12/16. 

8pp. 07318:252 


9012830386 Forwards LER 80-189/03L-0. 

OREEMiH.J. Tennessee Valley Authority. 80/12/16. Ip. 07318:239. 


•BOI2230393 LER 80-189/03L-0: on 801 1 19p c onta inmenfc sump valve to 
containment spray pump IB-Bi l-FCV-72-80t fai led to open. 

Caused by dirty contacts on valve switch. Con tac ts cleaned b 
valve tested. 

CQTfLEp M. T. . KIRlliO B, Tennessee Valleg Authorltg. 80/12/16. tp. 
07318: 260. 


8012040187 Informs of approving 800623 request to perform only peak 
pressure containment integrated leak rate tost 6 
performance of full pressure preoperational containment 
integrated leak test before ice is loaded into condenser. 
SCHtdENCERi A. Licensing Branch 2 80/11/17. Spp. 07170:219. 


8012000314 Forwards draft changes to FSAR. Section 17, lA, 11. 3i clarifying 
util control of const b preliminary testing. Matl will be 
incorporated into Amend 68. 

MILLS. L. II. Tennessee Valley Authority. 80/13/01. 3pp. 07189:291. 


8012090370 Forwards planned changes to FSAR Chapter 17 b TVA rapt. 
TVA-TR7S-1 re const b preliminary testing. 

MILLS. L. (1. Tennessee Valley Authority. 80/12/01, 3pp, 07201:174. 


8012120597 notification of 801211-12 meeting u/utll In Soddy Daisy. TN 
for performance of caseload forecast to determine priorities 
for allocation of NRC manpower ' 

KENYOn. T. J. Licensing Branch 2. 80/12/02. 6pp. 07237:156. 


8012190065 Summary of 801127 meeting u/util re settlement monitoring of 
emergency raw cooling water pipes k condul ts. Damaged 
settlement markers examined b ERCU facility visited. Util 
position on matter discussed b engineer info reviewed. 

KENVOM.T.J, Licensing Branch 2. 00/12/04. 3pp, 07279:039. 


8018300419 Forwards LER 80- 196/01 T-0. 

OREENiH. J. Tennessee Valley Authority. 80/12/23, Ip. 07349:334. 


0012300424 LER 80-196/01T-0: on 00121 1 . during IE Bulletin 79-14 review, 
■discovered heat transfer cement installed in area of pipe 
hangers could restrict relative movement between pipe b 
hanger. Error made during const. Cement removed. 

COTTLEiW.T. > OELBTONi A, H. Tennessee Valley Authority. 00/18/83. 

Ip. 07349:333. 


0012300341 Forwards LER e0-191/03L-0. 

OREENi H. J. Tennessee Valley Authority. 00/12/83. Ip. 07361:339. 


— 0012300548 LER 0O-191/O3L-O: on 801 tS4. component cooling water pomp C-8 
motor breaker failed to c lose, render Ing B train component 
cooling water inoperab le. Caused bg blown fuse In control 
circuit. Fuse replaced. 

COTTLEiW.T.. WILKEV. A. M. Tennessee Valleg Authorltg. 80/12/23. 

Ip. 07361:340, 


0018280485 Responds to 800911 memg requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to complg 
w/revised Agreemont State burial site cond i S ions. Forwards 
results ef IE surveg. 

DEN10N.H. R, Office of Nuclear Reactor Regulation. Directer. 
80/12/04. 2pp, 


•8018220306 Forwards tabulation b sur.marg of IE surveg on low level 
waste at 51 reactors. Low level waste storage facilities 
have bean expanded at 377. of reactors surveged w/71*/ 
planning or considering increasing storage capacity. 

BANOARTiR.L. Effluent Treatment Sgstams Branch. BO/11/06. Bpp. 


8012090311 Forwards "Natural Circulation Test." Info fullfllls 
renulremenfe of Section 3.3.2 of Suppl 1 to SER. 

Tnnniissaa Ualleu Autherltu. Onan 


MILLS. L H 


RO/IS/OS. 


n7S>a7’ ISO. 


--8012090312 "Natural Circulation Test. " 

a Tennessee Valleg Authority. 80/12/05. 3pp 07207:151. 


8018300438 Forwards LER 0O-197/O1T-O. 

GREEN. H.J. Tennessee Valleg Authority, 80/13/24. 


ip. 07349:349. 


— S012300444 UER 0O-197/O1T-O: on 801312. dur Ing Node S, notification 
received that solenoid valves for valvo operators on six 
containment isolation valves not qualified for accident 
environ. Af fee ted valves replaced bg valves qualified. 

COTTLE.U. T. . OELBTONrA li. Tennessee Valleg Authorltg. 90/12/84, 
tp. 07349:350, 


8012160327 Responds to NRC SOlOOt request for Info re environ 
qual if icat ion testing of safety-related equ Ipment. Info will 
be available bg 810801, 

MILlSiL. 11. Tennessee Valleg Authorltg. 80/12/09. Ip. 07243:359. 

8012160301 Ack receipt of 801105 Itr requesting addl info re RCS vent 
sgs. RC8 vent sys design b analysis b response to 801103 Itr 
will be submitted bg 010701, 

HILLS. L.M. Tennessee Valley Authority. 80/12/10. Ip. 07263:143. 


8012300518 Forwards UER 80-t93/OlT-0. 

OREEN.M. 0. Tennessee Valley Authorltg. 80/12/24. Ip. 07360:360. 


•8012300535 LER 80-195/01T-0: on 801212. util notified that interlocks on 
emergency feeder breakers to 6. 9-kV shutdown boards could 
allow diesel generators to connect to shutdown boards w/o 
operating load stripping relays b cause generator overload 
COTTLE. W. T. . OELSTON.A.H. Tennossee Valley Authority. 80/12/24, 
tp. 07360.361. 


1012170306 Forwards Revision 3 of response to N0REG-0S7Br "TMI-8 
Lessons Learned Task Force Status Kept b Short-term 
Recommendations," Revision changes response to Item 2,1.0a 
re improved post-accident sampling. „„„„ 

MILLS. L.H. Tennessee Valley Authority. 80/18/10. Spp. 07370:015. 


)12190125 Informs NRC that leakage measurements required bg task 
action plan Item III.D. l.l will be made before full power 
operation. Test results will be provided within 30 dags of 
comelotion. Test procedures have been transmitted. 

r_ . .. ^ an /tn Ji in 2 


8012300535 Forwards LER 80-190/03L-0. 

GREEN, H.J. Tennessee Valleg Authorltg. 80/18/24. Ip. 07361:356. 


•8012300564 LER 80-190/03L-0: on 00 1 126. con tainment purge Isolation 
valves found not leak rate tested within 24-h of stroking. 

Causad bg delayed maint request. Valves tested within 4l-h 
ic personnel relnstruc ted. 

COTTLE. W.T.i KIRK. 0. B, Tennessee Valley Authority. 00/18/24. Ip, 
07361; 357. 


DOCKer 30-380 SEQUOYAH NUCLEAR PLANT, UNIT 2 


012190303 Notifies that licensee has completed mods te allow air 
tasting of containment Isolation valves per SER. Suppl 1. 

- - - if A 1 1 a 41 Alsfhl^nttU 4 S FI V | O In 


MTd J fi . I M 


/\-»f^a Rs 


F. SeeuTltyi modlcali emergency b fire protection plans 


8012080835 Notification of 001121 meeting w/utll In Bethesda.HO to 
discuss util position an central emergency response ctr b 
plans for emergency mgt. 

BTAHLE.C. Licensing Branch 2. 00/11/19. 6pp. 


A. App 1 icat lon/conitruc t ion stage documents b correspondence 


8012160050 Ltr to operating plant llcenseea.OU applicants b CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 implementation dates will be met. 

EIBENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


0012040391 Forwards public version of State of TN emergeneg plan. 
FELTON. J.N. Division of Rules and Records. 80/18/03, tp. 
07156: 039. 


■8012040398 Public version of State of TN mol ti- jurisdictional 
radiological emergency response plan for Sequoyah Nuclear 
Power Fae 1 1 1 tg. 

* Tenriassee. State of. 80/06/08 696pp. 07156:040. 
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SOISSSOIA^ Forwards stratus of eTiorjenci; plan items addressed in util 
800301 Itr. Prompt no 1 1 i<a t i on sifs r'ar public will be 
operaticral by Qt0701 '■■■. will meet requirements of I’lnal rule 
re energency planning 

CROSS. J L Tennessee './alleij Authority 60/12/17. 3pp. 07314:015 


G. Adjudicatory c orr esp ondenc e 


8012220314 Bequests notification of final order re intervener 001016 
fiirepticns to liRC GOIOCS initial decision denying petition 
to revel e OL 

OATEStA. The Nuclear Regulatory Commission. 80/12/05. Ip 
07303: 255 


J. Insurance 2: Indemnity inPormatien 


0012020473 Forwards Endorsement 13 to HAELU Policy MF-102. 

FIELPEBi J. Karsh 5 licLcnnaiii Inc i M 11 Nuclear Consultants! Inc. 
Div 80/11/25 2pp, 07141:237 


601810CS11 Forwards Endorsement 17 to AMI Policy Nr-247. 

FtElOEB! J. Marsh 4 McLennan! Inc i II I: K Nuclear Consultants! Inc. 
Div. 80/12/04. 2pp. 0/210:285. 


0. Advisory Committee on Reactor Safeguards reports ti correspondence 


8012020031 Bummary of Subicorijni ttee on Structural Engineering 600902 
meeting in Nash i ng ton ! DC re facility containment capacity 
when sub)ected to static or quaslstatie uniform Internal 
pressure caused hy hydrogen, burn. 

a ACBS ■* Advisory Committee on Reactor Safeguards. 80/09/22. 12pp. 

07147: 173. 


0012020037 Sumiiiary of Subcommittee on Sequoyah Nuclear Plants 900303 
meeting w/uti l! Neat inghouse U ORNl in Nash ing ton. DC re OL 
application 

a ACRS - Advisory Co.mmittee on Reactor Safeguards. 80/10/03. 50pp. 

04916:001 


6012020033 Summary of Subcommittee on Sequoyah Nuclear Plant 600709 
meeting u/IVestinghouse re status of open review ltems< 
hydrogen control U implementation sf near-term OL 
requirements, 

a ACRS - Advisory Committee on Reactor Safeguards. 00/10/10. 24pp. 

04916: 001 . 


P. Operating license stage documents t correspondence 


8012030300 Forwards requests for addl info re core degrading program! 
Vol 2! from Containment Sys Branch discussed at 801016 
meeting. Requests response by 301107. 

TEOESCOi R . L. Assistant Director for Licensing, 30/11/04. 11pp. 

07150: 232. 


8012020701 Discusses facility hydrogen control program. A] locate s 
various areas of revieiii to appropriate Nuclear Reactor 
Regulation branches, SEP inputs to project manager required 
by 301205. 

EIGENHUT! 0. O. Division of Licensing. GO/lJ/20. I2pp. 04916:001. 


80121S0030 Confirms 601 I 1 9 meeting re resumption of preopera tional fc 
related const testsiunder mutually agreed upon controls. 

Lists points of undsrs land i ng . Add 1 controls will be 
applicable Co other plants owned by util. 

O'REILLY! J.P Region 3i Atlanta. Office of the Director. BO/U/20. 
2pp. 07241:052. 


8012160148 Forwards 601119 FR notice of revised lOCFRSO. 40 6 non App R 
re fire protection program requir er.ents. Rule effective on 
810217 6 will supersede effective dates for previously 
approved mods given in license conditions t45FR7l5A9). 

TEDESCQ.R.L Assistant Director for Licensing. 80/12/03, 2pp. 
07272: 246. 


Q. Inspection reports. IE Bulletins 4 correspondence 


6012150201 Forwards IE Info Notice B0-37i “Containment Cooler Uealis &: 
Reactor Cavity Flooding At Indian Point Unit 2.'' No written 
response required, 

O'REILLY! J. P. Region 2. Atlanta. Office of the Director. 80/10/24, 
Ip. 


8012IB0035 Forwards IE Info Notice 80-38, -"Cracllng in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY. JP, Region 2. Atlanta, Office of the Director. 80/10/30. 
Ip. 03790:098, 


8012170704 Forwards IE Info Notice 00-39, ''Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No specific action 
or response required. 

□ 'REILLY, J.P Region 2, Atlanta, OfflcB of the Director, 60/10/31. 
ip 


8012230030 Forwards IE Circular 00-23, “Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
required, 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. BO/iO/31. 

ip 


8012110046 Requests assessment 4 corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEDESCO, n. L Assistant Director for Licensing. 80/11/04. 3pp. 


8012110307 Forwards IE Bulletin 80-21, ‘‘Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. ” Written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/06. 
Ip 


6012033637 Forwards IE Info Notice 60-40, “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i la t ion '' No wr i t ten ' res p ons e required, 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 00/11/07. 
Ip 


6012080276 Forwards IE Info Notice 80-41, “Failure of 8uing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1," No 
r esponse required. 

Q 'REl Ll Y, J, P. Region 2, Atlanta, Office of the Director. 60/ti/10. 

I P- 


8012040143 Forwards IE Bulletin 80-23, “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrcctlve actions. 

O'REILLViJ.P Region 2, Atlanta, Office of the Director. 80/11/14. 
Ip, 


8012060616 Forwards updated response to IE Bulletin 80-09. "Hydranotor 
Actuator Deficiencies." Util will contact major valve 
suppliers to determine if addl deficient actuators wore 
supp 1 led. 

MILLS, L.H. Tennessee Valley Authority. 80/11/17. 3pp. 07163:212. 


8012030023 Forwards IE Dullotin 80-24, "Prevention of Damage Due to 
Water Leakege Inside Containment. " No written response 
T equ i red, 

0 'REILLY, J. P. Regions, Atlanta. Office of the Director, 80/11/21. 
Ip. 07173:072. 


801S030004 Forwards IE Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 

O'REILLViJ.P. Region 2. Atlanta, Office of the Director. 80/11/24. 
IP- 


801S1703S9 Forwards IE Info Notice 00— 29, Suppl 1, “Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required, 

O'REILLViJ.P. Region 2, Atlanta, Office of the Director. 60/11/26, 
Ip. 


8012190574 Ack receipt of 801009 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/80-30 i 
50-328/80-17, 

BTCHR. J. P. Region 2, Atlanta, Fuel Facility & Materials Safety 
Branch, 80/12/00. Ip. 07260: 20S. 


— 8012190575 Responds to NRC 000917 Itr re violations noted in Insp 
Repts 50-327/BO-30 4 50-326/80-17. Corree t ivo actions; 
ship.ments secured w/tie-dowii chains 4 shipping casks braced. 
MILLS, L tt, Tennessee Valley Authority. 80/10/09, 2pp. 

07268: 206. 


--8019190576 Forwards IE Insp Ropts 50-327/80-30 4 50-328/80-17 on 800729 
4 notice of violation. 

8TCHR, J. P. Region 2, Atlanta, Fuel Facility 4 Materials Safety 
Branch, 60/09/ 17. 2pp. 07288: 208. 


•B012190S7B Notice of violation froim insp on 000729. 

« Region 2, Atlanta, Office of the Director. 00/09/16. Ip, 
07286:210. 


--8012190562 IE Insp Repts 50-327/30-30 b. 50-328/80-17 on 000729. 
Noncomp 1 ianc e noted:tuio shlp.nents received found w/o 
required bracing. 

MACARTKUfl, T, C. , POTTER, J.P, Region 2, Atlanta, Fuel Facility 4 
Materials Safety Branch. 00/09/16. 3pp. 07206:211. 
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SO12I70316 Fartuards planned changes to Chapter 17 of FSAR for Scquoyahi 
Uatts Oar 4: Sellefonle U Tt'A-THVS-l A. Chang es supersede 
QOiaOl Itr. Changes will be included in application far CIL 
for Hartsvi 1 1 01 Ph 1 pps ISend %■. Velloj Creek plants. 

MILLSiL (1. Tennessee Ualleg Authority BO/12/09. 5pp 07S66: 13S 


R. Periodic pperating reports t related correspondence 


aOl2O20P56 "NPDES Discharge Monitoring Hept.Aug 1930," 

eL-A5HRY< 11. T. . STE I NER . i3, f) Tennessee Valleg Authority QO/ll/29. 
a7pp, 06586- 003. 


S. Reportable octurrencesi LERs h. related correspondence 


3012040359 Fourth interim deficiency ropt re environ qual if lea t i on of 
Class IE equipment initially reported on 800616. Sevora 1 
Class IE components lacking documentation re ability to 
operate in ambient conditions 

HILCStL.M. Tennessee Valley Authority 80/11/21. 5pp. 07170:147. 


9012010416 Firs t interim deficiency rept re inadequate dneumenta t i on 
to verify qualification levels for harsh environs initially 
reported on 801024. Environ doc umcn ta t i on on components still 
being gath or ed . Ne s t rept by 810123. 

MILLSiU.l1. Tennessee Valley Authority. 80/11/25. Spp. 07170:126. 


8012030694 Revised final deficiency rept re safety Insection sys train 
floiui initially reported on 800322. RHR heat exchanger outlet 
valves opened at 79 degreosi a I I ouing flou rate to fall in 
acceptable 4i 500-5. 000 gpm range 

MILL8iL.I1. Tennessee Valley Authority. 00/11/26. 2pp. 07151:235. 


BO12IOO540 Final deficiency rapt re broken spring in pressurlier safety 
va I vet Inl t i a 1 ly reported 801029. Part 21 is also applicable. 

Failure apparently caused by quench cracks in spring oatl. 

Replaced u/Crosby Valve 4: Oauge Co spring, 

HtLL8iL.l1. Tennessee Valley Authority. BO/11/26, 2pp. 07220:115, 


8012150257 Part 21 rept re Crosby Valve 4 Sage Co defective 2“RV~6B-565 
pressuriier safety valve. Caused by broken spr Ing . Spring 
r e p Lac ed . Pr eoperat i ona 1 testing u/i 1 1 be completed by 810301. 

MIULSiL. H. Tennessee Valloy Authority. 80/11/26. 3pp 07237:354 


6012100460 Second interim deficiency rept re analysis of intermediate 
break locat Ions. Eva I ua t ion of possible consequences of 
postulated breaks has not been comp 1 e ted . Me > t rept will be' 
submitted by 810121. 

MILI8.L.I1. Tennessee Valley Authority. 80/12/02. Ip. 07219:027, 


8012170515 Final deficiency rept. in i tia lly reported 0OO4O7i re environ 
qualifications of valve room Class IE instruinents. 

Differential pressure suPitthes will bo modified to upgrade 
qualification level 4: transmitters uill be replaced. 

MILIS.L. II Tennessee Valley Authority 80/12/10. 5pp. 07269:229. 


V. Operator Examinations 


8012230390 Advises that results of Unit 1 special test program re 
operator training compared to si.nulator program shoued 
agreement u/plant parameters that existed in natural 
circulation mode under varying conditions. 

HILLS.L.H. Tennessee Valley Authority. 80/12/16. Ip. 07314:113. 


OOCHET 50-329 MIDLAND PLANTp UNIT I 


A Appl ication/cons true t ion stage documents 4. correspondence 


8012160050 Ltr to operating plant licensees, OU applicants 4: CP holders, 
Foru/ards NUR6G-0737 re TMI action plan requ iremen ts. Reques t s 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates uill be met. 

EISENHUTi D. 0. Division of Licensing. Q0/l'D/3l. 7pp. 


8012090133 Notification of 801205 meeting u/util 4i consultants in 
Bethesda.MD to discuss se i smol og i cal input for site pursuanit 
to NRC 801014 end Itr.N/o end. 

HOOD, D. Licensing Branch 3. 00/11/14, 4pp, 07199:202. 


8012020106 Confirms 801124 meeting in JacVson.MI to discuss regional 
evaluation of regulatory performance at facilities. 

REPPLERiJ. 0, Region 3. Chicago Office of the Director. 80/11/19 
Ip. 07148:359. 


8012030366 Forwards request for addl info 4 clarifications needed to 
co.nplete independent confirmatory piping an a 1 y s i s . Reques t s 
j u s t i f i ca t i on of several stress intensity values for piping 
compenents 4 sys reported in FSAR Tables 3 9-15 b 3. 9-15A 
TEDEGCO.R U. Assistant Director for Licersirtg 80/11/20 6pp. 
07196: 199. 


6012030805 Forwards aldl info 4 clarifications needed to complete 
independent confirmatory piping analysis at facility, 
request justification for several stress intensity values 
far piping components 4 sys reported in FSAR tables 
AUOE, L J. Energy Technology Engineering Center. 90/11/20 6pp 
071S7: 074 


0012020323 Forwards "Site Specific Response Spectra for SSE< “ providing 
preliminary info for presentation discussion at util 
801205 ,neeting w/NRC. 

COOK, U U Consumers Power Co 80/11/28. Ip. 07142:029 

--8012020329 Preliminary rept, 'Site Specific Response Spectra for BSE." 
* Uestern Geophysical 80/11/28. 19pp. 07142:030. 

6012050322 Forwards affidavit confirming distribution of Amend 65 to OL 
app L ication 

QUDZIK. D. tr Consumers Power Co 90/12/02 Spp. 07175:053. 

6012090480 Advises that Amend 85 to util application for CPs U CILs 
was sent under separate cover 

DUDZIK, 0, 11 Consumers Power Co 90/12/02. Ip. 07184:261. 


60121707/5 Forwards request for addl info re tornado missile protection 
4; containment seismic analyses for FSAH review 

TEuESCO, R L. Assistant Director for Licensing. 60/12/04. 3pp. 
07264.050, 


6012100679 Confirms 801202 meeting in Olen Ellyn>IL to discuss recently 
reorganited QA unit. 

F109ELLI,0, Region 3, Chicago, Reactor Construction 4 Engineering 
Support Branch. 00/12/09. Ip 


0012160443 Responds to 900613 4 0825 meetings between util 4, HRC re 
timely resumption of formal docket review of plant. OL 
application is ready fur post-TKI revi ew. Proposes 
expeditious revie'ii 4: requests comment. 

caOK,J, IJ Consumers Power Co 80/12/10. 3pp, 07263:136 


F Security, medical, em.erg etic ly 1 fire protection plans 


0012040114 Public version of "Independent Assessment of Evacuation 
Times far Midland Nuclear Power Plant. ' Vol 7< prepared for 
FEHA. 

CQ3DV,J,C. , SHEPPARD, U.V BANCROFT. J R Wilbur Smith & Associates. 
60/06/30 58pp. 07 1 5G 206 


6012040065 Forwards public version of "Sivacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive summary 

FElTON. J, 11. Division of Rules and Records. 80/12/03. Ip 


--8012049083 Public version of ‘Evacuatiofi Time Assessinent of Nine 
Nuclear Power Plants Emergency Plannisig Zones," executive 
sum.rary, prepared for FEMA 

•» Nilbur Smith 4. Associates 80/06/30. 17pp. 


--80120401S5 Public version of program rept, "Evacuation Time Assessment 
of Nine Nuclear Power Plants Fmergency Planning Zones. “ Vol 
1, prepared for FEHA 

COSBV, J, C. Wilbur Smith f Associates 80/06/30. 43pp 


0 Ad judicatory correspondence 


9012020649 Appeal from ASl.R 801027 order. Order stands moot re 
jurisd Ic tioii. Too many factors have not been reported re 
drainage ii groundwater pressure. Cert i f i cate of Sve end. 

MARSHALL, W. M. Mapleton Intervenors. 60/11/19. 17pp. 07143:296. 


8012050432 Notice of ASLAH consti fcution. RS Sa I iman, chairman L JH Buck 
4: CN Kohl, panel imembers 

BISHOP, C J Atomic Safety and Licensing Appeal Panel. 90/11/24. 

Ip 07173:355. 


8012050443 Notice of 901209-11 depositions of H Ferris. B Dahr Si T 
Th i r uvengadom. a 1 1 of Bechtel Assoc iates . Sub j will concern 
issues in A9LS 791206, order modifying CPs. Car t i f leato of Sve 
end. 

PATON.N. I). Hearing Branch 2 80/11/25. App. 07173:309. 
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8012090430 I n tevr 09 a tor > b Sj iti c 1 ud i n } »e<iUBSt 6 for documents, dlrectsd to 
CPC< addr e&sinj seismic 4 structural issues plus remedial 
ac ticns. Certs ficate of Bvc er.cJ, 

PATON, U. Hearinj Branch 2 BO/11/26. tlpp. 07173:291. 


801209C66S Forwards unc orrec t e d transcript of D Hoad B01008 deposition 
li C Oallagher B01lI7-ia dep osl 1 1 on. N/o ends. 

JOMhS. 8 . If. Hearing Branch 2. 80/11/26. 2pp. 07173:320. 


8012090670 Confirms 601124 telcon informing that (J2C will attempt to 
answer 801112 in terrog atori e s. al though not technleallg in 
compliance u/Commi a s i on rules. 

J0N.-3. B.lf. Hearing Branch 2. 60/ 11/36 Ip. 07173:319, 


3012030694 Request for eitension until 010123 for termination of 
discoverv due to eompleiity of issues, Prehearing conference 
should be held on 610126-30 Certificate of Sve end. 

PA70II, «. D. Hearing Branch 4. 80/11/28. 3pp. 07147:236. 


8013290107 Forwards to Midland Technical hearing participants listing 
of formal requests for info re soil settlement prohlen. 

Date corresponds to issuance of KflC order prohibiting 
certain const activities until amend to CPs is granted. 

HOOD, D, Licensing Branch. 3 60/13/01 llpp, 07337:087. 


--8013290109 Confirms 801124 conversation at Bechtel that Nf?C uill 
atte.npt to answer 601113 i nt e rroga t or 1 e s . Reap o nses uIll 
be provided as soon as possible. 

JOlieS. 8 . If Office of the General Counsel. 60/11/26. Ip, 
07337: 09B 


6012290170 Ifotice of AELS constitution RS Saliman appointed Chairman tc 
JH Bbd ti CN Kohl, members . 

BISHOP, C.J. Administrative Branch, BO/12/01. Ip, 07343:362, 


801223C016 Informs that info re effect of change in tfflC position 
concerning seismic design requirements on other structures 
in Mi Basin, is now available. 

MARREH, S, K. Atomic Safety and Licensing Board Panel. WARREN, S.K, 
Atomic Safety and Licensing Appeal Pans 1 . 60/12/02, Ip. 07311:176. 


8012230233 Order granting NRC 601128 motion to eitcnd discovery to 
Q10123 Prehearing conference set for 810105-09 will be 
rescheduled at later date. 

BECHHQEFER, C . Atomic Safety and Licensing Board Panel, BO/12/04, 
2pp. 07317:270 


8012290140 Ooci/ment requests to util for Interim Rept 1 fMCAR 24) tt 
info re soil settlement Issue 4, interrogatories re 
consultant role in soil settlement mat ter a. Re la ted 
correspond ence. 

STAMIflS.S. Affiliation Unknown. 83/12/04, 3pp, 07300:001. 


8012290305 Brief in opposition to WH Marshall BOM 19 appeal from ASLB 
801024 order denying petition to t ntervene. Moves ASLAB to 
affirm denial of petition in mod order proceeding. 

Certificate of Svc ent 1 . 

PATOU. W.D. Hearing Branch 2. 80/12/04. 13pp. 07341:214. 


6012300233 Motion for protective order re further deposition of 
U Kane. In alternative, further discovery should be conducted 
via written interrogatory. Draf t protective order 6 
Certificate of five oncl. 

JDNfS.B.W. Hearing Branch 3, 80/12/04 6 pp, 07397:050. 


8012240016 notice of 0 Oallagher.O Fiorelli U H Singh 801216,17 i< 18 
depositions, respectively, re issues contained in 791206 
order L contentions in 801024 order app. 

FARNElU, A. 3. Consumers Power Co. BO/ 12/09. 4pp. 07324:202. 


8012230304 Ifotice of 3 Dahr of Bechtel 801217 deposition re 
issues set forth in ASLB 791206 order modifying CPs U 
Stamlris i Harren contentl ons. Cert if 1 cate of Svc end. 
PATOU, W.D. Hearing Branch 4, 00/12/11. 4pp. 07318:077. 


a012a9OU8 Forwards Comptroller General 1 tr informing that transcripts 
will no longer be provided to Intervenors but will be 
available at PDR.W/o end, 

JOhJFS. B, U, Hearing Branch 2. 80/12/15. Ip. 07344:052. 


'JiTecting prehearing conference to commence 010128 in 

Midland, MI. 

DECHHQEFERtC. Atomic Safety and Lteansing Board Panel. flO/12/19, 
3pp. 07398:346, 


8012290242 Motion for eitension to 810109 to file reply In opposition 
to NRC motion for protective order. Draft order V Certificate 
of Svc end. 

^“'''umers Power Co. 2AMARIN, ft. I sham. Lincoln t, Beal a. 
80/12/17. 5pp. 07341.162. 


80122903AS Memorandum i order affirming ASLB 801024 order denying 
WH Marshall petition for leave to irtarvene in mod order 
proceeding instituted to amena CPs. 

BISHOP. C. J, Atomic Safety and Licensing Appeal Panel. 00/12/17. 
Spp, 07343: 136 


8012300P0S Request for documents including record of CPC B01107 telcon 
conce. ning soil settlement matters. IE Insp Repts 
50-329/77-05 U 50-330/77-08 6 Region III 790500-11 mid-const 
OA insp rept. Related correspondence. 

STAMIRIS. B. Affiliation Unknown. SO/t2/10, 2pp. 07356:357. 


60i2290367 Responds to 801112 questions on dowa ter ing Water from 
dewatering sys is nat being pumped into Tittabauasse River, 
but into facility cooling pond. 

JOriAS, E, W Hearing Branch 2. BO/12/23. 2pp, 07332:249. 


K. Utility Final Safety Ana ly a is Report iPSAR ) t> amends 


SOISSOOSS? Forwards affidavit of svc of Amend 06. Revision 31 to FSAR. 
to application for CPs t: OLs . 

BUDZIK, D. M Consumers Power Co. 00/12/22. ip. 07397:333. 


Q. Inspection reports. IE Bulletins ii correspondence 


8012170971 Forwards Suppl 3 to IE Bulletin 79-018, "Environ 
Oua I i f 1 cati on of Class IE Equipment." No written response 
required. 

KEPPLER.J. 0, Region 3, Chicago, Office of the Director, 00/10/24. 
Ip. 07260:251. 


8012170537 Forwards IE Info Notice 80-37, "Containment Cooler Leats t 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLEfi, J. 0, Region 3, Chicago, Office of the Director. 00/10/24. 
Ip, 07269:144, 


6012020743 Forwards three Performance Appraisal Branch insp repts ti 
mgt evaluation tree w/usar guide so that facility can 
compare program to program already reviewed 6 make 
appropriate ad justments H/o oncl. 

KEPPLER. J. 0, Region 3, Chicago, Office of the Director. 00/U/tB. 
4pp. 


6018040649 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

KEPPLER,J. 0. Region 3. Chicago, Office of the Director. B0/'li/21, 
2pp. 07169. 104. 

8012080041 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 

KEPPLER, 3, 0, Region 3, Chicago, Office of the Director. 80/11/24. 

2pp 07102: 108 


8012170545 Forwards IE Info Notice 0O-29iSuppl 1. "BroVen Studs on 
Terry Turbine Steam Inlet Flange." No written responto 
requ ired . 

MEPPLER, J. 0. Region 3, Chicago. Office of the Director. 00/11/26. 
2pp. 07264:278. 


SO1283O3O0 Forwards response to items of noncomp 1 lance noted in IE 
Investigation Repts 50-329/00-13 t, SO-330/80-14. Fai lure of 
anchor bolts indicative of quality prob 1 em. Ongoing remedial 
actions necessary for correction 

COOK, J. W. Consumers Power Co, 80/12/16. llpp, 07318:819. 


R. Periodic operating reports 6 related correspondence 


0012310995 Forwards monthly rept per ALAB-106, Bechtel nonconformance 
rept s I Beeh tel nenconformance rept logiBechtel quality action 
requests, Dl.U repts of nonconf ormi ty, BiW inserviee insp 
none onf ormance repts S; util none onf ormance repts end. 

COOK, U. W. Consumers Power Co. 80/12/23. 330pp. 07308:001. 


8 . Reportable occurrences. LEfts in related correspondence 


80121S02S2 Part 21 rept re potential defect in A 8 TM A-S40,0p B23,C1 3 
heavy hex bol ts, supp 1 1 ed by Southern Dolt Fastening Corp. 

Caused by use of faulty mails during forging operation. Final 
rapt will be sent, pending replacement part OC. 

HARD ISON, D, NP 8 Industries, Inc. 80/M/14. 14pp. 07240:055, 


9012080577 Interim deficiency rept re HELQA restraint design. First 
reported in UW Cook 600919 I tr. C ivl 1 group has initiated 
reanalyils of pipe whip restraints using paat thrust forcas. 
Interim rept will be provided by 010403. 

COOK, J. W. Consumers Power Co, 00/12/01. 12pp. 07140:052. 



DOCKETED ITEMS 


IBS 


S012IOOS02 Interim do#icienC(j re?t re component qualification test 
d ocuireiitat ion< i n i t ial Ig reported on 781 IH0. Status of Bechtel 
component qualification program K\ Bechtel final rept one 1 . 

Neit rept uill be foruarded bg B103S7. 

COOWiJ U Consumers Pouer Co 60/12/05. i9pp. 07218;31t. 


60121^0353 Interim deficiency rept re reactor vessel anchor bolt 
fall ure. comp let 1 ng design package of proposed mods. Prestress 
levals of studs have been lowered Next rept will be sent by 
910331 . 

CGOK» J. N- Consumers Power Co. BAlLEViK.D. Bechtel Power Corp. 

(subs, of Bechtel Corp. I. 00/12/10. Sdpp. 07235:037 


6012230377 Deficiency rept re emergency core cooling actuation sys. 
first reported on 001 1 17. IJi r ing inconsistencies exist in 
four decay heat valve automatic closure interlock trip 
buffer analog subsys.Nsxt rept will be filed by 810227. 

COOKi J. W. Consumers Power Co. 60/12/17. 5pp. 07317:357. 


8012300460 Deficiency r ep 1 1 or t g ina 1 ly reported on 0Oi 1 17< conf irming 
anomalies identified in NSSS seismic t-. 1.0CA analysis of 
primary sys. Reactor pressure vessel supporting sys being 
modified due to reactor vessel bolting problems. 

COOXx J. H. Consumeri Power Co. 00/12/10. 2pp. 07346: 12S. 


T. Hearing transcripts on non-ant i trust matters 


8012240001 Forwards transcript of JD Xane 801014-16 depos I t Ion. H/o 
enc 1 . 

PATONxH. D. Hearing Branch 4. 80/12/03, Ip. 07324:1^3, 


0Oi22?OiO4 Proposed corrections to OD Xane 001015-16 deposition. 
Certificate of Sve end. 

PATOHi W. D. Hearing Branch 4. 00/12/05. Upp- 07343:074. 


V. Operator Examinations 


6012020398 Summary of 801027 meeting u/util in DcthBsda.HD re operator 
training U qual i fication. Lists variations approved by NRC 6 
notes request for 70 cold license e laminat ions. 

JABBQUPiX. N. Licensing Branch 3, HIL6QN. B, Operator Licensing 
Branch. 60/11/17. 6pp, 07143:173, i 


DOexer SO-330 midland plant, unit 2 


A. App 1 ication/cons true t ion stage documents i; correspondence 


8012160050 Ltr to operating plant licensees. OU applicants U CP holders. 
Forwards NURSO-0737 re THE action plan requirements, Requests 
operating reactor licensee confirmation in 45 days that 
End 1 Implementation dates will be net. 

EISEliHUT, D. 0. Division of Licensing. 80/10/31. 7pp, 


6012070133 Notification of 601205 meeting w/util If consultants in 
Oethesda.HD to discuss se ismo log ical input for site pursuant 
to NRC 801014 end ltr, H/o end, 

HOODx D. Licensing Dranch 3, 00/11/14. 4pp. 07199:202, 


0O12OPO1O6 Confirms 001124 meeting in Jackson. HI to discuss regional 
evaluation of regulatory performance at facilities. 

XEfPLER. J. 0. Region 3. Chicago, Office of the Director. 80/H/19. 
Ip, 


8012080366 Forwards request for addl info tt clarifications needed to 
complete Independent confirmatory piping analys is. Roques ts 
justification of several stress Intensity values for piping 
components li sys reported in FSAR Tables 3.9—15 t< 3. 9-15A. 

TEDESCO, R, L. Assistant Director for Licensing. 00/11/20. 6pp. 
07196: 199. 


8012060805 Forwards addl info dar i f i cations needed to complete 
Independent confirmatory piping analysis at facility, 
request justification foi several stress intensity values 
for piping components t: sys reported in FSAR tables. 

AUOE. L. J. Energy Technology Engineering Center, 80/11/20. 6pp. 
07187:074, 


6012020323 Forwards "Site Specific Response Spectra for 8SE. " providing 
preliminary info for presentation i,. discussion at util 
601205 meeting U)/NRC. 

COOK, J. U. Consumers Power Co. 60/11/28, Ip. 07142:029. 


—6012030320 Preliminary rept. “Site Specific Response Spectra for SBE. '' 
■* Western Oeophysleal. 80/11/20. I9pp. 07142:030. 

8012050322 Forwards affidavit confirming distribution of Amend 85 to OL 
application. 

BUDZIX. D. t(. Consumers Power Co, 80/12/02. 3pp. 07175:053. 


8012000420 Advises that .\merd 85 to 'jtil application for CPs fe OLs 
uas sent under separate cover 

BUDZIX. D. II Consumers Power Co, 80/12/02 Ip. 07134:261. 

0012170775 For'wards request for addl info re tornado missile protection 
t containment seismic analyses for FSAR review. 

TEDESCO. R.L. Assistant Director for Licensing. 00/13/04, 3pp. 
07264: 050, 


8012100679 Confirms 901202 meeting in Olen Ellyn. IL to discuss recently 
T Bor gani ted QA unit 

FlOREuUI.O. Region 3. Chicago. Reactor Construction t» Engineering 
Support Branch. 00/12/09. Ip 

8012160443 Responds to 800613 0625 meetings between util !i NRC re 

timely resumption of formal docket review of plant, OL 
application is ready fo.' post-TMI r evi ew. Propo sos 
expeditious review U requests comment 

CDCXi J. H, Consumers Power Co. 80/12/(0. 3pp 07263:136. 


F. Security, medical, emergency i< fire protection plans 


0012040114 Public version of "Independent Assessment of Evacuation 
Times for Midland Nuclear Power Plant." Vol 7, prepared for 
FEMA 

COSBV.J.C.. BHEPPARD, H V, . BANCROFT. J R. Wilbur Smith & Associates. 
30/06/30. 58pp. 07158:206 

6012040065 Forwards public version of “Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive summary. 

FELTON, J. M Division of Rules and Records. 80/12/03, Ip. 


--8012040098 Public version of 'Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones," executive 
summary , pT spared for FEMA. 

a Wilbur Smith 6 Associates. 80/06/30. t7pp 


--0O12O4O155 Public version of program rept, "Evacuation Time Assessmenfc 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
1. prepared fur FEMA 

COSBV.J.C. Wilbur Smith t; Associates. 90/06/30. 43pp 


O’. Ad judicatory correspondence 


BOI202O649 Appeal from AGLB 001027 order. Order stands moot re 
jurisdiction. Too many factors have not been reported re 
drainage L groundwater pressure. Cert i ficato of Sve enel 
HARBHALL, NH Mapleton Intervenors, 00/11/19. I7pp. 07143:296, 


3012050432 Notice of A5LA0 cons ti tut ion. RS 6al tman, chairman {< JH Duck 
t< CN Xohl, panel members 

BISHOP, C,J. Atomic Safety and Licensing Appeal Panel. 60/11/24. 
Ip. 07173:305. 


8012050443 Notice of 0O12n9-ll depositions of W Ferris, B Dahr it T 
Th i r uvongadam. a 1 1 of Dochtel Assoc iates. Sub j will concern 
issues in ASL.B 791206 ox’dor modifying CPs Certificate of 8vc 

PATOILW. D. Hearing Dranch 2. 00/11/25. App. 07173:309. 


8012050420 Int erroga tor ies. inc lud ing requests for documents, directed to 
CPC, address Ing seismic i structural is-jues plus remedial 
ac t i ons, Cer t i f i cate of Sve oncl. 

PATON, H, Hearing Branch 2. 00/11/26. lipp, 07173:291. 


6012050662 Forwards uncorrected transcript of 6 Hood 801009 deposition 
fc (3 Oallagher 801117-10 depos i t ion. W/o encls. 

JONi-S. B. W, Hearing Branch 2. 80/11/26. 2pp. 07173:320. 


6012050670 Confirms 301124 teUon informing that NRC will attempt to 
ans’iier 001112 interrogator ies, a 1 though not technically In 
compliance w/Commission rules. 

JONES, 0. N Hearing Branch 2. 00/11/26 Ip. 07173:319. 


0012020694 Request for extension until 610123 for termination Of 
discovery doc to complexity of issues Prehearing conference 
should be held on 310126-30 Cer t if icate of Sve end. 

PATQNi W. D. Hearing Branch 4. 00/11/26 3pp, 07147:206. 

6012290107 Forwards to Midland Technical hearing participants listing 
of fo.nal requests for info re soil settlement problem. 

Date corresponds to Issuance of NRC order prohibiting 
certain const activities until amend to CPs is granted. 

HOOD. D. Licensing Branch 3. 00/12/01 llpp 07337:007. 
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Q Inipection reports. I£ Bulletins t correspondence 


— Q0132V3109 Confirms 001134 ccnversation at Bechtel that NRC uill 
attempt to ansusr 601112 in ter rogatories. Responses uill 
be provided as soon as possible. 

vOlicSi 8 U. Office of the Ceneral Counsel. 00/11 /3d). tp. 
073J7: O^a 


5Gt32?0l70 notice of A5I.B const i tut i on. RS Saliman appointed Chairoian & 
JH BucS t CW Uchl. meinbers. 

GISHOP.C. J Admini strabive Branch. &0/12/01. tp. 07343:363. 


6012230016 Informs that info re effect of change in NRC position 
concerning seis.nic design requirements on other structures 
in ill Basin. is nou available 

UARREfi.S K. Atomic Safety and Licensing Board Panel. UARREN.S. K. 
Atccic Safety and Licensing Appeal Panel BO/13/02. Ip. 07311:173. 


9012230233 Order granting NRC 601128 motion to estand discovery to 
010123. Prehearing conference set for 610105-07 uii 1 1 be 
rascheduled at later date. 

BECHKaSFEH.C Atomic Safety and Licensing Beard Panel. 00/12/04. 
3pp. 07317:270. 


dOI2?'70l40 Docomsnt requests to util for Interim Rep t 1 (MCAR 24) & 
tnio re soil settlement issue i interrogatories re 
consultant role in soil settlement ma t tens. Re lated 
correspondence. 

STAJIIRIS. S. Affiliation Unknown. 83/13/04. 3pp. 07300:001. 


6012290335 Srief in opposition to U’H Marshall 001119 appeal from ASL0 
301024 order denying petition to intervene. Moves ASLA9 to 
affirm denial of petition in mad order proceeding. 

Certificate of Svc end. 

PATOll.ll. D. Hearing Branch 2, 60/12/04. 12pp. 07341:214. 


6012300233 Motion for protective order re further deposition of 
J Kane. In al ternat ive. fur ther -discovery should be conducted 
via uritten interrogatory draft protective order t< 

Certificate of Svc end 

-JQ-Vf-S. 0. II. Hearing Branch 2. 00/12/04. 6pp. 07357;'050. 


6012230304 Notice of B Dahr of Bechtel 601217 dep-osition re 
issues set forth in ASL8 771206 order modifying CPs t> 
Stamiris & Warren content ions. Certif icate of Svc end. 
PATQI.Mi. 0. Hearing Branch 4. 60/12/11. 4pp. 07310:077. 


6012170271 Forwards Suppl 3 to IE Bulletin 77-0l8i "Environ 
Oua 1 1 f icat 1 on of Class IE Equipment." No uritten response 
re^u i red. 

KEPPLER, J. 0. Region 3) Chicago, Office of the Director. 00/10/24. 
Ip. 07260:251. 


8012170537 Forwards IE Info Notico 00-37, "Containment Cooler Leals R, 
Reactor Cavity Flooding at Indian Point Unit 2. " No written 
response required 

KEPPLERi J. 0. Region 3, Chicago, Office of the Director. 00/10/24. 
Ip. 07269:144, 


8012020743 Forwards three Performance Appraisal Branch insp repts I, 
mg t evaluation tree w/user guide so that facility can 
compare program to program already reviewed' & ma k e 
appropriate ad jus tment s. K/o s.tcI, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 00/11/10. 
4pp. 


8012040647 Forwards IE Bulletin 00-24, “Prevention of Damage Due to 
Water Leakage Inside Ccntainment. " No uritten response 
required. 

KEPPLER.J.O, Region 3, Chicago, Office of the Director. 00/11/21. 
2pp. 07169. 104. 


0012080341 Forwards IE Info Notice 60-42, "Effect of Radiation On 
Hydraulic Snubber Fluid. " No uritten response raquired. 

KEPPLER.J.O, Regions, Chicago, Office of the Director. 00/11/24. 
2pp. 07182:163. 


6012170545 Forwards IE Info Notice 0O-29.Suppl I, "Drokin Studi on 
Terry Turbine Steam Inlet Flange. " No written raiponse 
required. 

KEPPLER.J.O. Regions, Chicago, Office of the Director. 00/11/26. 
2pp. 07264:278. 


0012230336 Forwards response to items of noncomplianc o noted In IE 
Investigation Repts 30-329/80-13 L 50-330/80-14. Fai lure of 
anchor holts Indicative of quality problem. Ongoing remedial 
actio-ns necessary for co-rroctlon 

COOKiJ.U, Consumers Power Co. 80/12/16. 1 Ipp. 07310:219.. 


0012270140 Forwards Comptroller General Itr informing that transcripts 
will no longer be provided to intervenors but uill be 
available at PDR.U/o end. 

JOlfts, B.M Hearing Branch 2, 60/12/15, Ip, 07344:032. 


6012300060 Order directing prehearing conference to commence 010120 in 
Kid land, HI . 

BECNHOEFERi C. Atomic Safety and Licensing Board Panel. B0/12/1S 
3pp. 07358:346 


6012270242 Motion for eitension to 010107 to file reply In opposition 
to NRC notion for protective order. Draft order U Certificate 
at Svc end 

^-‘'WARIN.R, I sham, Lincoln 6 Beale. 

00/12/17. 5pp 07341:162. 


R. Periodic operating reports fc related corres pond enca 


0012310225 Forwards monthly rapt per AI^B-106. fitch tel noncon f ormane* 
repts, Bechtel nonconfomance rept log, Bechtel quality action 
requests, fltlj repts of nonconf ormi ty , DtW inserviee insp 
nonconformance repts t util nonconformance repts end. 

COOK, J. M, Consumers Power Co. 80/12/23. SSOpp. 07300:001. 


S, Repoi table occurrences, LERs fc related correspondence 


0012130252 Part 21 rept re potential defect in A9TM A-540, Or D23, Cl 3 
heavy hci bol ts. supp I ied by Southern Bolt Fastening Corp. 

Caused by use of faulty matls during forging -operation. Flna I 
rept will be sent, pending replacement part QC, 

HARBISOR. 0. HPS Industries, Inc. 80/11/14. 14pp. 07240:033. 


8012270365 -Msmoran dun 4 order affirming ASLB 801024 order 
UH Marshall petition for leave to intervene in nod oriTer 
proceeding instituted to amend CPs. 

ai&HflP.C. J. Atonic Safety and Licensing Appeal Panel 
Spp. 07343:136 


denying 

80/12/17. 


0012020577 Interim deficiency rept re HELBA restraint design. First 
reported in JM Cook 000917 Itr. Civil group has Initiated 
reanalysis of pipe whip restraints using peak thrust forces. 
Interim rept will be provided by 810403, 

COOKiJ. N. Consumers Power Co. 80/12/01. 12pp. 07140:052. 


0Oi23O<}v9S Request for do-cumants including record of CPC 001107 telc) 
coiice. ning soil settlement matters, IE Insp Repts 
30-327/77-056 SO-330/77-OS 6 Region III 770500-11 mid-const 
QA map Relateij ectr^spond 9nce. 

STAHWIS.S, Affiliation Unknown. 0-3/12/10. 2pp. 07336:357. 


BOI2100u02 Interim deficiency rept re component qualification test 
docune.ntation, initially reported on 761 120. Status of Bechtal 
component qualification program 6 Eech tel final rept end 
Meet rept will be forwarded by 010327. 

COOK, J, U, Consumers Power Co. 80/12/05. (i9pp. 07210:311. 


6012290567 Responds to 001112 questions on dewatering. Hater fri 

pumped into Tittabawasse River, 
out itivu cooling pond, 

JONES. B. IJ. Hearing Branch 2. 83/12/23 2 pp. 07332:249. 


|^__WtiUty Final Safety Analysis Repsrt (FSAR) 1< amends 


SDIS160333 Interim deficiency rept re reactor vessel anchor bolt 
failure. completing design package of proposed mods. Pres tress 
levels of studs have been 1 owered. Nex t rept will be sent by 
G 1 033 i , 

COCK,J. U. Consumers Power Co, BAILEY, K.D, Bechtel Power Core 

(subs, ef Bechtel Corp. ). 80/12/10. 54pp. 07255:037. 


8012300557 Forwards affidavit of sv 
to application for CPs S OLs. 
BU9ZIK, 8. II. Consumers Power Co. 


t of Amend a6,Revision 31 to FSMl, 
00/ 12/22. I p. 07357 : 333. 


0012230277 Deficiency rept re amergency core cooling actuation s 
first reported on 801U7 Miring inconsistencies exist In 
four decay heat valve automatic closure interlock trip 
buffer analog subsys, Next rept will be filed by 010227, 

COOK. J. 11. Consumers Power Co. 80/12/17. 5pp. 07317:357. 


g 


B01W300460 Deficiency r ept , or ig inal ly reported on 001 1 17, conf i rmina 
anomalies identified in N8SS seismic k LDCA analysis of * 

primary sys.Reactor pressure vessel supporting sys being 
modified due to reactor vessel bolting problems. 

CCOK, J. U. Consumers Power Co. 80/12/10. 2pp ' c 



DOCKETED ITEMS 


r. M>aring transcripts on non-ant i trust matters 


BOI2240COI Forwards transcript of JD Kane 001014-16 deposition. W/o 
end. 

P/iTOUjW. 0. Hearing Branch 4. 00/13/05. Ip. 07324; 193. 


B0I229O104 Proposed corrections to JD Kane 801015-16 deposition. 
Certificate of Svc end. 

PATOIltM. D. Hearing Branch 4 00/12/05. Ifpp. 07343:074. 


801223035S Ltr to all CP t OL holders for 9l44s re requirement for 
implementation of OOfM code for licensing basis calculations 
performed bg G£. App 1 Icab le to all license applications ti 
proposed amends. including core reloads 
ElSEtiH’JT. D. 0. Division of Licensing. 00/11/04. 4pp. 


8013090310 Forwards revised ASKE inservice testing submittal, 
incorporating answers to 601002 telcon questions t< addl 
revisions neeessarg for safe i efficient operation. 

RQOT.L. D. Iowa Electric Light U Power Co. 00/11/11. 4pp. 
07201: 177. 


V. aperator Giamlnations 


0012020308 Summary of 001029 meeting w/util in Oethesda.HD re operator 
training £: qualification. Lists variations approved by NRC & 
notes request for 70 cold license examinations. 

JADDOUR. K. N. Licensing Qranch 3. UILSDN. 0. Operator Licensing 
Branch. 00/11/17. 6pp. 07143:173. 


DOCKET 50-531 DUAKE ARNOLD ENERGY CENTER 


F. Security, medical, emergency 6 fire protection plans 


8012040099 Forwards interim lOCFRSO. 48 suspending completion dates for 
fira protection mods, effective upon 80IOS9 publication in 
4SFR7 1 569. Rule will be superseded by revised rule when 
offactive. 

EIBEMHOT. Q. 0. Division of Licensing. 60/11/07, 6pp. 07170:344. 


8013010461 Forwards list of deficiencies found in 800730 emergency 
plan. per review against N0nE0-06S4 cr i terla. Plan must be 
revised to address t0CFR30 provi s 1 onsi effect Ive 801103. 

IPPaUtTO. T. A. Operating Reactors Branch 2. 80/11/13. llpp. 

07099; 130. 


— 8012090321 "ASMS Inservice Testing Program for Pumps it Valves for 
Period 780601-830701." Revision 3. 

* Iowa Electric Light 6 Power Co. 00/11/01. 163pp. 07201:101. 


8012220S63 Ltr to all power reactor licensees forwarding NVREO-0619. 
"BlfR Feedwater Noiile i. Control Rod Drive Return Line 
Noiile Cracking." Confirmation that implementatlan dates 
will be met must be sent within 45 dags. U/o end. 

EISENHUT. D. G. Division of Licensing. 80/11/13. Ip. 


0013050399 Intends to respond to NUflE0~0737 requirement 1I.K.3. 30. 
revised small break LOCA methods to show compliance 
W/CFRS9 App Ki through GE Requests schedule 6 scope of 
questions be directed to GE. 

RQOT.L D. Iowa Electric Light t Power Co. 80/11/25. Ip. 

07174: 033. , 


8012220485 Responds to 800911 nemo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to complg 
w/revised Agreement State burial site conditions. Forwards 
results of IE surveg. 

DENION. H. R. Office of Nuclear Reactor Regulation. Director. 
00/13/04. 2pp. 


0013020052 Discusses planned mods to emergency notification sgs 6 
health physics network. NRC will pay for Installation of 
output jacks to provide capability for adding one-way 
speakers to sgs.N/o end health physics network manual. 

KEPPLER.J 0. Region 3. Chicago. Office of the Director. 00/11/19. 
2pp. 07148:341. 


8012310006 Ltr to all power reactor licensees u/p lants licensed prior 
tu 790101. Forwards revised Section lOCFRSO. 48 tc App R re 
firs protection features in nuclear power plants h list of 
requirements for resolution of open issues. W/o end. 

EISEIIMUT. D. 0. Division of Licensing. 00/11/24. 3pp. 07371:069. 


—8012310003 Ltr to all power reactor licensees u/plants licensed prior 
to 790101. FR notice forwarded w/0Olia4 ltr contains 
typographical error in effective date. Correct date is 
010217. FR notice 6 summary of facility open Items end. 

EISENHUT. 0, 0. Division of Licensing. 80/11/39. 18pp. 07371:073. 


— 8013220506 Forwards tabulation t summary of IE surveg on low level 
waste at SI reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed U/71X 
pla.ming or considering increasing storage capacity. 

BANGARTi R. U. Effluent Treatment Systems Branch. 60/11/06. 8pp. 


8012330297 Responds to 801031 ltr re post-T.II requirements. Schedule 
extensions for some reulraments may be needed as hardware 
availability has affected THI related schedules. 

ROOT.L.D. Iowa Electric Light L Power Co. 00/12/15. Ip. 

07314: 072. 


0012330457 Advises that results of re-evaluation of scram sgs t. 
necessary mods to design 4: performance criteria will be 
provided bg 010114. 

ROOTiL. D. louia Electric Light 1: Power Co. 80/12/15. Ip. 
07314: 130. 


0. Inspection reports, IE Bulletins 4 correspondence 


8012100532 Releases public version of State of lA.Linn County & Benton 
County evacuation time estimates. 

FELTON. J. f1. Division of Rules and Records. 60/12/02. Ip. 

07222; 180. 


— 8012100635 Public version of State of lAi Linn County 4 Denton County 
"Evacuation Time Estimates." 

•e Linn County. lA. * Affiliation Unknown. 80/01/31. 30pp. 

07222: lei. 


1. Financial information 


6012170634 Forwrds IE Info Notice 80-37, "Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2. '* No written 
response required. 

KEPPUERi J. 0. Region 3. Chicago. Office of the Director. 80/10/24. 
ip. 07264; 166. 


8011190098 Forwards final response to IE Bulletin 79-01 B. “Environ 
Ouat if ication of Class IE Equipment." 4 responds to NRC 
80I00I ltr re equipment testing. Outstanding components will 
be tasted. shielded 4 relocated bg June 1902. 

ROOT.L.D. Iowa Electric Light 4 Power Co. 80/10/31. 3pp. 
06916:001. 


8012010366 Forwards certified projected cash flow for 1980 4 actual 
cash flow for 13 months ending Sept 19B0. Nov 1980 
shareholder's bulletin 4 util cooperative Itrs guaranteeing 

promluiti end. 

REHNBTRDM. J. D. Iowa Electric Light 4 Power Co. 80/11/20. 7pp. 
07098:040. 


-8012010376 Forwards Natl Rural Utils Cooperative Finance Corp 801031 
Hr approving line of credit for 12-month terin. Ability to 
respond to call for restrospec tl ve premium is guaranteed, in 
compliance w/Pr Ice-Arderion Act. - 

NILLIAHa, E. |1. Central Iowa Power Cooperative. 80/11/07. 3pp. 
07098:056. 


— 801301052? “Duane Arnold Energy Ctr Response to IE Bulletin T9-01B. 
Environ Qualification of Class IE Equipment." 

* Oeehtel Corp. 80/10/31. 100pp. 07094:248. 


8012040355 Forwards IE Insp Rept 50-331/80-16 on 800908-11 4 1015-16 


notice of violation. 

DAVIS, A.B. Regions. Chicago. Fuel 
Branch. 80/10/31. 2pp. • 07163:320. 


Facility 4 Materials Safety 


4 


— 8012040257 Notice of violation from insp on 800909-11 4 1015-16. 
* Region 3. Chicago, Office of the Director. 60/10/30. Ip. 
07163:322. 


P. Operating license stage documents 4 correspondence 


8012160050 Ltr to operating p 
Forwards NUREO-0737 re THI 
operating reactor licensee 
End 1 Implementation dates 
EIEENHUT. D. C. Division of 


lant licensees. OL applicants 4 
action plan requirements. Reques 
confirmation in 45 days that 
will be net. 

Licensing. 80/10/31. 7pp. 


CP holders. 

ts 


— 8012040263 IE Insp Rept 50-331/80-16 on 000908-11 4 1015-16. 
Noncompllance noted: fai lure to rept required nuclides in 

0RAI1T*U*^B. . JANUSKA, A. 0. . PAPER IElUO, C. Region 3, Chicago. Office, 
of the Director. 00/10/30. t2pp. 07162:323. 
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eiJ12lJ0i93 FoT'jards I£ Insf Rept 50-331/80-15 on BO 090 1-30. No 
noneonp I ianc e noted, 

HEISH-’dAH. R. F Region 3- Chicajoi Reactor Operations Nvclear Supoort 
Branch. SO/ 11 /OS 3pp 07225:033. 


— S0121107O3 IE Insp Rept 50-331/B0-15 on Q00901-30. No noncampllance 
noted Major areas i nspec k ed; p lant opera t icns< ma In ti 
proeedoresi docutrentatior I- uork performed. 

CHRISTIANSON. W, CLARDV-tS, LITTLE, W.S. Region 3, Chicago, 
Office of the Director 00/10/2^. 8pp. •07323:053. 


6012150265 Forwards IE Insp Rept 50-331/80-20 on 001014-16. No 
noncomp 1 1 once noted. 

HEISHflAM, R. F. Region 3. Chicago, Reactor Operations Noeiear Support 
Branch. 80/11/06. 2 pp. 07237:317. 


—8012130268 IE Insp Rept 50-331/80-20 on 8OI0J4-16. No noncomp 1 lance 
noted. Major areas dnipected: licensee imp leoien ta t ion of GA 
program in areas of r ec eip t, storage & procurenent control, 

,dACKIIJ> I M. , SCHULZ.fi D. Region 3, Chicago, Office of the 
Director. BAKER, K.R, Region 3, Chicago, Reactor Construction fc 
Engineering Support Branch 60/11/06. 5pp, 07237:319. 


8012190271 Fof'jards IE Insp Rept 50-331/60-19 on 800929-1002 fc 21-23. No 
nonco-Tipliance noted. 

FICRELLIiO. Region 3, Chicago, Reactor Construction it Engineering 
Support Branch. 80/ 1 1/13 2pp. 07266:026. 


— 6012190277 1£ Insp Rept SO-331/00-19 on 600929-1002 t< 1021-23. No 
nonccnpl ianc e noted Major areas Insp acted : torus support 
reinforcement ins tal 1st i on, cue 1 ding tt nondestructive 
eea-Tiiratlons U lE Bulletins 80-07 L 80-08 actions. 

KEY, M. J. Region 3, Chicago, Office of the Director. 

DANIELSON, D. H Region 3, Chicago. Reactor Construction U 
Engineering Support Branch. 80/11/12. Spp. 07286:088. 


6012020743 Forwards three Performance Appraisal Branch insp repts & 
mgt evaluation tree v/user guide so that facilltg can 
co,npare program to program already reviewed 6 make 
appropriate adjos6,nents W/o enc I , 

KEPPLER. J e. Region 3, Chicago. Office of the Director. 80/11/18, 

4pp, 


6012020657 Immediate action ftp re health phgslcs appraisal ecit 
me et ing. Notes unders tand ing that portable surveg Instruments 
ulll be calibr bg 601121 to meet requirements of emergency 
assignment board tag duties. 

WEPPLEfi. J. G. Region 3. Chicago. Office of the Director. SD/!1/2I. 
ip. 07143:313. 


6012040633 Forwards IE Bulletin 60-24, "Pr e\'ent ion of Damage Due to 
Ifater Leakage Inside Con ta innent. " Ho written response 
required . 

KEPPLER, J.O. fiegton 3, Chicago, Office of the Director. 60/11/21. 
2pp. 07166:316 


6012310442 Forwards IE Insp Rept 50-331/80-16 on 80tOOi-3I.No 
noncortp i lance noted. 

HE I SHMAN, R . F. Region 3, Chicago, Reactor Operations Nuclear Bupport 
Dranch. 60/11/21. 2pp. 07370:221. 


—8012310447 IE Insp Rept 30-331/80-18 on 60100.1-31 . No noncomp I lance 
noted. Major areas insp acted : p Ian t opera 1 1 ons.maint i 
procedure. 

CHRISTIANSON, 14. , CLARDY, L. S. , LITTLE, H.S. Region 3, Chicago, 
Office of the Dlrectar. 80/11/21. 4pp. 07370:223. 


0012080057 Forwards IE Info Notica SO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid ■■ No written response required. 

KEPPLE«,J. e. Region 3, Chicago, Office of the Director. 90/11/24. 
2 fP. 07163: 208. 


8012U0763 Ack receipt of 801024 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-313/60-13. 

HE I SHNa,N, R . F. Region 3, Chicago, Roactor Operations Nuclear Support 
Branch. 80/11/24. |p. 07225:086. 


-8012110769 Responds to NRC 801003 Itr re violations noted in IE Insp 
Rept 50-331/80-13. Cor r ec tive act ions : eihaust vacuum breakers 
tested o/satisfactory results. 

ROOT, L. 0. la-wa Electric Light >t Power Co. 80/10/24. 2pp. 


3012^29994 Farwardft nsw badsie rsuinbert ht cT^aranct for 

Region 3 personnel Changes should be entered on Sept 1980 
access lists 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 00/11/25, 
6pp. 07309:007. 


8012170535 Forwards IE Info Notice 80-29, Suppl 1, “Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 6D/lt/26 
2pp, 07268: 140. 


8012090394 Forwards effluent rapt data for 1979 U 1980, in response to 
NRC Itr re IE insp on 800908-11. 

RDDT,L D. Iowa Electric Light t, Pcuer Co. 80/12/01, lo 
07201:103. 


— 8012090296 Effluent rept data for 1979 S: 1900. 

* loua Electric Light t. Power Co. 80/12/01. 2pp. 07201:106. 


e012240»34 Aek receipt of 801110 Itr informing NRC of steps taken to 
correct violation noted JE Insp Rept 30-331/00-17. 

HIND, J. A. Region 3, Chicago, Safeguards Branch, 00/12/01, to 
07325; U3, 


--6012240263 Responds to NSC 801003 itr re violations noted Irs IE Irisp 
Rept 50-331 /SO-1 7. Correct ive actions withheld 
Iraf 10CFR2. 790). 

RQaT,L. D. Iowa Electric Light t. Power Co. 00/11/24, lo 
07325:114, 


8012190310 Forwards third bimonthly status rept on IE Bulletin 79-OlB 
re environ qual i flea tier, of Class IE equipment. 

HAVES, D.N. Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch. 80/12/09, 2pp. 


R. Periodic operating reports 6 related correspondence 


8012090994 Forwards effluent rept data for 1979 U 1980, In rospons# td 
NRC Itr ra IE insp on 800906-11. ' 

ROOT.L.D, Iowa Electric Light 4, Power Co. 00/12/01, Ip. 

07201:105, 


— 0012090296 Effluent rept data for 1979 t< 1900. 

•» Iowa Electric Light t. Power Co. 80/12/01, 2pp. 07201:106. 


8012230311 Forwards monthly operating rept for Nov 1980, 

MIhiECK, D. L. Iowa Electric Light U Power Co. 80/12/15. Ip, 
0731B: 084, 


•8012230314 Monthly operating rept for Nov 1980. 

VAN SICKEU, J. Iowa Electric Light L Power Co. 00/12/15. 7 ob 
07310:085. 


S Reportable occurrences, LERs & related correspondence 


8012010408 Informs NRC that RO initially reported on 801111 re reactor 
vatsel esessive cooldown rate was not in violation of Tech 
Spec requirements. Reportable conditions did not eclst.No 
further rept will be provided. 

MINECK, D, L, Iowa Electric Light b Power Co. 00/11/19. Ip. 
07098:066. 


S012020492 Forwards LER 80-035/017-0. 

MINECK.O. L. Iowa Electric Light t. Power Co. 80/11/24, Ip. 
07148:120. 


8012020495 LER 80-055/01 T—0: on 8011 10, main steam relief valve stuck 
open resulting in Ra scram. Caused by wiring error during 
1980 design change work 4, Inadequate pos t-ins ta 1 la t ion 
test 1 ng. Error corrected it test procedure revised. 

TOOKES, D, W. Iowa Electric Light 6, Power Co. 80/11/24. Sop, 
07148; 121. 


6012020541 Forwards LER eO-053/03L-0. 

MINdCK.O, L. Iowa Electric Light & Powar Co. 80/il/24, ip, 
07146:077. 


8012020546 LER 80-053/03L— 0: on 60t 106, d Iscovar ed that monthly 
functional test of turbine control valves fast closure for 
reactor protection sys trip L recirculation pump trip 
initiation logic had not been run for Oct, 

RAGER,(1.S. Iowa Electric Light 6 Power Co. 80/11/24. Ip. 
07148:078. 


8012020603 Forwards LER eO-054/OtT-O, 

MINECK.O.L, Iowa El ec trie Ulgh t 4: Power Co, 00/11/24, Ip, 
07149:037. 


8012020613 LER 80-054/01 T—O: on 801 1 10, during s tartup, rsl ief valve P8U— 
4405 began lea k ing. Cause unknown. Spare relief valve was 
setpoint tested, re-uisr ked 6 installed. 

TOOKER, D. W lobia Electric Light 6 Power Co, 80/11/24. 2pp. 
07148:038. 
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8018190593 FoTUiards UER aO-OS7/03L-0. 

HINECKi D. L. loua Elactrlc Light Poiuor Co 00/(2/12 Ip. 
07206: 154, 


— 9012190699 LER 0O-OS7/O3L-O: on 001 1 1 4i dnjue 1 1 pressure recorder PR 
43B4A found failed douns cat e. Caused b<; defective amplifier 
board. Board replaced servo motors cleaned prior to 
recorder startup, 

RAOER» M. 8. Iowa Electric Light I Power Co. 80/12/12, Ip. 

07286: 188. 


8012190643 Forwards LER 80-056/03L-0. 

HINECK.D.L. Iowa Electric Light k Power Co. 80/12/12. Ip. 
07287; 897. 


— 8012190650 LER S0-056/03L-O: on 001 1 1 4, d rgue U high pressure switch 
PS 4312C tripped above Tech Spec Caused bg instrument drift. 
Switch reca 1 1 bfi tested returned to svc. 

RAO£R< II. S. Iowa Electric Light ^ Power Co. 80/12/12. Ip. 
07287:290, 


80l2240?4i RO: on 801217i dur ing testing of suppression chamber level 
transmitters LT 4363D f/. LT 2323icallbr error bg technicians 
ted operations personnel to beievc suppression chamber was 
filled to 1>200 cubic ft above Tech Specs limit. 

KIN'ECllt 0. L. Iowa Electric Light Power Co. 80/12/17. tp. 

07323: 209. 


8012300465 Forwards LER @0-058/03L-&. 

HIKECH. D. L. Iowa Electric Light t. Power Co. 80/12/18. Ip. 
07349:347. 


•8012300460 LER SO-05e/03L-0: on 801 1 19. dur ing annual testing of 
Instrument ec & batterg bus undervoltage relags.relag 
27-Yll (240 volt instrument ac undervoltage relag) dropout 
voltage determined under Tech Spec setpoint. Cause unknown. 
RAOER.tl.S, Iowa Electric Light i Power Co. 80/12/18. Ip. 
07349; 348. 


S012220339 Ltr to all CP ^ OL holders for OtlRs re requirement for 
1 mp 1 erne nta t i on of OOVN code fo-r licensing basis calculations 
performed bg GE. App I 1 cab ! e to all license applications it 
proposed amends .Including core reloads 

EISEIdHUT. D, G. Division of Licensing. BO/11/04. 4pp, 


0012220563 Ltr to all power reactor licensees forwarding NLIREG-D6i9i 
"BlR Feedwater Notile t Control Rod Drive Return Line 
Nojilo Cracking." Confirmation that implementation dates 
will bo met most be sent within 43 dags U/o encl. 

ElS^(:HJTi D. G. Division of Licensing. 80/11/13. Ip. 

3012220485 Responds to 800911 memo requesting that OPc of Nuclear 
Reac tov Regulation inform Licensees of need to complg 
w/revtsed Agree, Tient State burial site c and 1 1 i ons. Forwards 
results of IE sur veg . 

DEN1QN.H. R. Office of Nuclear Reactor Ragulation. Director. 
80/12/04. 2pp. 


--0012220506 Forwards tabulation 4 summarg of IE surveg on low level 
waste at 51 reactors. Lew level waste storage facilities 
have teen expanded at 37X o." reactors surveyed w/7tK 
planning or considering increasing storage capacity. 

BAUOAR r. R. L. Effluent Treatment Sgstems Branch, 00/11/06. 0pp. 


8012230381 Discusses implementation of NyREO-0737. “Clarification Of 
TMI Action Plan Requirements " Lists actions to be taken 
when required equ 1 pmen t is unaval lab le. 

DAVNEiJ.P, Power Authorttg of the State of New York. 30/12/16. 
4pp, 07312:247. 


6012300SB4 Submits supplemental info per 801024 ltr 4 provides addl 
info in responso to 801001 ltr re plans to modlfg plant 
to meet design U performance criteria bg end of 1982. 

OAYNEi J. P, Power Aothoritg of the State of New York. 80/12/16. 
2pp. 07357: 330. 


Q Inspection reports. IE Bulletins i: correspondence 


8012290410 Forwards LER aO-059/03L-0, 

HINECK.D.L. Iowa Electric Light «< Power Co. 30/12/19. ip. 
07336: 315. 


•8012290414 LER 8O-0S9/C'3L-O: en 801 120. reac tor coolant isotopic analgsls 
not completed within scheduled time limit. Caused bg 
germanium-lithium counting sgs being Inoperative. Spec trum 
amplifier replaced t: coolant test completed. 

RA0ER.M.8 Iowa Electric Light «< Power Co, 00/12/19, Ip, 

07336:316. 


8012290422 Forwards LER aO-060/03L-0, 

KINECK.D.L. Iowa Electric Light 4 Power Co. 80/12/19. Ip. 
07336:.361, 


■8012290428 LER 80-060/03L-0: on 801 128. d 1 schar ge vol high water level 
Instrument functional test was not run before going to power 
operation Caused bg operator err or. Per sonne 1 will be 
relnstrueted, 

RACER. K. 8. Iowa Electric Light U Power Co. 80/12/19. Ip. 
07336:362. 


8012090149 Ael receipt of 800918 ltr Informing NRC of steps taken to 
correct 'violations noted in IE Uaste Packaging Insp Rept 
15000039/80-14. 

SNITN.G.H. Region 1. Philadelphia. Fuel Facilltg 4 Materials Safetg 
Branch. 80/10/20, Ip 07200:101, 


’8012'09015S Responds to NRC 800619 ltr re violations noted in IE kfaste 
Paeitaglng Insp Rbpt 1 5000039/80-14, Correct 1 ve actions: 

Standing Order 18. Exhibit 9. l.uill be revised adding insp 
requirenents. Revision Issued bg 801031 

PASTERNAK. R . J. Power Authoritg of the State of New York, 

80/09/10. 3pp, 07200: 105. 


•8012090158 For'wards IE L'aste Packaging Insp Rept 15000039/80-14 on 
800619 It notice of vtolatton 

SMITH/O. H. Region 1. Philadelphia. Office of the Director, 
80/09/03. 2pp. 07200: 103 


•8012090163 Notice of violation from Insp on 800619. 

* Region 1, Philadelphia. Office of the Director. 00/00/07, 2pp. 
07200: 107. 
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F. Security, medical, emergency U fire protection plans 


8012040091 Forwards interim 10CFR5O. 40 suspending completion dates for 
fire protection mods, ef fee t Ive upon 801029 publication in 
4SFR71S69. Rule will be superseded bg revised rule when 
effective, 

EISENHUT. D. 0, Division of Llcenslrg, 80/11/07, 6pp. 07170:236. 


6012050550 Informs that mods will be .rade to emergency notification sys 
4. health physics network equipment s. NRC will have lamps 
installed on emergency telephones In all control ronms> 
tachnlcat support ctrs t. emergency operations facilities. 

CRIER. D. K. Region 1. PhlladelpMa. Office of the Director. 

80/11/14, 2pp. 07174:271. 


P. Operating license stage documents 4 correspondence 


8012160CS0 Ltr to operating plant licensees.OL applicants 4 CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 dags that 
Encl 1 implementation dates will be ret. 

EISENHUT. D. 0, Division of Licensing. 80/10/31. 7pp. 


•8012090167 IE Waste Packaging Insp Rept 15000039/80-14 on 800619. 
Nencomp 1 lane e no bed : outs 1 d e of Mcdel 14-195-4. Number lO 
shipping cask nob stencilled or otherwise marked to identify 
as radioactive 

MACARTKURi T. C, , POTTER. J. P. Region 2. Atlanta. Fue 1 Fac 1 lity fc 
Materials Safety Branch. 80/08/07. 3pp. 07200': 109. 


8012190710 Forwards IE Insp Rept 30-333/60-16 on 0OO'9OS-12, No 
noncemp 1 lance noted. 

DRUNNCR.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 80/10/31 Spp . 07208:018. 


—8012190712 IE Insp Rept 50-333/50-16 on 800903-12. No nonqompliance 
noted. Major areas inspected; admlnis tva t i Vo controls for 
facility procedures 4 conformance to Tech Specs. 

CHUNO. J.W j MCCANN. J. Reglen 1. Philadelphia, Office of the 
Director. OREENMAN. E 0. Region 1. Philadelphia. Reactor 
Operations Nuclear Support Dranch. 80/10/39. lOpp. 07288:020. 


8012030933 Forwards response to IE Bulletin 79-Oin. "Environ 
dual 1 ficat loti of Class IE Equipment." Components. tuhere 
qualification data is incomplete or mis s 1 ng. wt 1 1 be tested 
or replaced 4 in full compliance bg 820630.14/a end. 

PASTERNAK, R, J. Power Autho.ritg of the State of New York. 80/11/01. 
2pp. 07149:065. 


8012090003 Responds to IE Bulletin 80-11. "Masonry Mall Design." 
Re-»va !ua t ion program will bo c omp lated by 810413. 

PASTERNAK; R -J. Power Authoritg of the State of New York. 80/11/04. 
2pp. 07199.342. 
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■EOtSlSCO'tB Fur'iiard-s IE BulloEin Boss'll *‘Valve Yokes Supplied by Malcolm 
Foupdfif Coilnc. " Written response required. 

QRIER> B. H Region li P(i Hade I phi ai DYfite of khe Director. 
aO/ll/Of, Ip. 07230:266. 


S012190362 Informs util of issuance of new NiRC persotiTiel identification 
badges, off ec tive after SOt t30. Esamp le encl. 

MAR T I M. If . j , Region ]• Philadelphia. Safeguards Branch. 00/11/06. 
app. 07236: 129, 


6012030794 Fortuards IE Info Notice B'0'“40. "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Rsactoi' Deprsssuri jatidd. " No urltten response required. 

CRIER. B. H. Aegion 1. PMladelphiai Office of lha Director. 
00/11/07. Ip. 07180:220. 


6012030433 Foruards IE Info Notice 80—41. ‘'Failure of Guing Check Valve 
in Decay Heat Removal Cy 5 at Davis Besae Unit 1.“ No 
response required. 

CRIER. B. H Region 1. Ph 1 1 adel p h la. Office of the Director. 

GO/ll/tO. Ip. 07182.312. 


8012040062 Forwards IE Bulletin 60-23. "Failures of Solenoid Valves 
Mfy by Valcoi Engineering Corp." Requires estimate of 
manpauer associated ui/ccprrecti ve actions. 

CRIERiD.H. Region 1. Philadelphia. Office of the Director. 
60/11/14. Ip. 07157:276. 


0013220675 Advises that written response is required to I£ Bulletin 
80-23. "Failures of Solenoid Valves ilfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

CRIER. B.H. Region 1. Phi latfelph ia. Office of the Director. 
80/11/19. Ip. 07293:128. 


6012040514 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment." Nritten response 
required. Requests info on manpower espended. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
80/11/21. 2pp. 07169:214. 


8012050580 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
GRIER. B.H. Region I. Philadelphia. Office of the Direct'Or. 
80/11/24. Ip. 07174:071"'^ 


8012100224 Forwards " Inservice I nap Suonary 4; NlS-l Data Rept for 
Spr ing/Sunner 1960 Outage." Includes results of weld b pipe 
suppo.'t eiams i inservice insp of reactor pressure vessel 
internals, core spray sparger it jet pump beams. 

BAYNE. J.P. Power Authority of the State of New York. 80/12/08. Ip. 
07246: 196. 


•8012100229 "InserviCB Insp Sue.mary i HIS-l Data Rept for Spring/Summer 
1980 Outage. " 

NUZZO. D. C. . SAHICKY.M. Ebaico Services, Inc. fsubs. of Enserch 

Corp. >. ao/io/io. 4a5pp. 07246 : 197 . 


R- Periodic operating reports & related correspondence 


8012160502 Forwards monthly operating rept for Nov 1900. 

PASTERflA'A.R. J. Power Authority of the State of New York. 80/12/09 
Ip. 07261:153 


. — 8012160505 Monthly operating rept for Nov 1980. 

ZUFEuT, E. Power Authority of the State of Neu York. 00/12/09 
Spp. 07261:154. 


S. Reportable occurrences. LERs ts related correspondence 


0012010409 Forwards LER e0-0a3/01T-O. 

PASTERNAK, R. J. Power Authority of the State of New York. 00/11/25 
tp. 07095:087. 


6-012010429 LER 80-083/01 T-O; on 801 118. average power range monitor sys 
operateii u/lesa than mjn allowed channels operable. Caused by 
inadvertent wiring error inside primary containment. Problem 
to be corrected during neit containment entry, 
e Power Authority of the State of New York. 80/11/25. 3pp. 

8012030431 Forwards LER 80-082 /03L-0. 

PASTERNAK. R. J. Power Authority of the State of Mew York. 60/12/02. 


8012050444 LER B0-OD3/03L~0: on 801 1.02, so 1 eno i d pilot valve 16-1-SQV-iOl 
B I assoc ia ted ui/c on ta inmen t isolation valve 16-I-A0V-1018, 
failed causing AOV to fail. Caused by worn plunger b dirt 
in val've. Parts cleaned t- replaced, 

CHILDS. W.V. Power Authority of the Slate of New York. 80/12/02 
ip. 07173:307. 


0012080435 Forwards LER 00-084/03L-0. 

PASTERNAK, R. J, Power Authority of the Stale of New York. 80/12/03 
Ip, 07186:321. 


0O12OBO4S9 LER 80-0B4/03L-0: on three occasions during 801 103— 25, reactor 
water level switch 02-3-LIS-101 0 or 1010 found set less 
conservative than Tech Specs. Probab ly caused by personnel 
err a I', 

CHILDS. N.V. Power Authority of the State of Neu York. 80/12/03 
2pp. 07186: 322. 


6012150127 Forwards LER 80-OS0/03X-1, 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/03. 
Ip. 07237: 291. 


—6012150130 LER aO-050/03X-l : cn 600509. four MSIVs failed leak rate 
requirements or needed repair. Caused by normal wear. Valves 
repaired <&: tested, 

CHILDS, N. V. Power Authority of the State of New York. B0/12/0S 
Ip. 07237: 292. 


0012160530 Forwards LER a0-0S6/03L-0. 

PASTERNAK. R. J. Power Authority of the State of Neu York. 80/12/10 
Ip. 07261:167. 


--80I2160534 LER a0“Oa6/O3L-O: on 801110. fire detection tyi for reactor 
core made inoperable to allow required electrical conduit 
rerouting. Caused by implementation of required fire 
protection mod, Fire watch established while sys repaired. 

CHILDS. U.V, Power Authority of the State of Neu York. 80/12/10. 
Ip. 07261 : 160. 


8012290432 Forwards LER 6O-Oe0/O3L-O. 

PASTERNAK, R. J, Power Authority of the State of Neu York, 80/12/17, 
Ip. 07337:006. 


8012290437 LER aO-O80/O3L“O: on 801124, water level instrument 
02— 3-L I S-72D switches 3 4, 4 were found set outside Tech 
Spec linlts. Caused by instrument dr if t. Ins trument callbr & 
surveillance Frequency increased, 

CHILDS. If. V. Power Authority of the State of New York, 00/12/17. 
Ip. 07337:007. 


S012290439 Forwards LER eO-089/03L“0. 

PASTERNAK. R. J. Power Authority of the State of New York. 00/12/17. 
Ip. 07336:204. 


"0012290447 LER a0-OB9/03L“0: on 801 126. reactor core iialatian cooling 
stea.m line low pressure switch 13-PS-07B found set outside 
Tech Spec I imits. Caused by instrument drift. Switch adjusted 
it surveillance frequency increased. 

CHILDS. If. V. Power Authority of .the State of Neu York. 80/12/17. 
Ip. 07336: 203. 


6012290441 Forwards LER 80-090/03L-0. 

PASTERNAK, R. J. Power Authority of the State of New York. 00/12/17. 
Ip. 07336:206. 


—8012290451 LER eO-090/03L-0: on 801130, KSIV 29-AOV-aOA 90X open limit 
switch did not reset when valve was fully opened, Cause 
undetermined. Fuses for follower relay pulled to keep channel 
tripped while being repaired. 

CHILRS, N. V. Power Authority of the State of Neu York. 00/12/17. 
Ip. 07336:287. 


8012290443 Forwards LER 80-041 /04X-1 , 

PASTERNAK. R ' J. Power Authority of the Slate of Neu York. 80/12/17. 
Ip. 07336:288. 


—8012290453 LER ao-041/04X-l ; on 000513,1-131 release SOX in excess at 
Tech Specs occ urred. Cause not stated. Isolated normal 
ventilation 6 operated standby gas treatment to limit 
release. 

4 Power Authority of the Stale of New York. 80/12/17, la. 

07336: 289. 


8012290468 Forwards LER 0O-O83/O1T-O. 

PASTERNAK, R. J, Power Authority of the State of Neu York. BO/12/17. 
Ip. 07335: 050. 
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— a0ia290'474 LER BO-O05/O1T-O: on B01203.HPC1 steam supply outside IW 
operator tnotor fai led. Caused by mechanical failure of torque 
suitch assembly, Kotor rewound b assembly parts replaced. 

CHlLD&i U. V. Power Authority of the State of Neu» Vork. 80/12/17. 
Ip. 07335:051. 


B012300655 Forwards LER 80-O3a/03X~l . 

PASTERNAK, fl. J. Power Authority of the State of New York. 80/12/17. 
ip. 07359; 283. 


— eOI3300A62 LER BO-038/O3X-1 : on 800410, dur ing normal operation & as 
result of surveillance tes t ing, primary containment isolation 
valve lO-HOV-S? was found incapable of fully e losing in 
response to close s igoal . Caused by worn & galled seats, 
e Power Authority of the State of New York. 60/12/17. Ip. 
07359:283. 


B0123a0S43 Forwards LER eo-070/03X-l. 

PASTERNAK. R. J. Power Authority of the State of New York. B0/12/IB. 
Ip. 073&1 :33h. 


— 8012300546 LER 80-078/031-1 : dur ing 800810-15. at various times during 
plant shutdown, number of intermediate range nonitor sys 
problems encountered. Prob Icms detailed in end. 

CHIUDS, U. V. Power Authority of the State of New York. 80/12/18, 
3pp. 07361:337, 


0012300630 Forwards LER 60-091/047-0. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/23. 
ip. 07359:284. 

— 801230063B LER 80-091 /04T-0: on 801 21 1 , dur 1 ng normal operation, as result 
of environ radiological monl taring. rad 1 oac tive t— 131 was 
detected In mi Ik. Apparent ly caosed by atmospheric weapons 
test conducted by China on 801016. 

* Power Authority of the State of New York. 80/12/23. 4pp. 

07359: 285. 


9. Operator Eiaminations 


8012100457 Responds to NRC 800731 Itr re amended IWHEO-0737 re shift 
staffing A over time restrictions. Administrative procedures 
will be revised to meet new res tr let ions. Add 1 operating 
positions crea ted . Revl s 1 ons wilt be completed by 821103. 

BAYNE. J.P. Power Authority of the State of New York. 80/12/04. 
3pp. 07218:289. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security! medical, emergency k fire protection plans 


8012040118 Public version of "Independent Assessment of Evacuation 
Times for Beaver Valley Nuclear Pouer Plant." Vol 3>prepared 
far FEI1A. 

COSBY. J.C.. SHEPPARD. H. V. . DAY. R. A. Wilbur Smith *, Associates. 
60/06/30. S6pp. 07158:264. 


0012290006 Notifies of mods required re facility energeixcy notification 
sys fc health physics network, as result of NRC review. NRC 
will install lamps near emergency k telephones b output 
jacks in corThSunication lines. 

CRIER. B.H. Region I. Philadelphia. Office of the Director. 

80/11/14. 2pp. 07330:231. 


8012050197 Informs of Interim 10CFR50. 48 suspending completion dates 
for previously approved fire protection mods. Revised 
10CFR50. 48 will contain schedules for completion of all fire 
protection mods. 

EISEMHUT, 0. 0. Division o f L icens ing . 80/11/17. 5pp, 07175:030. 


8012060456 Requests eitension until 803131 to provide complete 
description of changes to security plan. in response to NRC 
aOlOOl request re vital area analysis. 

□Usai.C.N. Duquesne Light Co. 80/12/02. ip. 07194:174. 


6012040066 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive summary. 

FELTON. J. II. Division of Rules and Records. 80/12/03. Ip. 
06915:001. 


--8012040003 Public version of "Evacuation Time Assessment of Nine 
Nuclear Pouer Plants Emergency Planning Zones. ^ executive 
summary, prepared for FfeNA. 

^ Wilbur Smith t. Associates. 80/06/30. I7pp. 06915:001. 


--8012040155 Public version of program rept. “Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones. “ Vol 
1. prepared for FEHA. 

CQEBV.J. C.I SHEPPARD. W.V Wilbur Smith 4: Associates. 80/06/30. 

43pp. 07160: 313. 


8012290312 Forwards review of facility 600310 emergency plan. AddI info 
4. coTi'Ki teent i required before onsite emergency preparedness 
program meets c r i ter i a. P I a n revisions requested. 

VAROA, S. A Operating Reactors Branch 1. BO/12/04. Upp. 

0734 6. 10 i. 


8012170463 Discusses NRC 831009 site visit to observe progress of 
emergency operations facilities const i details of site 
layout re conduct of emergency operati ons. Emergency 
operations facility drawing encl. 

OU-N.C.N. Duquesne Light Co 80/12/12. 3pp. 07269:236, 


P. Operating license stage documents 6 correspondence 


8012020/53 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs t, describes progra.m h'RC is undertaking 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

EISEISHUT, D. 0. Division of Licensing. 80/10/21. 4pp. 


8012090486 Responds to 801031 tel con. Enumerates actions taken by util L 
requests response if such actions differ fram actions 
actually planned by util. 

CRIER, 8. 11. Region 1, Philadelphia, Office of the Director. 

80/ 1 0/31 , 2pp. 07207; 027, 


BO1216O0S0 Ltr to operating plant licensees. OL applicants Ic CP holders. 
Forwards NUREG-0737 re TNI action plan requirements. Requests 
operating reactor licensee conf irmat ion in 45 days that 
Enel 1 inpl ementat ion dates will be net. 

EISENHVJT, D. 0. Division of Licensing. 80/10/31, 7pp. 


8012220563 Hr to all power reactor licensees forwarding NUflEC-0619. 
“BWR Feedwater Noiile t Control Rod Drive Return Line 
Noiile Cracking. " Confirmation that Implementation dates 
will be net must be sent within 43 days, ll/o encl, 

EISEIh-lUT, D, C. Divi sion of Licensing. 80/11/13 Ip. 


8012120012 Forwards Amend 33 to License DPR-66. safety evaluation & 
notice of issuance L availability. 

VAROA. S, A. Operating Reactors Branch I 00/11/15. 2pp. 07237:165. 


— 8012128020 Amend 35 to License DPR-66, mod 1 fy ing Tech Specs re operatloi 
I. survei I lance of control rod indicator channels. 

VAROA, S. A Operating Reactors Branch 1. 80/ii/lS. iOpp. 

07237: 167, 


--8012I2002S Safety evaluation supporting A.tsend 35 to License DPR-66. 

■* Office of Nuclear Roaeto,' Regulation, Director. 80/11/15. 5pp. 
07237: 177. 


— 8012120028 Notice of issuance L availability of Amend 35 to License 
DPR-66 

VAROA, 3. A Operating Reactors Branch 1. 60/11/13. 2pp 

07237; 182 


6012120363 Sumrary of 80U 12 meeting u/util at site re safe operation 
of pressuriter relief S. safety valves. 

ROSS. II. J. Operating Reactors Branch 1 80/11/21. 5pp 07236:319. 


6012020355 Foruards results of testing performed on check valves 
installed in Event 5 configuration per NRC 600223 ltr 6 util 
8C03I7 response. Va 1 ves tested on BOIItt-14 & retested on 
801118 following plant tripi safety injection. 

DUNNiC.H Duquesne Light Co 80/11/25. 5pp. 07140:165, 

8012240135 Forwards Amend 36 to License DPft-66. safety evaluation ti 
notice of Issuance & avai lab 1 1 i ty. 

VAROA, S. A. Operating Reactors Branch I. 80/11/26. 4pp. 07187:001. 

— 6012240142 Amend 36 to License nPfi-66i reels ing radiological Tech Specs 
on installation of hydraulic snubbers. surve Ltlance of 
auxiliary feedwater pumps 6 auiiliary feedwater flou 
indicators. 

VAROAiS-'A. Operating Reactors Branch 1. 80/11/28. 2Ipp. 

07187:001 


— 8012240145 Safety evaluation supporting Amend 36 to License DPR-65. j 
e Office of Nucleer Reactor Regulation. Director, 80/11/28. Spp.; 
07107:001. 
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^'^DPR-66*^ 01! issuanCB i avai 1 ab i 1 i 1 ot Ainend 3(, to License 

0VIB7-OO? Reactors Branch I. 60/11/20. ?pp. 


3012090001 Responds to IE DulLetin 00-11. "Masonrg Wall OBsian. 
Util unable to meet bulletin schedule For completion of 
re-evalua t ion . Port ion of uort should be completed bg 010131. 
DUb:h((C.N. Duqueane Light Co. 30/10/31. Ip. 07199:346. 


? !!?* memo requesting that Ofc of Nuclear 

Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site c ond i ti ons. Forwards 
results 0 # CE survey. 

^ Nucioar Reactor Regulation, Director. 

BO/12/0*). 2pp, 07299:205. 


3012100057 Immediate Action Ltr 00-43: d 1 scusses util 000014. 0?11 t< 1020 
Itrs re IE Bulletin 79-14. Enumerates actions taken or 
planned by util Requests response if actions differ from 
ac t ions describ ed. 

CRIER, a. H. Region 1, Philadelphia. Office of the Director. 

00/11/03 3pp. 07217:016. 


012220306 Forwards tabulation t sumrarg of IE survey on low level 
waste at 51 reactors Low level waste storage facilities 
nave been espandad at 37X of reactors surveyed iii/7lX 
'*h5ider ing increasing storage capacity. 

07a99”2t)7 *" Effluent Treatment Systems Branch. 00/11/06. app. 


0012190405 Ac k receipt of »O0B06 ltr re IE Enforcement Conference 
50-334/79-2 1 . Pr oposod schedule extension of implementation 
of neu station admini strat ive procadures acceptable. 

GRIER, D.H. Region 1, Philadelphia. Office of the Director. 
00/11/04. ip. 07207: 053, 


‘t'- >■« confirmation of commitment to meet 
implementation dates eontainoJ in f-.'UflEG-0737. Bequests 
extension for proposed mods re auto trip of reactor coolant 
P unp 4 . 

OUNN.C.W. Duquesne Light Co. 00/13/17. 4pp. 07311:099. 


13300409 Sut.mlts list of Westinghouse documents to be marked as 
proprietary i; removed from PDR, Documents also identified In 
Westinghouse 001003 ttr. 

DUNN.C.M. Duquesne Light Co. 60/12/19, 2 pp. 07349:350. 


Inspection reports, IE Sulletins 4 correspondence 


OB3I0461 Roquests delay to 000901 cajimltment for implementation of 
revised admlnistvatlve pTocedures, required by Enforcement 
Conference 79-21, 

DUKN.C.IT Duquesne Light Co. e0/0a/'06 2 pp. 06394:117. 


12100077 AeV TecBlpt of 001063 ttr informing NRC of steps taken to 
iorroet violations noted in IE Insp Repb 50-334/00-16. 

IRUNNER.C. J. Region 1. Philadelphia. Reactor Operations Nuclear 
lupport Branch. 80/10/20. Ip. 07219: 100. 


30I31000S3 Responds to NRC 000917 ltr re violations noted in IE Insp 
Rapt 50—334/60-16. Co rrec 1 1 ve ac t ions ; shi f t supervisors 
directed to notify operations ctr of future safeguards 
events, 

DUNN*C.M. Duquesne Light Co 60/10/13, Spp, 07219:109. 


10131000B7 Ark receipt of 60(009 ltr informing NRC of steps taken to 
correct violations noted in. IE Insp Rept 50-334/60-16. 

BRUNNER, E. j, Region 1, Ph i lade Iphla* Reactor Operations Nuclear 
Support Branch, 00/11/07, Ip. 07219:114, 


1012100090 Requests proprietary status be accorded to portions of IE 
Insp Rapt 50-334/80-16 per 10CFR2, 790 due to security 
nature. 

U'OOLEVER.E J. Duqueina Light Co. 60/10/09. Spp. 07219:115, 


9012120034 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc." Written response required. 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. 
eO/ll/06. Ip, 07230: 257, 


8012190379 Informs util of issuance of neu NRC personnel Identification 
badges, effective after 801130. E xamp le . enc 1. 

MARTIN, N.J. Region 1, Philadelphia, Safeguards Branch, 60/11/06. 

2pp, 07206:141. 


0012030776 Forwards IE Info Notice 00-40, "Excessive Nitrogen aupalu 
Pressure Actuates Safety Relief Valve Operetlon to Cause 
Reactor Depressuri t at i on. " Nn written response required. 

GRIER, Q. H. Region I, Ph i lade Iphia, Office of the Director. 
60/tl/07. Ip. 07130:296. 


0012090010 Submits supplemental response to IE Bulletin 79-018 re 
pressurlier level transmitter LT-RC-459 failure U 
replacement transmitter failure. Sys component work sheet 
enc 1 . 

DUNN,C.N. Duquesne Light Co. 80/11/07. 3pp, 07199:331, 


0012030539 Forward’s IE Info Notice 00-41, "Failure of Suing Check Valve 
in Decay Heal Removal Sys at Davis Dessa Unit 1. " No 
response required, 

GRIER, B.H. Region 1, Phi ladelph la. Office of the Director. 

60/1 i/lO. Ip. 


8012040104 Forwards IE Bulletin 60-23. "Failures of Solenoid Valve* 
Mfg by Valcor Engineering Corp. '* Requires estimate of 
manpower associated u/correcblve actions. 

GRIER, D.H, Region 1, Philadelphia, Office of the Director. 
60/11/14, Ip. 07158:030. 


8012220647 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves tifg by Valcor 
E’nglneering Carp." First paragraph erroneously stated no 
written response required, 

GRIER.B. H. Region 1, Philadelphia, Office of the Director. 
00/11/19, Ip, 07295:049. 


1012100094 Forwards IE Insp Rept 50-334/60-16 on 800601-30 U notice of 
violation. 

BRUNNERtE. J. Region t, Ph I ladelph ia, Reactor Operations Nuclear 
Support Branch. 00/09/17. 2pp. 07219:118. 


012100096 Notice of violation from insp on 800601-30. 

» Region I. Philadelphia. Office of the Director. 00/09/12. 2 dp . 
07219:120 


012100102 IE Insp Rept 50-334/80-16 on 000601-30. Noncompl lance noted: 
failure to notify NRC of Immediately reportable event. 

Portiofii withheld iref I0CFR2,790). 

BECKMAN, D. a; , HEGNER, J. D. , MCSREARTY, R, A. Region 1, Phi ladelph ia. 
Office of the Dlrectori 00/09/12. 22pp. 07219:182. 


2170405 Forwards IE Info Notice 80-30, "Cracking in Charging Pomp 
aslng Cladding," No written response required. 

RIERaB.K. Region 1* Phi ladelph la, Office of the Director, 

0/10/30, ip. 07269: 121. 


2240048 Forwards IE Insp Rept 50-334/60-24 en 600925-29, Mo 
pneompl lance noted. 

lUNNERi £. vf. Region 1, Philadelphia, Reactor Operations Nuclear 
upport Branch. 60/10/30, 2pp. 07324:245, 


>12240049 IE Insp Rept 50-334/00-24 on 600825-29. No noncomp 1 lance 
noted. Mayor areas inspected : design change approvals, QA fe QC 
Interface w/design changes 4; onsite safety committee meeting 
rat notes. 

TROSK061tl , W. Region 1, Ph i ladelph la. Office of the Director. 
CAPHTONi D. L, Region I, Phi ladelph la. Reactor Operatlans Nuclear 
Eupport Branch. 00/10/20. 6pp. 07324:247. 


8012040531 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests info on manpower expended. 

ORIER,B, H. Region 1, Ph 1 lade 1 ph la, Office of the Director. 
00/11/21, 2pp. 07169: 130. 


6012050556 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:041, 


6012110037 Notification of 001202 meeting w/utll in Betheeda.MD to 
discuss deficiencies in licensee responses to IE Bulletin * 

79010. "Environ Qualification of Class IE Equipment." 

ROSS, W. J. Operating fiaaetors Branch I, 80/11/26, 2pp. 07*83:277. 


R. Periodic operating reports it related correspondence 


8012030568 Submits NPDES rept for Dot 1900. 

MOORE, O.W. Duquesne Li ght Co. 00/11/28, 13pp. 07151:171, 


8012150273 Forwards "Semiannual Effluent Rept; Offsite Dose Estlaiates, 
First It Second Quarters 1960. " 

DUNN, C. N. Duquesne Light Co. 00/12/10. ip. 07240:307. 


— 0012150277 "Semiannual Effluent Rept;Offsite Dose Estimates, First i* 
Second Quarters 1980. " 

* Duquasne Light Co. BO/12/iO. Spp. 07240:300, 
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6012170567 Forwards monthlg oparating rept for Nov 1980. 
DUNN>C.t<. Do<iuesne Light Co, 60/12/12 Ip. 07264:144. 

— 8012170572 Monthly opsrating rept #or Nov 1960, 

TH1K0> D. R. PuquBsne Light Co. BO/12/03. 8pp. 07264:145. 

3, Sepottable octurrences. LERs fc related correspondence 


8012020527 Followup rept re RO on B00225> two freguenclos on peak shock 
annunciator sys actuated visual alarns. Caused by transmitter 
reed switches within containment, Sys cheeked i- callbr by 
vendor. Procurement reguast submitted for more reliable sys. 

UERLlNOrvl. A Dugoesno Light Co, 80/11/21. 2pp. 07130:305. 


9012090P69 RO followup on 800403 rept: on 0OO225i two frequencies on peak 
shock annunciator sys actuated visual alarms w/o occurrence 
of seismic event. Problem traced to reed switches in 
containment transmitter, Sys cheeked 6 reealibr. 

WERU!NS< J. A Duquesne Light Co. 80/11/21. 2pp. 07187:001. 


8012010300 RO 80-065/01?: on 801120 operator observed that N-41 It N-42 
channels read 37., poweri wh i le N-43 N 44 read 07.. Caused by 
lack of high voltage to detectors of N-43 *< N-44 channels. 

Circuit re-energiied, 

(lERLINOi J. A. Duquesne Light Co. 00/11/24. 2pp. 06915:001. 


8012010303 RO 80-086/01? : on 801 121 , overs tress condition found on seal 
injection header from dischargo of high head safety 
injection pumps. Mod of pipe support completed prior to 
entering Mode I on 801122. 

HERLINO, J. A Duquesne Light Co. 80/11/24, 2pp. 06915:001. 


— B0120S0416 LER 80-0ai/03L“0 on 801029. three MSIVs failed surveillance 
testing of valve closure time Probably caused by valve 
sitting idle for it mouths prior to test. Packing adjusted. 

NERL1N5, J.A. Duqoesr.c Light Co 80/11/20, 2pp 07173:208. 


8012090389 Forwards LER QO-O07/OaL-O, 

WERLINO. J, A. Duquesne Light Co. 00/12/01. 2pp- 


07203; OIB. 


—8012090392 LER aO-087/03L-0: or. BOl 1 13. op e rator attempted to perform 
ope.’ation surveillance test on intermediate range nuclear 
instrument while reactor was critical Caused by operator 
error 4; possible inadequate situational analysis guidance. 

LACEV. N, S Duquesne Light Co 80/11/25. 6pp. 07203:020. 


e0t21205?2 Forwards LERs GO-065/01T-0 4 80-086/017-0. _ 

MERLltJO. J, A, Duquesne Light Co 80/12/05. 2pp. 07237:049. 


— 0012120530 LER 80-005/0 1 T-0: on 001124. two nuclear power range 
instruments indicated jero power. Caused by actuation of high 
voltage protection c Ircul t. de-onerg i l ing det ec t or s. Sh if t 
turnover checklist changed to increase checking frequency. 
LACEY. if. S. Duquesne Light Co 80/12/05. 2pp. 07237:051, 


Q01219053S LER 80-086/017-0: on 901121. pipe support on seal injection 

header from discharge of high head safety injection pumps 
determined to be in overstrsssed cond 1 tlon. Cause unknown. 

Support mods made, _____ 

LACEY. 14, S. Duquesne Light Co. 00/12/05. 2pp. 07237:053. 


0012120539 Forwards LER 8O-0a4/03L-0 

WERLINGiO, A Duquesne Light Co. 00/12/05. 


2pp. 07227:293. 


0012020526 RO aO-006/OlP: on 001 121, Tech Specs 6. 9, 1. 8. 1 analysis 
structures has less conservatism than originally calculated. 
Ovurstress condition eiists on seal Injection header from 
discharge of high head safety injection pumps. 

WERUINO, J. A. Duquesne Light Co. 80/11/24. 3pp. 07141:267. 


8012030652 Forwards updated LER 80-073/017-1. 
HERLIMOiJ. A. Duquesne Light Co. 80/11/24. 


2pp. 07149:222, 


—8012030659 Updated LER 80-073/017-1 ; on 801003, vendor advised util of 
potential unrevlewed safety question involving blowdown 
of all three steam generators due to single line break in 
steam supply to turbine driven auxiliary feedwater pumps. 

LACEY, 14. S Duquesne Light Co. 00/11/24, 2pp. 07149:224, 


8012040645 Part 21 rept re 8tW installation of synthetic Insulated 
switchboard cable inside containment w/o proper 
documentation, possibly affecting pressuriior power operated 
relief valves. Dr igina 1 ly reported on 790817. 

WILD, P. A. atone 4 Webster, Inc, 80/11/24. 4pp. 07165:350. 


8012100462 Forwards LER a0-0a0/03L-O. 

WERLIhIO, J. A, Duquesne Light Co. 00/11/25. 


2pp. O72i0:O33. 


■8012100463 LER 80-080/03L~0; on 801029, channel 0 refueling water storage 
tank level Indicator found reading high. Channel declared 
inoperable. Caused by Indicator drifting out of calibr. 

Indicator repaired. _ 

LACEY, W. 3. Duquesne Light Co. 80/11/25. 2pp. 07218:037. 


8012080436 Forwards LER 0O-O79/O3L-O. 

WERLINO, J. A. Duquesne Light Co. 80/11/26. 


2pp. 07183:127, 


— 0012130545 LER 80-084/03L-0: on BOl 107. boron 
annunciation received, Caused by ground in 
trace circuit. Ground eliminated. 

LACEY, 14, S, Duquesne Light Co, 00/12/03. 


Injaction tank low temp 
inserv 1 1 e heat 

2pp. 07227:300. 


8012160481 Forwards LER 80-088/017-0. 

14ERLII4G| J. A, Duquesne Light Co, 80/12/10, 2pp. 


07235: 333. 


-8012160483 LER 0O-O68/O1T-O: on 001126, IE Bulletin 79-14 review revealed 
low head safety injection pumps discharge relief lines 
ovofstrossed. Cause unknown. 7emporary mods to remove 
restrictions on pipe thermal expansion completed. 


8012190501 Forwards LER QO-089/03L-0, 

WERLINO, J A Duquesne Light Co. 80/12/12. tp. 


07287: 06S, 


-0012190509 LER aO-O09/O3L-O on 001024, pressur I led level transmitter 
LT_q(;_ 45 cj j. tparo failed. Cause unknown. Or ig Ina 1 plant 
equipment reins tal 1 ed. Add I review resulted In Hestlnghouse 
submittal re IE Bulletin 79-OIB. 


I 4<-rv. IJ 3 


niiniidtena 1 Irthfc Co. 


ari/i^/siy 




6012190597 Forwards LERs aO-090/03L-0, 60-09 t/03L-0i 00-0 92/03U-0* 
B0-093/03L-0 t< 0O-1O3/O3L-O 

WERLINO, J. A. Duquesne Light Co. 00/12/12. 2pp. 07206:160. 


— 8012190590 LER 80-090/03L-0; on 001112. two of three chlorine detectors 
failed surveillance tests Caused by dirt on wicks k glass 
orifices preventing flow of e lec troly te, De tec tor s cleaned 
k returned to svc, 

LACEY, 14.3 Duquesne Light Co, 80/12/12. 2pp. 07286:162. 


•8012080439 LER 0O-O79/O3L-O; on 801028, low level annuciator on safety 
Injection sys a larmed. Caused by running pumps on 
recirculation while maintaining reactor coolant pomp seal 
inj^ctfion floui, 

LACEY, 11. 8. Duquesne Light Co. 00/11/26, 2pp. 07103:129. 


-0012190392 LER aO'091/oaL-0: on 0OU 13, samp 1 1 tig of boron Injection tank 
Indicated low boron concentration After adding 100 lbs of 
boron, high concentration Ind lea tad. Low concentration thought 
to be caused by inleakage through isolation valves. 

LACEY, 14 S, Duquesne Light Co. 00/12/12 2pp. 07206:164. 


6012080469 LER 80-088/01 P-0; on 801126, evaluation L reanalysis required 
bu IE Bulletin 79-14 showed overstress condition exists on 
iou head safety injection pumps Sl-P-IA L 81-P-lB discharge 
lints at relief valve branch lines. 

WERLINO, J. A. Duquesne Light Co. 80/11/26. 3pp. 07184:252. 


■0012190596 LER 60-092/03L-0: on 801 U4, rad iatlon .moni tor,RM-LW-104, 
alarmed h igh. c lear ed , then realarmed. Caused by failure of 
printed circuit board. mak ing high alarm input to control 
room annunciator inoperable. Printed circuit board replaced, 
LACEY, W.S. Duquesne Light Co, 00/12/12. 2pp. 07286:166, 


8012030402 Forwards LER S0-083/O3L-0. 

WERLINO, J. A Duquesne Light Co. 00/11/28. 


2pp. 07173:276, 


-8018050407 LER 80-083/03L-0: on 801030. low pressure in 1C safety 
Injection accumulator SI-7K-IC Indicated. Caused by small 
nitrogen leak k nitrogen regulator on supply header 
ipre/tntlng repressur 1 lati on. 

LACFY,<4 8. Duquesne Light Co, 80/11/26, 2pp. 07173:278. 


8012050413 Forwards LER 00-091 /03L-0. 

WERLINO, J, A. Duquesne Light Co, 80/11/28. 


2pp. 07173:206. 


8012190600 LER B0-093/O3L-0: on 801116, during surveillance test on fire 
protection sys, timer In west cable vault found defective. 

Fire watch posted k defective tl.mer replaced. 


— 8012190602 LER 80-103/03L-0; on 801203. boron injection tank determined 
to be out of spec high. Plant shutdown Initiated 0 tank 
d i luted. Caused by temp controllers for tank set too high. 


Temp controllers set to lower temp. 

LACEY, 14. S Duquesne Light Co, 00/12/12. 2pp, 


07286; 170. 
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— eOkSS30553 LER 80-095/ 

'^3L“0 Oft 

a«o,ulator JA J eve T cha.,1,^1 fUst’lDu'?f ‘"J«f“on 

■#664 regMlating vIwes*'rL|ed^t”®j*i u/Jiypass t. main 
-CET.US ,,,,, ,,, 

®'*ilNUNs'/r"’^^‘‘^ 30-13 O/03L-0 

E«UK„..xa Du.uesne UgM CO ao/I2y,/.. 2pp. 07318:275. 

niter t^^t'^nuni'pasi^i^g nou°ovei'Te£rr' ^h‘ 

rlT.:lr rePlec.ng cel, ‘ ' 

D.,.e6.eLlgK.Ce .0/12/.., 2pp. 07315:280. 

«0...A Do...e CO, 30/32/15 2pp 073«: 35. 

J V va ao/i 2 /jB 2 pp 07342:356. 

FI'«S-^a<^!a5^pegSei°iou“cau8!rh^®i‘”^‘" indicator 

ignc CO. 53/12/18 app. 07362:358. 

loop 2 c6a„„.l i 

tACEV,U.S, Du,.e,oe Ul6t Co 00/, 2/, 8, 2 „, 07362:360. 

—6012300681 t£B 60-100/03^-0: or, G0112S HC^ 1 i 

IJnit.Caused frg faulty seal Jater "'■"*' Spec 

valves. Valves replaced injection filters 6 drain 

LACEv.lf.S. Dun^esne Lig6t Co 80/12/18 2pp. 07362:362. 

"*6012300454 LER 80-10I/03 -0 o" 

CLA-ys-lOiA failed to .^ieel opera ifna^sM^Cel i T®" «**lorine detector 

-CEV..S Ou,uesr^:irc: “^i:p."'c?ll3:002. 

-?--!-. PLAMT, u%.|r 1 

P,an. 

eiSEU-HUT.B 0. I5ivni^^^f LU r,n?.r'‘tvMJrr" 

■s e ns 1 r. 3 . 60/ 1 1 / H. Sff. 07236 : 060 . 

- "!!rf ‘■•".i.ir?!!" ‘ ‘ ‘ ^ #0 r na 1 1 □ „ 

®“F?^DERf/®'’;:;:;,\‘ r«c::r®"S='^ “= w^-aa?. 

Div. 60/11/25. 2 pp, 07?3o!27a ’ ”* *^ ”“=>**'* Consultants, Inc. 


P. Operating license 


stase^docv.’ienta i correspondent 


its “P'^atin^PIWs rde«ribes*p^o3rIl“^|c°- *“*‘*‘*''« #«e>i«ater 

heat*#n,o!tnrelrth,oa!,r‘"‘'‘“"® •''‘'"ve^Jecay"® 

EtSEI^JTiD. G Divic kAf as/ I • 

oisiBson of Licensing 60 / 10 / 21 . dpp. 


Forwards NUREO V^rr^T® I ‘“Ic t i on ‘ p I a^r* applicants t CP holders, 
operating reactor licensee rnn‘? ‘^equt renents. Requests 

-EI.HJT,I> 0. Division of Licensing. 00 / 10 / 31 . 7pp. 

°°i:S°f'c';;f::.C":';;L°'-""r“‘""°"“'‘’""''^ «e,-oi.r. 

ivision of Licensing. 00/11/13. |p. 

8012010104 Responds to NRC finirt*'? 

natural circulation cooldown even^uHl ird^*^**} ''® 

cooldown nethod capable e* Lc- ‘ *® developing 

head voiding. Results till 6 ^ 506 ™ t? *1!'^*''°“'* “/o upper 
URRIO.R e Flerfrfe d» de submitted by 001230. 

-R E. Florida Power f. Light Co. 80 / 11 / 20 . Ip. 07097 : 065 . 

8012220495 Responds to RCint?! t *4 

Reactor Regulation inf o, m l^nLerornlL® 
w/revised Agreement i. j”*®®* of need to comply 

results of inurCey ‘ condi t ions. Forwards 

60/12/04*! ^ 2 pp^^*'“ °* ’■^“'=^*Ar Reactor Regulation. Director. 

waste at srreIctoj9**Low*ieve 1 ua 5 trst“^ survey on low level 

JunnJ^ror'^^nSer^fnfinc^ 

BAIIOART, H L Ef f 1 uant^r ’ 1®^* * storage capacity. 

Effluent Treatment Systems Branch. Bil/ll/ 06 . Bpp. 

8013190^33 Provides results n/ ^ j. - 

an.ls.i. e.mpi.t.. . H.i.p. ^rStt*Co'^!lli '■“‘''* l‘"’‘<“* ,■ •*.••* 

eOJ2240I79 Submits supp I to util 001 f,n e 

lass Of power, clarifying Reg ‘‘f ra 

It incorporation into facint. 1.108 testing criteria 


SimlTr^‘F?or!d*%'^““*' P^^'e-uJes. 

IHIO-R.E. Florida Power 4 Light Co. 80 / 12 / 16 . 3 pp. 


07323: 052. 


^“cofncfde “'‘'^e plan 

UlMIO, R e ®Floridi requirements of NUREG-0737. 
'«.t. Florida Power 4 Light Co, 80/12/23. 


IS «i schedules do not 
*PP. 07337:057. 


if ?»-=•■ -tr—n. .n 


required. mis mo written response 

r^'o73l3; 232 . Office of the Director. 00/10/31. 


n Charging Pomp 
eetor. 60/10/30. 


Charging Punp 
tor. 80/10/31. 


6012110736 Forward 
Foundry c 
O'REILLV 
Ip. 07225 


Region 2. Atlanta, Office of the Director. 60/11/0*. 



Ip. 07162:2.1, *'*®*°” *' O.Ple. .. ... Dip. Cor, BO/ll/.O, 

“iS’JJ'SJ.'ffifS.if.frij’c'ifo'J-if. -f"--:; .' s.i.p..d V.,... 

Ip. 07158:021. * OPPie. a. ch. Dlp.c.ar. BOPlI/14. 
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eOiaiB0379 Aci receipt of BOlOOi Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-335/00-29. 

KE(>NA.U.3. Region 2. Atlanta. Safeguards Qranth. SO/'lt/14, Ip. 
07237: t*!*. 


— aoiaiaosao Forwards IE Inap Rept 50-335/30-29 on 800819-22 t notice of 
violat i on. Mot i c e of violation uithiield (ref I0CFR2, 7901, 

KEHNAiW. B. Region 2. Atlanta. Safeguards Branch. 80/09/12. 2pp. 
07237: 147, 


— 8012120384 IE Insp Rept 50-335/80-29 on 00081 9-22. None omp 1 1 a nc e noted, 
inadequate procedures for searching packages i failure to 
control access points at vital areas. Deta i Is withheld 
tref IOCFR2. 790). 

FERNY. C.D . MCGOIRE.D. R Region 2. Atlanta. Office of the 
Director. 30/09/10. 2pp. 07237: t49. 


8012040477 Forwards IE Bulletin 80-24. 'Tr event ion of Damage Due to 
Mater Leakage Inside Containment. " Mrltten response 
required. Requests info on manpower eipended. 

Q'REILI Y. J, P. Region 2. Atlanta. Office of the Director. 80/11/21. 
tp. 07163:339. 


8012030024 Forwards Info Notice 30-42. “Effect of Radiation on 
Hydraulic Snubber Fluid '* No written response required. 

O'REILUVi J. P. Region 2. Atlanta. Office of the Director. 80/11/24. 
Ip. 07182: 165. 


8012170312 Forwards IE Info Notice 00-29. Suppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange," No written response 
required. 

O'REIlLY. J. P. Region 2. Atlanta. Office of the Director, BO/ll/26. 
fp. 07268:103. 


8012310410 Responds to IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " No Valcor Engineering Corp 
valves or parts are in use at facility. 

UHfllO.R.E. Florida Power 5 Light Co, 80/12/09. Ip. 07369:225. 


R. Periodic operating reports 4: related correspondence 


B012160466 Forwards monthly operating repts for Nov 1900. 

SCNNIOT. A. D. Florida Power 4 Light Co. 00/12/06. Ip. 07254:216. 


— 8012160468 Monthly operating repts for Nov 1980. 

CHILBON. V. T. Florida Power 4 Light Co. 80/12/06. 17pp. 

07234:217. 


S01218025B Forwards monthly operating repts for Nov 1980. 

SCHMIDT. A. D. Florida Power 4 Light Co. 80/12/06. Ip. 03794:006. 


— 8012180265 Monthly operating repts for Nov 1900. 

CHILSON, V. T. Florida Power 4 Light Co. 00/12/06. 16pp. 

03794: 007. 


S. Reportable occurrences. LERs 4 related correspondence 


0012100522 Forwards LER 0O-O37/O3L-O. 

SCHMIDT. A.D. Florida Power 4 Light Co. 00/09/11. Ip. 07107:001. 


—8012100520 LER ao-037/03C-0: on 800812. during normal full power 
operation- cental nment radiation channed HD failed low. 

Caused by failure of two capacitors in -6.0 volt power 
supply. Capacitors replaced. 

PACE.P.L. Florida Power 4 Light Co. 00/09/11. Ip. 07187:001. 


0012100532 Forwards LER a0-O38/O3L-O. 

SCHMIDT, A.D. Florida Power 4 Light Co. 00/09/12. ip. 07219:353. 


—0012100530 LER 80-03e/03L-0: on 800013. during normal operatl on. CEDM 7 
fal led. dropp Ing dual control elenent assembly to full 
insertion. Caused by failed timing module. Module was 
replaced. CEDM 7 was operationally tested 4 returned to sve. 
PACE.P.L. Florida Power 4 Light Co, 80/09/12. ip. 07219:356. 


8012100476 Forwards LER 80-039/03L-0, 

SCHiltOT, A. D. Florida Power 4 Light Co. 80/09/15, Ip. 07219:020, 


— 0012100479 LER aO~039/03L-0: on 000014, dose equivalent iodine exceeded 
Tech Spec 3.4.0a limit. Caused by dropped control element 
assembly. 1-131 level decreased to nominal levels after 


96-h. 

PACE.P.L. Florida 1 

Power 4 Light Co. 

80/09/15, 

4pp. 

07219:021. 

8012100404 Forwards LER 
SCHMIOTtA. 0. Florida 

80-043/03L-0. 
Power 4 Light Co. 

80/09/18. 

Ip. 

07219; 044. 


— 0012100407 LER 80-043/03L-0 on 800021 . during nortnal operati on, CEDM 39 
fa i 1 ed I d rop p i ng CEA to full insertion Cause of failure 
u ndete r.ni ned Power supply unit replaced CEDM 3? returned 
to normal operations. 

PACE.P.L Florida Power 4 Light Co 00/09/ IB. ip 07219:045, 


8012020551 Forwards LER 6C-057/03L-0 

SCILMIDT.A D, Florida Power A Light Co. 83/11/06. Ip, 07143:239, 


— 6012020557 LER 00-057 /02L-0: on 001038, 3 - 1 nc h rip noted in fire hose & 
equivalent capacity hose not routed to unprotected area 
within l-h. Caused by procedural def tc iency. Procedure 
modified. 

PACt.P.L. Florida Power 4 Lighten 80/11/06. Ip. 07143:290. 


3012020561 For. wards LER e0-053/03L-0 

BCHMIOr.A, D. Florida Power 4 Light Co 03/11/18. Ip. 07145:252. 


— 0012020567 LER 00-058/03^-0 on 301019, target A- I 6 alarmed (diesel 
generator IB failure to start) Caused by open feeder breaker 
to PP-H2 Feeder breaker closed 

PACE.P.L Florida Power A Light Co BO/II/IB. 2pp. 07145:253. 


8012020534 Forwards updated LER 00-046/03L-1 

SCIRIIDT, A, D. Florida Power 6 Light Co. 30/11/19. Ip. 07143:273. 


— 8012020542 Updated LER S0-046/03L-0: on 000827. wh i I e at lOOX power, 
control element assembly 33 dropped to fully inserted 
p osi t i on. Caused by foiled 15-volt dc power supply in coil 
power program.mer Power supply replaced. 

PACE.P.L. Florida Power 4 Light Co 00/11/19. Ip, 07143:274. 


8012020501 Forwards LER 00-059 /03L-0. 

SCHMIDT. A.D, Florida Power 4 Light Co. 80/11/24 Ip, 06506:003. 


--0012020509 LER 0O-O59/iw3-. -0 on 301024, pr imary DOPS computer failed, 
causing loss of control element assembly position 
t nd i cat i on. Caused by program software error Position Info 
manually reloaded into backup computer. 

PACE.P.L. Florida Power 4 Light Co. 00/11/24. Ip 06586:003. 


8012020540 Forwards revised LER 79-014/09L-1. 

SCHMIDT, A, D. Florida Power 4 Light Co. 00/11/24. Ip. 07143:287. 

— 0012020555 Revised LER 79-014/09L-1 : on 790409. diesel generator vendor 
notified util of potential failure of crankshaft coupling 
for coaling fans on diesel generators. Cause unstated. 

Couplings replaced w/tojplings of improved design. 

PACF.P.L. Florida Power 6 Light Co. 03/11/24. Ip. 07143:238. 


3012050452 Forwards LER eO-061 /03L-0, 

SCHMIDT, A,D, Flor i da Po-wer 4: Ligh t Co. 0O/U/26. tp, 07173:313. 


— 8012050470 LER 00-061 /03L-0 an 001027, dc electric buses were switched 
into cenf i gurat 1 on such that one dc bus provided control 
power for both component cooling water loops. Caused by 
electrical maint activity. 

PACE.P.L. Florida Power 4. Light Co. 00/11/26 2pp. 07173:314, 


DQCltEr 60-536 MILLSTONE NUCl.EAP POUER SIATTDN. UNIT 2 


F. Security, medical, e.sergency 4- fire protection plans 


QO12O4OI06 Public versio:! of " liidependent Assessment of Evacuation 
Times for Millstone Nu.ileai Power Plant," Vol B.prepared for 
FEMA. 

COSBY. J.C. I SHEPPARD. W. V , L AM AON A. F Wilbur Snlth 4. Associates. 
00/06/30, 72pp. 07161:209. 


8012030716 Informs that mods will be made to emergency notification 
sys i. health physics network equipment. NRC will have lamps 
installed on emergency telephones in all control rooms, 
technical support ctrs 4 emergency operations facilities. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
BO/il/14. 2pp. 07196: 142 


8012110012 Advises of interim 1CCFRS0. 40 suspending completion dates 
for fire protection mods previously approved by NRC. Rule 
became affective upon publication in 001029 FR (45FR71369). 

Revised iOCFRSO. 48 t, App R will supersede interim rule. 

EISEHKUT, 0. 0, Divisien of Licensing. 80/11/14. 5pp, 07226:055. 


8012040639 Transmits emergency planning irifo for placement in LPDR. 
W/o end. 

SQUUER.O.L. Division of Rules and Records 80/11/19. Ip. 

07170; 056. 
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aai22'90419 Foruarifi revised 10CFH5O 4B *j App R tc 10CFR50 re five 
protection features of nuclear poijjer p Iar> t». Ro 1 ei tale 
effect 91031 7. Sop'^arv iiatirg of open iteos re fire 
protection features of facility end. 

EISEJlHiiri D iJ. Division of Licensirg, B‘J/H/24, SSpp. 07345:309. 


S01304036S Forwards public version of 'Fvacuation Time Assessment of 
Nine Nuclear Pajier Plants Eire. gencsj Planning Zonesf *' 
eiecutlve sumirarig 

FELTON. J.n Division of Rules and Records. 00/12703. Ip. 


--80120400S3 Public version of 'Evacuation Time Assessment of Nino 
Nuclear Po;cer Plants Emergencv Planning Zones. “ executive 
suiT.i)>ari|i pT epar Ed for FEISA. 

a Ifllbur Smith it AssotlaCas 80/'7&/30. 17pp. 


--3012040155 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vol 
1. prepared for FEHA, 

COSCY.J.C. HI iSur Smi th t. Associates. e0/0Z>/30. 43pp. 


0. Adjudicatory correspondence 


9012090172 Requests hearing to determipe necessity of environ 
qualification of all safe ty-re la ted electricat equipment at 
f ac i I iti ESr at required by MFC 801024 orders for nod of 
I icenses 

CCL.N5IL. If. G. Connecticut Yaniee Atonic Pouer Co. SO/12/04. 3pp. 
07300: 13i. 


P. Operating license stage documents t. correspondence 


S012i)207S3 Forwards seismic qualifications of auiiliary feedwater lys 
in operating PURs & describes program NRC is undertaiing 
to revlej capability of operating PlI.Rs to remove decay 
heat following earthquaVe 

EI&ENv'JT. 0. G. Division of Licensing. 89/10/21. 4pp. 


0012229465 Responds to 800911 mer.o requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site cond i ti ons. Forwards 
resuits of IE survey. 

0EN1CII.H. R. Office of Nuclear Reactoi' Regulation. Director. 
BO/12/04. 2pp. 


•9012220506 Forwsrrfs tabulation t summary of IE survey on low iBvel 
waste at 51 reactors. Low level waste storage facilities 
have been oipanded at 377. of reactors surveyed w/717. 
planning or con side ring increasing storage capacity. 

DAN'O.ART. H, L. Effluent Treatment Systems Branch. 80/1 1/OA, Opp. 


6012230262 Forwards response bo N(.'RE0-0737 re implementation status of 
TMI - r elated requl re.ne nt s . 

CQUNSIifN. G Connecticut Yankee Atomic Power Co. COUNBIL. W. 0, 
Northeast Nuclear Energy Co isubs. of Northeast Utilltlesi, 

80/12/15. 41 pp, 07314 023, 


Q. Inspectie.n reports. IE Bulletins i correspondence 


3012190692 Forwards IE Insp Rept 50-336/90-18 on 800923-26. No 
noncompliance noted 

CARLSDNiR.T, Region I. Ph i lade Iph ia, Reactor Construction fe 
Engineering Support Branch. 80/10/14. 2pp. 07287:300. 


8013190699 IE Insp Rept 50-336/80-10 on 600923-26. No noncompl iancp 
noted. Major areas 1 nsp ected: ag* i 1 iary bldg ventilation sys 
fuel handling fan t« reactor bldg component coollsig water 
reactor coolant pumps. 

P AQl INO. R . J. Region 1. Philadelphia. Office of tho Olreetar. 
EONETER.S.D. Region 1, Ph i ladelph ia. Reactor Construction tt 
Engineering Support Branch. 00/10/09. 3pp. 07387:302, 


8012190673 Forwards IE Insp Rept 50-336/80-12 on 800826-28. No 
non comp 1 ianec noted. 

SMITH, O.H. Region (. Philadelphia, Fuel Facility & Materials Safity 
Branch. 80/10/17. 2pp, 07297: 314. 


8OI216C0S0 Ltr to operating plant licensees. QL applicants & CP holders, 
Forwards NURE5-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I imp 1 amenta tion dates will be net. 

EISENH'JT. i). G. Division of Licensing. 80/10/31, 7pp. 


6012270563 Ltr to all power reactor licensees forwarding NUREO-0619. 
"BJdlt Feedwater NoJile I- Control Rod Drive Return Line 
Nocile Cracking.” Cenfimation that implementation dates 
will be met .nust be sent within 45 days. If/o encl. 

EISEKHUTi D. G. Division of Licensing. 80/11/13. Ip. 


8012020336 Informs that current fuel supplier more suited to handle 
small break LQCA model upgrade Espects slihulatlon changes by 
620101 tc completion by 630101 

CCUN^IL.II 0, Northeast Nuclear Energy Co. fsuhs, of Northeast 
Utilities}. 80/11/14, 2pp. 07148:172. 


-8012190680 IE Insp Rept 90-336/80-12 on 000826-28, Ho noncomp 1 ianca 
noted. Major areas i nsp ected : Uni t 2 refueling outage 
including radiation protection program, procedures, p lanning t< 
preparation. 

LOVENDALE. P, C. Region 3. 'Ihicago. Office of the Director. 

KNAPP, P.J, Region 1, Philadelphia. Fuel Facility 1< Materials 
Safety Branch. 90/10/14. 7pp, 07287:316 


8012230044 Forwards IE Insp Rept 50-336/80-21 on aod930-1003. No 
noncomp 1 iance noted. 

CARLSQNiR. T. Region 1. Philadelphia. Reactor Construction 4< 
Eng ineerlng Support 3 ranch. 00/10/17, 2pp. 0731 1 : 237. 


■8019230049 IE Insp Rept 50-336/80-21 on 000930-1003. No noncomp 1 lance 
noted. Major areas Inspected, i nserviee insp activities. 

NALTON.G. A. I TRTPP.L.E. Region 1. Philadelphia. Reactor 
Construction 4: Engineering Support Branch. 80/10/15. 9pn. 

I 1 ■ one " " 


eoi 2 t 2052 l Forwards Amend 62 to License DPR-65 4 notice of issuance 
4 ava i labi 1 i ty. 

NOVAK. T. H. w LAINAS. 0, C. Assistant Director for Operating Reactors. 
80/11719. 4pp 07237:055. 


•3013120523 Amend 62 to License DPR-65. e lar i fying meaning 4 actions to 
be talen re use of term operable in def in i t ions, limit ing 
conditions for operation 4 related bases. 

• Assistant Director for Operating Reactors. 80/11/19. lOnn. 

A*40 


-8012120533 Notice of issuance 4 availability of Amend 62 to License 
DPR-65. 

CLARK, R. A Operating Reactars Branch 3, 80/11/19. 2nb. 

07237:069. 


8012020253 Advises of erro' in SCN III code used for feed line break 
analysis sot.mitted aO061t in response to ,NRC 791022 requast 
for addi Info re autiliary feeduater sys flow requirements 
Forwards reanalysis using SON lit code. 

Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). BO/ll/20. 6pp. 07148:177. 


8012090172 Requests hearing to determine necessity of environ 
2*^*, *** iafety-related electrical equipment at 

facilities, as required by NRC 901024 orders for mad of 
licensee. 

07200*131*’*^' Vankee Ato.'slc Power Co. 80/12/04. Gpp. 


B01204OI51 Submits addl response to IE Bulletin 80-06, "Engineered 
Safety Features Reset Control," Circuit mods to reset logic 
associated u/l terns 6,48,133, 136,180 i util 800613 ltr not 
required. Mods for other items wU! be completed by 810101, 
COUN31L,W, G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 80/10/20, 2pp. 07170:233 


8012020320 Requests that response to IE Bulletin 80-15. "Poiiible L.alt 
of Emergency Notification Sys (ENS) N/Loss of Offsite 
Pouer," be resubmitted w/oath or affirmation within 10 days 
of receipt of ltr, per 10CFR50. 54, 

OR I ERi B.H. Region 1, Philadelphia, Office of the Director. 

80/10/23. ip. 07143: 114. 


tfuiiaiwvi norwards IE Insp Repts 50-245/80-17 


cjw— I T on 


800907—1004. No n on comp lianee noted. 

BRUNNER, E. J.' Region 1, Ph i ladelph ia. Reactor Operations Nuclear 
Support Branch. 80/10/29. 2pp. 07306:337. 


— 8012220077 IE Insp Repts 50-245/00-17 U 50-336/00- 19 on 000907-1004. 
No noncompliance noted. Major areas Inspected: control room l< 
accessible portions of Unit 1 reac tor, turh 1 ne, radwas te it gas 
turbine genera tor. 

SHEDLOSKY, J. T. I Z IMMERH AN, R , P. Region 1, Philadelphia, Office of 
the Director, KEIMIO.R.R, Region t, Philadelphia. Reactor 
Operations Nuclear Support Branch. BO/iO/27. 12pp. 07306:339, 


rorwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director 
80/10/30, ip. 07269.- Hi. 
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6018080330 Responds to IE aulletin 00-tl. "Kasonni Wall Design " 
Rs-evalyatien of concrete mastnrii ualls It any resulting mods 
iiiill be completed bg 810501 

COl!NSIi. < W. 0. Northeast Nucloar Energg Co, (subs, of Northeast 
Utilities). so/ll/oa. aoopp, 07!94,S37, 


0018180113 Forwards IE Bulletin 80-21, "Valve Yokes Supplied bg Malcolm 
Faundrg Co, Inc. '' Written response renoired, 

ORIERiB.H, Region 1, Philadelphia, Office of the Director. 

BO/lt/06. . Ip. 07230:221 

8012190377 Informs util of issuance of new NRC personnel identification 
badges, ef fee tive after 801 130. Etarnp 1 e onel. 

MARTIN, U.J, Region 1, Philadelphia, Safeguards Branch, 00/11/06. 

2pp. 07206:139 

0012030787 Forwards IE Info Notice 00-40, "Escessive Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressuri cation '' No written response regoired, 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
eO/ll/07. Ip. 07150:207 


0012000474 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Oecag Heat Removal Sgs at Davis Basse Unit 1." No 
response required. 

CRIER, B.H. Region I, Philadelphia, Office of the Director. 
eO/tl/10. Ip. 07182:330, 


0012040092 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Kfg bg Valcor Engineering Corp, " Renulres estimate of 
oianpouer associated u/corrective actions. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
aO/ll/14, tp. 07157:353. 


0012230334 Forwards LER 80-038/031-0, 

HRDCZiiA, E, J. Northeast Nuclear Energg Co. (subs, of Northeast 
Utilities) 00/12/15. ip. 07310:257 


— 0012230383 LER BO-OOS/C'jL-O: on 801116. leak found in C sve water 
s t ra in er . Cau 5 ed bg c orrosicn. Stra i ner bodies scheduled for 
replacement. 

•e Northeast Nuclear Energg Co, (subs, of Northeast Utilities). 
BO/12/15, Ip, 07318- 250. 


0012230489 ET5-WR/50-245/80-03 t 50-336/80-03: on 001 105. Ag-1 lOra 
activitg erceeded control station average by factor greater 
than ten, Caused by ogste, trags being maintained within 
g,uarrg bondaries ft plant liquid vol increase. 

tIROeZKA, E, J. Northeast Nuclear Energg Co, fsubs, of Northeast 
Utilities), SO/12/15. 5pp 07318:322 


0012300635 ETS-NR/50-245/30-336/00-03: on 001105, levels of Ag-llOm 
activity observed in fourth quarter samp le of ogsters 
ecceaded control station average bg factor of ten. Caused by 
increase in plant liquid dl schar ges. Now Tech Specs proposed. 
MROCZKA.E. J. Northeast (Utilities. 80/12/15. 3pp. 07346:102. 


0012230465 Forwards LER SO-039/03U-0. 

MR0C2KA, E, U. Northeast Nuclear Energg Co. (subs, of Northeast 
Utilities). 00/12/17. ip. 07318:290, 


— 8012230471 LER e0-039/03L~0; on 801 11 7, h g dro g en analgier 0 declared 
inoperable. Caused bg failure of operational analgter 
amplifier (Struthers-Dunn, Inc, Model 12A>. Mai function 
isolated, correc ted it surveillance completed. 

a Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
80/12/17. Ip. 07310 291 


8012220616 Advises that written response Is required to IE Bulletin 
00-23, “Failures of Solenoid Valves Mfg bg Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required, 

(}RieR,D.H. Region 1, Philadelphia. Office of the Director. 
eO/it/19. Ip, 07300:358, 


8012040495 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " Wiitten response 
r equir ed . Reques ts info on manpower eipended. 

ORien.B.H. Region I, Philadelphia. Office of the Director. 
00/11/21. 2pp. 07169:166. 


8012050573 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No (urltten response required, 
ORIERfB.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:062, 


8012170224 Notification of 001212 meeting w/util in Bethesda.MD to 
discuss 1900 steam generator Insp results. 

CONNER. E. L. Operating Reactors Branch 3. 00/12/09, 3p P 

07268: 200. 


R. Periodic operating reports i; related correspondence 


8012230346 Forwards moothlg operating rept for Nov 1900. 

KROeZKA, E. J. Northeast Nuclear Enorgi) Co, (subs, of Northeast 
Utilities). 00/12/12. Ip. 07318:239. 


DDCKEI 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emoi-gency It fire protection plans 


8012010602 Notifies of completion of privacy review of emergeneg plan 
d oc umen tat 1 on . Enc I info cnag be made pubilclg available. 

FELTON, J, M, Division of Rules and Records 0O/tl/13. Ip. 

07091: 202, 


— 0012010607 Forwards public version of response to NRC review of 
emergency p Ian. Sec t ion 4 re emergency action levels. 

SYLVIA, B.R. Virginia Electric 5 Power Co, 80/10/29. 12pp. 

07091:204, 


— 8012010614 Public version of emergency plan, revised Tables 4. lA 
through 4. ID, changing initiating cond 1 1 Ions for 
notification. 

* Virginia Electric t Power Co. 80/10/29. 16pp. 07091:216. 


0012090007 Informs of approval of revised final version of lOCFRSO 59 tc 
App R containing schedules for completion of all fire 
protection ffiods. No present implementation required. 

EISENHUT. D. 0, Division of Licensing. 00/11/14. 5pp, 07197:218, 


00121 106S2 Summary of 80110? meeting u/uttl in Bethesda-MD re emergency 
plans. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 80/11/19. 2pp. 


—0012230347 Monthly operating rept for Nov 1900. 

HQWLETT, 0, H, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 80/12/00, 6pp. 07310:240. 


S. Reportable occurrences, UERs 6 related correspondence 


8012020529 Forwards LER 0O-O37/O3L-O. 

KRQCZtlA, E. J. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 00/11/24, Ip. 07140:079. 


1012290419 Forwards revised 10CFR50. 40 k. App R to lOCFRSO re five 
protection features of nuclear power plants. Rules take 
effect 010217. Bummary listing of open I tans re fire 
protection features of facility end 

“ “ nii^1«1nn rtf LLrfln«lna. 


p rePtJMur. d o 


sars/ 1 1 J'SA 




8012050421 Forwards amended pages to approved security plan. End 
withheld (ref 10CFR2. 790). 

SYLVIA, E.R. Virginia Electric k Power Co. 00/12/02. tp. 
07173: 084. 


•9012020535 LER 0O-O37/O3L-O: on 801025. dur ing routine surveillance, 
bistable setpoint that Instates channel D local power 
densitii 4: loss of turbine trips found above required 
setpoint, Caused bg normal bistable d rif t. Distab le reealibr. 
CLEMFNT, C. Northeast Nucleai' Energy Co, (subs, of Northeast 
Utilities), 00/11/24. tp. 07148:090, 


6012230286 Forwards draft NURE(J-0696, "Implementation Plan" for 
establishment of emergency response fac 1 1 i t ies. Detai Is on 
e.-nergeucy operations facility estab I ishnment* not Included in 
plan. being finaiUed icwiU be submitted at later date, 
SYLVIA. 8. R, Virginia Electric t< Pc(jer Co. 80/12/10. Ip. 
07311: 270. 


0012100164 PNS-I-80-25: on 001 126. Unit 2 supervisory control room 
opei-ator (licensed senior reactor operator ) fatal ly shot 
Individual three times w/shotgun. Operator in custody. 

Edenttf Icatlon badge 4: site access lifted. 

MCKEOWN, L., DEVLIN. J., MARTIN, W. Region I, Philadelphia, Office of 
the Director. 80/12/01. 2pp. 07210:303. . 


--0012230293 Draft NUREG-0696. "Implementation Plan 
emergency response facilities. 

* Virginia Electric 4: Power Co. NJREO-0696. 
07311:271. 


" for establishment ef 
eO/U/ta. 47pp. 
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□0I2S:9(}374 Foruardt ^Iternat? shutdoun sgs design description re 
fire proteetisn- per NflC 601124 lir.Util rev'ieuf of App H to 
tOCFSSJ concludes that plants are in compliance u/eaception 
of 6-h ejitergencg lights in egress routes. 

SVl-VlAi B P Virginia Electric r, Pouer Co, 80/12/23. 5pp. 
07345. 133. 


G. Adjudicator^ correspondence 


eOlSnOSlV Re<iues ts. on behalf of ut i li e > tens 1 on until QlOlOa for 
hearing on QOISOS order for nod of licenses re environ 
qualification of saf etg-r e lated electrical eqcjipment to Tech 
Specs of facilities. 

ClfRlSTMAKp J. H. Hun ton t « 11 1 iatns, 60/12/09. 2pp, 07289:227. 


P. Operating license stage documents t correspondence 


8912020753 Foruards seisrnic qualifications of autiliarg feeduiater sgs 
in operating Pl.'Rs & describes program hlRC is undertaking 
to revie<a capabilitg of operating PI^Rs to remova decag 
heat follotiilng earthquake. 

EISEtiHJT. D. O. Division of Licensing. 80/10/21. 4pp. 


B0120200S0 llotificatioTi of 601107 meeting u/S&M tt util in DethesdaiHO 
to discuss resolution of amplified response spectrum 
concerns. 

EM3LE.C. Operating Reactors Branch 3. 90/10/31. 3pp. 07147:195, 


8012180050 Ltr to operating plant licanseeSiOL applicants t< CP holders, 
Foricards MUREO-0737 re Till action plan requ irements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 impleasntation dates mill ba net. 

EI8E(lhl'JT> D. 0. Division of Licensing. 80/10/31. 7pp. 


8013320553 Ltr to all pouer reactor licensees forwarding NURE8-0619i 
"Bun Feedwater Roitle L Caritrol Rod Drive Return Line 
Kozsie Cracking. " Confirmation that implementation dates 
will be met must be sent within 45 dags. U/o end. 

EISEIJHVTr D. 0 Division of Licensing. 90/11/13, Ip. 


8012O59D36 Trip rept of 601(13 visit to site to inspect LPDRi discussi 
update it provide continuitg on active ongoing actions & tour 
plant. 

ENCLEt L. Operating Reactors Branch 3. 00/11/19. 4pp. 07173:087. 


8012239121 Forwards Amend 21 to License RPP— 4isafetg evaluation tt 
notice of issuance tt availab i I i tg. 

CLARK. R, A. Operating Reactors Branch 3. 80/11/19. 3pp. 07316:330. 


--B012230137 Amend 31 to License NPF-4i requiring certain Barton Lot 1 
transni tiers inside containment be modified or replaced as 
soon as practicable. 

ClARK. n. A. Operating Reactors Branch 3. BO/H/19. 2pp. 

0731*: 340. 


— 8013230134 Safety evaluation supporting Amend 21 to License NPF-4. 
o Office of Nuclear Reactor Regulation, Director. 80/11/19. 3pp. 
07316:342. 


— 0012230139 Notice of issuance it availabilltu of Amend 21 to License 
lfi*F-4. 

CLARK, R, A. Operating Reactors Branch 3. 80/11/19. 2pa. 

07316:344. 


6012170493 Confirms licensee com.sitments to NRC 791023 "Interim 
Position an Containment Purging L Venting Pending Resolution 
of (eolation Valve Operability." Comsi t.nents are adequate t 
ullt remain in effect pending long*"term review. 

CLARK,R. A. Operating Reactors Branch 3. 80/11/21. 2pp. 07270:330, 


8012170494 Foruards safety evaluation re operational steam generator 
chemistry. Proposed lang-term corrective actions are 
acceptable. Inservice insp results must be reported. 

CLARK, R. A. Operating Reactors Branch 3. 80/11/21. 2pp. 07270:334. 


80^170495 Safety evaluation re operational ataam generator cheitilstru. 
Prcpoifld long-term corrective actions are acceptable. 

Inservice insp results must be reported. 

a 3. 80/11/21. 3pp. 07270:336. 


nemo raquesting that Ofc of Nuclear 
censees of need to comply 

site condit ions. Forwards 

ictor Regulation, Director. 


— 6012230506 Forwards tabulation L sutr.iiarg of IE survey en low level 
waste at 51 r eac tors . Low level waste storage facilities 
have been eipanded at 37X of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

OANGART, n. L. Effluent Treatment Systems Branch. 80/11/06. 0pp. 


8012IS0033 Advises that ettension of Cycle 2 in coastdoun node for 
appros 13 effective full power days beyond licensed end 
of cycle burnup will not require changes to Tech Specs. 
SYLVIA.E.R, Virginia Electric L Power Co. 80/12/08. ip. 

07239: 356. 


8013310015 Forwards safety evaluation re installation of steam 
generator upper insp ports during second refueling outage at 
fac i I i ty. Li c e ns e e should commit to installation during third 
refuel ing ou tage . 

NOVAK. T. M, Assistant Director for Operating Reactors. 80/12/08. 
2pp. 07371:094. 


--8012310019 Safety evaluation re installation of steam generator upper 
insp ports during second refueling outage. Licensee should 
com.sit to installation during third refueling outage. 

* Assistant Director for Operating Reactors. 80/12/08. 3pp. 
07371:096. 


8012190334 Forwards response to NUftEO-0737 post-THI requirements. 
5YLV1A.B.R. Virginia Electric 6 Power Co. 80/12/13. 430pp. 

07282: 262. 


aOlBBSOSig Requests ref to Item 7 in 800924 1 tr. Documents completion of 
referenced work on both 34. S kV buses during Nov 1980. 

SYLVIA. B.R. Virginia Electric L Power Co. 80/13/17. Ip. 

07317: 056, 


8013290364 Buppis 801015 request for OL amend. Requests Tech Spec 
change for nonrad i otog leal ETS to be revised bo latest 
environ protection plan, 

FERCUSOIIi J. H Virginia Electric L Power Co. 80/13/33. 3pp. 
07345: 142. 


8013290280 Confirms there is sufficient conservatism In calculations to 
permit continued operation of turbines until 810101 u/ft . 
undue risk of fai lure. Major areas of conservatism provided.' 

Unit uill not be subjected to cyclic operation. 

SYLVIA, E.R. Virginia Electric it Power Co. 80/13/33. 2pp, 

07343: 323. 


8013290293 Requests amend to License h!PF~4 supplementing 801015 amend 
request L providing documentation methodology for 
establishment of operational history data base on challenges 
to relief & safety valves. 

FERGUSON, J. H. Virginia Electric i Power Co. 60/12/33, 3pp. 

07345: 126. 


— 8012290297 Proposed revisions to Tech Spec 6. 9. 1. 6, providing 
documentation methodology for establishment of operational 
history data base on challenges to rollef L safety valves. 

* Virginia Electric L Power Co. 80/13/23. app. 07345:129. 


6012310633 Notification of 80122? meeting w/util in BethesdaiHD re 
potential turbine c rack ing. 

ENGLE, L.B, Operating Reactors Branch 3. 80/13/24. 2pp. 07371:057, 


8012300585 Forwards response to NRC 790925 request for Info re Surry 
auiiliary ferduater sys design basis info L pump flew 
verification. Documents North Anna 1 pump test verification 
of 340 gpm delivered to steam generator. 

SYLVIA. B.R, Virginia Electric & Power Co. 80/12/26. 15pp. 

07346: 134. 


80123102^6 Forwards response to 790925 request for info re aukillary 
foedueter_ sys design basis 6 pump flow verification. 

Dlscraparcy discovered during North Anna ravieu addressed 
in UER a0-O61/OiT-O prior to 801006 response. 

SYLVIA, B.R, Virginia Electric ti Power Co. 00/12/26, ISpp. 
07361:293. 


8. Inspaetion reports, IE Bulletins 6 cerrespondence 


8012160036 Forwards IE Info Notice 80—37, "Containment Cooler Leaks 4( 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REIULV, J. P. Region 3. Atlanta, Office of the Director. 80/10/24. 
Ip. 07262: 180. 


8012170931 Forwards IE Info Notice 00-30, "Cracking in Charging Pump 
Casing Cladding.*' No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/10/30. 
Ip. 07366:266. 
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8013160020 Foruards IE Info Natico 80'*394 *'Ma 1 f unc t ion of Solenoid 
Valves I1#g by Valcor Engineering Corp. ” No written response 
is rcq.ulrsd. 

Q'RElLLVi J. P. Region S’ Aliantai Office of the Director. 80/10/31, 
ip. 


8013330070 Forwards IE Circular 60-23< "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
reyuipod. 

Q'REILLV. J. P. Region 2. Atlanta, Office of the Director. 60/10/31. 
Ip. 


8012110/94 Forwards IE Bulletin 60-21, "Valve YoVes Supplied by Malcolm 
Foundry Co, Inc, " Urltten response required. 

O'REIULYj J, P. Region 2, Atlanta, Office of the Director. 80/11/06. 
Ip. 07223: 167. 


S012030849 Forwards IE Info Notice 80-40, "Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri la tion. " No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/11/07, 
Ip. 07130: 103. 


80I20803S9 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Besse Unit 1. " Ho 
response required. 

D'BEtU.Y# J. P. Region 2, Atlanta, Office of tha Director. 80/11/10, 
Ip. 07182:282. 


8013180319 Forwards IE Insp Repts 50-338/80-36 k 50-339/80-34 on 
801021— S4. No noneomp 1 tance noted. 

MURPH/jC.E. Region 3, Atlanta, Reactor Construction t: Engineering 
Support Branch. 80/11/10. 3pp. 03793:012. 


— 8012180145 Forwards IE Insp Repts 50-333/00-30 L 50-339/80-29 on 
800712-0820 6 notice of deviation. 

LEUIS, R. C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/10/02. 2pp. 03791:251. 


— B012180I46 Notice of deviation fro.’i insp on 000712-0320. 

• Region 2, Atlanta, Office of tha Director. 80/09/30. Ip. 
03791:253 


— 8012100149 IE Imp Repts 50-338/80-30 t 50-339/80-29 on 000712-0820. 
Noneomp 1 iance noted: fal lure to maintain portable radios for 
fire brigade use. 

NcBSTER, E. H. . TATTERSALL. A. F. Region 2, Atlanta, Office of the 
Director. KELLODC, P. J. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 60/09/30. 17pp. 03791.254. 


8012080541 Forwards Revision 2 to response to IE Bulletin 79-OtB, 
"Environ Qualification of CLass IE Equipment" & NRC 800329 
order for mod of license. 

8YLVIA,S.R, Virginia Electric t Power Co. 80/12/01. ISSOpp, 
07184: 314. 


8013180188 Act receipt of 800933 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/80-19 & 
50-339/00-20. 

LEUIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/12/01. Ip, 03791: 296. 


— 8012160192 Forwards revised response to remaining open item re 
violations noted in IE Insp Repts 50-338/00-19 ti 
50-339/80-20, Corrac tive actions: review made of const QA 
manua 1 , s tat ion QA manual fc QC Procedure 26 1. 

SYLVIA, B.R Virginia Electric fc Power Co. 80/09/23. 3pp. 
03791:297. 


— 8012180233 IE Insp Repts 50-338/00-36 k 50-339/80-34 on 801021-24. No 
noneomp 1 iance noted. Ma.for areas inspected; installed 
equlpatent review ui/respect to IE Bulletin 79-OlB. 

01 DBONSi T. 0. Region 2, Atlanta, Office of the Director. COLON, T, E 
Regioin S, Atlanta, Reactor Construction 4: Engineering Support 
Branch. 80/11/10. Spp. 03792:014, 


— 8012180195 AeV receipt of 000320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/00-19 k 
50-339/00-20. Supp 1 ementa I response will bo submitted by 
800919. 

LEUIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/09/09. Ip. 03791:299, 


Q01204018S Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpower assoc I a ted u/ corrective actions. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/14. 
Ip. 07158:061. 


— 8012100201 Forwards IE Insp Repts 50-338/00-19 k 50-339/80-20 on 
800414-0530 k notices of violation k deviation. 

LEUIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch, 00/07/21. 2pp. 03791: 301. 


8012080653 Forwards response to NRC request for add! info re IE 
Bulletin 79-02, "Pipe Support Base Plate Designs Using 
Concrete Etpansion Anchor Bolts." Dvarviau of engineering 
analysis sy» k finite element modeling technique Included. 
SYLVIA, B.R. Virginia Electric k Power Co. 00/11/17. Spp. 
071QB: 230. 


B012030'070 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment. " No written response 
r equ 1 red. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/il/3l. 
Ip, 07173:330. 


8013080018 Forwards IE Info Notice 80-43. "Effects of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. BO/H/24. 
tp. 07182: 161. 


8013170639 Forwards original 801101 I tr, apparently lost In mall sys, 
reaponding to IE Bulletin 79-OlB re environ qualifications 
of Class IE equipment. 

HUNTER, R.H. Virginia Electric k Power Co. 80/11/24. Ip. 

07366: 037. 


8013170387 Forwards IE Info Notice 80-29, Buppl 1, "Drolen Studs on 
Terry Turbine Steam Inlet Flange." No written response 

Q'REILt Y, J. P. Region 2, Atlanta, Office of the Director. 00/11/36. 
tp. 07269: 080. 

8013180140 Ack receipt of 801024 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-338/00-30 k 
30-339/80-39. , ^ . 

LEHig, R. C. Regions, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/ 11/30. ip. 03791:340. 


— 8012180143 Responds to NRC 801002 Itr re deviations noted In IE Insp 
Repts 50-330/80-30 k 50-339/80-29. Corrective actions:addl 
radios assigned to control room. 

BYLVIA.B.R, Virginia Electric t Power Co. BO/10/24. 2pp. 

03791; 249. 


— 0012160204 Notice of violation from insp on 800414-0530, 

* Region 2, Atlanta, Office of the Director. 60/07/21. Ip. 
03791:303, 


— 8012180205 Notice of deviation from insp on 000414-0530, 

» Region 2, Atlanta, Office of the Director. 80/07/21. Ip. 
03791:304, 


—8013180200 IE Insp Repts 50-333/00-19 k 50-339/00-20 on 000414-0530. 
Noneomp 1 iance noted ; fai lure to conduct surveillance lest at 
required frequency & to provide instructions for re- 
establishing ventilation flow after seismic event. 

KIDD, 11. S., TATTERSALL. A. P, Region 2. Atlanta, Office of the 
Director. KEtLQGO,P J. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 80/07/21, 23pp. 03791:305. 


8012110543 Forwards response to IE Bulletin eO-u3, 'Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp," Two Valcor 
valves eeist for each North Anna unit I* Surry does net have 
solenoid valves described in bullcting. 

SYLVIA, a. R. Virginia Electric k Power Co. 80/12/0*. 3pp. 
07225; 245. 


0012170023 Ack receipt of 801107 Itr Informing NRC ef steps taken to 
correct violations noted in IE Insp Rept 50-338/00-33. 

MURPHY. C.E. Region 2. Atlanta- Reactor Construction 6 Engineering 
Support Branch. 80/12/04. ip. 07260. 161. 

— 8012170031 Responds to NRC 801014 Itr re violations noted in IE Insp 
Rept 50-338/80-33. Corrective act ions: weld ing procedures 
involving combination processes anerded to include weld 
.metal thickness range. 

SYLVIA, a. R. Virginia Electric t Power Co. 80/11/07. 2pp. 

07260: 162, 


•8012170036 Forwards IE Insp Rept 50-338/80-53 on 000911-12 k notice o-f 
violation . . . _ . , 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction k Engineering 


— 8012170041 Notice of violation from insp on 800911-12. 

« Region 2, Atlanta, Office of the Director, flO/10/09. tp. 
07269: 166. 
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— 80121700'IS le Jtisp Rcpt 30-333/00-33 Noncomp 1 iante noted : commi fcment to 
corrective action per 000315 notice of violation not 
ac canpl i shed. 

eCQNQdOS. N. Region 2, Atlanta- Office of the Director. HERDT-A. R. 

Region 3- Atlanta. Reactor Construction it Engineering Support 
Deanch. 8D/!0/09, Afp. 07260; 167. 


3012230091 Foruardt response to IE SuIIetin S0''33- "Failures of 
Solenoid Valves fifg tg Valcor Engineering Corp." Specified 
valves are not in use at facilities. 

SYLVIA. B.R. Virginia Electric 8; Pouer Co. BO/12/04. 3pp, 
07311; 004. 


8012240903 Forwards response to IE Bulletin B0-23i "Failures of 
Solenoid Valves Hfg bg Valcor Engineering Corp. “ Tuo Valcor 
valves in use do not bave cited part number. 

SYUVIA.B.R. Virginia Electric 8; Pouer Co. 80/12/04. 3pp. 
07324 : 320. 


8012130467 Forwards response to IE Bulletin 00-21- "Valve Voltes 
Supplied by Kalcotm Foundry Coi Inc. " No subj valve used or 
planned for use in saf e ty-re la ted sys at facilities. 

SYLVIA- B.R. Virginia Electric L Power Co. 80/12/05. 3pp. 
07230; 325. 


8012310033 Act receipt of 801008 Ur responding to NRC 800913 1 tr re 
Haste Packaging Insp Rept 90-338/80-31 . Not i ce of violation 
ul thdrawn. 

O '■REILLY- J. P. He 9 io.n 2- Atlanta- Office of the Director. 80/18/10, 
ip. 07369:097. 


”8013310033 Act receipt of Masts Packaging Insp Rept SO- 339/80-31 on 
800619. No proprietary 1 nf o. Di sagreas w/NRC re notice of 
viola t i on. L i censed matt was properly labeled. 

SYLVIA. B. R. Virginia Electric 8- Power Co. BO/tO/OB. 3pp. 

07369: OSS. 


— 8012310042 Forwards Maste Packaging Insp Rept 50-33B/60-31 on 800619 & 
notice of violation 

STOHR.J. P. Region 2- Atlanta. Fuel Facility & tleterlais Safety 
Branch. 80/09/15. 2pp. 07369:061. 


”001231004+ Notice of violation from insp on 300619. 

• Region 2, Atlanta- Office of the Director. 80/09/19. Ip. 
07369:063. 


— S012310047 Waste Packaging Insp Rept 50-33B/D0-3I on 000619. 
Noncomp 1 lance noted : radwas be shipment not properly labeled. 
HACARTHVRi T. C . > POTTER- J.P. Region 2- Atlanta. Fuel Facility & 
Materials Safety Branch. 80/09/15, 3pp. 07369:064. 


ft. Periodic operating reports k related correspondence 


801219OS0S Forwards monthly operating repts for Nov 1980. 
SYLVIA. B.R, Virginia Electric /.< Power Co. BO/12/iS. Ip. 
07207; 078. 


“-8012190S13 Monthly operating repts for Nov 1980. 

FELLOWS.K. E, Virginia Electric 6 Power Co. 80/12/09. 9op. 
07287; 079. 


S. Reportable occurrences- LERs L related correspondence 


SDI2040669 Part 21 rept re SbW notification that out— of~phase transfer 
might occur when emergency buses are transferred from 
offsite power source to eraergency diesel generators after 
reaching rated speed vo i tage, Orig Inal ly reported 001114. 

SYLVIA, B.R. Virginia Electric U Power Co. 00/11/19. 4pp. 

07169; 070, 


8012010363 Forwards LER 80-096/01 T-0. 

CARTWftlOHr.W ft. Virginia Electric i: Power Co, 80/ll/2t Ip 
07092 ; 1 70. 


'8012010373 LER 80-096/01T-0: on 8011l4-&i-W de t er-'sl'ned significant out— of 
-phase tra'hsfer could occur when emergency buses transferred 
to emergency d ies e 1 generator s , Cause not determined. Time 
circuit in9tdiLl^d on 

Virginia Electric k Power Co, 80/11/21. 3pp. 

070 ^ 3 * 179 


8012010378 Forwards LER 60-095/03L-0, 

CARTWRI&Hr- 1). R. Virginia Electric L Fever Co. 00/11/24. Ip 

07001* * 


-“8012010390 LER 0O-O99/O3L-O: on 801027- fire doors 871-7,-17 ti -19 found 
nonfunctional due to inability to fully close L latch on 
free suing from full open. Caused by eicessive use. Doors 
temporarily repaired 4- new design submitted. 

CARIURIGHT-W R. Virginia Electric U Power Co, 80/11/24. 2pp. 
07091:293. 


S0I202O623 Forwards LER eO-092/03L“0. 

CARTIrlRlOHTi W R. Virginia Electric 6 Pouer Co. 00/11/24. Ip. 
07149:005. 


--B012020631 LER 60-092 /03L-0: on 801030, water found leaking from weld 
joint connecting drain valve l-CH-497 to piping that tees 
into suction line of charging pump i-CH-P-lA, Caused by bad 
weld. Held ground out L rewelded per approved procedures. 

CARTUn lOHTi W. R. Virginia Electric 1: Power Co. 80/11/24. 2pp. 
07149:006, 


80T20206B2 Forwards LER ao-089/03U-0. 

CARTHRICHT, W, R. Virginia Electric 6 Pouer Co. 00/11/28, Ip, 
07147: 275. 


— 8012020712 LER e0-089/03L-0: on 801029- while investigating causa of high 
steam flow line setpoint drl f t- setpoint instrument calibr 
schedule error d i scovered. Caused by improper scheduling of 
surveillance testing. 

CARTWRIOHT- W, R, Virginia Electric i; Power Co. 80/11/29. 3pp, 
07147:276. 


8012150033 Part 21 rept re design of emergency bus residual voltage bus 
transfer. Caused by lack of definitive phase relationship 
between onsite <i offsite sys. Timers were installed. 

NILO- F. A. Stone {- Uebster Engineering Corp. 80/12/02, 4pp. 
07240:347. 


8012090401 Forwards LER 80-097/03L-0, 

CARTWRIOHr, M. R. Virginia Electric It Power Co. 00/12/03, Ip. 
07200:007. 


—8012090408 LER 0O-O97/O3L-O; on 001 1 14- while operating In Mode liLI-i474 
indicated greater than 9X higher than average of three 
channels. Caused by high transmitter output- due to leaking 
isolation valve. Valves furmanited. Channel cheek performed, 

CARTWRIOHT- H, R. Virginia Electric ti Power Co. 80/12/03. 2pp. 
07200:008, 


8012090315 Forwards LER 0O-O90/O3L-O, 

CARTWRIOHT- H, R. Virginia Electric L Power Co. 00/12/04. Ip. 
07201: 121. 


0012090319 LER 0O-O90/O3L-O: on 001123, while operating in Node l-neutron 
flui distribution etceeded asial flui difference target 
band. Caused by tenon trans i ent. Control rods Inserted- causing 
flut distribution to shift downward. 

CARTWRIOHT- W, R. Virginia Electric tt Power Co. 00/12/04, Bee. 
072-31:122 


8012090330 Forwards LER B0-099/03L-0. 

CARTWRIOHr- W. R. Virginia Electric it Pouer Co. 80/12/04. Ip. 
07199: 352, 


--B012090391 LER B0-O99/O3L-O; on 001124, while operating in Mode l-at 03X 
power- sample analysis of safety injection accumulator 1C 
revealed boron concentration in excess of Tech Spec. Caused 
by stagnant solution stratification in aecumulatop. 

CAR fWRIOHT. W. R. Virginia Electric it Power Co. 80/12/04. Spp- 
07199:353. 


8012090062 Forwards LER 80-093/01 T-0. 

C ARTUR lOHT- W. R. Virginia Electric i; Power Co. 80/12/04. Ip. 
07199:358. 


--8012090365 LER 80-093/01T-0: on 801 126- util learned that manufacturer 
gave erroneous value for weights of two valves in RHR sys. 

Caused by manufacturer error. Support will be modified to 
increase safety factor of anchor bolts to correct value. 

CAR rWRlGHT- W. R, Virginia Electric it Power Co. 00/12/04. Sop. 
07199:359. 


8012230423 Forwards LER 80-101 /03L-0. 

CARIUR lOHT- U. R. Virginia Electric ii Power Co, 00/12/17. Ip. 
07311:267. 


"8012230428 LEft 80-101 /03L-0.' on 801207 While operating In Mode 1 et 70X 
power- containment HlHi pressure alarm channel 2 was 
received. Caused by signal comparator card falling low out of 
tola ranee. New card Installed. 

CARTWRIGHT- W. R. Virginia Electric It Power Co. 0O/l2/i7. Ig, 
07311:268. 
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8013310316 Forwards LER QO-100/03U-0. 

CAHTURIQHT. W. R. Virginia Electric 6 Rower Co, 90/12/22, Ip, 
07349 : 0-12. 


— 9012310333 LER Q0-100/03L-O: on 801201 , LI-1474 steam generator A level 
channel 1 indicated higher than average of throe channels. 

Caused big high transmitter output duo to leaking root 
Isolation valve. Will be repaired in next refueling outage. 
CARTWRIOUT. M. R. Virginia Electric 4; Power Co, 00/12/29. 2pp. 
07349:043 


0012310325 Foroiards LER 80-103/03L-0. 

CARTHRIQHr. W, R. Virginia Electric 6 Power Co, 90/12/22. Ip, 
07369:054. 


— 0012310330 LEO 0O-lO3/O3L-Oi on 901 1 13. c onta inment matl seismic recorder 
ER-002 failed periodic test PT-39. 5 Caused bg electronic 
fault in field sending unit. Total component replaced. 

CAfirnRIOHT. W. R. Virginia Electric 4: Power Co. 90/12/22. 2pp. 

07369; 085. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. 8ecurltgi madical. eraergencg 4 fire protection plans 


B012&10602 Notifies of completion of privacy review of emergency plan 
docuiTiantat 1 on. Enc 1 info may be made publicly available. 

FELTQN< J. II. Division of Rules and Records. 80/11/13. Ip. 

07091; 202. 


9011200397 Notification of 001203 meeting w/util in Qethesda.MD to 
discuss util plans in area of core reload licensing in 
upcoming yr 

BEROCREN. J S. Standardisation 4: Special Projects Branch. 80/11/06. 
2pp. 07020: 068. 


6012040414 Submits addl info re low head safety injection 4 outside 
recirculation spray pump operab i 1 i ty, per NSC 801105 request. 
Package of 12 illegible oversiie drawings end. 

SYLVIA. E.R Virginia Electric 4 Pcuer Co. 00/11/86. 4pp, 

06915: 001. 


6012170432 Responds to NOREO-OSSS. "Environ Qualification of Safety- 
Related Electrical Equipment." Forwards package revising 
901101 submi t tal . provid ing evaluation results of equipment 
qualification w/ insuf f it i ent info. IJ/o end. 

SYLVIA, S.R. Virginia Electric 4 Pcuer Co 00/12/01. 3pp. 
07245:223. 


0012820465 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions Forwards 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
00/12/04. 2pp, 


— 8012220506 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 3711 of reactors surveyed W/71M 
pla.ming or considering increasing storage capacity. 

BAIiSARTi R, L, Effluent Treat.ment Systems Branch. 00/11/06. 0pp. 


—8012010607 Forwards public version of response to NRC review of 
emargency plan, Section 4 rc emergency action levels. 

SYLVIA, E.R, Virginia Electric 4 Power Co. 80/10/29. 12pp. 

07091 ; 204, 


8012310162 Advises that results of endurance teat for steam driven 
auxiliary feedwater pump are acceptable 4 that license 
condition has been met. 

TEDESCQ, R. L. Assistant Director for Licensing. 00/18/09. app. 
07371; 102, 


•8012010614 Public version of emargeney plan, revised Tables 4. lA 
through 4. ID, changing initiating conditions for 
notification. 

a Virginia Electric 4: Power Co, 00/10/29. 16pp. 07091:216. 


8012110652 Summary of BOllOV imeeting u/util in BBtheada,MD re emergency 
plans. 

NEIGHBORS, J. 0, Operating Reactors Branch 1. 00/11/19. 2pp. 


8012110178 Forwards FR notice re revision to 10CFR90. 40 4 new App R to 
10CFR50 re fire protection features at nuclear power plants. 

TEDESCO, R. L, Assistant Director far Licensing, 00/11/26. I6pp. 
07224: 040. 


0012190094 Notification of 810107 meeting w/util in Bethesda»MD to 
discuss isolation valve leak testing. 

DROHERlCKiA W. Licensing Branch I, 80/12/11. 3pp. 07279:144. 


6012190354 Forwards response to NUfiEO-0737 post-TMl requirements. 
SYLVIA. E.R. Virginia Electric 4: Power Co. 80/12/15, 430pp. 


8012190370 Forwards addl info re util 001120 proposed amend to License 
NPF-7, in response to NRC request. Impact of changes 4 
equipment delays on implementation dates for Till 
requirements 4; plant mads per IE Bulletin 79-27 discussed. 

SYLVIA, B.R, Virginia Electric 4 Power Co. 80/12/15. 7pp. 

07294: 040. 


80120S0431 Forwards amended pages to approved security plan, Enel 
withheld tref 10CFR2. 790). 

SYLVIA, B.R. Virginia Electric 4 Power Co, 80/18/02, Ip. 
07173: 054, 


6012230884 Forwards draft NUREO-0496, "Implementation Plan" for 
Bstab 1 1 shrnion t of emargaiicy response fac i 1 1 ties. Detal Is on 
emergency operations facility ostab 1 ishnment, not included in 
platiibolng finaliied 4 will be submitted at later date. 

SYLVIA, B.R. Virginia Electric 4; Power Co, 80/12/18. Ip. 

— 8012230293 Draft NUREO-0694. "Implementation Plan" for establishment of 
emergencyresponsefaclltties, 

• Virginia Electric *,•. Power Co. NUREO-0696, 80/12/10. 47pp. 


8012230439 Application for amend to License NPF-7. chang ing Item Uil of 
Condition 2 C. 21. i of 60U20 appl i ca t ion re NVflEG-0737 
implementation date requirements. Change involves containment 
water 1 eve 1 . . 

FEROUSHN, d.H Virginia Electric 4: Power Co. 00/18/18. 3pp. 

07312: 246. 


9012290316 Application to amend License NPF-7, chang ing App B Tech 
Specs, to provide for consistency u/latest environ protection 
plan. Class 1 fee end. 

FEROVSOK, J. H Virginia Electric 4 Power Co. 00/12/23. 3pp. 
07339:081. 


0, Inspection reports, IE Bulletins 4 correspondence 


0012290574 Forwards alternate shutdown sys design description re 
fire protect ion, per NRC 001184 Itr.Util review of App R to 
10CFR80 concludes that plants are in compliance u/exeeptlon 
of a-h emergency lights in egress routes. 

SYLVIA, B.P. Virginia Electric Power Co. 80/12/23. Spp. 


8012160036 Forwards IE Info Notice 00-37, "Containment Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director, 00/10/24. 
Ip- 


O. Adjudicatory correspondence 


8012170819 Requests, on behalf of ut 1 1, ex tens Ion until 810100 for 
hearing on 801200 order for mod of licenses re environ 
qualification of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRISTMAN, V. N. Affiliation Unknown. 00/18/00. 2pp. 


P. Operating license stage documents 4 correspondence 


>12170021 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY, J, P. Region 2, Atlanta, Ofrice of the Director. 80/10/30. 


0012100020 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written responae 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip- 


8012050050 Notification of 001107 meeting w/S4N 4 util in Bethesda.MD 
to discuss resolution of amplified response spectrum 

ENOLE, L*" Operating Reactors Branch 3. 00/10/31. 2pp. 07147:195. 


0012230070 Forwards IE Circular 60-23, "Potential Defects in Beloit 
Pouer 8 ij 9 Emergency Oeneritor?. " No written response 

O'REILLY, J.P Region 2- Atlanta, Office of the Director. 80/10/31. 
Jp, 07313:236. 
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3012110794 .Foriuarijs IE a-jll9tir 00-21. "Valve 
Foundry Co. Inc ■ Idrittsn respotise required 
O'iREII.LVj J p, Region i'. Atlanta, Oi'^ice o( 
Ip. 


Yokes Supplied by Malcolm 
the Director. 00/11/06. 


8012030349 Foruards IE Info Notice BO-40, "Gecessive Nitrogen Supply 
Pr?«vjr« AcVua^e-s Safety Relief Valve Operation to ^ause 
Reac vOr Depreesur i 2 a t i on, " No written response required. 

O'REIULYiJ P. Revlon 2, Atlantar Office of the Director. BO/ll/07. 

ip 


3013030:^59 Forwards IE Jnfo Notice Q0-4!f ''Failure of Swing 
in Decay Heat Renioval S-^s at Davis Qease Unit 1.'' No 
response reqvired. 

O REtLLYiJP. Region 3r Atlanta. Office of the Director 

Ip 


Check Valve 

ao/ 1 1 /IO. 


f^epts 50-333/30-36 I 50-339/30-34 on 
301021-24. No noncomp 1 ianc e noted. 

HUaPH/,C_E Region 2. Atlanta. Reactor Construction t Engineering 
Support Sranch. BO/U/10 2pp. 03792 012. 


—8012130222 IE Insp Repts 50-338/30-36 J: 50-339/30-34 on B01021-24,No 
noncoRip] iance noted. Major areas inspec ted : i ns ta 1 1 »d 
equipnant review uj/raepect to IE DuUetin 79-OlB. 

OISDOt.'S. T. n. Region 2. Atlanta. Office of the Hi rector, CQLOIf. T, E 
Region 2. Atlanta. Reactor Construction >,■ Engineering Support 
Branch. RO/U/IO 5pp 03792:014. 


0012040135 Foru.-»rds IE Bulletin 00-23, “Failures of Solenoid Valves 
Mtg by Valcor Engineering Corp."' Requires estimate of 
cndT)p 0 war Ue^c^rrec t i v© actions. 

D'REILUV. J, P Region 2, Atlanta, Office of the Director. 00/11/14 
IP- 


--S012180192 For.i'ards revised response to remaining open item re 
violations noted in IE Insp Repts 50-338/30-19 b 
50-339/00-20 Corrective ac t ions : review made of cotist QA 
.ranual. s ta t i on QA manual 1. OC Procedure 26. 1. 

SYLVIA. B.R Virginia Electric t. Power Co. 80/09/23. 2pp 
03791:297. 


—0012180195 Act receipt of 800320 Itr Informitig NRC of steps talen to 
correct violations rated in IE Insp Repts 50-338/80-19 & 
50-339/60-20 Supplemental response will be submitted by 
8009)9, 

LEWIS. R.C Region 2, Atlanta. Reactor Oparations Nuclear Support 
Branch. 50/09/09. Ip . 03791 ; 299, 


--8012130201 Forwards IE Insp Repts 50-338/80-19 6 50-339/30-20 on 
800414-0530 L notices of violation t; deviation. 

LEWIS, R.C. Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 80/07/21 2pp, 03791 301. 


— 8012180204 Notice of violation from insp on 000414-0530. 

* Region 2. Atlanta, Office of the Director. 00/07/21. Ip. 
03791:303. 


•8012180205 Notice of deviation from insp on 800414-0530. 

* Region 2, Atlanta, Office of the Director. 80/07/21. Ip. 
03791: 304. 


•8012180208 IE Insp Repts 50-338/80-19 ?, 50-339/00-20 on 000414-0530. 
Non c onp I ianc e noted: failuT'e to conduct surveillance test at 
required frequency «< to provide instructions for re- 
establishing ventilation flow after seismic event. 

KIDDrflS, , TATTERSALL. A. P Region 2, Atlanta. Office of the 
Director. KELLOGG, P.J. Region 2. Atlanta, Reactor Operations 
Nuclear Support Branch. 00/07/21, 22pp. 03791:305. 


8012050070 Forwards IE Bulletin aO-24, "Prevention of Damage Due to 
Water Leakage Inside Cen tainmen t, “ No written response 
requ i red. 

O'REILI Vi J. P. Region 2, Atlanta, Office of the Director 80/11/21 
Ip. 07173:230. ou, i 


8012110543 Forwards response to IE Bulletin 80-23. "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp. " Two Valcor 
valves eiist for each North Arma unit t: Surry does not have 
solenoid valves described in bulletin. 

SYLViAiB.R, Virginia Electric t< Power Co. 80/12/04. 3pp. 


0012080018 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'SEILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/24. 


0012230081 Forwards response to IE Bulletin 80-23, "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp," Specified 
valves are not in use at facilities. 

SYLVIA, 2. R. Virginia Electric tt Power Co, 00/12/04. 3pp. 


8012170337 Forwards IE Info Notice 80-29, Sup pi 1, "Drokin Studs on 
Terry Turbine Steam Inlet Flange." Ho written response 
required. 

0 REILLY, J.P. Region 2. Atlanta, Office of the Director. 60/11/26 
Ip. 07269; CeO 


6012240503 Forwards response to IE Bulletin 80-23, "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp." Two Valcor 
valves in use do no^t have cited part number. 

SYLVIA, B.R Virginia Electric K Power Co. 80/12/04. 3pp. 


6012180140 Ac3c receipt of 001024 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-338/60-30 4, 
30-339/80-29 

LEWIS, R.C. Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 00/11/28. Ip 03791:246. 


-6012160142 Responds to NRC 801002 Itr re deviations noted in IE 
Repts SO-3.18/80-30 V. 50-339/30-29. Correc t ive actions: addl 
radios assigned to ccntrol room 

SYLVIA, B.R Virginia Electric i Power Co, 80/10/24 
03791 ; 249. 


I nsp 


3pp. 


8012120467 Forwards response to IE Bulletin 00-21, “Valve Yokes 
Supplied by Malcolm Foui^dry Co, Inc, " No subj valve used or 
planned for use In saf sty-re lated sys at facilities. 

SYLVIA, B.R. Virginia Electric h Power Co. 80/12/05. 3pp. 


fl Periodic operating reports 4: related correspondence 


801219OSOB Forwards monthly operating repts for Nov 1980. 
SYLVIA, B.R. Virginia Electric t; Power Co. 00/12/13. Ip 
07267:070, 


--0012160145 Forwards IE Insp Repts 50-338/80-30 U 50-339/80-29 on 
6OO712-O02'O 1, notice of deviation. • 

LEL'I8.R C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch.. BO/lO/02 2pp 03791:251. 


'80I218DI46 Notice of deviation fro,n insp on 800712-0020. 

* Region 2, Atlanta, Office of the Director. 60/09/30 lo 


-8012180149 IE Insp Repts 50-338/80-30 i 50-339/80-29 on 800712-0820. 
Nancompttance noted : fa i lur e to maintain portable radios for 
fire brigade use 

WEBSTER. E. H. , TATTER BALL- A. P, Region 2, Atlanta. Office of the 
Director. KELLOGG. P J Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 80/09/30, I7pp. 03791:254. 


0012180180 Ack receipt of 800923 Itr informing NRC of steps taken to 
correct -.-iolations noted in It Insp Repts 50-338/80-19 & 
50-339/60-20 

LE(flS,R.C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 00/12/01. Ip 03791:296. 


•6012190513 Monthly operating repts for Nov 1980. 

FELLOIJB, M. e, Virginia Electric 4; Power Co. 80/12/09. 9op 
07287: 079. 


S. Reportable occurrences, LERs L related correspondence 


6012010277 Forwards LER eo-084/03L-0, 

CARTWRIGHT, W R. Virginia Electric J; Power Co. 80/11/19. Ip. 
07092, 139, 


—0012010280 LER 80-084/03L'0: on 801027-29, d If ferentia 1 of greater than 
12 steps discovered between rod position indication for rod 
cluster J-3 Ji de.mand position. Caused by instrument drift. 

Channel recalibr. 

CARTWRIGHT, W. R. Virginia Electric t; Power Co, 00/11/19. 2pp. 
07092:140, 


6012010353 Forwards LER aO-0e3/03L-O, 

CARTWRIGHTiW R, Virginia Electric L Power Co. 80/11/19, ip 
07092:171, 


—8012010362 LER a0-083/O3L-0: on 0OIO27,F(Q) limit ekCeeded twice. Caused 
by rod movement at beginning of core life when F(Q> limit 
margins in core c tr are at imin. Power reduced. 

CAR rWRIOHTi W. R. Virginia Electric 4, Power Co, SO/lt/19. 2dp 
07092: 172. 
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801B040A6'? Part 21 rept re 3iW notification that out-of-phasB transfer 
might occur uihcn emergsncg buses are transferred fro/n 
offsite poiuai' source to emergency diesel generators after 
reaching rated speed vo L tage . Or ig inal 1 y reported Q01114 
SYLWlAiE R, Virginia Electric 4: Paver Co. 00/11/19. 4pp. 


801-2010352 Faruards LER aO-076/03L-0 

CARTHRIGHr, W. R Virginia Electric 4 Rover Co. 80/11/34. Ip. 
07092: 168. 


-8012160524 LER 80-085/ v.'JL-O on QOl 127, vh 1 1 e operating in Mode 3. steam 
f I ov indications on l.jop K.fl-«MQ1 t F I -2485, d i »‘f er ed from 
each other by 2 75 Ere ib/>ir Caused by circuit card being 
out of calibr Cat-J replaced calibr 

■» Virginia Electric \ Hover Co 30/12/10 2pp 07261: 165. 


8012SJ0371 For-jards LER 80-091/031-0 

CARTURlGJir. 1,'. R Virginia Electric i Rover Co 80/12/17. Ip 
07312. 236. 


— 8012010359 LER 00-076/031.-0. on 001106, steam generator level transmitter 
UT-4B6 gavu high indication of 4. 7X Caused by Instrument 
dr i # t. Transmi 1 1 er rocallbr. 

CARTWRIOHT, W. R. Virginia Electric 4 Paver Co. 00/11/24. 2pp. 

07092: 169, 


0012020423 Forwards LER 80-093/C'3L-0. 

CARTWRIOHr. W R, Virginia Electric 4: Rover Co, 00/11/24, Ip, 
07140: 297. 


— 0012020426 LER aO-093/03L-0; on 001 lOl, d iesel 2H room fire door had been 
non-fvncfci onal more than seven days. Caused by using door 
uh i L e room was under vacuum from operation diesel. Door 
rep laced. 

CAUrWRIBHT. W. R. Virginia Electric 4 Rover Co. 80/11/24, 3pp. 

07148: 298. 


0012020581 Forwards LER eo-090/03L“0. 

CARTWRIGHT. W. R, Virginia Electric 4, Rover Co, 80/11/24. Ip. 
07148: 223. 


•0012020590 LER aO-090/03L: on 001 102, pressur 1 ler power operated relief 
valve declared inoperable. Caused by lou nitrogen pressure 
due to excessive nitrogen usage Pressure restored by 
renewing supply 

CARTWRIGHT, » R. Virginia Electric 4 Rover Co. 00/11/24. 2pp. 
07148: 224. 


0012020596 Forwards LER SO-092/03U-0. 

CARTWRIGHT, W, R. Virginia Electric 4 Power Co. 00/11/34, Ip. 
07148: 220. 


— 8013020602 LER 00-093 /03L-0; on 801103, train It of safety Injection sys 
failed to reset following functional tost. Caused by binding 
in latching mechanisms resulting in failure of relays to 
reset. Relays cleaned 4 tested satisfactorily. 

CAR T'WRIGHT. W, R, Virginia Electric 4 Rover Co. 00/11/24. 2pp, 
07148:221. ' 


— 8013330376 LER B0-O91/C,3L.-C, on G0ll33.vhile operating in Mode 3. rod 
position indication for rods 003 4 JO 3 in bant A 4 GQ7 4 GO? 
in bar.V B diffe'-ed frem d9i’'and position by greater than 12 
steps. Caused by j nstrij.'ent drift Channel adjusted. 

CARTWR 1 GUT. W, R Virginia Electric 4 Rover Ca. 80/12/17. 2pp. 
07313 337 


8012330412 Forwards LER QO-C02/O3L-O 

CARTWRIGHf, W R Virginia Electric 4 Rower Co 80/12/17. Ip. 
07312: 255. 


— 8013230416 LER 00-082/031 -'3 on 801 125, dor ing degraded voltage test, 
breaier 24J1-2 failed ta open upon receiving undervoltage 
test signal 4 2-RS-P-lR 'ua. inoperable for 3-h, Caused by 
stuck linkage arm. L i n V age pivot points oiled 

CARTWRIGHT. W. R Virginia Electric 4 Rover Co, 80/13/17. 3pp. 
07312: 256 


8013230419 Forwards LER 30-095/031.-0 

CARTWRICHr, W R, Virginia Electric 4 Power Co, 00/13/17 Ip, 
07312: 258 


— 8012330424 LER a0-095/03L-0, on 801203, while operating in Mode 3, rod 
position indication for rod cluster 0-13 differed from 
demand position by greater than 12 steps Caused by 
instrument drift due to change in temp at control rod drive. 
CARTWRIGHT, W R Vi rg t n t a E 1 e c t r i q 4 Paver Co, 80/13/17 3pp. 
07312: 259. 


DOCKET 50-341 ENRICO FERMI AlOtHC POUER PLANT, UNIT 2 


A. App 1 icat i on/cons t rue t ion stage docu,nshts 4 correspondence 


8012160050 Ltr to operating plant 1 1 censees. 01. applicants 4 CP holders. 
For, wards NUREO-0737 re TMl action plan renuiremsnts. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I i np 1 emen ta t i on dates will be net. 

EISENHUT, D. 0. Division of l.icensing. 80/10/31, 7pp. 


B012100563 Forwards LER 8O-O07/O3U-O. 

CAHTHRIGHT, W. R Virginia Electric 4 Power Co. 00/11/24, Ip. 
07210; 153. 


•B012100570 LER 0O~O87/O3L-O: on 001029 axial flux difference twice 
deviated greater than from target. Caused by lOX load 
swing *t BOV. load rejection from lOOV. power for startup 
testtng. Power 4 control rod ,-ianipula t ions performed, 
CARTWRIGHT, W, R. Virginia Electric 4 Power Co. 80/11/24. 2pp. 
07318: ISil. 


0012150033 Part 31 rept re design of e.mergency bus residual voltage bus 
transfer. Caused by lack of definitive phase relationship 
between onsite 4 offsite sys. Timers were installed. 

WILD. P, A, Stone 4 Webster Engineering Corp 80/12/02, 4pp. 

07240: 347. 


8012320350 Ltr to all CP t OL hoMers far TtiiRs re requirement for 
tmple, mentation of ODYN cole for licensing basts calculations 
performed by G£, Ap p 1 i c ab 1 e to all license applications 4 
proposed amends, i nc lud ing -toi e reloads 
EISENH'JT, D, G Division of Licensing 80/11/04 4pp, 


0012100314 Not i f ic at 1 -an of 801302 meeting u/3WS licensing review group 
in BetbesdaiMO to discuss status of gro'jp issues 
WILSON. J.N Licensing Branch I 90/11/20 9pp 07317:304 

8012170333 Su.mmary of 80120? .leeting w/BWR licensing review group. 
Bechtal 4 S4'N in Hetheida, Mil ra current status of issues 
4 fire protection concerns Rept cn LaSalle specific issues 
end. 

WILSON, J II Licensing Uranef, I 80/13/05 2lpp 


6012150173 Forwards LER Q0-O75/O3L-0 

CARTWRIGHT, M. R, Virginia Electric 4 Po'ver Co. 00/13/04. ip. 
07237: 304. 


— 8012130176 LER 80-07S/03U-0: cn 801133, loop A flow transmitter FT-2413 
found to be 3. 39X higher than Tech Spec requirement. Caused 
by Instrument dr i ft , Transmi t ter recalibr !< verified. 

CARTWRIGHT, W. R Virginia Electric 4 Power Co. 80/18/04. 2pp. 
07237; 305, 


8013330131 Sumrary of 904514-, KivS meetings ui/DWR Licensing Review Croup 
in Detbesda, MD re identification of generic issues, formation 
of co,iSB,isu5 positions 4 resalutions that wilt apply to all 
six plants. Draft uioriing paper enc 1 
WILSON, J N Licensing Branch 1 00/12/05 99pp. 


8012190071 Notification or >j,ji;.33 meeting u/util in Befchesda,MD to 
discuss scope 4: schedule for co.rpletion of review of 
application to operate facility 

KINTNEH,L L, Licensing Branch 3 83/12/09 3pp 


07279:091. 


9012160459 Forwards LER 8Q-088/03L-0. 

CARTWRIGHT. H. R. Virginia Electric 4 Power Co. 80/12/10, tp. 
07254:213. 


-8012160467 LER BO-088/03L-0- on 801127, c onta inment pressure channel III 
failed high. Caused by defective card in circuit. Circuit card 
replaced 5.: channel III rostored tp operation. 

■CARTWRIGHT, W. R, Virginia Electric 4. Power Co. 80/13/10, 2pp. 
07254; 214. 


8012160514 Forwards LER 8O-O05/O3L-O, , 

CARTtfR lOHl , W, R. Virginia Electric i: Power Co. 80/12/10. Ip. 
07261: 164. 


F. Security, medical, emeijaoty 4 fire protection plans 


8013040171 Public version of "Independent Assessment of Evacuation 
Times for Enrico Fermi Nuclear Pojer Plant," Vol 4. prepared 
for FEHA. , . , . 

COSBV. J.C., SHEPPARD, W V , iyAT£R?:,E L. Wilbur Smith 6 Associates. 
80/06/30. 49pp 07161 1«'7 


8012160014 Suir.mavy of 601135 meeting w/util at site re plans for 
emergency response f ac i 1 i t isi, Vie'vgraphs encl. 

KINTNSk.L. L. Licensing Branch 3. 


83/12/02 Spp, 07262:334. 
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S0t2O4CO65 Foiuards publiv refsioii of ’F.vacJa t i on ^>'"9 Asiossment of 
Mine tJuclear Powsr Plants E'ne.'^ sr.sij Planning Zonasi *' 
e I acu t i >'* 

FELTON. J ti. Oiviiion of Roles and Records QO/13/03. Ip. 


--80120*10033 Publit version of "cvatuatilon Tine Assessment of Nine 
Nuclear Poaer Plants Emergent^ Planning Zones." oiecutive 
sucrrrarg. prepared for FEHA 

e tlitbur Snitli i Ass-sciates. 60/06f30. I7pp. 


--3012040I55 Public version of progratii lept. “Evac uat i on Time Assessment 
of Nine Nuclear Pouer Plants Emiergencg Planning Zones." Vol 
I. prepared For FEKA 

COE0Y. J. C. L'i Ibur Smith V Associates a0f06/30. 43pp. 


Q. Inspection reports. ZE SulLetins *; correspondence 


6012310514 Foruaios IE Investigation Rept 50-341/B0-13 on 600780-31. No 
none o.np 1 lane e noted, 

KEPPLER. vf C Region 3* Chicago. Office of the Director. 00/10/21. 
2pp. 07365: 26*7 


— 9012310516 IE Investigation Rept 50-341/90-13 on 600729-31. No 
noncompliance noted, Major areas inspected : a 1 1 egat ions re 
Inproper pipe 8: struetural steel uelding QC 

FOSTER.J. E,. WARD. K, D. . NOREL lUS. C. E, Region 3. CM cage. Office of 
U« Director. 80/10/14. 25? p 07365:271. 


8012040662 Foruards IE Insp Rept 50-341/60-1 7. on 601006-09 No 
noncompliance noted.' 

FICRELLI.C Region 3. Chicago,. Reactor Construction it Engineering 
Support Branch 60/10/84. 2 fp. 07169:114. 


— 8012040668 IE Insp Kep t 50-341/30-17 on 801006-09. No n one amp 1 1 anc e 
noted, tlajor areas i nspec ted: fiCPS piping wort activities ?i 
safetg-related piping uelding activities. 

UEE.E.NK . DANlELSOtLD. H. Region 3. Chicago, Offiee of the 
Director. 80/10/23. 3pp, 07169:116. 


6012170671 Foriijards IF. Itife Notice 60-37, "Containment Cooler Leals & 
Reactar Cavitg Flooding at Indian Point Unit-2. " No uritten 
response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 80/10/24. 
ip 07266:065. 


S0121 10636 Forwards [E Irsp Rept 50-341/80-15 on 600901-30. No 
nonconpl lane » noted 

KEISFMAN, R. F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 00/10/30 2pp. 07227:194 


--0012110646 IE Insp Rept 50-34l/3C-t5 on 600901-30, No nancompUance 
noted. Major areas Inspected: IE Bulletin L circular followup 
6 licensee action on previous insps. 

LITTLE. B.H . BYRON. P 11 . L! TTl.E. If. 5. Region 3, Chicago, Office of 
the Director. 60/10/27 3pp 07327.196. 


8012020743 Forwards three Performance Appraisal Sranch insp repts li 
mgt evaluation tre: u/user guide so that facilltg can 
compare program to program already reviewed i-. make 
appropriate ad justnents. tf/o enc 1 . 

KEPPLER. J. G. Region 3. Chicago, Office of the Director. 00/11/18, 
4pp. 


S0123 10506 Forwards JE Ir.sp Rapt 50-341/80-18 on 601001-31, No 
none onpl ianc » noted. 

HEISHllA?/, R, F. Regi'jn 3/ Chicago. Reactor Operations Nuclear Support 
Branch. 80/11/20. 2pp 0736S 262. 


--S0123IOS11 IE Insp Rept 5Cf-34]/QO-10 on 001001-31, No noncompliance 
noted. Major areas i nsp et ted . p rev ious insp findings follouiup. 
safety oork activities rsviej t instrumentation review. 

LITILE.D H , SVRON.P.M , LITTLE, tf S. Region 3, Chicago, Offiee of 
the Director. 80/11/19. 3pp. 07365 26 4. 


8012040647 Forwards IE BuTlabiti 80-24. "Prevention of Damage Due to 
Uater Leakage Inside Containment." No written response 
renoired, 

HEPPlCfl.J.O Region 3. Chicago, Office of the Director. 00/11/21. 
2pp. 07169: 109, 


8012080056 Forwards IE Info Notice 90-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " Mo written response recisiired. 

KEPPLER, J.G. Region s, Chicago., Office of the Director. 60/11/24. 
2pp. 07182:203 


0012170540 Forwards IE Infa Notice 90-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. '" No written response 
required. 

KEPPLER, J.G Region 3, Chicago, Office of the Director. 80/11/26. 
2pp 07264:266. 


S Repoitahls occurrences, UERs i; related correspondence 


8012120459 Interim deficiency rept re defective 0E-IS,SE welds , 1 ni 1 1 a lltf 
reported B01024. Uti I is analyring prob 1 em. Flna 1 rept will be 
submitted 610224. 

HINES, E. Detroit Edison Co. 80/11/25. Ip 07230:320. 


DOCKEl SO-344 TROJAN NUCLEAR PLANT, PORTLAND GENERAL ELECTRIC 


F, Security, medical, emergency 4 fire protection plans 


8012300967 Requests that site emergency plan be revised to address 
volcanic ac t i vi ty . Evac ua t i on plans should consider such 
adverse conditions as ash Fa 11. mud f lou. floods 4 landslides. 

CLARK. R. A. Operating Reactors Branch 3 80/1 1/24. 3pp. 07350:804. 


— 80123C0273 Requests FEMA review state t\ local planning efforts for 
areas around CA nuclear power plant sltaa ui/respoct to 
complications arising in event of eitreme natural p lien omen a. 

OR IMES • B, K . Emergency Preparedness Program Office fafter 601119 
see ItEI. BO/ll/03. 2pp, 07356:267. 


8012310051 Forwards "Emergency Preparedness Evaluation Rapt" for 
fatlllby.Revised plan addressing volcanic activity t< 
c onm i tiDan t s must be imp lemented. 

CLARK, R. A. Operating Reactors Branch 3 80/12/02. 2pp. 07371:121. 


--0OI231OO5S "Emergency Preparedness Evaluation Rept." 

■e Office of Inspection 4 Enforcement, Offiee of the Director, 
aO/ll/30. 24pp. 07371:123. 


6012300999 Forwards physical security plans. Plan withheld 
<ref lOCFRa. 790), 

WITHERS, B.D. Portland General Electric Co. 80/12/23. 2pp. 
07349: 336. 


0. Adjudicatory correspondence 


6012300)69 Forwards JL Crew 601014 I tr t< enc 1 setting forth results of 
first syst emat Ic appraisal of licensee performance. 

NOVAK. T. 11. Assistant Director for Licensing. 80/11/24. 3pp. 
07356:302. 


S01202D446 Fo.rwards brief in opposition to eiceptlons filed by State 
of OR, 

AXELRAO, 11. Lowenstein, Neuman, Rei s, Aielrad 4: Toll. BO/11/2&. Ip. 
07148: 137. 


-G0120204E0 Brief in opposition to aiceptions filed by State of DR 
asserting that control room design mods require accelerated 
reporting far adequate r evi aw, License conditions 4< 10CFftS9 
provide significant c ons tra int s. Ceit i f ica te of Sve end. 

JOHNSON, R. M. , A/ELRAD. (1. Portland General Electric Co. AXELRAD# H. 

Lauonste i n, Newman, Reis, Aielrad i Toll. 60/11/26. 26p p . 

07149: 130 


60 12090325 Notifies of typographical error in licensee brief in 
opposition to State of OR oieeptlons Footnote 13 on Pago 19 
should read, "'fire protection Conditions <d) & <k)." 

Certificate of Sve encl. 

A4ELRAD, H Loweiis te i n, Neu.r.an, Re i s ■ Ai e I rad 4: Toll. 00/12/04. 3pp. 

07201 : I 16. 


9012150231 Response in support of State of OR 800723 motion for 
reconsideration of ASLB 8007U order modifying OL t< 001022 
amended eiceptions.New info showing licensee change review 
process favors accelerated reporting. W/Cer t if i cate of Sve. 
GRAY, J. R. Hearing Branch 1, 80/12/09. 27pp, 07240:029. 


8012300129 Order directing NRC to file supplemental memDrandufn on 
question, of Board authority to decide appeal on basis of 
matter not included in record underlying ASLB decision. 

Hepioranduim due by 601210. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 60/12/09. 
2pp. 07356:257. 


a012290<74€ Requests that A8LAD defer filing of responsive pleadings bv 
State of OR 4; lie en see until A3LAD has had oppor tuni ty to 
review end unetecuted stipulation re accelerated rep or ting 
requirement 8. W/Cert if lea to of Sve. 

AXELRAD, II. Lowene teln, Newman, Reie, Aie 1 rad 4, Toll. 80/12/18 9pp. 
07344:001, 


8012300110 Supp lemental memorandum per ASLAB 601209 ordar ra quasttcii 
of Board authority to decide State of QR appeal on basis of 
matter not included in record underlying decision. A6LAD 
lacks such au thor i ty . Car t i f ica te of Sve end. 

GRAYiJ. R. Hearing Branch 1. 00/12/10. 8pp. 07356:236. 
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8012590975 Ordor ejilending time for filing of responaea to ASLAB 
301209 ordor due to repreaantot i ona contained in licenaec 
301218 Itr, 

BlSHQPpC.J. Atomic Safety and Licensing Appeal Panel. SO/12/19 
ip. 07341 r 1 Bg, 


0012300451 Foruarda atipulation 4 motion re accelerated reporting 
retiu 1 r enen t n . 

AXELRADi 11. Louensteini Neumarip Re i $1 Aio Irad l\ Toll. GO/ 12/24. Ip 
07357: 193. 


•SOrSSOOAS? stipulation 4 motion on accelerated reporting retiulrements 
re State of OR 800923 eiceptiona 4 brief on Ofceptions, 

PantlBP agreo to modify Llcenae Condition 2. C. (12) re 
control bldg mod. Cer 1 1 f lea te of Sve end. 

AXELRAOi M. Louens te t ni Neumanj Re 1 4» A» e 1 rad 4 Toll, QSTRANDEfip F. W. 
Oregoni State of. GRAY. J. R. Hearing Branch 1. 80/12/22. 7pp. 

073S7: 194. 


P. Operating license stage documents 4 correspondence 


8012300561 Responds to NRC 801031 Itr requesting response to NUREO-0737 
re implementation of THI-S action items Util intends to meet 
requirements { schedules eicspt where stated Hardware 
availability problems could cause delays 

WITHERS. E D. Portland General Electric Co 80/12/23. 18pp. 

07346, 235 


0. Inspection reports. IE Bulletins 4 correspondence 


8012170/00 Forwards IE Irfo Notice 60-37. "Containment Cooler Leais 4 
flcactop Cavity Flooding at Indian Point Unit 2. " No uritten 
reap Ouse rsquired 

EfiSELKFNi R. H. Region 5. San Francisco. Office of the Director. 
80/10/24. ip, 07266:081 


8012170415 Forwards IE Info Notice 80-36. "Cracking in Charging Pump 
Casing Cladding" No written response required. 

EN3ELKFN. R H Region 5. San Francisco. Office of the Director. 
80/10/30. Ip. 07264: 050 


8012020753 Faruards seismic qualifications of auilliary feedwater sys 
In operating PWRs 4 descrlbas program NRC is undertaking 
to reviou capability of operating PI)Rs to remove decay 
heat folioujing earthquake. 

ElSEhIHUT. D. O, Division of Licensing. 00/10/21, 4pp, 


8012160050 Ltr to operating plant licenseesiOL applicants 4 CP holders. 
Forutartfs NiJREO-0737 re TMI action plan r equ Irements, Requests 
operating reactor licensee confirmation in 43 days that 
Enel i Implementation dates will be met. 

ElSEIJHUTi D. e. Division of Licensing, 00/10/31, 7pp. 


80122:f0963 Utr to all power reactor licensees forwarding NUREG-0619< 
"SlIR Feeduater Noiile 4 Control Rod Drive Return Line 
Notile Cracking.” Confirmation that implementation dates 
will be met must be sent within 45 days. H/o end. 

ElSENHOr. D. O. Division of Licensing. 00/11/13. Ip. 


B0I2O2O56O Responds to NRC 601001 request for info re environ equipment 
qualification tests. Pressure transmitter tests conducted by 
Util Transmitter Qua 1 1 f ica t ion Oroup. 4 safety valve flow 
monitoring tested by Technology for Energy Corp. 

WITHERS. B.D. Portland (Jeneral Electric Co, 80/11/25. 2pp. 

07141; 272. 


6012080461 Forwards response to actions requested in NRC 800930 ltr re 
Inadvertent boron d I lut ion. Return to criticality due to 
baron dilution event during operational Modes 445 wilt not 
occur, rio revision to plant procedures are necessary. 

WITHERS. E.D. Portland General Electric Co. 80/11/26. 5pp. 
O7109;274. 


8012290405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reacter Regulation inform licensees of need to comply 
u/revlied Agreement State burial site cond 1 t ions. Forwards 
results of IE survey. 

DEM10N. II R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. Spp. 


8012090367 Forwards IE Health Physics Appraisal Rept 50-344/80-16 4 
notice sf violation 4 significant appraisal findings. 

ENGELKEN.R, H Region 3. San Francisco. Office of the Director. 
80/10/31. 3pp 07198: 116 


--8012090090 Notice of viulatton from health physics appraisal on 
80 0707- IB, 

■* Region 5. San Francisco. Office of the Director. 80/10/31. Ip. 
07198: 121, 


— 8012090095 IE Health Physics Appraisal Rapt 50-344/80-16 Noncompliance 
nated:RCS degassed ( no evalaution made of change to 
determine existence of unreviewed safety question. 

NORTH. H,S.. VUHASiO.P. Region 5. San Francisco. Office of the 
Oiroctar, SMATHERS. J. 8. California. Univ, of. Los Angeles. 
00/10/31. 96pp. 07196:122. 


8012170641 Forwards IE Info Notice 80-39. “Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp," No uritten response 
is required, 

ENOELVFN. R H Region 5. San Francisco, Office of the Director. 
aO/tO/31. Ip. 07266:031. 


8012100120 Forwards IE Insp Rept 50-344/80-25 on 801020-23. Mo 
none onp liance noted. 

CREWS, J.L. Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch. 80/11/05, 2pp 07219.261. 


—0012100134 IE Insp Rept 50-344/80-25 on 801020-23. No noncomp 1 iance 
noted. Major areas inspec ted: .main t. design 4 organitation 
administrati on. 

STERNSERO. 0. M, Region S, San Francisco. Reactor Operations Nuclear 
Support Bi'anch CARLSON. J. 0 . WILLETT, D.J. Region 5. San 
Francisco. Office of the Director, BO/H/03. 6pp, 07219:263. 


0012120232 Forwards IE Bulletin 80-31, “Valve Voltes Supplied by Malcolm 
Foundry Co. Inc, " Written response required. 

ENOELKFN, R. H. Region 3. San Franc i sco, Office of the Director. 
eO/1 1/06. Ip. 07227: 33R. 


— 8012220306 Forwards tabulation 4 summary of !E survey on low level 
waste at 51 reactors. Lew level waste storage facilities 
have been eepanded at 377. of reactors surveyed w/717. 
planning or considering increasing storage capacity. 

BAN-JARl. R. L. Effluent Troatinent Systems Branch. 00/11/06. 0pp. 


8012090213 Forwards Amend 1 to PGE-1022, "Inservice Testing Program for 
Pumps 4: Valves.” Amend incorporates resolution of internal 
<•- NRC coir.oierits on program, 

WITHERS, B.D. Portland General Electric Co. 80/12/00. Ip. 

07200: 345. 


8012030935 Forwards IE Info Notice 00-40, “Ejeessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliation " No written response required. 

ENOELKFN, R. H. Region 5, San Francisco, Office of the Director. 
80/11/07, Ip. 07150:141. 

80120G062S Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1." No 
response r equired. 

ENCELKEN. R.H Region 5. San Francisco, Office of the Director. 

BO/1 l/io. Ip, 07183; 029 


•8012090217 ■•Inservice Testing Program for Pumps 4 Valves. “ Constitutes 
Amend 1 to POE- 1022, 

(3ERLT, D. H, Portland General Electric Co. 80/12/31. 92pp. 

07200: 346. 


8012160437 Responds to 801104 Ur. Util Intends to amend F8AR to include 
control bldg mad 4 masonry wall design criteria by B1032S. 

WITHERS, B. D. Portland General Electric Co. 60/12/10. 2pp. 

07263: 139. 


0012230313 Forwards supplemental response to NRC 801023 request for 
info re auxiliary feedwater sys. Condensate storage tank 
level ins t rumenta t ion 4 alarm switches Installed 4 are now 
In SVC. 

WITHERS, B.D. Portland Oanerel Electric Co. 80/12/12. 6pp. 
07311:120, 


8012040321 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Carp. " Requires estimate of 
manpower associated w/corrective actions. 

ENOELKFN, R. H. Region 5, San Francisco, Office of the Director. 
80/11/14, Ip. 07150:141. 


8012310R97 Forwards IE Insp Rept 50-344/60-27 on 801027-31. No 
noncomp I lance noted, 

SPENCER, O.S. Region 5, San Francisco, Reactor Construction 4 
Engineering Support Branch. 80/11/19. 2pp. 07369:352. 


— 8012310229 IE Insp Rept 50-344/80-27 on 801027-31. No noncomp 1 iance 
noted. Major areas inspected : act ivi ties re IE Bulletin, 

79-010. 

ELIN, J. O, Region 5, Sen Francisco, Office of the Director. 
DODDS. R.T, Region 5. San Francisco. Reactor Construction 4 
Enginearing Support Branch. 60/11/18. 4pp. 07369:354. 
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SOISSIOJIS Fisrvaris IE Insp R = pt 50-344/90-26 on SO 1001-31. No 
none onp 1 tart e noted 

CREH5' J L Rejian 5. Son Francisco. Reactor □psrations NjcJear 
Support Branch 30/11/20 2pp 07345 £'59. 


— B0123I0533 IE Insp Rept 50-344/SC-26 on 201001-31 No nonconpUance 
no ted. h'a jor area^ inspected plant ape rat ion.e> aurvei 1 lance 
te at ing. ph ij Sica 1 securit'^ 4 procurement. 

I1/>U1S03. K H . JOHNSTCfl. 0 W Region 5) San Francisco. Office 0 # the 
Directsr STERNSERS.C Id Region S. San Francisco. Reactor 
Operations Nuclear S'jpport Branch £;0/ll/13. 7pp 07365:301 


9012040443 FoTuatdi IE Bulletin SO-24. "Prevention of Damage Due to 
Water Leakage Inside Cental n..msnt " llritten response 
r egu ired. Reguest s info on nanpouer eipended. 

ENScLKEH. R H Region 5, Ssn Francisco. Office of the Director. 
80/11/21. Ip. 07163 321 


8012230469 RO: on 801212. leak occurred in fire sgs yard loop header, 
resulting in part of fire suppression sgs being inoperable, 

Caused bg enpansion joint slippage on hgdrant exposed 
during e jcava 1 1 on. Prob I em previouslg occurred 601211. 

VLiNOT.C.P, Portland General Electric Co. 00/13/15, Ip. 07(03:001. 


801£300405 RO: on 801212. leak occurred in fire sgs gard loop header, 
rendering in part of fire suppression sgs inoperable. 

Causei bg expansion joint slippage on fire hgdrant which was 
exposed during e xcava t i on. Pipe repaired. 

Y'JNFiT, C. P. Portland General Electric Co. BO/12/15. Ip, 07349:360, 


8012300616 RO" sgs operabilitg per Limiting Condition for Operation 
3, 7. 8. 1 will not be met during relocation of gard hgdrant. 
expected to require three dags, during which yard loop header 
will be out of svc.WorV to bo completed by B01234. 

YUNnT.C.P Portland General Electric Co. 00/12/17. ip. 07337:325, 


801216C092 Forwards IE Info N.xtice 9G-42. "Effect of Radiation on 
iigdraulic Snubber Fluid " No response required. 

EHGELRFN. fi , H Region 5. San Francisco. Office of the Director. 
aO/U/24 Ip 07242 103 


S'>l2l60i5l Forwards Suppl 1 to IE Info Notice GG-Z9. "Broken Studs on 
Teriy T'orbine Steam inlet Flange " No written response 
required 

ENOELREH. R. H Region 5. San Francisco. Office of the Director. 

80/ 11/26 Ip 07262 079 


80t2300S53 Forwards updated LER B0-019/03L-1. 

VU.NOT.C.P. Portland General Electric Co 80/12/19. 3pp 
07361: 352. 

i» 

--8012300553 Updated LER eO-019/03L- 1 ; on 000924. reac t or trip setpoints 
for high steam flow found set Ineorrec tly. Caused bg error in 
manual. Setpoints readjusted. Manual checked for similar 
errors. 

PERRY. J, C, Portland General Electric Co. 80/12/19, Ip. 

07361; 355, 


8.312180313 Ack receipt of SOI 126 Hr informing NRC of steps taken to 
correct violations noted in IE health physics appraisal 
rept 

EN5SL14EN. R. H, Region 5. San Francisco. Office of the Director, 
SO/12/04. Ip, 03794; C'Sd 


— 8012180325 Responds to NRC 601031 Itr re violations noted in IE health 
physics appraisal on £00707-18 Corrective at ti ons: jumper 
between, pressurired vapor jpace t coolant vo i control sys 
holdup tanks disconnected 1 training program revised. 

HITHERS. 8. 0. Portland General Electric Co. 80/11/26. 9pp 
03794:055, 


5012180332 Forwards miarksd— up portions of IE Health Physics Appraisal 
Rept 50-344/80-16. not! ce of violatipn significant 
appraisal findings highlighting apparent weaknesses. 

NOVAts.T.H. Assistant Director for Operating Reactors, 80/12/05. 
16pp. 03768 Cvl 


fi Periodic operating reports i related correspondence 


801215C3S6 Forwards monthly operating rapt for Nov 1980. 

YOrdliT. C P Portland General Electric Co. 60/12/02, Ip, 07237:258. 


— 8012150057 Konthly operating rept for Nov 1980. 

3AIR.0 C Portland General Electric Co. 80/12/03 4ao 
072-37:259 


S. Repo, -table occurrences. tERs I related correspondence 


8012150-361 Special 20-day rept re penetrations through 3-h fire 
barriers protecting saf e tg -related areas rendered 
no.sfunctiona 1 for more than seven dags Personnel are being 
trained re installation 4 insp techniques. 

ViJNOT. C P. Portland Osrerat Electric Co, B0/I2/D4. 3pp. 


8012230466 RO: limiting condition for operation re nonfunctional fire 
barrier Temporary barriers to be provided for addl 
protection as combustion sirjke detectors are operable. 

Barrier should be functionally operable in seven wks. 

VUNDr. C P. Portland General Electric Co, 60/12/10. Ip. 07314:140. 


1:0122303-35 RO: on 8012 10. bre a V cccured in Fire sys yard loop header. 
r^$uiai?i 9 in partial iriop 9rab i 1 i oi* i^i.ra ^uppraision sus. 

Caused bg const personnel error Firewatch .was stationed in 
eeiergeiicg diesel generator room, 

VLINOT.C.P, Portland General Electric Co. 80/12/11, Ip. 07311:103, 

8012230452 Forwards LES 60-025/03L-0, 

07314-117 General Electric Co. 80/12/11. 2pp, 


during periodic test. found vita 
preferred 120 volts ae snstrument buses YlJ.yiS & V24 
powered fson same emsrgtntg power source train, Caused by 
RjlRTr" electrical supply lin.Sp. 

073H*U9 ^’''*l4nd General Electric Co. BO/12/11, Ip. 


0012330560 Forwards LER a0-027/03L-0, 

YL'NlYTi C, P. Portland General Electric Co. 80/12/19. 2pp. 
07362: 292. 


—8012300565 LER 80-027 /03l- 0; on 001 127, d 1 scovered that generator iocteut 
relay apparently tripped on east emergency diesel generator. 

No cause determi ned. Re lay reset 4 request for design change 
to add relay to alarm submitted. 

PERRY, J.C. Portland General Electric Co. 00/12/19. Ip. 

07362:294. 


8012300560 Forwards LER 80-026/03L-0. 

YONDT.C.P, Portland General Electric Co. 80/12/22. 2pp. 
07362: 300, 


— 8012330573 LER BO-026/03L-0; on 001 1 26. d ur I ng engineering review of 
P0T-25-2f I c losure of eontain.-nent hydrogen sample valves 
t'.0-S677/567B was not verified upon receiving containment 
isolation s i g na 1 . Caused by drafting error. 

BAIH.O. 0. Portland General Electric Co. 80/18/22. Ip. 

07362: 302. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR PONER STATrON, UNIT I 


F, Security, medical, emergency 4 fire protection plane 


8018020118 Oiscusses planned mods to emergency notification ly* tc 
health physics network. NRC will pay for Installation of 
output jacks to provide capability for adding one-way 
speakers to sys. N/o end health phyelcs network manual. 

KEPPLER.J.O, Regions, Chicago, Office of the Director. 80/11/19. 
8pp. 07149: 001, 


0012020270 Forwards revised guard training plan it response to NRC 
800326 comments re plan. Plan 4: response withheld 
(ref lOCFfl2. 790), 

CROUSE, R.P, Toledo Edison Co. 80/11/24, Ip. 07134:219, 


G Adjudicatory correspondence 


8012110334 Requests, on behalf of ut i 1, ex t ens ion until 010100 to 
hearing re NRC 801118 order for mod to license. Requested 
extension would allow for better understanding of order 
requirements. 

SILBERO.J, E, Shaw, Pltt.iian, Potts t Trowbridge. 80/12/05, Son. 

rt7S3jl* t J 1 • 


Advisory Committee on Reactor Safeguards reports «! correspond ericei 


0012020704 Responds to 790727 requests that ACRB address conslstencu of 
actual component failure experience w/that projected in 
NASH— 1400 4 that ACRS determine probabilities of occurrence 
re Oavls-Qesse 770924 4; Rancho Seco 780320 events. 

ACRS - Advisory Coirmittae on Reactor Safeguardi, 

80/02/20. Epp. 07130:348 
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— 8012020797 FoTaiards "Aralijsis of Fojduatev Transient Sequences in D!<W 
tJSSS. “ to aid in formulating response to M Udall 790729 Itr. 

Using (MSH-t400 event trees i, data directlg gives 
mean i pg 1 ess results 

ASQOTTpE. . BICKEL. J. . HASTENSERO, H, ACRS - Advlsopi; Committee on 
Reactor Safeguards 00/02/07. Ip 07141:015. 


— 0012020004 "Analysis of Feeduater Transient Sequences .in BiH NSSS. 

ABBOTTpE.E . BICKEL.J. . FASrENSERO. W. E ACRS - Advisory Committee 
on Reactor Safeguards. 80/02/07. 21pp. 07141:016. 


— 8012020011 'Evaluation of Davis-Besse U Rancho Soco Feediuater 
Transients on 770924 i; 780320 Using WASH-1400 Data. " 

» Commissioners. 00/02/20. 16pp. 07141:037. 


P. Operating license stage documents correspondence 


6012020753 Foruards seismic qualifications of auciliary feeduatsr sys 
in operating PURs t: describes program N'RC is undertailng 
to rsvleu capability of operating PtfRs to remove decay 
heat foltoiiiing earthquake 

EISEIIHUTp D. 0. Division of Licensing. 80/10/21, 4pp. 


G01SI60050 Ltr to operating plant lieenseesiQL applicants CP holders. 
FaruJards NUREC-0737 re THI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 imp 1 ementa tlon dates ui 1 1 be met. 

EISEIIHUTp D. 0, Division of Lieenslrg, BO/10/31. 7pp. 


B012220S63 Ltr to all power reactor licensees forwarding NUREO-0619, 
"SIdA Feeduater Notile i Control Rod Drive Return Line 
Norile Cracking," Confirmation that implementation dates 
will be met must be sent within 45 days.U/o end. 

Et5£)IHl>T> 0. 0. Division of Licensing. 80/11/13. ip. 


60IS090047 Requests addl info needed to complete review of BOl'009 ltr 
Tt adequacy of station electric distribution sys voltages. 

Alto requests that Info bo submitted within 45 days of 
receipt of ltr. 

REfDfR.M. Operating Reactors Branch 4. 80/11/14, 3pp. 07199:292. 


&OI2940093 Forwards Amend 34 to License NPF-3 it notice of issuance U 
aval lab Hi ty. 

REID.R.U, Operating Reactors Branch 4. 80/11/10, 3pp. 07324:294. 


— 8012240096 Amend 34 to License b!RF-3( mod i fy tng Tech Specs to include 
fire detection instrumentation mods 

REID.R 11. Operating Reactors Branch 4. 00/11/18. 10pp. 

07324; 296. 


— 8012240100 Notice of Issuance ft availability of Amend 34 to License 
NPF-3. 

HEID< R, H. Operating Reactors Branch 4. BO/ll/10. 2pp. 

07324; 304, 


0012100314 Confirms NRC 601117 oral authorization to temporarily amend 
Tech SpeciTable 4.3-2 by adding that provisions of Section 
3,0.3 are not applicable for first test of each channel 
follouir.g first refueling outage 

NOt'AKi T. M. Assistant Directoi- for Operating Reactors. BO/1 1 /20. 

Ip. 07103:001. 


— 8012180318 Discusses emergency Tech Spec change requested 4; granted on 
001 1 1 7« add ing to Table 4.3-2 that provisions of Section 
3.0.3 are not applicable for first test of each channel 
fallowing first refueling outage. 

OARlIERi D. J. Operating Reactors Branch 4. 00/11/10. 2pp. 

07103: 001. 


0012020430 Responds to NRC 800924 ltr re development tc installation of 
instrumentation sys to detect inadequate core cooling. Util 
000900 ItT concluded that acceptable instrumentation is 
I nsta 1 led . Fur t her respense will be made by 010101. 

CROUSE, R.P. Toledo Edison Co. 80/11/25. Ip. 07142:086. 


0O1219O/O9 Confirms 001205 meeting in Toleda<OH to discuss evaluation 
of regulator performance re facility, 

RCPPLERi J, C, Region 3, Chicago, Office of the Director. 80/11/26. 
Ip. 07273:231. 


8012220485 Responds to 800911 memo requesting that Ofc of tluclsar 
Reactor Regulation Inform licensees of need to comply 
w/revised Agreement State burial site c ond i tions. Forward s 
results of IG survey. 

DENTOMi H. R. Office of Nuclear Reactor Regulatton, Director. 
eO/12/04. 2pp. 


-S0122205‘56 Forwards tabulation 4 sum-r.ary of IE survey on tou level 
waste at 51 reactors l.«,j level waste storage facilities 
have been eipanded at 37X of reactors surveyed ii)/7lZ 
plaTlng or considering increasing storage capacity. 

BAtiOART.n.L Effluent Treat, nant Eystams Dranch. 80/11/06. Bpp 


SOI 2220330 Notification of 001216 meotlnj u/8iW owners group in 
DathesdarHr re resolution prograiss 4, schedules of 7111-2 
task action plan i te.no, 

THH0I1, E. D. Reactor Systems Branch. 80/12/09, 8pp. 


0012240474 Notification of 0C1816 meeting u/Q4M owners group for tmail 
break LOCAs in Bethesda,t^D for presentation of prograns U 
schedules for resolutions of TNI -2 task action plan items 
ThROII, E D, Reactor Syste.ns Branch 80/12/09. 2pp. 


0012310406 "Power Plant Siting 4- Design; Case Study of flinimal 
Entrain.nent 4 Impingement Impacts at Davis-Bosse Nuclear 
Power Stati on. " 

HICKEVpC.R. Division of Engineering NUREi3-0720. 00/12/31, 72pp. 

07371 013. 


Q. Inspection reports, IE Bulletins t-. correspondence 


0012040093 Forwards IE Insp Rept 50-346/80-23 on 000714-0015 & notice 
of vioiatlcn 

HEISlMSANi R. F. Region 3. Chicago, Reactor Dpcratians Nuclear Support 
Branch 00/09/26. 2pp 07157; 393 


— 0O12'O4O1O!} Notice of violation fro.n insp on B00714-QS15. 

a Region 3, Chicago, Office of the Director. 00/0,9/24. Ip. 
07150; 360. 


--0012040115 IE. Insp Rept 50-346/80-23 on 0007 1 4-031 5. Noncomp I ianee 
no ted: failure to log unit tours by operations eng 1 neer fe 
failure to keep records of entry t e«lt to vital areas. 

Details withheld 1 10CrR2. 79,0) , 

REVES.t.A. , HARNICK.R. F Region 3. Chicago, Office of the 
Director. 00/09/24, 15pp. 07153: 001, 


8012170542 Forwards IE Info hJotite 00-37. "Containment Cooler Leaks l< 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLER,d.O. Region 3, Chicago, Office of the Director 30/10/24. 
ip. 07264:274. 


0012020549 Act receipt ef 801103 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-346/00-26. 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 80/11/18. Ip. 
07130; 313, 


— 6012O2D559 Responds to NRC 601009 ltr re violatfons noted in IE Insp 
Rept SO-346/60-26. Correc tive actions withheld 
tref iOCFR2. 790). 

CROUSE, R, P. Toledo Edison Co, GO/iI/03. Ip. 07130:314. 


0012020743 Forwards three Parfqrmanea Appraisal Branch insp repts 4, 
mgt evaluation tree w/user guide so that facility can 
co.npare program to program already reviewed i make 
appropriate adfustments U/o encl. 

KEPPLER, 0, 0. Region 2, Chicago, Office of the Director," 00/11/18. 
4pp. 


0012310470 Forwards IE Insp Rept 30-346/60-27 on 800922-1010 4, 14-17. 
No nonconp I iancB noted. 

HEISH;'!,M1, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 30/11/10. 2pp 07365; 213. 


— 80123104S2 IE Insp Rept 50-346/60-27 on 800922-1010 6 14-17. No 
noiico.mp 1 i one e noted. Mayor areas i nspoc ted : previous insp 
findings f o I lewup. man tb Ly naint abservabion & LER followup. 

REYES, L. A , ROSERe.N.S. , NARNICki. R. F. Region 3, Chicago. Office of 
the Director. aO/ll/lO 9pp. 07365:215, 


8012020307 Ac3c receipt of 801103 ttr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/00-33. 

KEISHMAN, R, F, Region 3- Chicago, Reactor Operations Nuclear Support 
Branch. 00/11/19. Ip. 07130: 322. 


0012020594 Responds to NRC 800926 ltr re violations noted in IE Insp 
Rapt 50-346/80-23. Correc tive actions withheld 
<ref 10CFfi2. 7901. 

CROUSE, R.P. Toledo Edison Co. 00/11/03. Ig. 07130:323. 


8012310453 Forwards IE Insp Rept 50-346/80-16 on 000609-lt & 1020-24. 
No norc'orvp I lance noted, 

HEISHMAN, R. F. Region 3, Chicago. Reactor Operations Nuclear Support 
, Dranch, 00/11/19, 2pp, 07370:227. 
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3013310459 IE I"*? f**?* 50-346/80- 1 i on 000609-11 t 1020-24. No 

nonco.iplUnce noted, 119 jor 9rea9 i ns p e c ted ; r 6 9ue 1 i n j outage 
eaintiOlent operations revia'ij equipment calibr. 

SMAfJSQM. E R. . QILDNER. M L , BAKER. « R Region 3, Chicago. Office 
of the Director. SD/ll/ifl. 3p P • 07370:229. 


80120<10656 FoTuiaTds tE Bulletin SO-24. "Prevention of Damage Due to 
Water Loalage Inside Con tai riTient. " No written response 
reauirsd. 

KEPPLER* J. 0 Revlon 3i C^iic^go* Or'i^ice oi^ ^he Dit'ector. 80/11/21. 

2 pp. 071^6:332 

6012080074 Forwards IE Info Uotice BO-42, "Effect of Radiation on 
Hudraulie Snotbar Fluid. " No written response required. 
tiEPPUCfi. J. <3. Region 3i Chicago. Office of the Director. 00/11/24. 

2 pp. 07192:233 


8012220591 Forwards neu securltg badge numbers fe clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1980 

HEPPLER. J. 0. Region 3, Chicago. Office of the Director. 80/ 1 1 /2S 
6pp. 07308:352, 


8012310569 Forwards revised response to IE Bulletin 80-06 re engineered 
safetg feature reset contro I s. Rese t alone will not 
automatically remove ar.g component from required safety 
post tion, 

CROUSE. R.P. Toledo Edison Co. aO/U/25. Spp. 07366:024. 


S01217052S Forwards IE Info Notice 00-29, Supp l 1. "Broken Studs on 
Tarry Turbine Steam Inlet Flange " No written response 
required. 

KEPPLER.J. C. Region 3, Chicago. Office of the Director. 80/11/26. 
2pp. 07268: 120. 


6012310422 Forwards resubmittal of response to IE Bulletin 00-lS. 
"Possible Loss of Emergency Notification Sys (£NS) w/Loss of 
Offsite Pouer. “ u/signature under oath as required. Revls i on 
to Special Order 22 was issued detailing use of phones. 

CROUSE.R. P. Toledo Edison Co. 80/12/00. 4pp. 07369:267. 


8012190210 Forwards third bimonthly status rept on IE Bulletin 79-016 
re environ qualification of 'Class IE equipment 

HAYES- D. U. Region 3. Chicago. Reactor Construction U Engineering 
Support Branch. 80/12/09 2pp. 


R. Periodic operating reports 4: related correspondence 


8012150-553 Forwards monthly operating rept for Nos' 1900. 
KURRAY.T.O. Toledo Edison Co. 80/12/00. Ip. 07237:231. 


— 8012150053 Monthly operating rept for Nov 1900, 

SARSOai.B. Toledo Edison Co. 00/12/08. 6pp. 07237:232. 


S Reportable occurrences. l.ERs i: related correspondence 


8012020525 Forwards LEft aO-D70/O3L-O, 

MOSRAV.T.D, Toledo Edison Co, 80/11/26, Ip, 07130:301, 


- -80 1 2020553 LER 80-078/03U-0: an B-Ol 027. r e actor protection sys channel 1 
tripped on shutdoun/bypas s high pressure trip. Caused by 
loose solder connection in lead from pressure detector 
element i .loose lock nut. Connec tlon repaired. 

HERtitR, J. Toledo Edison Co, 80/11/26. 3pp, 07130:302. 


8012040385 Forwards LEfl SO-079/O1T-O, 

M'jRRAY.T. D, Tol edo Ed i son Co. 80/12/01. Ip, 07169:133. 


--80120403S9 LER B0-O79/OIT-O: on 801117. hlRC resident inspector notified 
facility that Tech Spec requiring pressure to be applied to 
contalnnent pressure transmitters during monthly test was 
n-ot met. Caused by procedure deficiency. 

WERIIER. J. Toledo Edison Co. 80/12/01. 2pp. 07169; 134. 


8012180490 Forwards LER B0-053/01T- 1 . 

HURRAY, T.D. Toledo Edison Co, 80/12/01. Ip. 07236:032. 


-•-8018120496 LER 0O-OS3/OtT- i : on 000709, logic modules on sequencer steps 
2—5 tripped before being blocked by sequent er. Caused by 
design defic lency. Design of controls has been modified. 
tSLEV.T. Toledo Ed ison Co. 80/07/22. 3pp. 07236:033. 


80121S0501 Forwards LER 60-064/03L-1 , 

MURRAY, T.D, Toledo Edison Co. 80/12/01. Ig. 07236:036. 


--0O12l?O512 LER 80-064/03L-1 : on 80082 ?. 3 tat i on oxpBriencad loss of 
essential instrument ac panel YB, Caused by failure of YV-2 
inverter input fuse 4 other undetermined causes. Fa i led fuse 
rep laced . 

ISLEY. T. Toledo Edison Co. 90/09/10. 3pp. 07236:037. 


801212061-1 Supplements LER 80-058 re loss of decay heat flow. Caused 'by 
personnel error t. procedural inadequac y ■ Tech Specs were 
revised to eliminate requirement for maintaining power on 
valves DHli 4 DH12. 

nUtSRAY. T. B. Toledo Edison Co. 00/12/01 3pp. 07236:294. 


8012170536 Supplemental info re RO NP-32-00-12- on 800724, u/uni t in 
Mode 5, loss of decay heat flow observed. No indication for 
valve position of decay heat isolation valve DH12. Revi s ion 
replaces supplemental info for RO 80-056. 

MURRAY. T. D. Toledo Edison Co. 00/12/01. 4pp. 07266:964. 


8012090300 Forwards LER BO-080/03L-0. 

MURRAY. T.D. Toledo Edison Co. 00/12/02. Ip. 07900:001. 


— 8012090337 LER aO-oao/03L~0 : on 801 103. d ur i ng tes 1 1 ng , c ontrol rod drive 
trip breaker C did not trip. Cause could not be determined. 

Br ea k ar wa s manually put In tripped position within 5 
.minutes of fal lore. 

RUCOLPH, J Toledo Edison Co, 00/12/02. 2pp. 07200:002. 


8012180136 Advises that 791107 response to NRC 790921 Hr re 
inadvertent safety injection during surveillance testing 
adequately addresses concerns. Issue considered closed. 

REID, R. W, Operating Reactors Branch 4. 00/12/02, 2pp. 07272:283. 


8012150116 Forwards LER 80-001 /03L-0. 

MURRAY, T.D. Toledo Edison Co. 80/12/10. Ip. 07240:327. 


— 8012150118 LER 80-081 /03L-0: on 001112, unit etperienced lots of 
essential bus Y2. Caused by use of grounded oscilloscope bo 
record input voltage wave forms. YVa inverter Input fuse 
replaced 4 essential 120-volt ac pouer restored, 

TRAUTMAN, D. Toledo Edison Co. 00/12/10. Spp. 07240:320, 


8012130160 Forwards LER 0O-Oa2/O3L-O. 

MURRAY, T.D, Toledo Edison Co. 00/12/11. Ip. 07240:025. 


-0012150171 LER 80-082/03L-0: on 001111 & 1203, control room operator 
noticed simultaneous open 4. closed indication for main steam 
Isolation warmup valve MStOO-1 . Caused by mechanical binding 
of valve. Stem c leaned. I ubr icated It packing loosened. 

O'NEILL, J., 3T0TZ.J, Toledo Edison Co, 00/12/11. 3pp. 

07240: 026. 


8012220446 Forwards LER eO-083/03L-0. 

MURRAY, T. 0. Toledo Edison Co. 00/12/15, tp. 07307:360. 


— 0012220451 LER 0O'O63/O3L-O: on SOI 1 16. feedwater suing caused steam 
generator 1-1 level to exceed Tech Spec 1 imi ts. Caused by 
had relay in integrated control sys. Relay QB/MQf-B replaced. 
Relay 33X changed on 801206. 

MHITEEELLiB. Toledo Edison Co. 00/12/19. 2pp. 07307:361. 


8012310319 Forwards LER 8O-O04/O3L-O, 

MURRAY, T.D. Toledo Edison Co. 80/12/96. Ip. 07369:045. 


-0012310337 LER eo-O04/O3L-O: on 801 120. swi tch PSL107D would not restt 
after actuating on low steam pressure 4. auxiliary feedwater 
sys declared Inoperab le. Caused by defective actuation switch 
4. actuator in PSL107D- Parts replaced. 

TRAUnWl, D. Toledo Edison Co. 00/12/26. 2pp. 07369:046. 


8013310321 Forwards LER 8O-O05/O3L-O, 

MURRAY, T. D. Toledo Edison Go. 00/12/26. Ip. 07369:051. 


— 0012310323 LER 8O-0S5/O3L-O: on 801190 boratod water storage tank low 
level bis table tripped. Apparently caused by loose connec t ion 
at boreted water storage tank level transmi tter. Lead 
tightened. 

ISLEV,T, Toledo Edison Co, 00/12/26. 2pp. 07369:052. 


DOCKET S0-34B JO0EPH (1, FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 6 fire protection plans 


8001030448 Forwards upgraded emergency plan in response to NRC 791010 
request. 

CLAVTON,F.L, Alabama Power Co. 79/12/28. Ip. 01678:064. 
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— eOOJ0304S4 Facilttg eraergsncy p lar>> Ravi * i on 3. 
Alabama Power Co. 79/12/31. 600pp. 


0012080753 Informs of interim lOCFRSO, 40 suspending completion dates 
for previously approved fire protection mods. Revised 
lOCFRSO. 43 will contain schedules for completion of all 
protection mods. 

EIBEIJHUTi D. 0. Division of Licensing. BO/ll/17. Spp. 07196:166. 


8012110515 Forwards emergency planning info for placement In LPDR. H/o 
enc 1 . 

SOUOER<J. L. Division of Rules and Records. 80/12/02. Ip. 

07226: 150. 


8012090107 Releases public version of util emergency plan. 
FELTOfi/ J. M, Division of Rules and Records. 80/12/00. Ip. 
07204: 133. 


--0O12O9O113 Forwards public version of util emergency plant Revis ion 4. 
Includes States of FL t OA plans i: OA county plans. 

CLAYTDN, F.L, Alabama Power Co. 00/10/28. llpp. 07204:135. 


— 8012090118 Public version of Revision 4 to emergency plan, 

•* Alabama Power Co. 00/10/28. 400pp. 07204: 145. 

— 0012090119 Public version of Revision 1 to State of GA radiological 
emergency operations p Ian. 

« Oeorglai State of. 80/10/28. 400pp. 07205:038. 

— 8012090125 Public version of State of OA, Blake ly-Ear ly County civil 
defense emergency operations plan Great Southern Paper Co 
emergency disaster plan end. 

■s. a Affiliation Unknown. 60/06/30. 200pp. 07206:008. 


— 8012090130 Public version of Revision 2 of State of FL radiological 
emergency plan for filed nuclear facilities. 

Florida, State of, 79/04/30. 250pp. 07206:109, 


8018530304 Responds to NRC 801105 position re alternate hot shutdown 
capability Hods will be performed re fire protection safe 
shutdown capabi I itg, emergency lighting b oil collection sys 
♦or reactor coolant pump. 

CtAVTOfl, F. L. Alabama Power Co. 80/12/08. 2pp. 07312:315, 


8015230476 Forwards addl info to 801028 Itr re prompt notification sys, 
me terolog i ca 1 criteria for emergency preparedness at 
operating nuclear plants t< c lar if Icat Ion of min staffing 
requirements. 

CLAVTOMi F. L. Alabama Power Co. 80/12/16. 6pp. 07312:895, 


P, Operating license stage documents <( correspondence 


8012020753 Forwards seismic qualifications of auiillary feedwater sys 
in operating PWRs {< describes program NRC Is undertaking 
to review capability of operating PURs to remove decay 
heat following earthquake. 

EISEHHUT, D. 0. Division of Licensing. 80/10/21. 4pp. 06916:001, 


8012160050 Ltr to operating plant licensees, OL applicants & CP holders. 
Forwards NyREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be met. 

EISEHH'JT, D, 0, Division of Licensing. 00/10/31. 7pp. 07290:080. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-0619. 
"BWR Feedwater Noiile I: Control Rod Drive Return Line 
Noiile Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days.U/o end. 
eiSEHHUT, D. 0. Division of Licensing. 00/11/13. Ip. 07300:348. 


8012100424 Provides commitment to implementation of mods to auxiliary 
feedwatar Inl tta tion, In response to NRC 801105 ltr. Unit 
operating procedures will be revised. 

CLAYTON. F.L. Alabama Power Co, 80/12/04. 2pp. 07219:036. 


8012220405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site cond itl ons. Forwards 
results of IE survey. 

DENTONiH.R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


•0012220506 Forwards tabulation 4; summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been Bipanded at 37X of reactors surveyed w/7r4 
planning or considering increasing storage capacity, 
aAN’SARTiR. L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012230461 Responds to BOl 105 ltr re alternate hot shutdown capability. 
Results of design eval'jotion to moat lOCFRSO App S 
requirements will be provided for review 4: concurrence. 

CLAYTON.F L. Alabama Power Co 00/12/05. Ip. 07312 201. 


8012170494 Supersedes 801126 response to NRC 601031 request for 
c 1 ar i f i ca 1 1 on re (.URE0"0737, TMI actior) plan requirements. 

Util will submit Tech Specs by 901211 Jt remaining items by 
810105. 

CLAYTON. F.L. ArVansas Power i Light Co. 60/12/09. Ip. i>7270:292. 


9012310390 Proposed amend to License NPF-2 to incorporate 
ad .Pinl strat i ve changes required by NUREG-0737. Forwards Tech 
Spec changes i- Class III amend fees. 

CLAYTON, F.L Alabama Power Co. 80/12/15, 2pp 07369:091. 


— 8012310395 Proposed Tech Spec changes to Sections 3. 0,4.0 U 6.0, 
incorporating administrative changes required by NUHEG~0737. 
Supporting safety evaluation end 

* Alabama Power Co. 80/12/15 6lpp 07369:093, 


0. Inspection reports, IE Bulletins 6 corr espondonee 


8012160031 Forwards IE Info Notice 80-37. "Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point Unit 2." Mo written 
response required 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 80/10/24. 
ip. 07262: 184. 


8012170279 Forwards Suppl 3 to IE Bulletin 79-018, "Environ 
Qualification of Class IE Equipment. '* No written response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/i0/24. 
Ip, 07268:259, 


B012170B33 Forwards IE Info Notice 80-39, "Cracking in Charging Pump 
Casing Cladding." No written response required, 

0 'REILLY, J, P. Region 2. Atlanta, Office of the Director. 00/10/30. 
Ip. 0/266: 261. 


8012180017 Forwards IE Info Notice 00-39, "Malfunction of Bolenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

O'REILLY. J, P. Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip. 03790: 124. 


8012230077 Forwards IE Circular 00-23, "Potential Defects In Beloit 
Power Sys Emergency Generators." No written response 
required. 

Q 'RElLLYi J, P, Region 2. Atlanta, Office of the Dtrectov. 00/10/31. 
Ip. 07313:249. 


8012110614 Forwards IE Insp Repts 50-348/80-29 SO- 364/90-41 on 

800901-30. No nancompUance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch, 80/11/03. 2pp. 07226:177. 


—8012110620 IE Insp Repts 50-348/80-29 6 50-364/00-41 on 800901-30. No 
noneomp 1 tanee noted. Major areas Inspee ted: plant tours, 
presp era t 1 ona I testing, Unit 2 plant testing status 6 Unit 1 
plant operations. 

BRADFORD, N. H. . HULKEV, J. P. Region 2, Atlanta, Office of the 
Director, MARTIN, R.D. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 80/10/31. llpp. 07226:179. 


6012110743 Forwards IE Bulletin 00-21, 'Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Written response required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/06. 
ip. 0/225:203. 


8012030930 Forwards IE Info Notice 00-40, "Encessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization." No written response required. 

0 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/11/07. 
ip. 07150:077. 


8012080212 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Meat Removal Sys at Davis Basse Unit 1." No 
response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 00/11/10. 
Ip, 07182:270. 


S012040?06 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
inanpouer associated w/corrective actions. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/14. 
tp. 07158:121. 
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S012190708 Foruards IE Imp Rept SO-S^B/ao-SB or e3091&-19. No 
tx^Tic cnp I idnc 9 r^Dted. 

Dmnoh''%o/n?ir Operation, Noel ear Support 

”®‘’‘ aO-a-tS/aO-EB on 800916-19.No noneomp I iance 
nOapd^Hsjoi areds inspected: certrifugal charg ing/«a 
iTtjactior pu-np^ ntg by Pacific Par.p Oiv of Dresser 
iTidustries. 

FOSTER. L.E.. SHAFER, W. 0, Region 2, Atlanta, Office of the 
Director. 00/11/(4, 9pp. 07506: 131 

in B01031 cover Ur to IE limp Hept* 
B? 50-364/50-40 should be corrected to 

50-348/00-34 4 50-364/30-40. 

STOHR,J.P. Region 2 . Atlanta, Fuel Facilltu fe (Materials Safetu 
Branch. 80/11/18. ip. 07223.174. areriajs safetig 

le Insp Rept, 50-348/50-34 i. SO-364/50-40 on 
001006-10 No noncomp 1 1 ane B noted. 

STOHR.J. P. Begiion 2 , Atlanta. Fuel Facilitg U Materials Safetu 
Branch. 80/10/31. 3pp. 07223 076, 9 « nareriais bafety 


BO-065/03L-0: Oh 801023, total controlled leakage durln 
reac.or coolant pump seal controlled leakage teat. FMP-l-BTP- * 

B.O.eiceeded Tech Spec 1 leii t. Caused by failure to verify 

HL'pBTD’.f°u Operating procedure changed 

HAlPSTO.l, w. 0, Alabama Power Co. 00/11/24. Ip. 07092:164. 

8012020545 Forwards LERs SO-069/Ot T-0, 80-066/03L-0, BO- 068 / 0'11 -A 
80- 070/03L-0, 80-071 /03L-0 t 00-072/031.-^ 06a/03L-0. 

CLAVTON.F.L. Alabama Power Co. 80/11/26. Ip. 07143:277, 

-80120P05S9 LER 80-069/01T-O: on 801 112, water for Igbrlcation 1. coollre 
of A train sve water pumps found to be provided by B train * 

water header i, vice versa Caused by design error, Desfen 
Change to provide correct separation completed, 

HAlRSTOM.k 0. Alabama Power Co. 80/11/26. 2pp. 07143:270, 

S01026, containment atmosphere 
particulate b gaseous rad 1 oac t i vi ty monitoring sys <811 (i 

Uuck'^n filter piper from 

MAlRPrnVu n P“P®'' '■9®! causing pump low flow tripe. 

H'lIRSTOJ/ W. 0. Alabama Power Co. 00/11/26. Ip. 07143:200. 


Insp Repu SO-348/80-34 4 50-364/80-40 on 80l006-IO.No 
noncomp I lance noted. Major areas inspec ted: emergency 

support groups & emergency 
racilitles eguipment t procedures. 

RERarxi. D. J. . JENKINS, C.R, Region 2, Atlanta, Office of the 
Director. 80/10/30. 10pp. 07223:178, 

^°Llst*^of health physics appraisal beginning BOJ201. 

I personnel i- contractors reguiring access to 
protected areas end, 

3pp^“‘07234^l47'’'^‘“" At'^nta, Office of tha Director. 80/11/19. 

Bulletin 80-24. '■Prevention of Damage Due to 
Mater Leakage Inside Containment. " llritten response 
info on manpower eipended, 

tp 07U3;329, of the Director, 80/11/21, 

8012050614 Forwards Info Notice 80-42, "Effect of Radiahi.. 

?p 07ll74;i07 Of*”® O# ^h® Director. 80/11/24. 


8012020574 LER 80-068/031-0: on 001031,0 train river water pumps 
declared inoperable due to inadequate lube «< cooling water ^ 
flow. Caused by dirty s trainer s, Stra iner a blown down t, 
c I eared . 

HAIRSTON, H, 0. Alabama Power Co. 80/11/26. Ip, 07143:201, 

— 801203058.6 LER 0O-O7O/OaL-O: on 801023, sve water bldg train A battery 
sys declared inoperable due to low coll specific gravity, 
prodmity i poor post seal design 
HA RsISn iT* acid residue which shunted current. 

HAIRSTON, W, 0. Alabama Power Co. 80/11/26, 2pp. 07143:282. 

f0-071/03L-0:on 801027 t-. 28, c on ta I nmen t atmosphtre 
radioactivity monitoring sys (Rll & 

R12) declared Inoperable due to low flow pump trips. Caused 
*' opened isolation valve, 

HAIRSTON, W. e, Alabama Power Co. 80/11/26, 2pp. 07143:234. 

B01031, river water train B decUrsd 
® •''■‘ppe*' would not restart. Caused by 
breaker HEA 06 lockout relay SOO instantaneoui overcUrrent 
relay actuation. 

HAIR8TCN,M, 0. Alabama Power Co. 80/11/26, Ip, 07143:286, 


8012170400 Forward* IE Info Notice 80-29, Suppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written responsr 
T 0 (jutrad . 

?p"^%269d08.'’'^‘‘’" ‘h® nirector. 80/11/26, 

3“>>®t*D 80-21, "Valve Yokes Supplied by 
Foundry have been used at facilities. 

CUAVTO.’J, F. L Alabama Power Co, 00/12/03. Ip. 07271:359. 

Bulletin 80-23, "Failures of ScSlenold Valves 
sILtu torp. ■■ No VaUor valves used in ^ 

sarety-related functions at facilities. 

CLAYTON, F.L Alabama Power Co, 30/12/03. Ip. 07271:347 

reports t: related correspondence 


6012100919 Forwards LER 60-073/01T-0. 

CLAYTON, F.L. Alabama Power Co. 80/12/04, Ip, 07219:350. 

''®°valve*disc^ho??'r?'^'^’J'?',°" 'lui'lng insp of H8 1 Vs. damage to 

r ^ ^ ^ on three valves was 

Josign deficiency fc inadequate locking 

HMRSTCn‘’u ®»P®^''»'1 0® replaced. 

KAirtSTCNi W. 0. Alabama Power Co. 00/12/04. 2pp. 07219; 3S1. 

B01216034S Forwards LER 0O-O74/O3L-O. 

CLAYTON, F.L. Alabama Power Co. 80/12/09. ip. 07252;33l, 

"^'^britkers rf 8°‘ 1^9, found pump IB running «, lA 6 1C 
breakers racked in w/RCS cold teg tamp less than 180 F, 

A procedural def le iency. Charg tng pump breakers lA 

* 1 C racked out 4i procedure change made 
4 Alabama Power Co, 80/12/09. Ip, 07252:332. 


operating rept for Nov 1980. 

CLAVTGN.F.L, Alabama Power Co, 80/12/10, Ip. 07252:342. 

i^onthly operating rept for Nov 1980, 

HAIRSTO.!, W. 0. Alabanha Power Co, 80/12/01. 5pp, 07252:343. 

^ ’'«‘®<:®'J ««r-Tespandenee 

CLAVTON.F.L. Alabama Fewer Co, 80/03/00. Ip. 07218:117, 



-• Alabama Po,wer Co 80/08/08. Ip. 07218:118. 


8012010348 Forwards LER a0-065/O3L~O. 

CLAYTCNiF. L. Alaba.sa Power Co. 60/11/24. 


07092: 163, 


^'^rnn?r^?V'"-"''® ‘ t"®" ‘ ‘ " <-ER 79-017/OlT to allow automatic rod 
control during any rapid load reduction event. Probab 11 i tu im 
ektremelg ou that multiple rod drop event will occur u/o 
r, ^irnr. '“^current u/rapid load reduction event. 

CLAYTON, F.L. Alabama Power Co. 80/12/12, 2 pp, 07359:242. 


8012300533 Forwards LER 0O-O7S/O3L-O, 

CLAYTO.Ni F. L. Alabama Power Co, 00/12/22. 


Ip. 07361:334. 


"'^'^oferft^nn^e^ 60-075/ 03L-Or on 80112 1 , char g i ng pump aligned for 
ope atlon found to be lacking emergency power source. Caused 
by parsonnal error in performing nod on sve water sys 
Potential consequences to be discussed. 

HAIRSTON, W, 0. Alabama Power Co. 80/12/22. Ip, 07361:335. 

8012300523 Forwards LER 80-076/0 IT-O, 

CLAYTO.N, F. L. Alabama Power Co. 80/12/23, Ip. 07361:320. 

—8012305530 LER 80-076/OIT-0: on 801209, wall sampling tests reveal 
omission of vertical reinforcing «</or accompanying grout. 
Caused by const activities not performed In accordance 
w/design drawings. Bloc k walls to be tested. 

HAIR&TONrW O, Alabama Power Co. 80/12/23. 2pp, 07361:329, 
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V. ap»rator E>amitial;i ons 


e0iS23047& Fovuards add I info to 801023 Itr re prompt notification ays, 
me t«ro ) og leal criteria for emergency preparedness at 
operating nuclear plants tt clarification of min staffing 
reg.oir enents. 

CtAYTONi F. U. Alabama Pojier Co, 00/12/16, 6pp. 07312:295, 


DDCKET 80-352 LIMERICK GEHERATINe STATION, UNIT 1 


A. Application/construction stage documents 4 correspondence 


0012160050 Utr to operating plant licensees, OL applicants & CP holders. 
Forwards NOREC-0737 re TMI action plan r ego irements. Revues ts 
operating reactor licensee confirmation in 45 days that 
Enel I Implementation dates will be net. 

EISEriHUTi D, 0. Division of Licensing. 80/10/31, 7pp, 


0O1222O35B Ltr to all CP t OL holders for 0NRs re requirement for 
implementation of ODYN code for licensing basis calculations 
parformed by GE. App I icab le to alt license applications 
proposed amends, inc lud ing core reloads. 

EISEIiHOT, 0, G, Division of Licensing, 80/11/04, 4pp. 


0012020168 Notification of 801209 meeting oi/app I leant in Pottstoun, 
PA to receive verbal presentation of results of util rlsii 
evaluation study. Agenda end. 

SELLS. D. Licensing Branch 2, BO/H/14. App. 07148:197. 


6012010006 Forwards Suppl I to NUREO-O137i “Marli II Containment Lead 
Plant Program Load Evaluation ti Acceptance Criteria..." 

Devi atlonsi along w/bases for deviations, are to be documented 
In design assessment rapt during FSAR review, 

VOUNOEI OOD, D. J. Licensing Branch 1. 80/11/17. 2pp. 07096:009. 


8012020471 Notifies of plan to perform tests on 001213-14 to quantify 
assumptions re determination of loads on adjacent structures 
due to hydrodynamic loads in containment. 

VOLLMERi H. W. Philadelphia Electric Co. 00/11/25, ip. 07142:080. 

8012080424 Forwards info re scheduled environ qualification testing. 
In rasponse to 801001 Itr, 

KEHPERtJiS, Philadelphia Electric Co, 80/12/01. 3pp. 07183:055. 

8012160150 Notification of B01210 meeting w/Mark II owners group in 
Dethasda.MD to discuss status of improved chugging load 
program. 

ANOERSDNi C. Generic Issues Branch. 80/12/02 Ip. 07263:029, 


8012100493 Advises that ECCS analysis can not bo firmly established 
since OE has not been required under NRC direction to 
develop model changes suggested by N'JREG-0630. 

KEliPER. J, S. Philadelphia Electric Co, 80/12/04. 2pp. 07220:041. 


8012160032 Notl ficatlon of 001212 meeting w/Mark II owners group in 
BethesdaiMD to discuss suppression pool temp tii-ilt. 

Slfi T. M. Oonerle Issues Branch. 00/12/05. Ip. 07263:021, 


0012300549 Forwards info supporting preliminary risk assessment I, 
vlewgraphs from 801209 presentat ion. Supper t ing info not 

LQOUe.R.H, Philadelphia Electric Co, 00/12/11. Ip. 07346:261. 


», HRC Draft/Final Environmental Statements, suppls 4; correspondence 


8012220395 Requests confirmation that NRC plans to prepare EIS on OL 
aspect of facility as soon as possible. DE River Basin 
CoT.ntlitlon intends to act on Point Pleasant pumping station 
project within near future. 

HANBLERfO. M. New Jersey, State of. 80/12/15. Ip. 07304:141, 


F, Bacurity, medical, emergency fire protection plans 


0012040145 Public version of " Independent Assessment of Evacuation 
Times for Limerick Nuclear Power Plant," Vol 5, prepared for 
FEMA. .... 

COSBY, J.C.i SHEPPARD, W. V. , CO'JlTER, G. S. Wilbur Smith t< Associates. 
00/06/30, 69pp. 07161:070. 


6012040065 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive summary. , 

FELTON, J.M. Division of Rules and Records. 00/12/03. ip. 


— 6012040063 Public version of Evacuation Time Assess, rent of Nine 
Nuclear Power Plants Emergency Planning Zones," e«ecutive 
summary , pr e par ed for FEMA 

•e Utlbur Smith 5 Associates 80/06/30. 17pp. 


•--601204015 5 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
li prepared for FEMA. 

COSDViJ.C. Wilbur Smith b Associates 60/06/30 43pp. 


0 Adjudicatory correspondence 


8012160144 Forwards SEC Form lO'Q, Quarterly Financial Rept t supporting 
mgt comments, in response to NPC 790921,1109 4 80081! 
requests for info re significant financial developments 
affecting utils in restart preceeding. 

CONDON, V.H. General Public Utilities. QO/il/26 3pp. 

'-B012160154 Qijartevly Financial Rept Sspt 1960 U supporting mgt 
comi:ents. 

» 'leneral Public Utilitlos 80/1 1/14 44pp. 

8012290444 Submits questions arising from prelimlinary risk analysis 
hearing In Pot ts town, PA Util should incorporate possible 
lowered concrete strength into probabilistic risk analysis. 

LEWIS, H I. Affiliation Unkno.un. 80/12/19. 3pp. 07306:001. 


3. Inspection reports, IE Bulletins 4 correspondence 


6012230034 Forwards IE Insp Repts 50-352/80-16 4 50-353/80-16 on 
800918, 19, 22-24. No noncompl iance noted. 

CARLSON. R.T. Region 1, Philadelphia, Reactor Construction 4 
Engineering Support Branch. 60/10/15. 2pp. 07311:223. 


—6012230041 IE Insp Repts 50-352/80-18 4 50-353/00-16 on 600918. 19, 
22-24. No noncompliance noted Major areas Inspected: work 
activities 4 records associated w/GE OA program. 

GAGE. L Region 1, Philadelphia, Office of the Director. 

EflNETER, S D. Region 1, Philadelphia. Reactor Construction 4 
Engineering Support Branch, 00/10/07. 6pp 07311:225, 


8012120104 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

GRIER, B.H Region 1, Ph i lade I ph i a. Office of the Director 
aO/il/06 1 p. 07228: 312. 


8012030895 Forwards IE Info Notice 80-40, "Eicesslve Nitrogen Scipply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization " No written response required. 

GRIER, B.H. Region I, Ph t ladelph la, Office of the Director. 
80/11/97. Ip. 07150: 246. 


E012080493 Forwards IE Info Notice 80-41. "Failure of Swing Cheek Valve 
in Decay Heat Removal Sys at Davis Besso Unit 1." No 
response required. 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. 

60/11/10. Ip, 07182:348. 


3012040035 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valtor Engineering Corp " Requires estimate of 
manpower associated w/correetive actions, 

GRIER. B.H, Region 1, Ph i ladelph ta. Office of the Blreetor. 
80/11/14. Ip. 07169:332. 


80120B05B1 Requests add! Info re piping 4 instrumentation diagrams for 
review of application re inservtce insp of pressure 
isolation valves. Conformance to encl Mecbahical Engineering 
Branch position should be discussed. 

TEDE6C0, R.L Assistant Director for Licensing. 60/11/17. 4pp. 
07180: 200. 


8012220660 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp," First paragraph erroneously stated no 
written response required. 

ORIER.n.H. Region 1, Ph i ladelph ia. Office of the Director. 
00/11/19. Ip. 07294:223 

8012040625 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containtment. " No written response 
reqo ired. 

GRIER, B.H. Region t, Philadelphia, Office of the Director. 
60/11/21. 2pp. 07165:312, 

6012030505 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

GRIER, B.H, Region 1. Ph i lads Iph ia, Office of the Blreetor. 
80/11/24. Ip. 07174;0av. . 
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DOCKETED ITEMS 


S. iRepart«ble occurrance^r LERi it ralabed corre'S^cndenc e 


001£3I0<454 Part 51 rept re amerganeij diesel janeratars Made! 3aTDS-l/e, 
first reported 800116. Insp t. ^nod c orp le t«d . Uni t s now free op 
potential dePsct. 

MCRlARTYi J. M Colt Industries, Inc 80/13/04. Spp. 07300:001. 


S0IS340039 Part SI rept re reactor protection sigs Pletible conduit 
defect causing hot shorts if mproperlij grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel survaces uiJiere termination nodules are mounted. 

■SHERUOno, O 0. Oeneral Electric Co. 80/ 13/08. 3pp. 07354:399. 


801S300S37 Final deficierctj rep t, or Ig i nal Ig reported bg 801119- telcon, 
re violations of separation Criteria in power generation 
control comp le>, Final separation Insp ulll be documented for 
each panel containing saf e tg-r e la ted components. 

HEHPEB. J. 8. Philadelphia Electric Co. 80/13/17. Spp. 07357:330. 


OOCKEr 50-353 LlMEfilCH GEUERATIrlO SIATIOH, UNIT 2 


A. Appiicatlon/eonstruction stage documents i correspondence 


801S1600SO Ltr to operating plant lieenseesiOL applicants & CP holders. 
Forwards NUflEO-0737 re TKI action plan requ Irements. Requests 
Operating reactor licensee confirmation in 45 dags that 
End t implementation dates will be net. 

EISEIdHJTt D. 0 Division of Llce-nslng. 00/10/31. 7pp. 


6012250-358 Ltr to all CP 4 OL holders for GllRs re requirement for 
implementation of OD'fM code for licensing basis calculations 
performed by OE, App 1 tcab 1 e to all license applications t< 
proposed amends, inc luding core reloads. 

EISEIdNUTr 0. 0. Division of Licensing. 00/11/04. 4pp. 


8012020165 Notification of 801209 meeting w/epp 1 lean t In Pottstosin, 
PA t-9 receive verbal presentation of results of util risl 
evaluation study. Agenda end. 

SELLS, D. Licensing Branch 3. 00/11/14. App. 07140:197. 


8012010006 Forwards Suppl 1 to NUfl£0-04a7, ’•Marl tl Containment Lead 
Plant Program Load Evaluation 4 Acceptance Criteria. . . " 

Devia t i cns> e 1 ong u/bases for, devia t Ions , are to be documented 
in design assessment rept during FSAR review. 

YQUNOOLQDDpD J. Licensing Branch 1. 80/11/17. 2pp. 07090:009. 


8012020471 Notifies of plan to perform tests on 801213-14 to quantifg 
assumptions re determination of loads on adjacent structures 
•fue to hydrodgnami t loads in containment. 

VOLLIIER. H. W. Philadelphia Electric Co. 80/11/25. Ip, 07142:088. 

8012080424 Forwards info re scheduled environ qualification testing, 
in response to 801001 ltr. 

REHPER. J. 3. Philadelphia Electric Co. 80/12/01. Spp, 07183:053. 


8012160180 Notification of 801210 meeting w/Hart II owners group in 
Dethesda.MO to discuss status of Improved chugging load 
program. 

AMOERSOIJ', C. Generic Issues Sraneh. 80/12/02. Ip. 


8012100493 Advises that ECC8 analysis can not ba flrmlg established 
llnCB 0£ has not been required under NRC dlraetion to 
develop nodal changes suggested bg KUREO-ObSO. 

XEllPER^O.S. Philadelphia Electric Co, 80/12/04. 2pp. 07220:041. 


8012160032 Notification of 801212 meeting w/hlark II owners group in 
Bethesda'ND to discuss suppression pool temp Unit. 

Slf, r. H. Generic Issues Branch, 80/12/05. Ip. 


8012300549 Forwards info supporting preliminary risl assessment 1« 
vtewgraphs from 801209 praien ta t lot, Support ing Info not 
end. 

LOCtlE’R.H. Philadelphia Electric Co. 00/12/11. Ip, 07346:261. 


D. NRG Draft/Fina.l Environmenta 1 Statemarstsr suppls 4. correspondence 


801222039S Requests confirmation that NRG plans to prepare EI8 on QL 
aspect of facility as soon as possible. DE River Basin 
C4m.tils4lsn intends to act on Point Pleasant pumping station 
propact witiiin near future. 

HANSLeR.O.K, New Jersey. State of. 80/12/15. Ip. 07304:141, 


F. Security, medical, emergonty t fire protection plans 


8012040143 Public version of ''Independent Assessment of Evacuation 
Times for Limericl Nuclear Power Plant," Vo 1 5, prepared for 
FEHA. 

COSBY, J.C., SHEPPARD, W. V. , CO'JlTER.O.S Wilbur Smith «< Asfociatai 
80/06/30, 68pp. 07161-070. 


8012040065 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive suinmarg. 

FELTON, J, It, Division of Rules and Records. 80/12/03. tp, 


'8012040088 Public version of "Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones," executive 
summary, prepared for FEMA. 

4 Wilbur Smith fc Associates. 80/06/30. 17pp. 


■8012040155 Public version of program rept, "Evacuation Time Assessnant 
of Nine Nuclear Power Plants Emergency Planning Zonesr" Vol 
liprepared for FEMA. 

COSQYiJ.C. Wilbur Smith t. Associates. 80/06/30. 43pp. 


S. Adjudicatory correspondence 


8012160144 Forwards SEC Form 10-0, Quarterly Financial Rept i supporting 
mgt comments, in response to NRC 790921,1109 *, 800011 
requests for Info re significant financial developments 
affecting utils In restart proceeding. 

CONDON, V. H. General Public Utilities. 80/11/26. 3pp, 


—8012160154 Quarturly Financial Rept Sept 1980 t supporting mgt 
comments. 

» General Public Utilities, 80/11/14. 44pp. 


8012290444 Submits questions arising from preliminary risk analysts 
hearing In Pottstoun, PA Ut i 1 fhould incorporate passible 
lowered concrete strength into probab t 1 1 st le risk analysis. 
LE-wrSiM. I. Affiliation Unknown. 80/12/19. Spp, 07309:001. 


0. t-nspectlon reports, IE Quiletins & correspondence 


8012230034 Forwards IE Insp Repts 50-352/00-18 t, 30-333/80-16 on 
800910, 19, 22-24. Mo noneompHance noted, 

CARLSON, R.T. Region i, Philadelphia, Reactor Construction & 
Engineering Support Branch. 80/10/15. 2pp. 07311:223. 


■8012230041 IE Insp Repts 50-332/80-18 S, 50-333/80-16 on 000910,19, 
22— 24, No noncomp 1 i anc e noted. Major areas inspected : work 
activities L records associated u/OE QA program. 

OAOE,L. Region I, Ph i lade Iph la, Office of the Director. 
EBNETER,3. D, Region 1, Ph 1 ladel ph la. Reactor Construction It 
Engineering Support Branch. 60/10/07. 6pp. 073li;225. 


8012120184 Forwards IE Bulletin 00-21, "Valve Yokes Supplied bg HaleoiM 
Foundry Co, Inc, " Written response required. 

GRIER, B.K, Region 1, Ph i ladelphia. Office of the Director. 

80/11/06. Ip, 07228: 312. 


8012030803 Forwards IE Info Notice 00-40, "Excessive Nitrogen Supply 
Pressure Ac tuates Safety Relief Valve Operation to Causa 
Reactor Dep ressur i zation. " No written response required. 

GRIER, S.H, Region i, Ph i ladelph ia. Office of the Director, 
90/11/07. Ip, 07150; 248. 


8012080493 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1." No 
response required. 

ORIER,D,H. Region 1, Philadelphia, Office of the Director. 
aO/11/10, Ip. 07102: S48, 


8012040035 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requiree estimate of 
manpower associated w/corrective actions. 

GRIER, D. H. Region 1, Philadelphia, Office of the Director. 
80/11/14, Ip. 07169: 332. 


80120805BI Requests addl info re piping L Ins trumentation diagrams for 
review of application re Inservice insp of pressure 
Isolation valves. Conformance to end Mechanical Engineering 
Branch position should be discussed. 

TEDES'IO, fi. L. Assistant Director for Licensing. 80/11/17. 4pn. 
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61)12330660 Advises that written response is renuired to IE Duiletin 
aO-33i "Failures of Solenoid Valves Mfp bij Valcor 
Engineering Carp," First paragraph erroneouslg stated no 
written response required. 

ORIERrB.H, Region 1/ Philadelphia. Office of the Director, 
aO/lt/’lf. ip. 07394: 22Li. 


6013040628 Forwards IE Bulletin SO-24, "Prevention of Danage Due to 
Hater Leakage Inside Containment." No written response 
required. 

ORIER.D.H. Region 1. Philadelphia. Office of the Director. 
aOytl.^2J. 2pp. 07165 312 


6013050908 Forwards Info Notice 80-43. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
GRlERtD.H. Region 1. Philadelphia. Office of the Director. 
aOyil/24. Ip. 07174:0CV 


S. Reportable occurrences. LERs 6 related correspondence 


6013310454 Part 21 rept re emergency diesel generators Model 3BTD8-1/0I 
first reported 600116. Insp U mod comp le ted. Uni ts now free of 
potential defect. 

MORIARTY. J. M, Col t' Indus tr i es. inc. 00/18/04. 3pp. 07300:001. 


8013340039 Part 2t rept re reactor protection sys flexible conduit 
defect causing hot shorts If improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel survaccs whero termination modules are mounted. 

SHERWOOD, 0. 0. General Electric Co, 00/12/03 3pp, 07324:291. 


8013300537 Final deficiency rep t . or ig inal ly reported by 601119 telcon, 
re violations of separation criteria in power generation 
control c omp 1 ex. Final separation insp will be documented for 
each panel containing safoty-ra lated components. 

KEMPER, O.S. Philadelphia Electric Co. 80/12/17. 3pp. 07357:338. 


DOCKEl 50-354 HOPE CREEK NUCLEAR STATION, UNIT i 


A. App 1 lea t lon/cons true t ion stage documents 6 correspondence 


8012160DS0 Ltr to operating plant 1 Icensees, DL applicants 6 CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implementation dates will be met. 

E16ENHJT, D, 0. Division of Licensing. 00/10/31. 7pp. 


8012320386 Ltr to all CP QL holders for OWRs re requirement for 
Implementation of ODYN codo for licensing basis calculations 
performed by GE. App 1 Icab le to all license applications 6 
proposed amends, inc lud ing core reloads. 

ElEENHUT, D. 0. Division of Licensing. 60/11/04. 4pp. 


8013240282 Forwards info ro environ qualification test program for 
preselected equipment, in response to NRC 801001 request. 

Includes listing of equipment type, manufac turer, location in 
plant, test location fn test schedule. 

M1TTL,F.L. Public Service Electric 4; Gas Co. of New Jersey. 
80/12/13. 3pp, 07334:344. 


0, Adjudicatory correspondence 


8013190545 Notice of reconstitution of ASLAD. flS Saliman appointed 
chairman 4 WR Johnson 4 CN Kohl members. 

OISHOP,C.J. Atomic Safety and Licensing Appeal Panel. 00/12/03, 
Ip. 07388:138. 


3013290196 Notice of reconstitution cf ASLAD. R8 Sa 1 1 iman, chairman. 
NR Johnson 4 T8 Koore, me.mbers. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 00/12/10. 
Ip. 07344:102. 


0. Inspection reports, IE Bulletins t\ correspondence 


8012120190 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc." Written response required. 

GRIERrD.H. Region 1. Ph 1 ladel ph 1 a. Office of the Director. 

80/11/06 ip. 07226:306. 


8012030604 Forwards IE Info Notice 60-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dapresiur i lat ion. “ No written response required. 

ORIER,B.H. Region I, Philadelphia, Office of the Director. 
00/11/07. Ip, 07130:244. 


60120302J7 Forwards IE Info Notice 60-41. "Failure cf Suing Check 
Valve In Decay Heat Removal Sys at Davis Basse Unit i.“ No 
response required. 

GRIER. B. K. Region i, ph s 1 ad e 1 p h 1 a. Office of the Director. 
aO/ll/tO, ip. 071G2:2V6 


6012040090 Forwards IE Bulletin 60-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp." Requires estimate of 
manpower associated w/c a. roc t i ve actions. 

GRIER. B.H. Region 1, Ph i 1 ad a I p h ia . Office of the Director 
aO/11/14. ip. 07157:348 


8013310634 Submits addl response to IE Bulletin 60-i6. "Potential 
Misapplication of Rose.nount. Inc Models liSl t 1153 
Pressure Transmitters w/Either A or D Output Codes." Tuo 
suppliers Indicate no problems exist re trans.nt tier. 

MARTIN, T.J. Public Service Electric t Gas Co. of Neu Jersey. 
00/11/14. ip. 07370: 026, 


6012310436 Submits addl response to IE Bulletin BO-20, "Failures of 
Westlnghouse Type W-2 Spring Return to Neutral Control 
Switches." Bechtel has received response indicating no 
problem u/ftve contracts. 

MARTIN. T. J Public Service Electric L Gas Co. of New Jersey. 
80/11/14. Ip, 07370: 027, 


6012390661 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Mff] by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

GRIER, B.H, Region I, Philadelphia, Office of the Director, 
80/11/19. ip, 07394:324. 


801204062B Forwards IE Bulletin 60-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

ORIER.D.H. Region I, Ph i ladelph ia. Office of the Director. 
80/11/21, 2pp. 07165:318. 


8013050593 Forwards Info Notice 00-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIER.D.H. Region 1, Philadelphia, Office of the Director. 
BO/ll/34. ip. 07174:083, 


S. Reportable occurrences. LERs (< related correspondence 


8012330492 Interim deficiency rept re two pieces of carbon steel pipe 
found to be lacking radiography of longitudinal weld seam 
Investigation expected to be completed 810123 instead of 
801309. 

MARTIN. T.J. Public Service Electric t Gas Co, of New Jersey. 
80/12/10, 2pp, 07316: 337, 


DOCKET 50-353 HDPE CREEK NJCLEAR STATION, UNIT 2 


A. App 1 icat ion/eons true ti on stage documents t correspondence 


8012160050 Ltr. to operating plant licensees, OL applicants & CP holders. 
Forwards NUftEO-0737 re TMI action plan requirements, Requests 
opeisting reactor licensee confirmation in 43 days that 
End 1 Implementation dates will be ret. 

ETBENH'JT, D, 0. Division of Licensing. 80/10/31. 7pp. 


8012220358 Ltr to all CP 4 QL holders for BWSs re requirement for 
Implementation of QDYN code for licensing basis calculations 
perfo.’med by GE. App I Icabl e to all license applications 4: 
proposed amends, inc ludtng core reloads. 

EISENHJT, 0. 0, Division of Licensing. 60/11/04. 4pp. 


8013340232 Forwards info re environ qualification test program for 
preselected equipment, in response to NRC 601001 request, 
includes listing of oquipmont type, manufacturer, location in 
plant, test location test schedule. 

MITTU, R.U. Public Service Electric t Gas Co. of New Jersey. 
00/12/15 3pp. 07324, 344 


0, Adjudicatory correspondence 


80t81905'15 Notice of retons tttutlon of ASLA3. RS Saliman appointed 
chairman 6 WR Johnson t- CN Kohl members, 

BISHOP, C.J, Atomic Safety and Licensing Appeal Panel. 60/12/05. 
ip. 07380:128. 


8012390196 Notice of reconstitution of ASLAB. RS Saltiman, cha trman, 
WR Johnson i- TS Moore, me.nbers. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 80/12/18. 
ip. 07344:183. 
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DOCKETED ITEMS 


P Op«rfltii.g license 


5012290321 Forwards Revisioi^ 3 to QA .rarual. 

UHSIOiR E Florida Power t Light Co, a0/l«./l7 


Ip. 0734A: 007. 


-e01227032t fievisior 3 to Oii iranoal 

Florida Powsr Light Co E!3/09/30 


69PP 


07346:003. 


DOCKET 50-350 WlLLlAH H 2 HIt-IER WUCLEAR STATION, UNIT 1 
A App I 1 cat i oii/cons t rue t ion stage documents 2; corre eponionc e 


8012160030 Ltr to operating plant licenaeaSiOL applicants 6 CP holder*. 
Forwards NUr;EO-0737 re fill action plan T e qu 1 r enen fc s. fl eque a t» 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be net 
EISEtlh; JT i D C Division of Licensing. 80/10/31. 7pp. 


0 Inspection reports. If SuUetins 1. correspondence 


e.si2I20190 Forwards IE nullelin 0'j-21, "Valve Voles Supplied by Malcolm 
'Foundry Co. Inc. " IJritten response required ^ 

GRIER, 0H Region i. Ph i lade tph ia, Office c# the Director. 

BO/ 1 1/06 Ip. 07223 306 


3012030304 Forwards IE Info Notice 80-10, "Eicesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i la 1 1 on " No 'written response required. 

GRIER, O.H. Region 1, Ph i 1 ade 1 p h i a . Office c.f the Director. 

SO/ll/07 Ip 07150.244, 


3012030237 Forwards IE Info Notice 00-41, "Failure of Suing Checl 
Valve in Decay Heat Removal Sys at Davis Desse ‘Jnit 1. " No 
response required. 

CRIER. D.H Region l, Philadelphia, Office of the Director, 
80/11/10. Ip 07132:276 


9012040090 Forwards IE Bui 1 et in 00-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp ‘ Requires estimate of 
manpower associated w/coriective actions. 

GRIER.BH Region 1, Ph i lade I ph i a. Office of the Director. 
BO/ll/14 Ip 07157:343, 


5012310634 Submits addl response to IE Bulletin 80-16. "Potential 
Kisappl icati on of Rosemount. Inc Models 1151 S, 1152 
Press.jre Transmitters w/Either A or D Output Cedes." Tuo 
suppliers Indicate no problems exist re transmitter, 

MARTIN. T.J Public Service Electric 1. Gas Co. of New Jersey. 
aO/U/14. Ip 07370:026. 


8012310636 Submits addl response to IE Bulletin 80-20. "Failures of 
IJestinghouse Type W-2 Spring Return to Neutral Control 
Switches." Bechtel has received response indicating no 
prob I em u/f i ve contracts, 

HARTIfhT.J Public Service Electric <. Gas Co. of Neu Jersey. 
EO/U/14. ip. 07370 027, 


BO1223O350 Ltr to all CP OL holders for BWRs re requirement for 
implementation of ODfN code for licensing basis ca I cu la t i o.ns 
perfo.'irad by G£ Applicable to all license applications i 
proposed amends, including core reloads. 

EIEENH'JT, D. 0 Division of Licensing, BO/11/04, 4pf. 


0012010007 Forwards Suppl 1 to .NURE0-04B7. -'Marti II Containment Lead 
Plant Program Load Eval.iatlon i: Acceptance Criteria..." 

Deviations, along 'j /bases for deviations, are to be doc umen ted 
in design assessment rept during FSAR review 

YOLNOBl ODD, B J Licensing Qranch 1. 60/11/14. 2pp. 07097; O-IS, 


001208-0442 Requests to be advised of when corporate fc plant staffing 
plans ulH be submitted so that status rept can be scheduled 
t- IE Insp late establised 

TEDESCOi R. L Assistant Director fer Licensing. 30/11/20. Spp. 
07195: 003. 


0012030462 Advises of requirements that .must be met re NRC revleui of 
special I ou power test program h emergency procedu-ros for 
selected transients t: accidents. 

TEDESCO.R.L Assistant Director for Licensing. 00/11/20. 2pp. 
07195: 001, 


80.12100214 Notification of 801202 meeting u/BU'R licensing review group 
in Bethesda.MD to discuss status of group issues. 

WILSON. J.N, Licensing Branch 1. 80/11/20, 9pp. 07217:304. 


8012100655 Forwards request for addl info required to complete review 
of Sargent Lundy Rept 5AD-34B. "Investigation oP Ef fee ts 
of Linear Leak Chase Channel Attachments " 

TEDESCQ.R.L, Assistant Director fer Licensing. 90/11/20. 3pp. 


80120202.(9 Forwards Certificate of Sve for 801119 submittal of Update 
of financial info (/■ amend to CP. 

BORGtIANN, E, A Cincinnati Gas t Electric Co, BO/It/24. 2pp. 

07148: 183. 


0OlSS2O66t Ad-vises that written response is required to IE Bulletin 
60-23, 'Failures of Solenoid Valves Itfg by Valeo-r 
Engineering Corp " First paragraph erroneously stated no 
written response required. 

GRIER.E.H Region i. Ph i ladelph ia, Office of the Director. 
eO/ll/19. Ip 07294:224. 


6012040620 Forwards IE Bulletin 80-24, Prevention of Damage Due to 
Water Leakage Inside Containment " Ns written response 
required. 

GRIER. B H. Region 1, Philadelphia. Office cf the Director. 
80/11/21. 2pp, 07165:318 


8012050593 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " No written responso required. 

GRIER. 3. H Region I, Philadelphia. Office of the Director, 
00/11/24. Ip. 07174; C S3 


S. Reportable occ.jrreiices, l.ERs I related correspondence 


3012230492 Interim deficiency rept re two pieces of carbon steel pipe 
found to be lacking radiography of longitudinal weld seam 
Investigation expected to be completed e!0!23 instead of 
801209. 

KARTIK.T.J Public Service Electric t Gas Go. of Neu Jersey, 
80/12/10 2pp, 07310; 327 


DOCKET 53-356 UNIV. QF ILLINOIS LOPRA RESEARCH REACTOR 


F. Security, medical, e, me, gene y I- fire protection, plans 


6012040199 Forwards physical security plan Plan uithheld 
(ref lOCFfl2.790» 

BECK.C.P. Illinois. Vniv of, Urbara-Champaign. 00/11/26, Ip. 
07170 064. 


8012030232 Forward 3 response to NUREG-0694, "TMI-Re 1 a ted Requlrehiente 
for Neu OLs, " 

BORGMANN. E. A. Cincinnati Gas i. Electric Co. 80/11/26, SOpp, 

07151: 353, 


8012050399 Forwards proprietary version of computer printout re low 
pressure turbine disc info. Printout uithheld 
(ref 10CFR2 790). Vendor affidavit for withholding info end. 
0ORGKAHN,E,A Cincinnati Gas t Electric Co. 80/12/01. 9pp. 
01726: 332. 


8012160150 Notification of 801210 meeting u/Mark II ohi-ners group In 
0ethesda,MD to discuss status of improved chugging load 
prog ram. 

ANDERSON, C Generic Issues Branch. 80/12/02. Ip. 07263:029, 


50121702S9 Forwards request for addl info re soil structure analysis 
per review of util response to Question 130.28. 

TEDESGD, R L. Assistant Director for Licensing, 00/12/03, 3pp. 
07263: 303. 


8OI20SOS2O Forwards Amend 111 to CPPR-68, contai n ing Revision 6Bi to 
FSAR. 

BDROMANN. E. A. Cincinnati Gas t/. Electric Co. 80/12/05. 2pp. 
07190- 297, ' 


--8012030523 Amend 111 to CPPR-CS sub.-sifcted as Revision 66 to FSAR. 
-» Cincinnati Gas Electric Co. 80/12/31. 361pp. 07192; 103. 


0012160032 Notification of 801812 meeting w/Mark II owners group In 
Bethesda.MD to discuss suppression pool temp limit. 

SU, T, M. Generic Issues Uranch, 80/18/05. Ip. 07263:021. 


8012170883 Summary cf 801202 meeting u/BliR licensing review group, 
Qechtel 6 S-tW in Dethesda,MD re current status of issues 
V fire protection concerns. Rept on LaSalle specific issues 
enc 1 . 

WILSON, J.N, Licensing Branch 1. 80/12/05. 21pp. 07266:264. 
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8012(70760 Foruardt info ro nuclear pauer plants to be licensed Dec 
19B0-Dec 1981 in response to request fron Nuclear Oversight 
C air.. 1 i i 1 1 c e , 

KIRAOl-IAiF, Licensing flranch 3 flO/12/05 3pp, 


8012230131 Suimiiarg of 50051 ’I- 0B28 meetings Licensing Rev leu Group 

in Bethesda>11D re ident i f ica t i on of generic 1 ssuesi forma t ion 
of consensus positions 4, resolutions that will apply to all 
sii plants. Draft uorking paper encl. 

wrLSONi J. N. Licensing Branch I, 80/12/05. 99pp. 07307; 053, 


6012I0030S Foruards addl info re containment pressure boundary fracture 
toughness 4; cladding suelling 4 rupture models for LQCA 
analysis, in response to NRC 5C0910 4 1008 requests, 
respectively. 

BOROCIANM. £. A. Cincinnati Gas 4; Electric Co. 80/12/08. 4pp. 

07220. 029. 


0012170360 Forwards Certificate of Sve of Amend III. in form of Revision 
66 to FSAR, filed u/NRC on a01?05. 

DOROMANN. E. A. Cincinnati Gas t Electric Co, 00/12/11. 2pp, 

07266: 162. 


0012230291 Forwards Revision 69 to FSAR. const i tuting Amend 112 to OL 
application 

BOnOMANU. E A. Cincinnati Gas 4; Electric Co, 00/12/19, 2pp 
07316; 004. 


—0012230294 Revision 69 to FSAR providing change out pages. Revis ion 
constitutes Amend 112 to QL application. 

* Cincinnati Gas 4 Electric Co. 80/18/19. 2i4pp. 07316:006, 


E. NRC Safety Evaluation Report (SER). suppls 4: correspondence 


8012010033 Forwards Geosciences Branch request for addl info for SER 
suppl re seismology section, as result of 800727 earthquake 
near site. 

TEDESCO. n. L Assistant Director for Licensing. 00/11/10. 3pp, 
G709B, 191. 


0. Adjudicatory correspondonce 


0012040412 Submits correction to applicants' 601119 mo t ion. r equir ing 
justification for NRC inability to proc eed . Dead I ine for 
submission of detailed etplanaticn is 801217. not 801107. 

WETTEftHAHN. M, J, Conner, lloore 4 Corber. 80/11/26, 2pp. 07150:103. 


0012110346 Ac k receipt of encl G1 1 Iman 801026 Itr on behalf of Uo liver 
client D Fankhauser. Suggests Fankhauser contact Univ of 
Cincinnati chemical 4, nuclear engineering dept re QWR 
designs 1: foreign reactor data. 

OARTil. C.A. Hearing Branch 2. 80/12/01 Ip. 07223:205. 

t 

— 6012110352 Submits questions re Mark It suppression pool on behalf of 
Intervenor D Fankhauser 

OILtlAN. D. Affiliation Unknown. 60/10/26. Ip. 07224:312. 


801219058& Response in opposition to applicant 801119 motion to require 
staff to provide justification for inability to proceed 
w/fiiisnclal qualification hoailngs. Du tsband ing Issues not 
r eaol vsd. Cer ti f lea te of Sve encl. 

BARTIf. C,A, Hearing Branch 3. 80/12/09, 5pp 07286:172, 


0012190649 Discusses review schedule re financial capability of 
applicants to construct 4: operate fac i 1 1 ty. Review completion 
expected during last half of 7an 1931. 

BARTH.C. A. Hearing Branch 3. 00/12/09. Ip. 07287:299. 


B012290457 Second interrogatories directed to applicants re encl 
.. “Rre 1 imlnary Evacuation Time Study of Plume Exposure 
Emergaiicy Planning Zone Around UH Zimmer Nuclear Power 
Stat 1 on» (Jn 1 1 1," W/Cor 1 1 f 1 ca tc of Sve 

BARTH, C. A. Hearing Branch 3. 80/12/09. 0pp. 07336:241, 


8012300494 Memorandum 4 order denying applicant 000108 4 0225 motions 
for dismissal of Contention 13 re financial ability 4: 
dismissing applicant motion for summary d i spos i t ion. Hear ing 
tentatively scheduled for last wk in Feb. 

11ECHH3EFER I C. Atomic Safety and Licensing Board Panel, 80/12/24. 
lOpp, 07359:202. 


G012314S91 Request for eitenslon until 810126 to respond or object to 
NRC second in terroga tor i ei. Cer t i f 1 ca te of Svt encl. 

CONNER, T.S. I NETTERHAHN, M U. Cincinnati Gas 4 Electric Co. 
UETIERHAHN, II J. Conner, Moore 4, Corber. 00/12/24. 4pp, 07370:151. 


I Financial information 


8012020249 Forwards Certificate of Sec for 801119 submittal of update 
of financial info !< amend to CP, 

DORGHANIJ. E A Cincinnati Oas t. Electric Co 90/11/24. 2pp 
07140: 183. 


6012190649 Discusses review schedule re financial capability of 
applicants to construct 4 operate facility. Review completion 
expected during last half of Jan 1931 

BARTH, C A Hearing Branch 3 00/12/09 Ip 07287:299 


H Utility Final Safety Analysts Report IFSAR) t, amends 


60120B0520 Forwards Amend 111 to ,CPPR-8B, c on ta i n i ng Revision 6S> to 
FSAR . 

SORGIWJN, E.A Cincinnati Gas 4 Electric Co, 80/12/05, 2pp, 
07190: 297. 


--8012030523 Amend ill to CPPR-G3 subioitted as Revision 60 to FSAR, 
* Cincinnati Gas 4, Electric Co 80/12/31. S61pp. 07192:103. 


8012170260 Forwards Certificate of Sve of A, mend III, in form of Revieion 
60 to FSAR, filed o/NRC on 001205 

B0R6KANN, E.A Cincinnati Gas 4 Electric Co. 00/12/11. 2pp. 

07266: 162. 


8012230291 Forwards Revision 69 to FSAR, constituting Amend 112 to OL 
app 1 i cation. 

QOROMANN, E. A, Cincinnati Gas 4 Electric Co. 80/12/19. 2pp. 

07316; 004. 


--8012230294 Revision 69 to FSAR providing change out pages. Revision 
constitutes Amend tl2 to QL application 

o Cincinnati Gas 4 Electric Co. 00/12/19. 214pp. 07316:006. 


8012290236 Forwards Certificate of Sve confirming distribution of 
Amend 112 to license app 1 ica t ion, c onsls t ing of Revision 69 
to FSAR. 

QORGMANN, E. A. Cincinnati Gas 4 Electric Co 80/12/22. 2pp. 
07345: 131. 


M. Antitrust correspondence 


B012010S82 Forwards request to update 770427 antitrust info to address 
impacts of acquisition of Columbus 4 Southern GH Electric 
Co by American Electric Power Co, Info 4 public co,mmants will 
be considered in supplementary antitrijst review. 

SALTZMAN, J. Utility Finance Branch (formerly Antitrust 4, Indemnity). 
80/11/19. 2pp. 07090: 107 


0. Inspection reports, IE Bulletins 4 correspondence 


8012110104 Forwards IE Insp Rept 50-353/80-21 on 800902-05,08-10,15-19 
4 22-26.110 noncompl lane e noted. 

HEIBilM'MJ, R. F, Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/10/21, 2pp 07224:192. 


--8012110110 IE Insp Rept 50-350/60-21 on 800902-05,08-10,15-19 4: 22-36. 
No noncompliance noted. Major areas inspected: IE bulletin U 
circular f ol louup, f 1 1 e prevention 4: protec t ion, spec ial test 
witnessing t plant tours. 

DANIELS, F. T. , GWYNht. 1 . P , UARNlCk'., R F, Region 3. Chicago, Office 
of the Director. 00/10/20. lOpp 07224:194, 


8013170661 Forwards IE Info Notice 00-37. ‘Containment Cooler Leaks fc 
Reactor Cavity Flooding at Indian Point Unit 2, '• No written 
response required. 

KEpPLER,J. G, Region 3, Chicago, Office of the Director. 80/10/24. 
ip. 07266; 057. 


8012180130 Forwards IE Insp Rept 50-359/00-22 on 801001-02 & notice of 
4 evi a ^ i on 

KEPPLCR.J, 0. Region 3, Chicago, Office of the Director. 80/10/31. 
2pp. 03791 ; 240. 


--8012180133 Notice of deviation from insp on 801001-02. 

a Region 3, Chicago, Office of the Director, 80/10/16. Ip. 
03791 : 242 


—0012180135 IE Insp Rept 5O-35a/a0-22 on EOlOOt-02. Noncompliance noted 
failure to implement response to noncomp 1 lane* items 
identified in IE Insp Rept 50-358/80-05. 

YIN, I.T. Region 3, Chicago, Office of the Director, 

DANIFLSON, D. H. Region 3, Chicago, Reactor Construction fc 
Engineering Support Branch. 00/10/16 5pp. 03791: 243. 
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30120SC'304 flsciueits aiidl info re util application #or inservice insp of 
pressure isalation valves Cutstanding Info- list of tested 
valves 4: Ptl diagi ans showinj RCS isolation valves, NRC 
P os i 1 1 on enc 1 

TEDESCOi fl. L. Assistant Director for Licensing. QO/ll/l?. 3pp. 
07166:053 


601S02C743 Foruarifs thpes Parf oroaiic e Appraisal Qranefi Insp repts t 
ngt evaluation tree ufuser guide so that facility can 
compar « progi atn to program already revieved ti rate 
appropriate ad justnients, U/d end. 

KEPPLEK.J.O. Region 3. Chicago- tlffLce of the Director, 60/11/13. 
Rpp. 


60'13D<I0676' Foryards IE bulletin 80-24- "Prevention of Dariage Due to 
Mater Leatage Inside Contalnitent. '' Mo written response 
req,ijir ed. 

KEPPLER. J. S. Regions, Chicago. Office of the Director, 60/11/21. 
2pp. 07Idi9;004. 


80I2OS0D36 Forwards IE Info Hotice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid '• Ko crritien response re 4 ,uired 
REPPLEH-J.G Region 3. Chicago, Office of the Director. e0/ll/£4. 
2pp. 07102; 178 


8012170555 Forwards IE Info (Jo t i c e 60-29, Supp I 1. "Broksn Studs on 
ferry Turbine Steam Inlet Flange, " Mo written response 
reg.uir ed 

KEPPLER, J. 0, Region 3. Chicago. Office of the Director, eo/lt/2i. 
2pp. 07264: 294. 


6012170502 Forwards previously sufcnltted 790808 response to IE Bulletin 
79-14. Se Ismic analysis applies to actual piping 
conf iguratioij as part of facility const program. 

FLVNN, J. D Cincinnati Gas t Electric Co. 30/12/09. Ip 07266:254. 


S, Repoi'table occurrences . l.ERs t. related correspondence 


6012S304'97 Interim deficiency r«pt re t-tnch diameter Hilti Kuiik-bolt 
anchors, first reported on 601 1 17, Prob 1 em evaluated by AE. 

Requests rept date eitension to 810116. 

ECROHANtl, E. A Cincinnati Oas 1 Electric Co 80/12/12. (p 
07316:241. 


S01S300609 Interl’K deficiency rept re accelerated wear of iwc water 
punp ^tmpel I ers due to internal rec ir culat i on. Flow elements, 
min flow control valves 4 more rugged , redes I gned impellers 
being added to sys 

DQRGITAIdi'J, E Cincinnati Gas 4 Electric Co, 80/12/17. 2pp 
07346: 152. 


80123103^7 Updates 601024 interim deficiency rept re springs on ITT 
AH/MH 90 S«i i as actuators, supp 1 led by Amer ican Warning fc 
Veil t i lating j Inc. Rework on site by ITT is advi sed. Eng ineerl ng 
rept has been approved 

DCnOKAMIf. E. A Cincinnati Gas t; Electric Co. GO/ 12/22 la 
07369: 176. 


8012310368 Updates 601104 interim deficiency rept re heating 
ventilation > air conditisning damper actuator mounts. Rework 
will not be completed by 601231. due to Sargent U Lundy 
authoriiaticr. delay, pending vendor seismic rept, 

DORCKANM- E. A. Cincinnati Gas t Electric Co. 30/12/22. Ip. 
07369: 1 79. 


DOCKEl 50-360 8ATTGLLE KEtraRIAL INST. CRITICAL FACILITY 


0. Inspection reports. IE Qulletins 6 corr espondence 


8013310541 Forwards IE Insp Rapt SO-360/80-01 on 301020-21. No 
nonco.mp Uance noted. 

BOCKiH E. Region 5. San Francisco. Fuel Facility 6 Materials Safety 
Branch. 00/11/13 2pp. 07365:307. 


--0O1231O546 IE Insp Rept ^0-360/30-01 on 801020-21. No noncomp 1 ianc a 
noted, Major areas mspectediPu recycle critical facility 
status in long-term shutdown • 

CURTIS, JR. . HENSLAWSI'. I < F Region S. San Francisco, □ffici of the 
Director. BOOK, H. E Region 5, San Franc isco, Fuel Facility & 
Materials Safety Branch. 60/11/13, 3pp 07365:309, 


DOCAEl 50-361 SAN QNQFRE NUCLEAR STATION. UNIT 2 


A. App 1 1 cat i on/cons true t i 0(1 stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees. DL applicants A; CP Raiders. 
Forwards NUnEG-0737 re TMI action plan requirenen ti. Requests 
operating reactor licensee confirmation in 45 days that 
End ! imp 1 enien ta t ion dates will be met 
EISENHJT, D. G. Division of Licensing. 60/10/31, 7pp. 


0012030379 "ilevieu of Repts Dealing u/Simulation of Earthquake Ground 
flotinns for San Qnofre Nuclear Generatgrs Station Unit I for 
NHC. ■' 

DERNREUTER I D. L. Lawrence Livermore Laboratory. BO/1 1/05. 6pp. 
07150: 069. 


8011210010 Forwards request for addl info needed as result of review bf 
FEAR Revised en.ergency plan meets requirements but needs 
revision addressing ttew role A lOCFflSO schadu la. Eirerg ency 
rasponse eiercise must be conducted prior to OL issuance. 

TEOEBCOi R.L Division of Licensing, 60/11 /07. 62pp . 


6011250285 Advises that completion of LOCA qualification testing of 
cable w/insulated repairs identified in signfleant 
deficiency rept now scheduled for 010415. 

NUKN, D. E, Southern California Edison Co, 00/11/14. Ip. 07056:063. 


80112S0549 Forwards part tc ipat 1 c n agreement among Southern CA Edison 
CoiSan Diego Gas 4< Electric Co fc Cities of Riverside 6 
Anaheim. CA re owernship of facilities for amend to CP. 

BASl/INi A. P. Southern California Edison Co. 60/11/14. tp. 

07058; 017, 


— 3011250557 Par t t c i pat i on agreement among Southern CA Edison Cd, Ban 
Diego Gas it Elec tr tc. C i ty of Rlverslde.CA 6 City of Anahalmi 
CA re ownership of facilities. 

BJORHLUND.J. So./thern California Edison Co. 60/10/23. 300pp. 

07058: 018 


80120’t0^76 Forwards review of geologic & seismologic data submitted by 
. Southern CA Edison Ce in support of position re facilities 
Units 263. 

MEffARD. H, N. In ter i or . Dop t. of . Oeoioglcal Survey. 80/11/26, lOpp- 

07097:290. 


8012020247 Forwards proposed App A Tech Specs. Proposal It represented 
in marked up version of STS. Approved Tech Specs will be 
incorporated in FSAR. 

BASittN- K. P. Southern California Edison Co, 80/11/26. tp. 

07133: 154. 


— 60T2020251 Proposed App A Tech Specs. Sections 1. 0. 2. 0< 3, 0, 4. Oi S. 0 b 
6.0 re safety limits b limiting safety sys settings. 

■» Southern California Edison Co. QO/ll/20. 800pp. 07133:155. 


8012020838 Forwards partial response to NSC 801107 question* re spent 
fuel storage. Responses to remaining questions 6 sehedeil* for 
com.ni t.iient for any unanswered questions will be submitted 
on G0t205. 

BASP.IN.K, P, Southern California Edison Co. 80/11/26. aSpp. 

07132: 259. 


8012040420 Advises that description of revised organliatlon will be 
submitted, in response to NRC 801120 request. Address 
corr ec tioii requested for util addressee, 

GILMAW.D.M, Ssn Diego Gas t; Electric Co, 80/11/26. Ip. 07160:357. 


8012180338 "Concentration J; Speclation of Copper in Maters Collected 
Near San Onofre t. Diablo Canyon Nuclear Power 8tationB. " 

HARR I SON* F, L . 8ISH0P.D.J. < EMERSON. R. R. Laurence Livermore 
Laboratory,. FIN A-OI 19, NUfiEO/Cfi-0750. 80/11/30. 66pp. Available 

at HTIS. 07260: 160. 


8012030577 Forwards info re environ qual i f ieat ion tests to be performed 
within next two yrs.in response to NRC 801001 ltr. Testa for 
pressure 4 level transmitters apply to Units 1.2 U 3. A1 1 
other teats apply to Units 243 only. 

BASKIN. A, P, Southern California Edison Co. 80/12/01. 3pp. 

07151:216. 


8018100099 Notification of 801215-16 meeting u/utl 1. Bechtel &< OE in 
Bethesda.MD to discuss TMI 4 non-Tril open ite.us. 

ROOD*H. Licensing Branch 3. 80/18/02 6pp. 07219:145, 


8018290485 Responds to 800911 me.r.a requesting that Ofc of Nuclear 
Raaefcor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site condi t ions. Forward s 
results of (E survey. 

DEN10M.H. R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp. 



DOCKETED ITEMS 


187 


■80S232030A Foruariis tabulatrian -I sunnary of IE survey on lou level 
uaste 51 reac tors L.oui Level uaste storage facilities 
have been expanded at 37V. of reactors surveyed u/7l'/. 
planning or considcrirg increasing storage capacity. 

3AN3ARTj n. L Effluent Treatment Systems Branch. 00/1 1/0&. 6pp. 


0OT2O9OSO2 Foriaards "Pressur i r ev - Brittle Fracture Evaluation" i addl 
respoiises to queBtions t, schedule conraitments in NRC 001107 
Itr.Rcvleu of responses ui 11 be discussed u/t'RC during ut 
of BOiaiB, FSAR ui I I be revised in Amend 22. 

BASKIN. H.P. Southerii Csllfornia Edison Co. 00/12/08. 4pp. 

07200. 172. 


•0018090314 "Pressuriter - Brittle Fracture Evaluation. "Addl responses 
ho questions in N'FIC 801107 Itr encl. 

Combustion Engineering. Inc. PnS-705. 00/11/19 167pp. 

07200: 176 


0018100536 Forwards c lar i f i cat ions, ref s t revised Section 4.0 of repti 
"Ida ter Tight Reliability of Condensate Storage Tank ti 
Concrete End U'alls Under DRE t-. Tornado Event." in response 
to NRC request for addl info. 

BASKIN. K.P. Southern California Edison Co. 00/12/09. Ip. 

07888; 103. 


— 8018100339 Supplemental info to "Water Tight Reliability of Condensate 
Storage Tank i. Concrete Encl Walls Under DBE 6 Tornado 
Event. " 

» Southern California Edison Co. 00/12/31. 39pp. 07822:106. 


— 80131C054S "Validity of Cubic Lau for Fluid Ftou in Deformable Rock 
Frac tur*. " 

WITHERSPOON. P. . WANG. S. Y. Laurence Livermore Laboratory. 
LDL-9S57. 79/10/31. 3.Bpp. 07288: 1<M. 


0012230490 Notifies of NRC 000911 approval to terminate preoperatlonal 
uatar monitoring program at facility t- of interim monitoring 
program imp lementat I on. Tab le summarltlng transition encl. 

THIERER. I. Southern California Edison Co, 00/18/09. app. 

07313: 214 


6018240100 Requests that bi'anch chiefs attend meeting to discuss open 
i toms . Agenda encl. 

TEDESCOi R L Assi s tan t Direc tor for Licensing. 80/18/18. Spp, 
07385; 131 , 


8012310314 Comments on WESTEC Eves 000930 rept entitled "Natl Register 
Atsassment Program of Cultural Resources of 230 kV 
Trarisnlas 1 on Line ..." Sites which should be Included: 

CA-Oro-493. Ora-496. Qra-499, CA-Clra-43a t Dra~73S. 

NELLON. K. California. State of 03/12/10. 4pp. 07369:163. 


C. Utility Environmental Report (ER). amends 4: correspondence 


00(8840423 Forwards Amend 6 to environ rept for fac 1 1 1 ty. Affidavit 
ulll follow within 10 days of amend docketing. 

ttlETCM.R. Southern California Edison Co, 80/12/28, Ip. 07380:132. 


— 0012240437 Application to amend QL updating. correc ting, clari fying 
tn revising ETS. 

DIETCH.R. . DEaLETTO, J. A. Southern California Edison Co. 
COTTOll.O. D. San Diego Oas .1; Electric Co. 00/18/19. 3pp. 
07328: 133. 


--8013240428 Proposed Amend 6 to environ rapt. 

a Southern California Edison Co, e San Diego Oas U Electric Co. 
0O/1P/19, 49pp. 07320: 136 


D. NRC Ora f t /F I na 1 Environmental Statements, suppls t correspondence 


8012020684 Informs that DE8 was published in Nov 1970 l< FES delayed 
until revised TMI accide.it write-up is camp I e ted. Completion 
of accident evaluation scheduled for 801201. 

MIRAGLlAi F Licensing Branch 3 03/11/21. Ip. 07148:006, 


E. NRC Safety Evaluation Report ISER). suppls i. correspondence 


8018080689 Requests submittal of revised organliation description & how 
organisation meats NUREG-0731 guidelines re util mfg 
structure 4; technical resources in order to expedite review 
prior to Issuance of final SER. 

TEOESCOiR.L, Assistant Director f or Llcens Ing, 00/11/20. 3pp. 
06586: 003. 


0012300385 Forwards discussion of SER open items identifying actions to 
be taken by util it NRC per meetings held uk of 801215. 

BASKINrK. P. Southern California Edison Co, 00/12/23. 13pp. 

07303:001. 


F. Security, me'iicil. emef-jency I fire protection plans 


80l21000')6 Summary of 801020 meeting u/FEIIA in Los Angeles, CA re 
emergency planning 

ROOD.H Licensing Brancti 3 00/11/24 4pp 07107:001 


G. Adjudicatory correspondence 


0011250549 Forwards participation agree.'nent among Southern CA Edison 
Co. Sa.i Diego Gas 4 Electric Co i Cities of Riverside 4 
Anaheim, CA re ouernship of facilities for amend to CP. 

BASKIN, K.P. Southern California Edison Co 00/11/14. Ip 
07058: 017 


— 8011250557 Participation ugree.rent aroiig Southern CA Edison Co. San 
Diego Gas i £I ec ti i c . C i ty of Riverside. CA i City of Anaheim. 

CA re ownership of facilities 

BJORKLU.'ID. J Southern California Edison Co 80/10/23. 30Opp. 
07058; 018 


8012030306 Second set of interrogatories to Friends of the Earth 
requesting info re Chi' i s t iani tos Fault, tone of deformation 4 
effects of Imperial Valley 791015 earthquake. Proof of sve 
encl. 

PlGQTTiD.R Southern California Edison Co PIGOTT.D.R Chickening 
i. Gregory, 80/11/24 27pp 07150 OOI. 


3013110570 Submits resolution passed at executive board 800922 meeting. 
Resolution urges const expenditures be redirected toward 
conversion to safer. more socially acceptable fuel sources. 

CO,‘iRAD,C. Affi nation Unknown, 80/12/10 Ip. 07223:107, 


8012290389 Informs that Comptroller Ocneral notified Commission on 
801203 that NRC may not provide procedural assistance to 
Intervenors in adjudicator.; proceedings 

chandler, L, J. Hearing Branch I 80/12/17, Ip. 07300:001. 


9012290254 Notice of appearance in proceeding. Proof of sve end. 

MEN0E2.J A. Southern California Edison Co MENDEZ, J A. Chickerlng 
4 Oiegory. 00/12/18, ‘1pp. 07341 : 170 


8012300509 Stipulation extending time for answers to applicants' second 
set of interrogatories to 810126, Cert if tea to of Sve end. 

CASEY. S B. Southern California Edison Co WHARTON. R J Friends of 

the Earth. HHAflTON,H..J Wharton < Pogalies. 00/12/22. 4pp. 

07360:336 


H. General corrospondonce 


8012290262 Foi wards constituent EK Johnson Itr re location of 
facilities. Requests response 

CRANSTON, A. Senate. 80/12/03 3pp. 07341 : 177, 


K, Utility Final Safety A.ialysis Report (FSAR) 6 amends 


0012300369 Forwards Amend 22 to FSAR, Amend 4 to "Fire Hatards 
Analysis " Includes 23 oversite drawings. One illegible 
drawing end. 

DIETCH.R, Southern California Edison Co. 80/12/19. Ip. 07372:001. 


— B0123G0374 Amend to application for DL, submitted as Amend 22 to FSAR. 
DIETCH.R. Southern CallFornia Edison Co, COTTON, O.D. San Diego 
Oas 4 Electric Co, GO/12/19 3pp. 07372:002 


—8012300377 Amend 22 to FSAR. 

a Southern California Edison Co ■» San Diego Gas 4 Electric Co. 
80/12/31. 240pp 07372- 005, 


— 8012300381 Amend 4 to "Fire Hoiards Analysis " 

» Southern California Edison Co. • San Diego Oas 4 Electric Co-. 
80/12/31. 33pp, 07373:155. 


— 8012300334 "Pressor i ler -Br t ttle Fracture Evaluation." 

JOHNSON, R. E. . HALLIDAV Combustion Engineering, Inc. . 71370. 
80/11/19. a6pp. 07373: 188. 


Q Inspection reports. IE Bulletins 1 correspondence 


0012170695 Forwards IE liifo Notice 80-37, "Containment Cooler Leaks 4 
Reactor CaVlty Flooding ah Indian Point Unit, 2. '* No written 
response required, 

ENOELKEN. R.H Region 5, San Francisco, Office of the Director. 
80/10/24. tp, 07266: 073. 
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DOCKETED ITEMS 


a0l20403.?3 Foruardi IE I'l'Si) 
noncc-ipli^Tica nated 
CHeW5. J L HegiOTi 5. San 
Support Branch ZO/lOie:.^ 


rapt 5"— 1 / QC- 1 & on eOClS16“O9l0. Ho 

Francisco. Reactor Operations Nuclear 
2cp. 07l&3:258 


80120403X9 IE Tnsp Rept 50-3*1/80-16 an 8000 16- 0918, No noncompliance 
noted Naior areas inspected pveoperat jonal test programs, 
aroced-jres i indepen.aent insp efFcrt. 

ttlLLSR.t / . PATE.R J Region 5. San Francisco. Office of the 
DtrecSor FAULHEfJBEPR'v. B Region 5. San Franeiaco. Reactor 
Operations Nuclear Support Branch. 80/10/24. 5pp. 07163:260. 


6012170411 Foruards IE Info Notice 00-38. 'Cradling in Charging Pump 
Casing Cladding No written response required. 

eN3=LKi-ll i P H Region 5. Ssn Francisco. Office of the Director, 
80/10/30 Ip. 072*9 17* 


8012310365 Final deficiency rept rc cracking in coil spool ln»uJatori 
of UFA re 1 ay 5 . i n 1 1 i a 1 1 y reported on 30 1 1 25 De f ee t i vo relays 
will be replaced w/Century Series HFA relays. UFA relays w/no 
cracks will be given force tensile test. 

ARENAL. A. Southern California Edison Co. 80/12/23. 3pp. 

073*9: 175. 


V Operator Eiaminations 


8012130447 Clarifies TMI-related min requirement for new OUs re 
training during low power testing. Each licensed reactor 
operator should be able to control saturation margin t< RC8 
pressure, 

TEOESCOiR L. Assistant Oirsctor for Licensing. 80/11/14. JpP 
07231: 339. 


6012170352 Foruards IE Info Notice 80-39. ‘Malfunction of Solenoid 
Valves Kfg by Valcor Eng meet- ing Corp ' No written response 

It ^ j. 

EN5EL^£M» H 5f 53 ti Franciscoi Qf the- Director. 

eO/IO/31 Ip 072*6 045 

6012120244 Foruards IE Bulletin 60-21. ‘Valve Voies Supplied by Malcolm 
Fo.jndry Co. Inc •• Written response required. 

ENSEUVER.R H Region 5. San Francisco. Office of the Director, 

eo/ll/o*. Ip 07227 326 


601203091* Foruards IB Info Notice 00-40. '“Eccessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Sepressur i latioii. “ No written response required. 

EN.3ELKEH.R H Region 5. San Francisco. Office of the Director, 
80/U/07 Ip 07150 137 


8012100140 Forwards IE Insp Rapt 50-361/00-17 on. 300919-1016. No 
nanc9.T.p I lance noted 

CREWS. J L Region 5. San Francisco. Reactor aperatlons Nuclear 
Support Branch. SO/ll/07, 2pp. 07219,269. 


DOCKET 50-3*2 SAN DHOFRE NUCLEAR STATION, UNIT 3 


A. App 1 1 cat ion/cons true 1 1 on stage documents I- correspondence 


3012160050 Utr to operating plant licensees, OL applicants & CP hclders. 
Forwards NUfltO-0737 re TMI action plan requ Ir emen ts. R oques 1 1 
operating reactor licensee confirmation in 4S days that 
Enel 1 implementation dates will be met. 

EISEi.'HUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


8012030379 "Review of Repts Dealing u/Simulatlon of Earthquake Oroond 
Notions for San Onofre Nuclear Generators Station Unit 1 for 
NRC, '• 

BERNREUTER, D. L Lawrence Livermore Laboratory. 60/11/03. fjpp. 
07150:069, 


S012010276 Forwards review of geologic i-. seismologie data submlfctail by 
Southern CA Edison Co In support of position re facilities 
Units 2*3 

HENARD, H, N, 1 nter i or , Dep t , 0 f . Geological Survey. BO/ll/26, lOpp. 
07097: 290. 


— 5012103147 IE Insp Rept 50-3*)/80-t7 on 800919-1016. No none omp 1 ian t e 
noted. Major areas inspec ted preoperat Iona i test program 
ti procedures, 

JOHNSON. A 0.. PATE. R J . CHAFFEE. A E Region S. San Francisco. 
Office of the Director BO/ll/O*. 6pp, 07219:271, 


6012030*50. Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Eys at Davis Dssse Unit 1. '' No 
response required 

ENSELKFtJ. R , M. Region 5. San Francisco. Office of the Director. 
80/U/1O Ip 07183:030 


8012040241 Forwards IE Bulletin 80-23. ''Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions 

ENOELKFM. R.H Region 5. San Francisco. Office of the Director. 
aO/U/14. Ip 07158; 164. 


8012040695 Forwards J£ Bulletin 80-24. “Prevention of Damage Due bo 
Uater Leakage inside Containment. " No written response 
required , 

EliGELKEN, R. H Region 5. San Francisco. Office of the Director. 
a0/ll/2i. Ip. 07169:119 


6012160037 Forwards IE Info Notice a,3-42- "Effect of Radiation on 
Hydraulic Snubber Fluid '' No response required. 

ENGELKEH. R M. Region 5. San Francisco. Office of the Director, 
eO/lt/24. Ip 072*2,116. 


83121*0130 Forwards SuppI I to IE info Notice 00-29, “Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

EHCELK.FIJ, R H Region 5, San Francisco. Office of the Director. 
80/11/26. Ip, 07242070 


S. Reportable occurrences* LERs * related correspondence 


8QU210432 Part 21 rept re DSfiV standby diesel generator componant 
defect, Util unable to meet schedule for insp due to 
inco.mplete const Svt engineers will witness final detailed 
installatiPTi 4 prestart check ing. Util 801009 1 Er end. 
martini. 0. Tranaamerica Delaval, Ine. 80/11/11 3pp, 07034:001. 


8012300541 Final deficiency rept re ondersired ASHE code welding 
di.mensiQns for certain socket weld connec t ions, ini tially 
suSmittad 801107, Program to reinspect socket welds in all 
ASMr Section III piping -will be eompletetf by B103I5, 

07397*949 ^ou t her n Ca 1 1 f Of n ! a Ed i Son Co, 60 / 12 / 16 , 3 pp. 


8012020347 Forwards proposed App A Tech Specs, Propo sal Is reprvaenif d 
in ma, ked up version of STS. Approved Tech Specs will be 
incorporated In FSAR, 

BASKIN. K.P. Southern California Edison Co. 80/11/26. Ip. 

07133: 154, 


— 8012020251 Proposed App A Tech Specs* Sec t ions I, 0,2. 0, 3. 0, 4. O. 9, 0 It 
6,0 ra safety limits tt limiting safety sys settings. 

■* Southern California Edison Co. 00/11/20. 200pp. 07133:199. 


8012020282 Forwards partial response to NRC 301107 questtoni r« spent 
fuel stoi age. Responses to remaining question* t; schedule for 
commitment for any unanswered questions will be submitted 
on 801205. 

BASKIN. K.P. Southern California Edison Co, 80/11/26. S3pp. 

07132: 259, 


6012040490 Advises that description of revised organi la 1 1 on will b* 
submitted* in response to NRC 801120 r oquest. Addra St 
correction requested for util addressee. 

0ILMAN*D,1J, San Diego Gas 6 Electric Co. 80/11/S6, Ip. 07160:397. 


6012120308 “Concentration if. Speciatlon of Copper In Hater* Caltocbed 
Near San Onofre L Diablo Canyon Nuclear Power Station*. " 

HARRISON, F L. Lawrence Livermore Laboratory. FIN A-0119. 
NURE0/CR-07S0. 80/11/30. 66pp, A/a i I ab 1 e a t NT I S. 


6012030577 Forwards info re environ qualification test* to be parfardbid 
within next two yrt, in response to NR.C 001001 ltr,Te*t* for 
pressure L level transmitters apply to Units 1,2 & 3. Alt 
other tests apply to Units 2*3 only. 

DASKINiK.P Southern California Edison Co, 80/12/01. 3pp. 

07151:216. 


8012100099 Notification of 801215-18 .meeting u/uti 1 . Dec h te 1 ta OEs tn 
Bethesda,KD to discuss TMI 4, non-TMI open items. 

ROOD. H Licensing Branch 3. 80/12/02. 6pp. 07219:149. 


6012290485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of neod to comply 
w/rtvised Agree.ment State burial site cond 1 tlons. Forwerd* 
results of IE survey. 

DENTON* H.R. Office of Nuclear Reactor Regulation. Director. 
80/12/04, 2pp, 


'8012220506. Forwards tabulation * summary of IE survey on lou leva) 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377, of reactor* surveyed u/71‘/J 
planning or considering increas ing storage capacity. 

BANGARTiR.L. Effluent Treatment System* Branch. BO/ll/06. app. 



DOCKETED ITEMS 


e(>l20‘?0202 Forwards "Prossur 1 1 er ~ Brittle Fracture Evaluation" ic add) 
responses to (Questions schedule conmi trren t s in NRC 001107 
Itr Review of responses will be discussed u/NRC during luk 
o# 601215. FSAR will be revised in Ariend 22. 

BASKIN. H.P. Southern California Edison Co. B0/12/0B, 4pp. 

07200: 172 


--8012090214 "Pressuriier - Brittle Fracture Evaluation, "Addl responses 
to questions in NRC S01107 1 tr end. 

* Coinbustlon Engineering. Inc. PRS-705. 00/11/19 lA7pp. 

07200: 176, 


0012100536 Forwards c lar i f icat ions, ref s >/ revised Section 4,0 of rept, 
"(fater Tight Reliability of Condensate Storage Tank & 

Concrete Enel Walls Under DDE & Tornado Event." In response 
to MFC request for addl info. 

BA5K.IN.K. P. Southern California Edison Co. 00/12/09. Ip. 

07222; 103. 


—0012100539 Supplemental info to "Water Tight Reliabilitg of Condensate 
Storage Tank !t Concrete Enel Walls Under DUE h Tornado 
Event. '■ 

■* Southern California Edison Co. 80/12/31. 39pp. 07222:106. 


0012230490 Notifies of NRC 000911 approval to terminate preopera tl onal 
water monitoring program at facility of interim monltarlng 
program imp lementa t ion. Tab le summariiing transition enc 1 . 

THIEREI?. I. Southern California Edison Co. 00/12/09, 2pp. 

07313:214. 


3012340108 Requests that branch chiefs attend meeting to discuss open 
items. Agenda end. 

TEOE9CO, R. U, Assistant Director for Licensing. 60/12/12, 2pp. 
07325: 131 


0012310314 CoiT.ments on WESTEC Sves 600930 rept entitled "Natl Register 
Assessment Program of Cultural Resources of 230 VV 
Transmission Line , , . " Sites which should be included: 

CA-Ora-495, ara-496, Qra-499, CA-0ra-43B 6 Ora-725, 

HELLON.K. California, State of. 00/12/18, 4pp, 07369:163. 


C. Utility Environmental Report (ER). amends 6 covrespondance 


9012240425 Forwards Amend 6 to environ rept for f ad 1 1 ty , Af f idavi t 
will follow within 10 days of amend docketing. 

DIEICH.R, Southern California Edison Co, 00/12/22. Ip, 07320:132. 


— 8012240427 Application to amend QL updating, cor rect ing. dar i fy ing 
is revising ETS. 

DIETCH, R.. BEQLETTO, J. A. Southern California Edison Co. 

COTTON. 0. D. San Diego Gas 6 Electric Co, 80/12/19. 3pp. 
07328: 133 


•8012240420 Proposed Amend 6 to environ rept. 

* Southern California Edison Co ■» San Diego Oas t< Electric Co. 
30/12/19. 49pp. 07328: 136 


D. KRC Draft/Finat Environmental Statements, suppls & correspondence 


S0120206S4 Informs that DES was published in Nov 1978 t< FES delayed 
until revised TMI accident write-up is comp 1 e ted. Completion 
of accident evaluation scheduled for 801201. 

HIRAGLlAiF, Licensing Branch 3. 80/11/21. Ip. 07140:006, 


E. NRC Safety Evaluation Report (SER), suppls I: correspondence 


0012000689 Requests submittal of revised organisation description is bow 
opganliation meets NUREW-073t guidelines re util mfg 
structure 4; technical resources in order to ejpedite review 
prior to Issuance of final SER. 

TEDESCQ.R L Assistant Director for Licensing. 00/11/20. 3pp. 

06506: 003 


8012300305 Forwards discussion of SER open items identifying actions to 
be taken by util NRC per meetings held uk of 801215. 

DASKINaK. P. Southern California Edison Co. 80/12/23. 13pp. 

07309:001. 


F. Security, medical, emergency 1: fire protection plans 


6012100046 Summary of 601020 meeting u/FEMA in Los Angeles, CA re 
emergency planning. 

ROOD.H, Licensing Branch 3, 90/11/24. 4pp, 07107:001. 


0 Adjudicatory correspondence 


8011250549 Forwai'ds participation agreement among Southern CA Edison 
Co, San Diego Gas b Electric Co b Cities af Riverside 4 
Anaheim, CA re awernship of facilities for amend to CP 
BASKIN, A P Southern California Edison Co 30/11/14. Ip 
07056:017, 


— 8011250557 Participation agreement a.'naiiy Southern CA Edison CoiSan 
Diego Gas b Electric, City of Riverside, CA b City of Anaheim, 

CA re ownership of facilities 

0 JQRKLUND, J. Southern California Edison Co 60/10/23. 300pp. 

0705B: 010 


8012030306 Second set of interrogatories to Friends of the Earth 
requesting info re Chr i stian i tos Fault, tone of deformation 4 
effects cf Imperial Valley 791015 earthquake. Proof of sve 
one 1 . 

PIOOTTiD. R. Scutheni California Edison Co. PIOOTTiD.R. Chickering 
4: Oi egory 80/11/24, 27pp 07130: 001 


8012110570 Submits resolution passed at eiecutive board B00922 meeting. 
Resolution ur-ges const e « pend 1 tures be redirected toward 
conversion to safer, more socially acceptable fuel sources. 

CONRAD, C, Affiliation Unknown 00/12/10, Ip 


601229O3S9 Informs that Comptroller General notified Commission on 
801203 that NRC may not provide procedural assistance to 
intervenors in adjudicatory proceedings. 

CHANDLER, L J Hearing Branch 1 90/12/17. Ip. 07309:001. 


8012290,254 Notice of appearance in proceed itig. Proof of sve end, 

MENDEZ, •/. A, Southern California Edison Co. MENDEZ, J. A. Chickering 
4 Gregory. 80/12/18. 4pp. 07341 ; 170. 


8012300509 Stipulation ettending time for answers to applicants' second 
set of Interrogatories to 810126. Cer t i ficate of Sve end. 

CASEY, S. D, Southern California Edison Co. WHARTON.R.J, Friends of 
the Earth. WHARTON, R.J Wharton 4 Pogalles. 00/12/22 4pp. 

07360: 336. 


H General correspondence 


8012290262 Forwards constituent EK Johnson Itr re location of 
fact I i ties. Request 5 response. 

CRANSTON, A Senate. 60/12/03 3pp 07341: 177. 


I. Financ ial information 


8011250549 Forwards participation agreement among Southern CA Edison 
Co,SaiO Diego Gas 4 Electric Co V Cities of Riverside 4 
AnahelmiCA re owernship of facilities for amend to CP. 

BASKIN, h.P, Southern California Edison Co. 90/11/14, Ip 
07093: 017. 


--S011250557 Participation agreement ai-.ong Southern CA Edison Co, San 
Diego Oas 4 El ec trie, C i ty of Riverside, CA 4 City of Anaheim. 

CA re ownership of facilities 

DJORKLUNO, J Southern California Edison Co. 00/10/23. SOOpp, 
07058:010 


K Utility Final Safety Analysis Report (FSAR) 4 amends 


8012300369 Forwards Amend 22 to FSAR, Amend 4 to "Fire Haiards 
Analysis. “ includes 25 oversiic drawings. One illegible 
draw ing enc t 

OIET.ZH.R. Southern Cal ifornia Edison Co 80/18/19, Ip. 07372:001. 


--0012300374 Amend to application for OL, subrai tted as Amend 88 to FSAR. 
DtETCH, R. Southern California Edison Co. COTFQN, 0. D. San Diego 
Oaa 4 Electric Co, 60/12/19, 3pp. 07372:002, 


--8012300377 Amend 22 to FSAR. 

* Southern California Edison Co. * San Diego Gas 4 Electric Co. 
a0/l?/3l, 240pp, 07372 005. 


”8012300331 Amend 4 to "Fire Haiards Analysis." 

* Southern California Edison Co. * San Diego Oas 4 Electric Co. 
80/12/31. 33pp. 07373: 155 


--80123003B4 “Pressor i ler-Br i tt 1 e Fracture Evaluation. “ 

JOHNSON, R. E, , HALLIDAV Comb us t i on Eng ineer 1 ng , Inc, 71370. 
ao/l 1/19, 26pp. 07373: 188 
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DOCKETED ITEMS 


*ocijnent5 * ro. respondence 

-^®Un 9 '^/SEP p.^ner-s group in 
llee^so r SEP program, sthedoU for 

planU ^ tompletior { assigrimenS of i«ad topics to 

RUSSELL. I.. T Systematic Evaluation Prograrr Ifranch. BO/12/li, 2 pp, 

SuHetirs ,1 correspondence 

®^Rea- t Of ®c2iTrFln'^ “Corila i nment Cooler Leak, t, 

res^onU re^JlfreJ 


EU’SELKPH. R. H Region 5, San Franc 


80/lO/2-<l 


Ip 


07266: 07J, 


i^coi Office o? Director. 


^’^Cailna'cUdi^ro'’’ II ^Uce eO-3B, 'Cracking In Charging Pump 

eij’fi uoM o ^ ui-itten response re«iuiretf. 

lonO/GO IP, "o^269:126""' 

®°Valver«f»‘'hr3aL'^ r"''" "fl" > t i on of Solenoid 

Is re^l^d^ engineering Corp. ■• Ko urittsn response 

ii;/fo%i''’ ',V "S^a:6:0;5®"" Francisco, Office of the Director, 

“SrrCo"^nc’’--'u,rfi-r"*“*'^" Buppliod by rtalcolm 

L.lJc Co. Inc. Written response required 

ld/n%6:" ip ”071^7:326®"’ Director. 

Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
^•’“ten response required. 

lo^n^o/ Vp. 0?!5S:?37^'" Francisco. Office of the Director. 

h'^To''® "Failure of Suing Check Valve 

in Decay Heal Removal Sy s at Oavis Hesse Unit t. >■ Mo 
response required. 

lo?u/fo:”lp. '’o7l85;odil^"'' Of Flee Of the Director. 

Bulletin 00-23, "Failures of Solenoid Valves 
fUg by Valcor Engineering Coip,'* Requires estimate of 
HidtipouQT dv*ocidted uycorrectiv^ dc t i cins 

lofn/M'" ?p. Francisco, Office of the Director, 

8012040695 Forwards IE □ullokin 80-24. "Prevention of Daeiage Due to 
Water Leakage Inside Containment. '• fia written response 
required. 

ISyUfl',':'' J'p. Francisco. Office of the Director, 

Mofctcr 0O-4», “Effect of Radiation on 
Hydraulic Snubter Fluid.'" Ho response required 

lo/?i/a4'"-"p. n6®"’ Director. 

e01216-Jl30 Poruards SuppI 1 to IE Info Notice B<t-39, "Broken Studs on 
ferry Turbine Steam Inlet Flange ’’ No written response 
required 

IS5n/l6’”’lp, ”^7262: 070^'" Francisco. Office of the Director. 

S. Reportable occurrences, LERs i related correspondence 

eon^sosas Advises that completion of LQCA qualification testing of 
cable u/insulated' repairs identified in slgnficant 
deftclencii rept now scheduled for 8104IS. 

NUMN, D E. Southern California Edison Co. 80/11/14, Ip. 07056:003, 

8012300521 Final deficiency rept re uTidersiietf ASHE code welding 
dlinansions for certain locket ueld c oniiec t i ons. ini t iai ly 
submittsd 801107 Program to reinspect socket tueid, in all 
ASNf Section HI piping will be completed by 910315. 

Southern California Edison Co. 90/12/16. Opp 
C7-337: 3«(3. ^ 

8018310345 Final deficiency rept re cracking in coil spool insulators 
otHFA relays. initially reported on SOI 125 Defect ive relays 
will be replaced w/Centvry Senes HFA relays HFA relays w/no 
cracis ui 1 1 be given lorce teneile %est. 

07 ^&?^'l 75 California Edi«on Co. 60/ 12/23, 3pp. 


Operator Eraminationsi 


S01I2IP0447 Clarifies TMI-rolated min requirement for neu OLs re 
training during lou power testing. Each licensed reactor 
operator should be able to control saturation margin 6 RCS 
pressure 

I™?''®!”' ^ Director for Licensing. BO/11/14. 3pp 

07231:339. 


DQCKEI 50-363 FORKED RIVER NUCLEAR STATION. UNIT 1 
^PP • it a t ion/cons true t ion stage documents i: correspondonce 

e012|.60050 Ltr to operating plant licensees.OL applicants ti CP hoUeri 
Forwards NUREO-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 Imp lementa 1 1 on dates will be net. 

EISENRUT, D, G. Division of Licensing. 80/10/31. 7pp. 


Adjudicatory c orrosp ond e nc e 


SEC Form tO-Q, Qoar ter I g Financial Rept *. •upportlng 
m9t conmentSfin response to 790921# 1109 & 000011 * 

requests for Info re significant financial developments 
arfeettng utils in restart proceeding, 

CONDON, V.H. General Public Utilities. 80/11/26, 3pp. 07262:246. 

'~^*^co,* tents Fin.sncial Rept. Sept 1980 i: supporting mgt 

• General Public Utilities. eO/tl/14. 44pp. 07262:249. 

Bulletins 1: correspondence 

'°c!iufc,aSHn;'" - .’."f ^ ‘ ''-F 


GRIER, B. H 

ao/io/30. 


No written response required. 

Region t, Ph i lade Iph ia, Office of the Director, 
Ip, 07269: 083, 


0012120161 Forwards IE Dullotin 80-21, "Valve Vokes Supplied by Halcola 
Co. Inc," Written response required. ^ naicoiA 

on/<./L”' ”®S‘“" •' Philadelphia, Office of the Director. 

80/ 1 1 /06. Ip. 07229: 224, 

®°Pr^?surl Notice 80-40, "Eitessive Nitrogen Supply 

Pressure Actuates Safety Relief Valve Operation to Cause 
nntpc’’n Depressuri lation, -■ No written response required. 

e0/n>07 

^^'n'^D^cIu “F Swing Cheek Valve 

in Decd(j Heat RomQval at Davis &es«e Unit 1 '• Ho 
respor.-se required. 

F'''*adelphia, Office of the Director, 

BO/lI/10. ip. 07182:345. 

®°Kfrbu‘Llr!:rF‘’*/^ Bulletin 80-23, "Failures of Solenoid ValviS 
Krg by VaUor Engineering Corp." Requires estimate of 
manpower associated w/copvective actions 

lF®'SHl;: 28 i'"''"“’'’‘^' Director. 

F’orwards three Performance Appraisal Branch Insp repts 4: 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed i make 
appropriate ad jos tmen ts. IJ/o end, 

KEPPLER.J. G. Region 3, Chicago. Office of the Director. 80/tl/lB. 

response is required to IE Bullatin 
80 23, Failures of Solenoid Valves Mfg by Valcor 

wr?U:rj::pon:r;e;drL'’"''"*^"'''’ ®’'''®"®®“® no 

8Sh^? 9''- ir'’‘S?293:t2L‘^'’®‘'’'’‘"’ OtTector. 

Forwards IE Bulletin 80-24, "Prevention of Damage Dua to 
Water Leakage Inside Containment." No written response 
required, 

8012050657 Forwards Info Notice 80-42, "Effect of Radlatlnn 

response reJuuSd " 

8S/fu24 iS®® OH7;:oI;i'^‘’'‘'’''‘^‘ *'’* Director. 



DOCKETED ITEMS 
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DOCKS 1 50-3<>4 JOSEPH M, FARLEY KUCLEAR PLAt-IT, UNIT 2 


E. KHC Safety Evaluation Report (SER), supple i, correspondence 


801S020440 Forwards responses to 000903 memo re draft Suppl 4 to SER 
answering util S00Q2S Itr discussing compliance u/NRC 
regulation. 

CENTONiH.R. Office of Nuclear Reactor Regulation) Director. 
00/11/80. aOpp. 06586:003. 


—6018030443 Forwards list of util compliances w/lOCFR20, 50 «, 100. 
AHEARNE, J. Commissioners. 00/09/03 05pp. 06506:003. 


F. Sscuritvi medical) emergeneg i; fire protection plans 


0001030440 Forwards upgraded emergency plan in response to NRC 791010 
renuest. 

CLAYTON) F.L. Alabama Power Co. 79/12/20 ip. 01678:064. 


--8001030454 Facility emergency p Ian) Rovi si on 3. 
* Alabama Power Co. 79/18/3t. 600pp. 


0D1811O51S Forwards emergency planning info for placement in LPDR. U/o 
anc I . 

0OUOER.J. L. Division of Rules and Records. 00/12/02. Ip. 

07886; 150. 


8018100143 Forwards 001119 FR notice of revised lOCFRSO. 40 new App R 
re fire protection program reguiramen t s. Rul e effective on 
010817 & will supersede effective dates for previously 
approved mods given in license conditions <4SFR7i569). 

TEDESCOi R. L. Assistant Director for Licensing. 60/18/03. 2pp. 
07272; 264. 


8018090107 Releases public version of util emergency plan. 
FELTON. J. II. Division of Rules and Records. 00/18/00 Ip. 
07804: 133. 


— 8018090113 Forwards public version of util emergency p Ian) Revl sion 4. 
Includes States of FL It GA plans ft GA county plans. 

CLAYTON) F.L. Alabama Power Co. 80/10/80. 11pp. 07804:135. 


--0OI8O9O118 Public version of Revision 4 to emergency plan, 
a Alatama Power Co. 80/10/88. 400pp. 07804:145. 


--0018090119 Public version of Revision 1 to State of OA radiological 
emergency operations plan. 

a Georgia. State of. 00/10/20, 400pp. 07205:030. 


— 0018090185 Public version of State of GA. Blake ly-Ear ly County civil 
defense emergency operations plan, Great Soutbern Paper Co 
emergency disaster plan end. 

*4 » Affiliation Unknown. 00/06/30. 200pp. 07206:008. 


— 0018090130 Public version of Revision 8 of State of FL radiological 
emergency plan for fixed nuclear facilities, 
a Florida. State of, 79/04/30. 200pp. 07206:109, 


6018830504 Responds to NRC 001105 position re alternate hot shutdown 
capabil Ity. Mods will be performed re fire protection safe 
shutdown capab 1 1 i ty . emei’gency lighting i. oil collection sys 
For reactor coolant pump. 

CLAYTON. F.L, Alabama Power Co, 00/18/00, app. 07312:315. 


3013830476 Forwards addl info to 801026 Itr re prompt notification sys. 
meterologlcal criteria for emergency preparedness at 
operating nuclear plants 4: clarification of min staffing 
requirements. 

CLAYTON. F.L. Alabama Power Co. 00/12/16. 6pp. 07318:295, 


P. Operating license stage docuirents 6 correspondence 


3012150194 Forwards Revision 1 of "Farley Unit 2 Special Low-Power 
Tests Safety Evaluation. " performed by Nesttnghouse, 

Incorporates changes of Ref 1 k min temp for criticality. 
CLAYTO.N. F. L. Alabama Power Co, 00/11/10. ip, 07241:090. 


■G0181S0196 Revision 1 of. "Farley Unit 2 Special Low-Power Tests Safety 
Evaluation. " 

a Uesttnghouse Electric Corp. 00/11/18. 47pp. 07841:091. 


8012030729 Informs that review of procedures s.jbmitted for conducting 
special low power test program has been completed 4 approval 
is expected prior to program start License will be 
conditioned to require results of special low power test. 

TEDESCOi R. L. Assistant Director for Licensing B0/tt/t9. 2pp. 
06506: 003 


8012150146 Forwards addl info requested by NRC re Reactor Sys Branch 
Duestion 210. 2. Concerns possibility of small break LOCA & 
time frame available to mitigate consequences during startup 
or shutdown. 

CLAYTON. F L. Alabama Power Co. 80/11/81. 3pp. 07240:070. 


6012050426 Advises that util response to HUREG-0737 is scheduled for 
aiOlGS, 

CLAVTDN.F.L Alabama Power Co, 60/11/36. tp. 07171:871, 


6012130615 Summary of 001030 meeting 'w/util 4 Dechtel re means by which 
power cables in containment are protected from overcurrent. 

Draft response to NRC Position 040 IS enrol. 

KINTNER.L, L Licensing Branch 2, 00/11/26. 54pp. 07107:001. 


8012190723 Forwards trip rept of 000707-10 site visit re review of 
seismic qualification methods. procedures & results for 
mechanical L alectrical equipment. 

KINTNER.L. L. Licensing Branch 2. 80/11/28. app. 07206:041. 

6013160007 Summary of 000631.0901 t. 1016 meetings u/utll at Site to 
review selected emergency operating procedures. 

KININErt. L, L Licensing Branch 2 60/18/01. 3pp. 07862:325. 

8018170409 Foriiiards "Process Control Program for Sample Collection 
Analysis fc Test Solidification using Cementr " FNP-0-RCP-800r 
App A. per Scctlrsn 2, C. 0 of License NPF-8. 

CLAYTON, F.L, ' A1 abama P ower Co. 80/12/03 ip. 07269:353. 


--3012170412 "Process Control Program for Sample Collection Analysis 1< 
Tost Solidification Using Cement," FNP“O*RCP-0OOi App A. 

» Alabama Power Co. FNP-O-RCP-800, 00/11/20. 11pp. 07269:354. 


8013100424 Provides commitment to Implementation of mods to auxiliary 
feedwatar In 1 tiation, i n response to NRC 801105 Itr. Unit 
operating procedures will be revised. 

CLAVTD.N, F. L. Alabama Power Co, 80/18/04. app. 07819:036. 


8018880485 Responds bo 800911 mB.mo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/rovlsod Agreement State burial site cond i ti ons. Forwards 
results of IE survey. 

0EN10N>H. R. Office of Nuclear Reactor Regulation. Director. 
80/18/04, 2pp, 


—8012320506 Forwards tabulation 5: summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed w/717. 
planning or considering increasing storage capacity. 

DANOART.R.L. Effluent Troat.ment Systems Drancb. 80/11/06. 8pp. 

0012830309 Forwards list of fire detection Instruments ii sprinkler sys 
to be included in App A Tech Specs issued w/full power 
1 icensa. 

CLAYTONiF.L. Alabama Power Co. 00/12/04. 2pp. 07311:110. 


—8012230312 Proposed App A Tech Specs Tables 3.3-12 k 3. 7-5, re fire 
detection instrumentation 6 sprinkler egs. respectively. 

* Arkansas Power k Light Co. 80/12/04. 9pp. 07311:118, 


6012t70)'60 Forwards info re nuclear power plants to be licensed Dee 
1980-Dec 1901 in response to request from Nuclear Oversight 
Comml ttee. 

MIRAGLlAi F, Licensing Branch 3. 00/ 13/05, 3pp. 


0013830461 Responds to 801105 Itr re alternate hot shutdown capability. 
Results ot design evaluation to meet lOCFRSO App R 
requirements will be provided for review & concurrence. 

CLAYTON.F.L Alabama Power Co, 80/18/05, Ip, 07318:281. 


0012840151 Notification of 001805 meeting w/Bechtel in Gaithersburg MD. 
to review drawings 4: design date for piping sys that 
penetrate containments as part of facility CL review. 

KININER.L.L. Licensing Branch 8. 60/18/03. 3pp. 07334:330. 


0012830463 Responds to request re max allowable leakage limits for sys 
O'Utside containment that may carry radioactive fluids 
fallowing ac c i dent. Limi t of 5 gpm proposed. 

CLAYTON.F.L. Alabama Power Co. 00/18/08. 2pp. 07312:888. 
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80125905^4 Sutnits #«es p«niJired for Tschi Spec cherse U amend to 
Lic«n$e (Ji»F-S 

CLAYTOM.F.L, Alabama Po.er Co. 80/15/10, 2pp. 07346:120. 


SOIS530")22 Responds to S Varga 000421 Itr re masonrg ua 1 1 a in Category 
1 e tr octore* . Uti I cor.i'nits to r e-eva 1 aot lor> of ua I I s by 
801219 to determine significance of design deviations. 

CLAVTO-V. F. 1 - Alabama Po.-er Cc. 00/12/12. Ip- 07312:261. 


3012590314 Forwards addl info re operability of la-incb containment 
mini-purge valvesi in response to NRC S0I219 telean 
CLAYTON. F , L. Alabama Pojer Co. 80/12/19. 29P. 07346:119 


Q Snspectian reports, IE Sulletins i: correspondence 


3012160031 Forwards IE Ir.fo Notice 60-37, “Containment Cooler Leaks t 
Reactor Cavity Flooding At Indian Point Unit 2.’' No written 
response required. 

0 'REILLY. J. P. Region 2, Atlanta. Office of the Director. 00/10/24. 
Ip. 07262.184. 


S0I21703Q0 Forwards Supp 1 3 to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment." No written response 
required . 

O'REILLY, J, P. Region 2, Atlanta. Office of the Director. 00/10/24. 
Ip. 07268:315, 


8012110701 Forwards IE Insp Reft 50-364/60-36 on 800915-17. No 
nonco-p I i ance noted. 

HURPHViC.E. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch. 80/10/23 2pp. 07225:063. 


— S012110709 IE Insp Rept 50-364/60-33 on 000915-17. No noncomp 1 iance 
noted Kajor areas inspec t ed . pre vi ous insp findings re IE 
Bulletins 79-02 & 79-14 

ANO.U. P Region 2. Atlanta, Office of the Director. HERDT.A. R. 
Region 2, Atlanta, Reactor Construction & Engineering Support 
Branch. 80/10/27. 3pp. 07225:065. 


3012170833 Forwards IE Info Notice 0O“38i ''Cracking in Charging Pump 
Casing Cladding." No written response requireri. 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 60/10/30. 
Ip. 07266:261. 


0012180017 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
is required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip, 03790:124. 

30S223C077 Forwards ]£ Circular 80-23, "Potential Defects in Deloit 
PouBT Sys Emergency Oanerators " No written response 
required. 

0'REILLY,J.F Region 2, Atlanta, Office of the Director, 80/10/31. 
Ip. 07313:249, 

3012110614 Forwards IE Insp Rapts 50-340/80-29 t 50-364/80-41 on 
800901-30. No noncomp I lane e noted 

LEWIS, R.C. Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 80/11/03. 2pp. 07226:177. 


— 0O12UO6SO IE Insp Septs 50-348/80-27 S, 50-364/80-41 on 800901-30. Mo 
noncompl iance noted. Major areas inspected : plant tours, 
pr e opera t i one 1 testing, Unit 2 plant testing status ti Unit I 
plant operations. 

BRADFORD, M. H, . MULKEY, J. P Region 2, Atlanta, Office of the 
Director. MARTIN, R.D. Regions, Atlanta, Reactor Operations 
Kuclear Support Branch. 80/10/31. Ilpp. 07226: 179. 


3012110745 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required 

O'REILLY. J. P. Region 2. Atta.nta. Office of the Director. 80/11/06. 
Ip. 07229:203. 


8015030830 Forwards IE Ir.fo Notice 80-40, "Eccessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepreseuritation " No written response required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. BO/11/07. 
Ip. 07150:077. 


3012180214 Forwards IE Insp Kept SO-364/60-44 on 801014-17. No 
noncor.pl iance noted. 

STOHRi J. P. Region 2, Atlanta, Fuel Facility & Materials Safety 
Branch 60/11/07. 2pp. 03792.006 


—8012180215 IE Insp Rept SO-364/80-44 on 801014-17. No noncompliance 
noted. Major areas inspec ted : rad iat ion protection L radwaste 
ng t. 

TROUP, O.L. Region 2, Atlanta, Office of the Director. QlBBONrA.F, 
Region 2, Atlanta, Fuel Facility i Materials Safety Branch. 

90/ 11/06. 4pp. 03792: OOB. 


3012030212 Forwards IE Info Notice 00-41, "Failure of Suing Cheek Valvt 
in Decay Heat Removal Sys at Davis Besse Unit 1." No 
response requ ired. 

O'RE ILLY, J, P, Region 2, Atlanta, Office of the Director. 00/11/10, 
tp. 07182:270. 


6012190196 Forwards IE Insp Rept 50-364/80-47 on 801028-30. No, 
none o.npliance noted 

STCHR, J.P. Region 2, Atlanta, Fuel Facility L Hatarlals Safety 
Branch, 90/11/13, 2pp. 07282:079. 


— 8012190202 IE Insp Rept 50-364/80-47 on 801020-30, No noncompliance 
noted. Major areas i nspec tod: rad lat ion protection ti radwaste 
ing t Including preop erat i ona 1 testing t, filter t adsorber 
testing. 

TROUP, O.L Region 2, Atlanta, Office of the Director. OIBSOM, A. F. 
Region 2, Atlanta. Fuel Facility 8, Materials Safety Drancb. 
aO/ll/13. 4pp. 07282 081. 


6012040206 Forwards IE Bulletin 90-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated u/cor rec t 1 ve actions. 

O'REIl-IY, J P Region 2, Atlanta, Office of the Direetor. 00/11/14. 
Ip. 07159: 121. 


8012030642 Requests addl info re Inservice Insp of pressure isolation 
valves List of valves included in testing program should be 
provided. Mechanical Engineering Branch position on insp 
ene 1 , 

TEOBSCO,R.L Assistant Director for Licensing. 60/11/17. 3pp. 
07198:227. 


3012110207 Advises that referral in 001031 cover Itr to IE Insp RoptS 
S0-348/S0-34 »/ 50-364/50-40 should be corrected to 
50-349/90-34 V 50-364/60-40. 

STOHR.J. P, Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch. 90/11/10, Ip. 07223:174. 


--3012110213 Forwards IE Insp Repts 50-340/50-34 L 50-364/30-40 on 
001006-10. No noncomp 1 iance noted. 

STOriR,J. P. Region 2, Atlanta, Fuel Facility i Materials Safety 
Branch. 00/10/31, 2pp. 07223: 076. 


— 9012110222 IE Insp Repts 50-348/90-34 L 50-364/90-40 on 001006-10. No 
noncomp 11 ance noted. Major areas Inspected: emergency 
p la.int ng, coord Inati on w/offs t te support groups It emergency 
facilities equipment L procedures. 

PEROTTl, D. J. , JENKINS, 0. R. Region 2, Atlanta. Office of the 
Director. 80/10/30, tOpp. 07223:170. 


0012110371 Provides info re health physics appraisal beginning 001201. 
List of NRC personnel L contractors requiring accett to 
protected areas end. 

O'REILLY, J. P, Region 2, Atlanta. Office of the Director. 00/11/19. 
3pp. 07224: 147. 


8012020395 Ac k receipt of 801015 Itr taking eiception to violation 
noted in IE Insp Rept 50-364/00-33, Disagrees 

w/ 1 nterp re tat 1 on of requirements for normal weld radiography 
per IE Bulletin 79-13. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch. 30/11/20. 2pp. 07143:210. 


— S012030397 Responds to NRC 600918 Itr re violations noted in IE Imp 
Rept 50-364/00-33. Refutes NRC allegation of deficiency. 

Density tolerance for wold acceptable since reading not 
indicative of general weld area. 

CLAYTON, F,L. Alabama Power Co. 00/10/15, 8pp, 07143:212. 


— 8019020400 Forwards IE Insp Rept 50-364/00-33 on 000025-27 t< notice Cf 
violation. 

MURPHY.C. E, Region 2, Atlanta, Office of the Director. 90/09/10. 
2pp. 07143:214. 


—8012020402 Notice of violation from insp on 000025-27. 

e Region 2, Atlanta, Office of the Director, 80/09/16. Ip, 
07143: 216. 


— 9012020404 IE Insp Rept 50-364/90-33 on 600825-27. Noncomp I ianc e not*f: 
for Held C-1 , rad iographed to meet IE Bulletin 79-13>ftlni 
density through base matl next to weld was more than SOX 
darker than density through darkest penetrometer. 

CROh'LEY, B. R. Region 2, Atlanta, Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction L Engineering 
Support Branch. 60/09/16. 4pp. 07143: 217. 
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G0t813001& Ack receipt of IE Insp Rept 50--364/GO-3a on 601036. No 
proprietary Info. 

CLAYTONi F. L, Alabama Po’jer Co 80/11/20. Ip. 03791:166 


8018040472 Forwards IE Bulletin 80~24. "Prevention of Damage Due to 
Water Leakage Inside Containment." Wi-itten response 
required . Requests Info on manpouier eipended 

O'neiLLYi J. P. Region 3. Atlantap Office of the Director, 80/11/21 
ip. 07163:339. 


S0120S0064 Forwards IE Bulletin 80-34. "Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 
requlr ed . 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/31, 
ip. 07173-230: 


0018030614 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

Q'REILUY, J, P. Region 3. Atlanta, Office of the Director. 60/11/34, 
kji. 07174:107. 


6012170400 Forwards IE Info Notice 60-39, Suppt li "Broken Studs on 
terry Turbine Steam Inlet Flange." No written response 
r equir ed. 

0 'REILLY: J. P. Region 3: Atlanta: Office of the Director, 0O/lt/26. 
ip. 07269:108. 


8018160385 Responds to IE Bulletin 60-21: "Valve Yokes Supplied by 
Nalcolin Foundry Co:lnc." No valve parts cast by Malcolm 
Foundry have been used at facilities. 

CLAYTO.t, F. U. Alabama Po-wor Co. 60/13/03. Ip. 07371:359, 


8012160611 Responds to IE Bulletin 80-23: "Failures of Solenoid Valves 
Mfj by Valcor Engineering Corp. " No Valcor valves used In 
safaty-re lated functions at facilities 

CUAVTO.'l, F. L. Alabama Power Co. 80/12/03. Ip. 07371:347. 


6012180379 Ack receipt of 801203 Itr Informing NRC of steps taken to 
eorroet violations noted in IE Insp Rept 50-364/00-33. 

HURPHViC.E, Region S> Atlanta: Reactor Construction 6 Engineering 
Support Branch. 80/13/lJ. ip. 03794:236. 


■8012180384 Responds to NRC 801120 Itr re violations noted in IE Insp 
Rapt 50-364/80-33. Corrective actionsiHeld C-1 radiographed 
y/aecaptable results. Rema I nlng porticos of feedwater welds 
will be radiographed per IE Bulletin 79-13. 

MCDONALD, R. P, Alabama Power Co. 00/12/02. 3pp. 03794:227. 


R. Psriodlc operating reports k related correspondence 


8013160396 Forwards monthly operating rept for Nov 1900. 

CLAYTO,N. F, L, Alabama Power Co 80/12/10. Ip, 07252:337. 


•8012160400 Monthly operating rept for N<iv 1980. 

HAIR9T0,N, W. 0, Alabama Power Co, 80/12/01. 4pp. 07252:339. 


S. Reportable occurrences. LEfts L related correspondence 


6012080512 Forwards LER 80-001 /01 T-0, 

CLAVTON.F.L. Alabama' Power Co. 80/11/26. Ip, 07143:266. 


— 8012020519 LER 0O-OO1/O1T-O; on a01112.water for lubrication t cooling 
of A train sve water pumps found to be provided by B train 
SVC water header 4i vice versa. Causad by design error. Design 
change to provide correct separation completed. 

HAIRSTON, H. 0. Alabama Power Co. 00/11/26. Ip. 07143:267. 


8012100556 Forwards LER 80-002/01 T-0. 

CLAYTON, F.L. Alabama Power Co 80/12/04, Ip. 07219:018. 


—8018100562 LER 00-002/01 T-0: on 801 126, dur ing insp on MSlVs, damage to 
valve disc bolt holes & disc arm bolting on throe downstream 
HSIVi d i scovered. Caused by design defic ieney. Design change 
will be implemented prior to initial startup. 

HAIRSTON. W. 0. Alabama Power Co. 80/12/04. Ip. 07219:019, 


60121508-35 Initial deficiency rept ra 000814 hydrogen dilution fan 2a 
trip. Caused by blade mounting bolt fracture, Fan hubs tt 
blades Teturnad to Joy Mfg Co for testing. 

CLAYTON,F.L Alabama Power Co, 00/12/08. 3pp. 07840:276, 


8012300627 Amends commitment in LER 79-017/01T to allow automatic rod 
control during any rapid load reduction event. Probab 1 1 i ty Is 
oitromely low that multiple rod drop event will occur u/o 
reactor trip concurrent w/rapid loed reduction event, 

CLAYTON, F.L. Alabame Power Co. 00/12/12. 2pp. 07359:242. 


6012300543 Forwards LER 80-003/01 T-0, 

CLAYTON. F L Alabama Power Co 80/12/23. Ip. 07361:341, 


— 8012300547 LER 00-003/01 T-0 . on 80 1 209. c one rete block walks found not to 
meet seismic operational requirements Caused by amission of 
portions of vertical reinforcing 4/or accompanying grout per 
original drawing. Correc ti ons to be approved. 

HAIRSTO.N, W 0. , Alahama Power Co 80/12/23 2pp -07361:342. 


V. Operator Examinations 


8012230476 Forwards addl info to S01023 Itr re prompt notification sysi 
meterolog i ca 1 criteria for emergency preparedness at 
operating nuclear plants !: clarification of min staffing 
requ irenents. 

CLAVTON.F.L Alabama Power Co. SO/12/16 6pp. 
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P Operating license stage documents 4 correspondence 


8012120066 Requests addl fees re 801010 Itr transmitting test 
confirmation rept on seismic qualification 4 801017 Itr 
requesting Tech Spec changes 

MIL! ER: If □ License Fes Management Branch. 80/10/30. 2pp. 
07231: 346, 


0012160050 Ltr to operating plant licensees, OL applicants I: CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Reques ts 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be ,-<et. 

EISENH-JT, D. G. Division of Licensing. 00/10/31. 7pp. 


80122P03S8 Ltr to all CP i QL holders for DWfls re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by G£ Applicable to all license applications 4 
proposed amends: Including core reloads 
ElSENHJTi D. 0. Division of Licensing. 80/11/04, 4pp. 


0012010421 Forwards Amend 19 to License HPF-5, safety evaluation 4 
notice of Issuance 4 aval labl I i ty . 

REID, R N, Operating Reactors Branch 4. 83/11/12, 2pp. 07095:093. 


— 8012010431 Amend 19 to License NPF-S, revising Tech Specs for fire 
protection sys to reflect addition of newly installed sys at 
facility as required by prior licensing actions. 

REID: R. U Operating Reactors Branch 4. 80/11/12, 7pp. 

07095:095, 


--0O12OIO43S Safety evaluation supporting Amend 19 to License KPF-5. 

a Office of Nuclear Reactor Regulation: Director. 00/11/12. 2pp, 
07095: 101. 


— 8012010441 Notice of issuance t availability of Amend 19 to License 
NPF-5. 

RElD:R.lf. Operating Reactors Branch 4. BO/11/12. Spp 

07095; 103 


6012220663 Ltr to all power reactor licensees forwarding riUftEO-0619, 
"BNrt Feedwater Notile 4 Control Rod Drive Return Line 
Noizle Cracking." Cor.f irp.at ion that implementation dates 
will be met must be sent within 45 days.tl/o end. 

EIBENH'JT, D, G. Division of Licensing 80/11/13, Ip. 


8012080607 Informs that refund has been authorized for 601015 Classes 
I i; II license amend application fees. Review of FSAR 
revisions not necessary 

MILLER: if, 0. License Fee Management Branch. 90/11/25. Ip 
07106:350. 


8012090385 Advises of co.Tpliance w/order for mod of licenses concerning 
environ qualification of safety-related electrical 
equipment. Comp 1 ete 4 auditable records file of environ 
qualification method per IE Bulletin 79-010 established 
KELLY, R.J. Georgia Power Co, 80/12/01. Ip. 07207:143. 


8012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation Inform lleensees of need to comply 
w/revised Agreement State burial site cond i ti ons. Forwards 
results of IE survey. 

DENTON: H R Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


-8012220506 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reac tors . Low level waste storage facilities 
have been ezpanded at 377. of reactors surveyed u/71'/4 
planning or considering increasing storage capacity. 

BAIiGART: R. L. Effluent Treat:mBnt Systems Branch. eO/Il/06. epp. 
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confiroat I on of to.Tipliance re items in NUREQ-0737, 
Action Piati Requirements.-' per tJRC 

€01031 rf<^uest. 

WIDNER.W.A Oeorq-ia Pfiuer Co, 00/12/15 9pp. 0731A;104 

Q^^Inspection reports, IE Eglletins i: cot pespcntfenee 

IE Ir.sp Pepts 50-*321 /0O-4O U 50-3i&/eo-<10 on 
B-oo?24-25. Wo noncompHanct fkoted 

*^l3nta, Feactoi' Construction I, Engineering 
Support Branch. eO/IO/22 2 pp. 0720i: 203. ’ 

--6012090917 !fc Insp Repts 50-321/50-40 t 50-366/Q0-40 on B00924-2S Na 
noneoirpl lanee noted. Wajof areas inspec ted: containment liner 
penelratirn ueids, foJ Jouup of none ocip 1 iances re inservlce 
inftp & c 8 rt i i c ^ t i on or* in^ppcloi's, 

Ree^nr’'^^ =' the Director. HERDT.A. R. 

egion “ JJtlanla, Reactor <. ons tr uc t ion i Engineering Support 
Branch 60/10/17 4pp 07306:205 err- 

of nuclear Reactor 

nagulatlon requesting approval of eiceptions to ANSI stds 
50-366/60-25"^’'“““"® '"®'' 50-321/00-20 k 

WIDNER, 14. A. Oeorgia Poyer Co. 60/10/23. Ip 07149:264. 

®^fie«?ar®ca!itu'’Rl’n'! "C » Cooler Leaks «, 

Reactor Cavity Flooding At Indian Point Unit 2, ■■ No written 
respai.se required wnccen 

lp”^^07240rL3 Office of the Director. 00/10/24. 


Responds to IE Bulletin 80-23 re solenoid valvos 
V7O9C0-21- 1,970900-21 -3 t V70900-21 -3, mf g by Vale or 
Engineering Corp. Valves not used at facilities. 

UlDtJEH, 14. A. Georgia Pewer Co 80/11/21. Ip. 07328:217. 

Foruardi IE Info Notice 60-42, "Effect of Radiation on 
n^oetyi Fluid, Wo written response required. 

07182 169 Office of the Director. nO/n/24. 

E0I21I0529 AeV receipt of 801113 Ur informing NRC of steps taken to 
noted in IE Insp Repts 50-321/80-36 k 

9D’'3o6/60— 36 

KURPHV.C^E. Region 2, Atlanta, Reactor Construction 6 EnginoerlnB 
Oupport Branch, 80/11/2* tp. 07236: 153. 

—8012110532 Responds to NRC 801027 Itr re violations noted In IE Insc 
Repts 50-321/00-36 t, 30-366/80-36, Corn ec 1 1 ve actions; flro 
protection 1: loss prevention audit conducted It fire watch 
e 9 tab 1 i s6 od 

NIDhtR.N.A Georgia Power Co. 80/11/13. 2pp. 07226:154, 

Forwards IE Insp Repts SO-331/80-36 k 50-366/80-36 on 
000916-19 & notice of violation 

/mm' f*® 9 ion 2, Atlanta, Office of the Director, 

80/10/37. 3pp. 07226: 156. 


80I2110S37 Notice of violation from insp on B00916-19, 

1!..,^*’’“” Office of the Director. 00/10/81. 

072^6: i 50 


Ip. 


0012170386 Forwards SuppS 3 to IE Siitletin 79-010, "Environ 
OvaUrication of Class IE Equipment, " ,(4o written response 
Tequir«d. ^ 

“p'^^'o726a;295 Director, 80/10/24. 

response to Items 1-6 of IE Bulletin 
79 013, Environ Qua J i fi cat i on of Class IE Equipment “ 

Response demonstrates that equipment Is capable of 
satisfying safety requirements. 

WIDNEfi.lf A. Georgia Power Co 80/10/31 SOOpp. 07134:320. 


3013170016 Forwards IE Info Notice 60 - 39 , 

Valves f1fg by Valcor Engineering Carp. ' 
or T<$pofi4(^ required. 

lp!”^‘o7a64: 130. of ‘h* Director, 00/10/31. 


“I«a I function of Solenoid 
No specific action 


^'’pfufrT eo-23. 'Potential Defects in Delolt 

Power Sys Emergency wenarators. " No written response 
required. 

“p”^ 07313 ; 234 the Director, 00/10/31. 

®°FoiJ2rfco°Inc''rVftL"M’®“" Supplied by tielcolm 

rovnori^ oo, me. rfiponse required 

?p ^*07325! 215."'’®’°" ■' 0'’'’“^ of the Director, 80/11/06. 

8012030957 Forwards IE Info Notice 30-40, "Excessive Nitrooen Eunnlu 

O'rIJmv response required. 

?p 07159:109, ®‘°" Atlanta, Office of the Director, 00/11/07. 

8012030333 Forwards IE Info Notice 00-41. "Failure of Swing Check Valve 
in Decay Keat Re.noval Sys at Davis Desse Unit 1 " No 
response required. 

?p"^*07l'e2 263 ■’ ^t^I^rta, Office of the Director. 80/11/10, 

Bulletin 00-23, "Failures of Solenoid Valves 
Hfg by Valcor Enginearlrg Corp," Requires estimate of 
manpoaer associated w/correct t ve actions. 

Ip"^*0715^to0. of the Director, 80/11/14. 

receipt of 801015 Itr t check in payment of civil 
penalty imposed by NRC 600934 order. 

STElLO.V. Office of Inspection i-. Enforce-nent, Office of the 
Director. 80/11/17. 2 pp 07145 312, 

BuiUtin 00-24, "Prevention of Damage Due to 
Hater Leakage Inside Canta 1 nmont. '■ Uritten response 
required. Requests info on manpower eipeatfed. 

?p"^*07i63; 334 <^tl4nta. Office of the Director. 80/11/31. 


— eoi2ll05j9 16 Insp Repts 50-331/80-36 ii 50-366/80-36 ori' 000916-19, 
Noncompliance noted : fai lure to conduct annual audit of ftra 
^ presence of nonfunctional fire doors, 
r ^ Region 2, Atlanta, Office of the Director, 

CnlJLQN,r. E. Region 2, Atlanta, Reactor Construction & Engin««rtng 
Support Branch. 00/10/21. 3pp. 07226: 159. 

8013170517 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
arry Turbine Steam Inlet Flange." No written response 
required. 

Region 2. Atlanta, Office of the Director. .80/11/26. 

ip. 07S68: 109. 

compliance w/order for mod of. licenses concerning 
environ qua I ir Icat i on of saf ety-re lated electrical 
equipment. Comp letc k auditable records file of environ 
'^«^hod per IE Bulletin 79-OlB established. 

K6LLV,R. J. Georgia Power Co, 80/12/01, ip. 

'E aulletin 80-24, "Prevention of Damage Due to 
wacer Leakage inside Containment (Oct 17,1980 Indian Point -C 
event). ' Containment insp for water leakage will be 
perfoired at first cold shutdown. 

KELLY, R.J, Georgia Power Co. 80/12/01. Ip. 07311.000. 

operating reports k related correspondence 

Forwards monthly operating rapt for Nov 1980. 
tlA.JrtY.M. Georgia Power Co. 80/12/10. Ip. 07310:053. 

— 8012230301 Monthly operating rept for Nov 1980. 

UNDERNCDD. P R. Georgia Power Co, 80/12/10. 9pp. 073tB.-094. 

!— ^ related correspondence 

8012010307 Forwards LER eO-t30/O3L-O, 

MAWY,K. Georgia Power Co. 80/11/30. Ip, 07092:142. 

"^^ou^hnaiH S°:‘3S/03L-0: on 801027, leakage on torus purge Inlst 
outboard isolation valve 2r48-F324 found such that test vol 
could not be pressur i led. Caused by worn 0 rings. Shaft ti 
rnmm},'',* ° rings Cleaned. O rings replaced. 

C0GCIN,C.L Georgia Power Co, 80/11/20. 2pp, 07092:143, 


8012010371 Forwards LER e0-t80/03L-0. 
MANnV.M, Georgia Power Co. 00/11/30. 


Ip, 07091:203. 


0OIIO2,HPCr sttam line pressure A logic 
^ autolsolate until Tech Specs exceeded. Cause unknoun. 

Further investigation planned. 

N1Z,R. T, Georgia Power Co. 80/11/20. 2pp. 07091:284. 

8012010306 Forwards LER 80-147/03L-0. 

MANRY.H. Georgia Power Co. 80/11/20, Ip. 07091:300. 
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— 8012010393 LEfI 00- 1 47/03L-0: on 80i0£9. 11 hydrogen <Jio«id6 

anelyiere 2-P33-P001A% D found inoporat ive, Cause unknown. 
Vendor k util investigating failure. 

NSX»R.T. Georgia Power Co. 60/11/20. 2pp. 07091; 301. 


6012010349 Forwards LER S0-146/03L-0. 

MAhlSYi H. Georgia Power Co 80/11/24. Ip. 07092:165. 


— 0012010357 LER 00- 1 46/03L-0; on 00 1 029. 0 » c e s s i ve noise l< vibration 
observed from IR43-S00ia. emergency diesel generator. Caused 
by scavenging air blower. Dlower replaced. 

NIX.R T. Georgia Power Co. 80/11/24. 2pp. 07092:166. 


0012020500 Forwards LER 30-145/03L-0. 

HAKHViK. Georgia Power Co. 80/11/26. Ip. 07140:117. 


■8012020507 LER 80-14S/03L-0 on 601029. standby svc water pump flow k 
dynamic head data found out of compliance w/ASIIE Code 
Section 11. Table IVfP-3l00-2 Cause not stated. Correct tve 
.Taint performed k pump retested. 

COOGIN.C.L Georgia Power Co 00/11/26 2pp. 07143:110. 


0012020511 Forwards LER Q0-149/03L-O. 

MAMRYj M. Georgia Power Co. 09/11/26. Ip. 07149:114. 


— 8012070516 LER B0-149/03L-O: on 801 101 . 1 ea k I ng RHR pump suction 
isolation valve 2E11-F004n prevented test vol 
prassuriiation. Caused by sei-atches on seat of valve. Valve 
seat polished to remove scratches. 

CQOOKl.C.L Georgia Power Co. 00/11/26. 2pp. 07140:115. 


--8012240205 LER ao-l SI /Oli. 0 )ii tiO 1 1 20 . c 00 r d i na t or reviewed data from 
031110 LLRT on primary feedwater isolation valve 2931-FOloa 
4; determined leakage rate ejcaeded leth Specs Caused by 
scratches on valve seat. Seat polished 

C03G1N. C L Gfroi’gia Power Co. 33/12/16 2pp. 07103:001, 


S012240297 Forwards LER 60-161 /03L-0, 

MANflV. M. Georgia Fewer Co, 00/12/16. Ip 07187:001. 


— 8012240304 LER 00- 1 61 / OOw-O vn 801126. eight relief valves. 2Q21-F013A~M. 
failed due to pilot seat leakage i high set pressure. Cause 
on deter .mined. Valves repaired 4 retested. 

COGGIK.C L Georgia Power Co 30/12/16 Ip. 07107:001. 


8012290240 Forwards LER GO- 1 58/03L-0 

MAtiRYiM. Osorgia Power Co, 80/12/19. Ip. 07341:167. 


— 8012290253 l.ER eO-158/03L-Q nn 901 1 26. d r yue 1 1 pneumatic return 
isolation valve 2P70-F020 found lealing at 6589 acem. Caused 
by scratches on seat of valve probably due to valve closing 
on debr i s, Scratc hes removed. Rates t successful. 

C0G0II4. C t. Georgia Power Co 83/12/19. 2pp. 07341:168, 


Q01229025B Forwards LER 60-1 59/03t.-0. 

MAtWY.M. Georgia Poiiier Co. G9/12/19, Ip. 07341:174. 


— 0012290266 LER 80-159/C3L.-0 on 901126, engine for diesel generator 2C 
failed during testing. Caused by broken cotter pins which 
lock connecting i'od fiuts in place. Fol lowup rept to be 
subimitted when generator repaired, 

mX.R.T, Georgia Power Co. 80/12/19. 2pp. 07341:175 


SO 12090371 Forwards LER e0-l52/03L-0. 

HAf/HV.II. Georgia Power Co. 80/12/02, Ip. 07203:004, 


•G012090377 LER aO-152/03U-0; on 001 104. review of test results Indicated 
escessive leakage from RHR min flow valve 2Ell*"F007A HPCI 
torbina oihaust valve 2E41-F049, Caused by faulty closing of 
valve 261 1-F007A. Valve 2E41-F049 leak cause undetermined. 

COOGIN.C.L Georgia Power Co. 80/12/02 2pp. 07203:005. 


0012290740 RO: on 001031. at 1400-h it was determined that smote 
detectors were not Installed per NFPA Coda 720. Cause not 
1 tated. Analy 5 is boing made of all detection sys 4 design 
wort for affected sys initiated. 

HANKY. M. Georgia Power Co. 80/12/04. 2pp. 07342:339. 


6012150104 Forwards LER 80-154/03L-0. 

MANRVi H Georgia Power Ca. 80/12/05. tp. 07241:145. 


--9O1215O107 LER B0-154/O3L-0 on GOl 106, during cold shutd own. tests of 
primary feedwater isolation valves 2B21-F010A 4 2C21-F077A 
revealed that total leakages eicaeded Tech Spec limits. 

Caused by scratches on valve seat. Valve seat polished. 

COOGIN.C.L, Georgia Power Co, 60/12/05. 8pp. 07241:146. 


8012150189 Forwards LER B0-153/03L-0. / 

MANRY.M. Georgia Power Co, 80/12/05. Ip. 07241:087, 
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A. Ap p I i ca t i on /c cos true t i on stage documents 4 correspondence 

8012160050 Ltr to operating plant I i cense os. Ol. applicants t< CP holders. 
Forua.ds NUREO-0737 re Tfll action plan requ irements, Renue sts 
operating reactor licensee confirmation in 45 days that 
Enel 1 I np I ementat ion dates will be met. 

EISENK'JT, D. 0 Division of Licensing. 80/10/31. 7pp. 


8012220350 Ltr to all CP 4 CIL holders for BW.Rs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by OE. App 1 icab lo to ail license applications k 
proposed amonds. inc lud mg core reloads. 

EIEEI-IKUr, D. G. Division of Licensing, 00/11/04. 4pp. 


8012020695 Forwards balance of documents discoverable pursuant to 
800918 request for product i on. Privi leged t otnmonica 1 1 otis not 
included. 

OOLfiBERO, S. C. Hearing Branch 2. 30/11/20 3pp. 06596:003, 

—8012080703 Forwards 700330 rept. "Hydrogeological Evaluation of Const 
Oowateri ng, " W/o end. 

OOllN.R. J. Northern Indiana Public Service Co. 70/04/03. 2pp. 
06SB6: 003 


— B0121S0195 LER 0O-1S3/O3L-O: cn 801 107. during cold shutdown. test of 
reactor core Isolation cooling turbine eshaust isolation 
valve 2E81-F040 revealed that leakage exceeded 10CFR50. App 0 
acceptance criteria Caused by scratches on valve seat. 

COGOIN. C L. Georgia Power Co. 03/12/00. 2pp. 07241:000, 


3012170639 Forwards LER 80-155/03L-0, 

MANHY.M. Georgia Power Co, 80/12/09, Ip. 07264:105. 


•8012170637 LER aO-lS5/03L-0: on 001 1 11. RHR test line isolation valve 
2F11-F024D k condensate drain isolation valve 2B21-F16 found 
to be leaking. Cause unknown, I nvestigat Ion underway. Valves 
ulll be repaired prior to startup. 

COOGIN.C.L. Georgia Power Co. 80/12/09. 2pp, 07264:106. 


0012230542 Forwards LER 8C-156/03L-0, 

MANKY. t1. Georgia Power Co. 03/12/11. Ip. 07316:304. 


— 8012230549 LER a0-l56/03L~0: on GOl 1 13, determined RHR return inboard 
k. outboard th erma I . e k pans i on bellows leaking in eitess of 
spec. Caused by cracks in test connection tub ing. Re tea t to be 
performed. 

CaOGIIl.C.L, Georgia Power Co 00/12/11, 3pp. 07316:305. 


8012340200 Forwards LER 80-151 /OaL-0, 

MANKYc H. Georgia Power Co 60/18/16. Ip. 07183:001. 


•0012070718 Discusses revisions to dauatering p rogram. Proposed plan 
provides reasonable approach to deuatering problem, 

3ALLARD. R. L. Environmental Projects Branch 1. 79/10/17, Ip. 

O6S06: 003. 


--0012020720 Discusses proposed const dewatering monitoring program 
transmitted by Natl Park Svc, IN Dunes National Lake 
Shore. 

BALLARD, R. L. Environmental Projects Branch 1. 79/11/06. 2pp. 

06586: 003 


— 8012070750 Ant receipt of 791001 ltr k attached documents re proposed 
plan for Lakeshore const 4 dewatering ac t Ivlti as. W/o and 
evaluations. 

BALLARD, R L Environmental Projects Branch 1. 79/18/14. Ip. 

065B6; 003 \ 


— 7907030173 Seeks approval of plan to formal iie Interlim organl latlona I 
structure to deal w/impacts of TMI I ne id ent. us ing resources 
k priorities within of f ice. Forwards task dascr ip tion. ti chart 
of org an ii at ions true tune. 

DEtirOtfi H. R Office of Nuclear Reactor Regulationi Director. 
SECY-79-34 4. 79/05/19 33pp, 0-0273: 193. 


— 0002220053 Submits comments 4 ree ormenda t i ons re util 791227 ltr 4 
800131 meeting w/Natl Park Sves, USG5 4 util in Indianapolis 
IN. Util proposed changes to monitoring 4 ml tlgati on program 
shouldbedlsapproved. 

IIOLhtAMi U. O. Hydrology hletaorology Branch, 80/02/09, 2pp. 
02404: 335. 
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6013030311 ForuAi'ds rs^uvst rov info in order to conplete 

evaluation of renueifc for eiteniion of fatilitij 
TEDESCO.fi L Aisistant ['ire^tor “for LJcPTisiDg. 0O/ll/«l 
07196 2hB. 


5pp 


--e0130?07S3 Discu^ues proposed const dewatering monitoring program 
transmitted by Natl Park Svc#lW Dunes National Lake 
Eh ore 

BALLARD. R. l.. Environmental Projects Branch 1. 79/11/06. app, 

06536: 003. 


3012230032 Forwards request far add 1 info re CP ertension request to 
update evaluation of need for power t: 4 o c i oe : onon i c ef f e c ta 
of const activity durinj period ef request eJ et tens i on. 

TEUESCO.R L Division of Licensing 80/U/21 BpP 07311 216, 


8012020427 Requests that Latest date for compUtion of const be 
eitended to 091201 Certificate of Svc sncl, da Ann 

SHCRB. E 11 Northern tnuana Public Service Co. SO/tl/26. 6 pp 

07148: 274 


6012300636 "Effects of Dewatering on 
MILLARD. 0 Indiana Oniv OEIS.J 
of Environ Sc i i Forestry. OuSON. 
SO/U/26. I 6 pp, 07359:051 


IN Dunes Matl Lakeshore. ■’ 

W. New York. Slate Dntv. of. College 
J. aaSi Ridge National Laboratory. 


—6012300644 Forusrds. 001202 1 tr for info. Copies of any response made to 

'vQLLEIl. R. J. Businessmen for the Public Interest. 80/12/12. Ip. 
07356 067. 


— 801QOR0750 Ack receipt of 791001 1 tr L attached documents r« proposed 
plan for Lakeshore const t. dewatering ac t i vi 1 1 ea. W/o end 
e va 1 u a t i on 5 

BALLARD. R. L, Environmental Projects Branch t. 79/12/14. Ip. 

06536: 003 


— 7907030173 Seeks approval of plan to formaUie Interim organiiati onal 
structuro to deal u/impacts of TMI incitfent.uslng resources 
{< prio.ritles within office Forwards task descr ip t ion. 6 chart 
of organiiation structure. 

OENTDU. H. R, Office of Nuclear Reactor Rogulatlpni Director. 
5ECV-79-344, 79/03/19, 33pp. 00273: 193. 


— 8002220053 Submits comments it reeom.nenda t i ons re util 791227 Itr Si 
800131 meeting lu/Nat 1 Park Sves. LiBOS it util in Indianapolis 
tN. Util proposed changes to monitoring 6 mitigation program 
should be d isapproved. 

HULIiAN. L. 0. Hydro t ogy Meteorology Branch. 80/02/08. Bpp. 

02404: 335. 


6012090310 Requests status of Commission review of util revised 
dewatering plan t proposed use of shorter pilings at const 
site 4 status of hearing re CP renewal, 

DICKENSON. R. E In ter ior . Dap t 0 f r National Park Service. 80/12/02 
ip 07201:115. 


8012100066 Response to OE motion for protective order w/respect to 
notice of dep 0 s 1 1 j o n. Mo t i on should be denied 4 O'Rourke 
required to appear for deposition. Certificate of Svc encl. 

VOLLEN, R J, Porter County Chapter Intervenors. VOLLEN. R, J. Voller. 
R. J, BO/Il/24, 6 pp. 07219: 099. 


0012160150 Notification of S0I210 meeting w/MarV 11 owners group in 
Betl.esda.MD to discuss status of improved chugging load 
proQF-a.?-. 

A^4C£RJ5014f C. Oeneric Dranch. SO/12/02 Ip. 

0012160032 Notification of S0l2t? m»eting w/Hark 11 owners group in 
Dethesda.tiP to discuss suppression pool temp limit. 

SU.T.M. Generic Issues Branch 80/12/05. Ip. 


8012240150 Forwards response ta NfiC 801121 questions re CP estension 
request. Resp onses predicated upon 1989 completion date per 


util 931126 Ur. 

8 HDRB. E. H Northern Indiana Public Service LO. 


60/12/iB 


57flp. 


8012110314 Response in opposition to Porter County Chapter Intervenors* 
motioii to suspend litigation proceed ing s. Sing le legitimate 
concern re discovery does not justify def erra 1 , Cert if icate 
of Svc encl. 

SHEAiK.H. Lowens telfii Newman. Re is. Aie irad 4; Toil. 8HEA.K.H. 

Northern Indiana Public Service Co. 80/11/25, 6 pp. 07223:110. 


8012020695 Response supporting Porter County Chapter motion to SuepeOid 
Further litigation pro.c eed Ings. pend ing AEL 8 order. 

Certificate of Svc encl. 

RAPKIN, A. Illinois. Stats of. 80/11/26. 3pp, 07147:279. 


8012020690 Notice of appearance in proceed Ing. Cert 1 f Icate of Svc encl. 
RAPKIN.A. Illinois. State of. 80/11/26. 4pp. 07147:202. 


F Security, medical, emergency 4 fire protection plans 


80120'lOSjg Public version of ■' ! ndependant Assessment of Evacuation 
Tines f-ar Pailly Nuclear Power Plant. '' Vok 2, prepared for 
FEfl.A 

CDSBY. J. C , SHEPPARD. U V , BANCROFT. J. R Wilbur Smith 4 Associates. 
80/06/30. Sapp. 07159 336 


0012040065 Forwards public version of 'Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones." 
esecutive summary. 

FElTQN. J. II. Division of Rules and Records 80/12/03, Ip. 


— 8012040089 Public version .if "Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones." executive 
summary, prepared for FEMA. 

a Ultbur Smith 4 Associates, 80/06/30, 17pp, 


8012190543 Response In opposition to Porter County Chapter Intervenori 
IPCCn motion to suspend CP extension proceedings. PCCI will 
be grai.ited opportunity to conduct full prehearing 
pr e para 1 1 on. Cer t i f i c a te of Svc encl. 

GOLODEHO. 8 . C. Hearing Branch 2. 80/12/02. lOpp. 07280:118, 


8012230009 Corrects NRC 80'1202 response to Porter County Chapter 
Intervenors' motion to suspend litigation proceed ings. Date 
in last line of Page 4 should read 1989 not 1979. 

QLMSTEAD, U.O. Hearing Branch 4, 80/12/03. ip. 073 H : 168, 


6012290181 Response to AELB B01120 order re d iscovery. Adopti OE 
response 4 objections per vendor 001014 motion 6 601111 
opposing answer to Porter County Chapter second motion to 
compel.il/Cerfclficate of Svc. Related correspondence. 

EICHHORUiW H Northern Indiana Public Service Co, EICHHORN. H. H. 
Eichhorn. Elchhorn 4 Link, 80/12/03. 4pp, 07344:172. 


--S01204'0155 Public version of progra.-i rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vo 1 
li prepared for FEMA 

COBBY. J.C. Wilbur S.ni th t. Associates. 80/06/30, 43pp, 


0. Adiudicafcory correspondence 


512020695 Forwards balance of documents discoverable pursuant bo 
300919 request for produc t i on. Pr i vi leged communications not 
ncluded. 

DL03EH0.3.C. Hearing Srsneh 2 00/11/20. 3pp. 06586:003. 


012020703 Forwards 700330 rapt, "Hydrogeological Evaluation of Const 
Dewatering." N/o end. 

BOKN. R. J. Northern Indiana Public Oervice Co. 78/04/03. 2pp. 
06596 003 


-8012020719 Discusses revisions to dewatering program. Proposed plan 
provides reasonable approach to dewatering problem. 

BALLARD. R. L. Environmental Projects Branch 1. 79/10/17. Ip. 

56SD6: 003. 


B012290535 Fowards suppl to 800608 request for CP suspension or 
revocation based on necessity of consideration of whether 
surrounding population can be evacuated in time in event 
of nuclear accident. 

CQHNiD.B. Gary. IN CQllN.D B, Pub 1 ic C i tt ten Li t i gabion Group. 
80/12/04. Ip. 07332 276, 


"8012290533 • Sup p 1 to 800605 requests to suspend or revoke CP. 
Evacuation issues are especially suited to site feasibility 
determination for case by case eons Ideratlon. Certificate 
of Svc encl. , , 

COH:!. D, B. I SCHULTZ. MR Oary. IN. COHN. D. B. Public Citljen 
Litigation Group. 80/12/04. 12pp. 07332:277, 


9012290335 Response in opposition to petition for revieu of ABLB 
B 01120 decision denying petition to intervene filed by 
City of Gary. IN. Uni te d Steelworkers of Atnerlea Local 6787 *< 

Save the Dunes Council et al. ll/Certif icate of Sve. 

SHEArK. H. Northern Indiana Public Service Co. SHEA.K.H. 

Louens to i n. Necvmar . Re i s 1 Axe 1 rad 4: Toil. 90/12/18. llpp* 0734S; 038. 


0012310439 Addl coisjnenti on City of Gary. IN request for action undip 
10CFR2 206. Since nuc I ear ace Iden t Is impossible in const 
stage, de fie iency in emergency planning could not constitute 
threat to pub I le , Cer t i f iea te of Svc end, 

EICHH3RN.il. H. Northern Indiana Public Service Co. EICHHORN. W. H. 
Eichhorn. Eichhorn Link, 00/12/22. 6pp. 07370:215. 
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SlS-SOOOll Forwardi Comptroller General B01S03 opinion stating 
proceilura) assistance in adjudicator^ licensing proceedings 
uas not partni 3s i t> le under lau, 

OdLODCRO, S. C. Hearing Dranch 2. 90/12/23 Ip. 07356:101. 


31S2900S9 Memorandum >y order denying State of IL & Porter County 
Chapter Interveners nouily filed Contentions R— 1 l~9 & 13 
re need for EtS t: contention re merits of short pilings 
proposal . 

CHOSSK/llii H. Atomic Safety and Licensing Qoard Panel. QO/12/24. 
7pp. 07343:041. 


Inspection reports> IE Sulletins L correspondence 


L Congr ess ional /Erecu ti ve Correspondence 


S012020334 Responds to 761216 Itr eipressing concern re const of 
facility adjacent to IH Dunes Natl Lakes hare. AELD 740405 
decision concluded that const jould not result in 
substantial environ harm 

ROHDEJli II. /i C omnii 5 s i oner s . 77/02/09 3pp. 07130:359. 


— 6012020639 Espresses concern re const of facility adjacent to !M Dunes 
f/atl Uakesho r B. Ser ious concern eiists re adverse impact of 
facility on Coutes Dog. 

RUPPEiPE Mouse of Rep.. Interior t Insular Affairs. 76/12/16. 
2pp. 07141:013. 


012170656 Foryards IE Info Notice 00-37. "Containment Cooler Leaks L 
Reactor Cavity Flooding at Indian Point Unit 2. " No written 
response required, 

KEPPUERi J, 0, Region 3. Chicagoi Office oi the Director. BO/10/24. 
ip. 07266: ">53, 


01202D743 Foriuards three Performance Appraisal Dranch insp repts fc 
mg t evaluation tree u/user guide so that facility can 
compaie program to program already reviewed 6 make 
appropriate ad justments, If/o end. 

KCPPLEHi J, O. Region 3i Chicago. Office of the Director. 00/11/18. 
4lpp, 


012040644 Forwards IH Oulletln 80-24. "'Prevention of Damage Due to 
Ifatnr Laakago Inside Cotitainment. " No written response 
raiqulTf d. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 90/11/21. 
2pp. 07165:345 


012080066 Foruards IE Info Notice BO-42. "'Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director, 80/11/24, 
3pp. 07182; 2ia. 


DOCKET 50-369 ARKANSAS NUCLEAR C;JE. UNIT 2 


F. Security, rriedlcat. emergency i: fire protection plans 


8012100694 Advises of interim li'CFRSO. 49 suspending campletion dates 
for fire protection mods previously approved by NRC Rule 
beca.re effective upon publication in 801029 FR (45FR7l569i. 

Revised 10CFR5O. 40 6 App R will supersede interim rule. 

EISENHUT. D. G. Division of Licensing, BO/ll/14. 5pp, 


9012240101 Submits status of NRC review of facility fire protection. 
Updated status of fire protection items is needed for 
application of App R. Schedules for imp 1 emen t at i on enc I 
KARTINiB.E, Operating Reactors Branch 3. 80/12/04. 4pp. 

07324: 330, 


9012890433 Releasei public version of util emergency plan, 
FELTON. J II Division of Rules and Records. 80/12/16, Ip. 
073J9: 084, 


— 8018290438 Public version of amended emergency plan. Rev Ision SB. 
■s Arkansas Power 1; Light Co. 79/04/16. SOOpp. 07339:085. 


1012300/08 Responds to IE Sul let in 80-81. “Valve Yokes Supplied by 
Malcbim Foundry Co. Jnc, No active valves lu/parts cast by 
fcundry Iti use in saf e ty-re lated sys of f ac i 1 1 ty . Res ponse 
ulll be completed by 920104. 

SHORO.E. K. Northern Indiana Public Service Co. 80/11/25. ip. 
07359:298. 


30'12I7'0533 Forwards IE Into Notice 80-29, Suppl 1. '"Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
requ ired , 

KEPPLEfi.J.G. Region 3, Chicago, Office of the Director, 60/11/26, 
Spp. 07268: 136. 


1. Periodic operating reports 6 related correspondence 


1012030583 Forwards Info re well charts for 001112-19 U Bailly wells 
w/d T ecordersi pond 1 eve 1 s. pneumat ic pressure transducers, 
water meter readings l DSOS wells for G01I19. Sump pumps 
turned off for routine maint on 801113 

BOHN, R. V, Northern Indiana Public Service Co, BO/ll/25. 32pp. 

07151; 184. 


3012090182 Forwards well charts for 001 1 19-26. Ba i 1 ly walls w/o 
Teeerdersi pond leve 1». pneumatic pressure transducers, water 
metir readings 6. USDS wells for 901126. 

BOHfl. R.J. Northern Indiana Public Service Co. 80/12/05. 33pp. 

07187:001 


8012190130 Forwards "Sumner 19B0 Quarterly Rept:Qailly Nuel*ar-t Site 
Encompassing Jut-Sept 1900." No discernible effects to 
enviren found due to const of facility. 

PURCELL. J.F, Northern Indiana Public Service Cct, 80/12/05. Ip. 
07274:072 


-8012190134 “Summer 1980 Quarter ly ReptiBailly Nuclear-1 Site 
Encompassing JuJ-Sept 1900,'" 

■* Teras Instruments. Inc, 90/11/30. 600pp. 07274:073. 


8012160513 Forwards uieli charts for 801 126-1203, Bat 1 ly wells w/o 
reeordersi pend levels, pneumatic pressure transducers. water 
meter readings, «. USG8 wells for 80l203.Clock stopped for 
Mali 20. 

BOHNiR, J. Nortborn Indiana Public Service Co. 80/12/12 32pp. 

07263: OS'?. 


9012240431 Forwards well charts for 801203-10, Ba 1 1 ly wells w/o 
recorders! pond leve Is. pneumatic pressure transducers, water 
meter readings 4t L'SGS wells for 801210, 

DOi-m.R.J. Nurthern Indiana Public Service Co. 80/12/19, 32pp, 

07328: 073. 


0, Ad judi cator y correspondence 


0012030472 Requests hearing on issue of whether all safety-related 
electrical equipment should be environmentally qualified in 
accordance w/Ofc of Nuclear Reactor Regulation guidelines or 
NUREo-osaa, 

REYNOLDS. N, S, Debcvoise t Liberman. 80/12/04. 2pp. 07184:282, 


P Operating license stage documents S: eo rrespondenee 


0012020753 Forwards seismic qualifications of autiiiary feedwater sys 
in operating PURs 4 describes program NRC is undertaking 
to review capability of operating PiJfls to remove decay 
heat following earthquake, 

E I6EiiH'JTi D.G. Division of Licensing. 80/10/21, 4pp, 


6012160050 Ltr to operating plant licensees, QL applicants ti CP holders. 
Forwards NL'REO-0737 re THl action plan requ Iremen ts. Reques t s 
operating reactor licensee confi rtna t£on in 45 days that 
Enel I implementation dates will be met. 

EISENH'JTi D. G. Division of Licensing. 80/10/31. 7pp. 


0012250563 Ltr to all power reactor licensees forwarding NUfiEG-06t9. 
"BNR Feedwater Noiile I; Control Rod Drive Return Line 
Notile Cracking. " Confirmation that Implementation dates 
will be met must be sant within 45 days. N/o end, 

E ISENHUTi D. O. Division of Licensing. BO/ll/13. Ip. 


8012030939 Forwards Performance Appraisal Branch repts h. mg t evaluation 
trae 6 user's guide. Info providled to ensure that licensees 
have opportunity to review strengths ft weaknesses for 
program app 1 tcab 1 1 tty, U/o ends. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 80/11/14. 
ip. 07149: OOa. 


i0t2090t06 Forwards Amends 49 6 tB to Licenses OPR-51 6 NPF-6! 
respectively L notice of issuance It. availability 

~~ ~ ' riew A* »V k esei nrjmrh 


oertn. a u 






—3012090110 Amendi 4G 19 to Licenses DPR-51 ti resp^ect 1 vel Vi 

Includitig renu Iren exit to r>a(ntain safejuards contingencg 
plan ta be l»np lein« nt©d within 30 dai/s Cofflniasiofi 
ap pro ya K * 

REID!R.lf. Operating Reactors Branch 4. SO/ll/19. 4pp. 

07199: 193. 


--8012090'H5 Notice of issuance 1; availability of Amends 40 it IB to 
Licenses DPR-51 J NPF-6t respec 1 1 ve 1 y. 

REID.R.H Operating Reactors Branch 4. BQ/iI/19 2pp. 

07199; 197, 
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e0l2140iO7 Foruai-di requests for addi info 4 positions resultinp from 
revieu cf util 800131 response to fi:>?C 79110fa Itr on 
suiiliarv feeduater sys. Questions based on HRC revieu of 
recent operating eiperience end. 

CLAQK.R.A Operating Reactors Branch 3 00/11/24, 10pp. 

07261:239 


601208051S Forwards drawings indicating mods to Jou temp 
ovarpressurs lation sgs design I logic<per 7710J1 Itr re 
Amend 1. Section 2F to License ldPF-6 

TRIKBUE.D.C. Arlansas Power 4 Light Co. 60/12/01, 4pp. 07IB2;109, 


5012150097 Forwards proprietary t: nonpropr le t arij versions of CEN-123(A) 
"Statistical Cor.bination of Uncertainties, '• Describes 
methods used to combine sgs parameter uncertainties In 
thermal margin analyses for Cycle 2. 

TRIHELE-O.C Arkansas Power i Light Co. 80/12/01, 2pp. 07.241:220, 


— B01215009S Af f i davi t supporting proprietary treatment for CEN-i39< A)-P« 
'Statistical Combination of Uncertainties. . '• 

SCHSREfl.A E. Combustion Engineering. Inc. 80/11/13. 5pp, 

07241:230. 


— 8012150101 "Statistical Combination of Uncer taint i ei : Comb inat 1 on of 
Sys Parameter Uncertainties in Thermal Margin Analyses for 
AR t.'uclsar One Unit 2, " Proprietary version withheld (ref 
10CFH2. 790 ) 

* Combustion Engineering. Inc CEN-139iA)-NP. aO/11/30. 6Spp. 
07241.233. 


8012090174 Submits info re flushing operations on containment cooling 
un i ts. Inc lules mai water temp used during high temp 
flush ing> duratl on of flush, descript i on of hou water tenp (i/as 
monitored t description of flushing sequence used. 

IRIMDLE.D, C, Arkansas Power 4 Light Co 80/12/02. 2pp. 07200.129. 


8012090180 Forwards figures referenced in 001031 submittal of 
proposed Tech Spec changes re hydrogen-oiygen 
concentration limits in waste gas sys. Figures uere 
inadvertently omitted at time of submittal. 

TRIMBLE.D.C. Arkansas Power J Light Co, 80/12/02, 3pp. 07207:100, 


8012100074 Notification of 6012Q3 meeting w/util in BethesdaiHO to 
discuss requirements for environ qualification of safety— 
related electrical equipment, 

MARTIN. R.E, Operating Reactors Sranch 3. 80/12/02. 2pp. 

07219:106 


8012220435 Responds to 000911 me.T.a requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site cund 1 tions. Forwards 
results of IE survey. 

DEhllON. H. R. Office of Nuclear Reactor Regulation, Dlreetar, 
80/12/04. 2pp, 07299:205 


8012220506 Forwards tabulation 4 sumrary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been etpanded at 37K of reactors surveyed u/713{ 
planning or considering increasing storage capacity. 

BANSftRT,R. L. Effluent Treatment Systems Branch. 80/11/06. 0pp. 
07299:207. 


801^290496 Inforins that 800919 topical rept re qua 1 i f ica t i on of reactor 
physics methods for application to PURs has been determined 
to contain proprietary info it will he withheld as requested. 

REID.R.M. Operating Reactors Sranch 4, 80/12/05, 3pp. 07335:159, 


801tf30073B Requests Plant Sys 4 Core 4 Containment Sys Branch review 
of end info re util core reload app I Scat ion, to identify 
potential problem areas. Feedback should be provided re 
Identity of reviewers 4 meeting of listed schedules, 

NOVAh.T.H, Assistant Director for Operating Reactors. 00/12/03. 
7pp, 07359:275 


B012300340 Agresi to eitension until 031205 for plant safety committee 
to become operational 

CLARK, R, A, Operating Reactors Branch 3, REID.R.M, Operating 
Reactors Branch 4. 80/12/10. 2pp, 07358:361, 


)ia230200 Svb.Tilts add I info requested in B00BO5 Itr re fracture 
toughness of steam generator 4 reactor coolant pomp 
Supports.Hlll test repts on grade of ASTM A-2B3 used for 
lugs not available. 

TRIMBLE, D. C. Arkansas Power 4 Light Co. 80/12/16. 7pg, 


IU230482 Sumirariies util concerns re NRC 601024 order for mod of 
licenses requiring environ qualification of Class IE 
electrical equipment by 820630. Requests hearing to resolve 
concerns re implementation methods. 

CAVANAUGH, U, Arkansas Power 4 Light Co, B0/12/i&. Spp. 07312:207, 


8012290160 Forwards coiiimi tments to ThtI action plan rcqulr oments per 
hlUREO-0737. Sh i f t technical advisor training program 6 
procedures to verify correct performance of operating 
activities will be completed by QlOtOt, 

CAV.ANAUCH, IJ. Arkansas Power 4 Light Co. 80/12/19. i2pp. 

07339: 242, 


3. Inspection reports, IE Bulletins 4 correspondence 


8012120174 Responds to IE Bulletin 0O-19, "Failure of Merc ury-Hettid 
Matrls Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-£. " Util does not use specific 
relay in logic ma trices. 

TRIMBLE. D. C. Arkansas Power 4 Light Co. 00/00/00. Ip. 07236:163. 

8012120156 Responds to IE Bulletin 80-10, "Haint of Adequate Kin Flow 
Thru Centrifugal Charging Pomps Following Secondary Side 
High Energy Line Rupture." Facilities are adequately 
designed to maintain HP I pump cooling. 

TRIMDLE.O, C. Arkansas Power 4 Light Co. 80/09/22. Spp. 07240; OID. 


0012290597 Requests ektensian until 610101 for response to IE Bulletin 
79-OiniSuppl 2, "Environ Qualification of Class IE 
Equipment," If request cannot be granted Informal ly, NRC 
requested to treat Itr as application' to amend OL. 

CAVANALIOH, M. Arkansas Power 4 Light Co. 00/10/09. App. 07299:822. 


S012120099 Responds to Item 2 of IE Bulletin 79-17, Revl s Ion 1, "Pipe 
Cracks In Stagnant Borated Water Sys at PWR Plants." 

Required piping insps completed 601010. Ur i tten rapt ulll 
be submitted by 001109. 

TRIMBLE, D.C. Arkansas Power 4 Light Co. 00/10/16. Ip. 07231:337. 


0012120305 Forwards IE Insp Rapts 30-313/00-10 & 50-366/00-18 on 
000922-26 4: notice of dovtatlon. 

MADSEN, G. L. Region 4> Dallas, Reactor Operations Nuclear Support 
Branch. 80/10/20. 2pp, 07231; 297, 


— 8012120311 Notice of deviation from insp on 000922-26, 

» Region. 4, Dallas. Office of the Director. 00/10/17. Ip. 
07831 : 299, 


•8018120326 IE Insp Repts 50-313/00-10 4 30-368/00-lD on 8009fe8-a6. 
None omp 1 iance noted : samp I ing program not established per IE 
Bulletin 80-10 response commitment. 

DEAN, S, I HUNNICLtTT, n. M. Region 4, Dallas, Office of the Director. 
GAOLIARDQi d. E. Region A, Dallas, Reactor Operations Nuclear 
Bupport Branch. 80/10/17. App, 07231 ; 300, 


8012120191 Responds to IE Bulletin 00-15, "Possible Loss of Emergency 
Notification Sys (ENS) w/Loss of Offsite Power. " Test 
verified that all extensions remained folly operable from 
facility to NRC upon toss of offsite power. 

CAVANAUGH, W. Arkansas Power 4 Light Co. 00/10/22. 3pp. 07236:1:06. 


0012000829 Forwards IE Insp Repts 50-313/80-12 4 50-360/00-12 on 
800617-20 4 0714-10. 

MADSEN, 0. L, Region 4, Dallas, Reactor Operations Noe I rer Support 
Branch. 00/10/23, 2pp. 07100: 200, 


— 0012090034 IE Insp Repts 30-313/80-12 4. 50-360/80-12 on 000617-20 4 
0714-10. Noncomp 1 lanes no ted : fai lure to take prompt 
corrective action 4 failure to meet requal 1 fleet ions 
training program. 

ANESHANSLEYi M. . DEAN,S.R,, JAUDON. J. P, Region 4, Oalles, Office Of 
the Director. 00/10/21, 20pp. 07180:202. 


601217032a Forwards Suppl 3 to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment." No written response 
required. 

SEVfRIT.K. V. Region 4, Dallas, Office of the Director. 00/10/34. 
Ip. 07268:348. 


8O12160'365 Forwards IE Info Notice 00-37, "Containment Cooier Ueets It 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response required. 

SEVFRIliK. V. Region 4, Dallas, Office of the Director. BO/lO/37. 
ip. 07262:144. 


0012120106 Revises 800702 response to Item 2 of IE Bulletin 80-10« 
"Contamination of Nonradioactive Sys..." Routine sampling 
program mill be established by 810801 for condensate storage 
tanks 4 instrument air sys. 

TRIMBLE, D.C. Arkansas Power 4 Light Co. 00/10/30. tp, 07831:339, 


0012170362 Forwards IE Info Notice 00-38, "Cracking in Charging Pump 
Casing Cladding." No written response requirtdl. 

SEVFRl r, K. V. Region 4, Dallas, Office of the Director. 00/10/30. 
tp. 07269:030, 
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801 2020t 4'4 Foruarda rasponao to IE Sullofcin 79-OlB. "Environ 
OuallHcatlon of Clasa IE Equipment" U 800919 reviaed orders 
for mod of licenses. Remaining open items refer to changing 
raquiTemepts rather than actual def i c ienc iaa. 

C AVAHAWOHi W. Arkansas Power t Light Co 00/10/31. 700pp. 

0&9I&: OOi 


a013tS03S4 Forwards IE Insp Repts 50-313/00-17 & 50-360/80-17 on 
800032-0921 t. notice of violation. 

I1A00EN< 0. L. Region 4i Dalias> Reactor Operations Nuclear Support 
Branei). 80/10/31. 3pp 07237:104. 


— 8012130331 Notice of violation from insp on 800822-0921. 

a Region 4. Dallasi Office of the Director. 80/10/31. 2pp. 
07237: 186, 


•8012120237 IE insp Repts SO-313/80-17 St 50-368/80-17 on 800822-0921. 
None amp 1 i ance noted: inoperab le containment cooling units> 
failure to submit LER t inadequate control of containment 
bldg purge. 

JOHNSON, W, D. . CALLANiL J. . HJNNICUrT, D. M. Region 4, Dal las. Office 
of the Director. 00/10/31. 13pp. 07237:180. 


8012150021 Forwards response to IE Bulletin 79-Oiai "Environ 
Ouali f Icetl on of Class IE Equipment," fulfilling NRC 800919 
orders for mnd of license. Util is currently evaluating each 
component to determine documentation status. N/o end. 

CAVANAUGH, W. Arkansas Power i- Light Co. 80/10/31. Bpp. 07241:044. 


8012170916 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
Is required. 

SEfFRIT, K. V. Region 4. Dallas, Office of the Director. 00/10/31. 
Ip. 0/266:013. 


8012230028 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
requ 1 red. 

SEfFRir, K. V. Region 4, Dallas, Office of the Director. 00/10/31. 
Ip. 07311:210. 


8012100625 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " Written response required. 

SEYFRIT, K, V. Region 4, Dallas, Office of the Director. 00/11/06. 
Ip. 07220: 000. 


8012030909 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 la 1 1 on " No written response required. 
aEVFRlT.K. V. Region 4, Dallas, Office of the Director. 80/11/07. 
Ip. 07150: 175. 


8012080595 Forwards IE Info Notice 00-41, "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Desse Unit i. " No 
response required. 

8EYFFIII. K. V, Region 4, Dallas, Office of the Director. 80/11/10. 

Ip. 07163:014. 


9012040024 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Kfg by Valcor Engineering Carp." Requires estimate of 
manpower associated w/corrective actions. 

SEVfRIT.H.V. Region 4, Dallas, Office of the Director. 00/11/14. 
Ip. 07169:301. 


8012240323 Ack receipt of 0OtO3O Itr informing NRC of steps taken to 
correct '/iolatlon noted in IE Insp Repts 50-313/80-10 t< 

50-368/BO- 10. 

MADSEN. G.L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 80/11/25. Ip. 07325:130. 


—8012240331 Responds to NRC 801020 Ur re violations noted in IE Insp 
Repts S0-313/B0-18 t; 50-368/00-18, Cor rec tlve actions: 

Sampling analysis or monitoring program established on 
aOOQOl, revt sed . 

TRIMBLE, D.C. Arkansas Power t Light Co. 80/10/30. 8pp. 

0732S: 139. 


8012240033 Ack receipt of 80tl21 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/00-17 & 
50-368/80-17, 

MAOSEN.O. L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 80/18/02 Ip. 07324:222. 


—8012240038 Responds to NRC 001031 Itr re violations noted in IE Insp 
Repts 80-313/00-17 fc 50-368/00-17. Corree tive action; shift 
supervisor counselled re proper coordination L control of 
all operations. 

TRIMBLE, D. C. Arkansas Power L Light Co. 80/il/21. 7pp. 

07324:223. 


8012110334 Ack receipt of 801112 Ur informing NRC of steps taken to 
correct violations noted in IE insp rept t of payment of 
civil pena Itle s. 

THOMPSON. D. Office of Inspection t Enforcement, Office of the 
Director BO/ 12/04 ip 07223: 236 


R. Periodic operating reports 4 related correspondence 


8012160414 Forwards monthly operating rept for Nov 1980 

TRIMBLE, D C. Arkansas Power i< Light Co. 80/12/12, ip. 07252:353. 


— S'>12160415 Monthly operating rept far Nov 1980, 

PENuERORAFT, R Arkansas Power i Light Co, 00/12/12. 5pp, 
07252: 354. 


S. Repartahle occurrences, LERs t related correspondence 


8012030687 Forwards revised LER eo-009/03)(-i. 

PROBABLE D3LETE:D'JPE OF 0011210584. 

TRIMBLE, D C. Arkansas Power -5: Light Co. BO/ll/17. Ip, 07151:143. 


6012010370 Forwards updated LER 79-022/99)1- 1. 

TRIMBLE, D.C. Arkansas Power 6 Light Co. 00/11/19, Ip. 07091:270. 


— 8012010391 Updated LER 79-022/99X-1 : on 790332, e hang e a in control 
circuitry of containment cooling fans discovered 
inadvertently oml tied Caused by overs ight, Nods completed. 
SHIVELY, C.N. Arkansas Power 4 Light Co. 80/11/19. 4pp. 
07091: 279. 


8012010315 Forwards updated LER 79-033/01X-1. 

TRlHELE. 1). C, Arkansas Power I Light Co. 80/11/20. Ip, 07092:145. 


--8012010324 Updated LER 79-033/OlX-l : on 790514. untsolatable leak 
discovered at seal cavity pressure sensing line to 2PT-6006 
for reactor coolant pu-mp 2P32A. Caused by mechanical fatigue 
resulting fro.m low stress cyclic loading.Mods complete. 
SHIVELY, C.N. Arkansas Power 4 Light Co. 80/11/20. 4pp. 
07092: 146 


8012010331 Forwards updated LER 79-067/04X-1 , 

TRIMBLE, D.C, Arkansas Power 4 Light Co. 00/11/20. Ip. 07092:159. 


—8012010340 Updated LER 79-067/04X-1 ; on 790808, au * 1 1 iary bldg raduaate 
area radiation (monitor 2RE— 8542 sample pump found to have 
broken pomp/motor coup 1 iog. Cause uns ta ted. Oual I f 1 ed coupling 
replacements installed. 

SHIVELY, C.N, Arkansas Power 4 Light Co. BO/ll/20. Ip. 

07092: 160. 


8012010402 Forwards updated LER 80-019/03X-1. 

TRIMBlE.D.C, Arkansas Power 4 Light Co. 00/11/21. Ip. 07097:037. 


•8012010406 Updated LER eO-019/03X-l : on 800410, leak found on reactor 
makeup water tank supply to charging pump sect i on. Caused by 
cracking induced by vlbrat ion. Pipe spool piece w/defect 
replaced 4 addl supports installed. 

SHIVELY. C.N. Arkansas Power 4 Light Co. 00/11/21. Ip. 


8012030638 Forwards LERs BO-O02/O3L-O 4 a0~0a3/03u-0. 

TRIMBLE, D. C. Arkansas Power i; Light Co. 00/11/24. Ip. 07151:152. 


— 8012030641 LER a0-0S2/O3L-O: et» 601030, dur tng Mode 1 operation plant 
computer f a 1 1 ed. Causad by grounding problems due to. voltage 
sp i kes, Hoi d ing grounds relocated 4 computer returned to svC. 
PENDEflORAFT, R. Arkansas Power 4 Light Co, 60/11/25. Ip. 

07151 ; 153 


—8012030643 LER aO-Oa3/03L-0: on 601 103. dur Ing Mode 1 operation Sigma 
Indicators on remote shutdown panel 2C80 discovered 
inoperable. Caused by mechanically stuck Indi cator. Serve 
mrotor replaced 4 indicator callbr. 

f ENOERQRAFT. R. Arkansas P-awer 4 Light Co. 80/11/25. Ip. 
07151:154, 


8012020458 Forwards LER GO-0ai/03L-0. 

TRIMBLE.D.C, Arkansas Power 4; Light Co. 80/1 1/2S. Ip. 07143:342. 


— 8012030461 LER e0-0ai/03L-O: on 801030, fire watch not maintained 
eonllnuausly while pipe to 2VUC-2i through fire barrier 
rep laced. Caused by inadequate written specs. New control of 
traint procedures addresses problem, 

PENOFRORAFT.R, Arkansas Power 4 Light Co, 00/11/25. Ip. 
07143: 243. 


8012090388 Forwards revised LER 0O-O45/O4X-2, 

TRIMBLE, D C, Arkansas Power 4 Light Co. 60/12/02. ip. 07203:016. 
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-a0I20<?'}395 Reviasd LER OO-O-aS/OaX-^: on 600702,0823 i. 1 103 , c ond Bnser 
oftjds radiation monitor 27(6-0645 round inop arab 1 e. Cauacd bij 
noistijre buildup in piping i aubsaciuent damage to condenser. 

No cauac found for latest e^ent, 

SHtVELV, C.N. ArVansas Poiuer K Light Co, BO/12/02, Ip. 

07303: 017. 


--6012220466 Revised LER 79-006/03X-1 : on 79010'?, on B core protection 
calculator fail 6 CEAC i nd i c a tors , t i near pouer density ti 
BN3R received 1 ou pressurlier trips. Caused by ground fault 
relays falling out on low bus voltage. 

SHIVSLV.C.N Arkansas Power «; Light Co. 00/12/15. Ip. 
07306:335. 


SOI 3090420 Forwards LER S0-CS6/03L-0, 

TBlIiaLe, D C. Arkansas Power Light Co. 00/12/03. Ip. 07203:032. 


■•-3013090420 LER B0-Oafa/C3i.-0 on 001103. leak discovered on sensing line 
of reactor coolant pump delta p transnitter for 3P33B. Caused 
by vibration induced fatigue due to binding in hell-coil 
adjacent to valve. Lina replaced 6 repositioned. 

SHtVELVrC.M Arkansas Power t: Light Co. 80/12/03. Ip. 

07203; 033 


301229C035 PNO-I V-80'40A: Un i t 2 remains in cold shutdoiun fallowing 
manual scram on 801205. .Pump components replaced In eaiergeney 
feedwater pump Including rotating assembly Test indicated 
pu:np curve dropped off at upper end. Evaluation continues. 

JQl'IJSO.'i, W. t). , HUNNICUTT, D. M, . MADSEN.G.L. Region 4, Dallas^ Office 
of the Director. 00/12/15. Ip. 07339:075. 


DOCKET 50-369 NIlLIAH 0. MCGUIRE NUCLEAR STATION, UNIT 1 


6013090453 Forwards LER S0-076/C3L-0. 

TRIMElE, D. C Arkansas Power « Light Co. BO/ia/03. Ip. 07303:055, 


--8012C90463 LER 80-C76/03L-0; cn 301 103, emergency feedwater pump 2P7A 
found inoperable due to broken ter.ninal connection screw. 

On S 00733, pump ileclared inoperable due to loss of control 
power. Caused by eicessive use 4, incorrect recorder hookup. 

SHIVELY, C. N Arkansas Poupbt t- Light Co. 00/12/03. Ip. 

07303:056. 


8013100555 Forwards revised LER &0-07e/03X-l . 

THIMBLE.D.C Ark.msas Power t Light Co. 30/13/04. Ip. 07210:147. 


A App I i cation/c ons true t t on stage documents L correspondence 


8012160050 Ltr to operating plant licensees<OL applicants l< CP holders. 
Forwards NUREG-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I implementation dates will be met. 

ElEENH'JT, D. G. Division of Licensing. 00/10/31. 7pp. 


0012010433 Dentes 800813 request that proprietary versions of info re 
electrical equipment qualification It Nestlnghouse affidavit 
CAU-BO-31 be withheld (ref 10CFR2. 7901. 

yOUNOaLQOD, D J, Licensing Branch 1. 80/11/13. 4pp. 06916:001. 


--0013100560 Revised LER e0~07Q/03X- I ; on 801014. B HPBl pump 2P89B tripped 
on overevrrent. Caused by motor bearing misalignment on 
inboard mstor bear i ng. Rotor balanced 4 motor bells replaced. 
PENDEHORAFTr R, Arkansas Power 4 Light Co, 80/13/04, Ip. 

07210: 140 


0013010536 Requires submittal cf plans 4 schedule for 1 nstal latlon of 
appropriate hydrogen control sys for degraded core accident 
situations 4 detailed description of tests needed to 
demonstrate effectiveness of proposed sys. 

E ISEIJH'JTi D. G. Division of Licensing. 80/11/14. 3pp. 07098:224. 


8013150037 Forwards LER QO-O05/O3L-O. 
THIMBLE, D.C. Arkansas Pouer 4 Light 


Co. 00/12/09. Ip. 07337:201. 


0012020717 Notification of 001134 
develop fracture toughness data 
51. 

D IRKEL, n.A. Licensing Branch 1. 


meeting u/utll in Meek lenburg, HC to 
re General Design Criteria 

0O/U/2O. 3pp. 06916: 001, 


--&012150033 LER 80-095/031 -0; on 8011 11, core protection calculator (CPC) 
A link failed Caused by data link failure between CPC 
channel 4 operator ccnsol e. Da t a link card replaced 4 
b(dpdsses removed. 

SHIVELV.C-M, Arkansas Power 4 Light Co, 00/12/09. Ip. 

07237: 303 


8012150039 Forwards updated LER 80-060/03X-1 , 

TRIMBLE, D C. Arkansas Power 4 Light Co. 80/12/09. Ip, 07237:233. 


— B012150090 Updated LEW SO-060/03X-1 : on 000730, tore protection 
calculator D failed 4 on 001120 calculator C failed. Cause 
unde r teriminsd . Hatch d-og timer timed out preventing 
communi cat 1 ons. Sys r ei n i t i al i i ed 4 bypasses removed. 

SHIVELY, C.M Arkansas Power t; Light Co. 80/12/09, Ip, 
07237: 204. 


S0130901P7 Notification of 801203-05 iTieeting u/util in Charlotte, NC to 
discuss piping sys 4 support criteria implementation. 

BIRKEL-R.A. Licensing Branch I, SO/Il/20, 3pp. 07199.199. 


8012040721 Discusses NRC review of schedular requirements for special 
low power test prograei 4 emergency procedures. Lists 
schedular requirements to be me t. Eva luat i on to be completed 
in con junction w/ facility full power ascension program. 

TEOESCOi R. L. Ass i s tan t Director for Licensing. 30/1 1 /3t . 2pp. 
07170: 044. 


30130905*00 Summary of B01I17 meeting u/util at site re QU application 
review. 

DIRKEL.R.A, Licensing Branch 1. 00/11/Sl. 8pp. 07203:270. 


3012290020 PNO-lV-EO-aO: cri 001305, shaft coupling emergency feedwater 
pu.np to electric (motor twisted in two when emergency 
feedwater pump bearirtgs sol led. Event followed manual scram 
uhen (main feed,jater valve failed bo open. Repair underway. 
dOllMGQN.lL D. . HUI4N1CUTT, D K , HADSE!I,G,L. Region 4, Dallas, Office 
of the Director. 60/12/09 Ip. 07339:076. 


0012170623 Forwards LER e0-0a4/03L-(3. 

TRIHSLE.O.C. , Arkansas Pouer 4 Light Co. 80/12/11. Ip. 07264:330. 


— B012170630 LER 80-084 /O3L-0 : on 801 118, valve stroke time of MBIV 
2CV-iOtO eiceeded I I mi t, Caused by vaive internal damper 
adjustment drift. Valve adjusted 4 retested. 

PENtFROHAFT, R, Arkansas Power L Light Co. 80/12/11. Ip. 
07264: 231. 


3012160240 Forwards revised LER 0O-D3I/C3X-I. 

TRIMBLE, D.C. Arkansas Power 4 L.lght Co. 00/13/15, Ip. 03793:361. 


3012180501 Summary of 301111-12 sito trip by NRC.utlliBMl 4 XVZYIC Info 
Corp to conduct simulator t, control room wa 1 k-through s of 
emergency proc edures. Lis t of review team members L meeting 
attendees enc I . 

CLAYTON, S. Procedures 8; Test Review Branch. 60/11/21. 7pp. 

07272: 001. 


0012010201 Forwards draft Tech Specs 3, 4. 7, 2. 4. 4. 7. 2, 2 ti Table 3.4-1 re 
operational leakage for RCS 4 list of RCS pressure isolation 
valves, in response to NRC 601006 request. 

PARKER, 11. 0. Duke Power Co. 80/11/24, 4pp. 07090:001. 


--9013010225 Proposed Tech Specs 3. 4. 7. 2. 4. 4. 7, 2. 2 fc Table 3.4-1 re RCS 
operational lea kage. 

* Duke Pouer Co. 00/11/24, 3pp. 07098:005. 


S012t20?29 Forwards surrmary of 601028-29 meeting w/util in Chartotte«NC 
re au ciliary feedwater sys reliability evaluation. 

YOUNOSI OOD, B. J, Licensing Branch 1. 80/11/35. 2pp. 07236:197. 


•8012180243 Revised LER 30-031 /03X- 1 : on 300927, coindenser offgas 
radiation monitor 3RtTS-064S found Inoperab le. Caused by 
sample (notcr bearing fal lure. Bearing replaced. 

SHIVELY. C. N. Arkansas Pcjwer «: Light Co. 30/12/19, Ip, 
03793: 362. 


■R 79-006/03X-1. 

ht Co. 30/12/15, Ip. 07303:334. 


— 8012120238 Summary of 001028-29 meeting w/utll in CharlottStNC re 
auxiliary feedwater sys reliability evaluation. 

PARR.O.D. Auiiliary Systems Branch. 30/11/20, 5pp. 07236:199. 


80t2050?.90 Enumerates events contributing to delay in facility fuel 
loading sch edu le. Def ic iency repts end. 

PARKER, H. 0. Duke Power Co. 30/11/26. 3pp. 07175:043. 


-B012050352 Significant Deficiency Repts SD 369/80-20 It SO 370/80-19 r* 
improper loads for design of pipe support/restralnts 
initially reported 801026. Comp rehens ive program initiated to 
correct problems. 

PARKER, N.O. Duke Power Co. 80/11/26. 4pp. 07175:046. 



DOCKETED ITEMS 


201 


— S012O5O314 Significant DePiciencg Repts SD 369/80-21 it SO 370/80-16 re 
LOCA prsscure offsets not considered in analysis of piping 
ill/cold penetrations initially reported 801031 . Comprehensi ve 
pragram initiated to correct probleits. 

P'ARXEfl.H. 0 Duke Power Co, 80/11/26 3pp. 07175:050, 


8012050391 Responds to NRC 801105 Itr Teguesting addl info re effect of 
spin ibreaks on peak clad temp Forwards analysis of results 
of double-ended cold leg break. 

PARKER. W.O Duke Power Co 80/12/02. 3pp. 07175:072. 


8012050446 Informs NRC that structural mods will be made to Category 1 
masonry walla if results of spectrum reanalysls program 
identifies walls which do not comply w/specified design 
criteria. 

PARKER. N. 0. Dyke Power Co. 80/12/02. Ip. 07171:348. 


G0122204SS Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
(j/revlsed Agreement State burial site cond i tions. Forwards 
results of IE suruoy, 

DENICN.H. R. Office of Nuclear Reactor Regulation. Director. 
00/12/04. 2pp 


— 8013220506 Forwards tabulation i, sum.mary of IE survey on tow level 
waste at 51 rear tors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed u/7l7, 
planning or considoring increasing storage capacity. 

BANJART. R L, Effluent Treat.ment Systems Branch, 80/11/06 0pp. 


8012170700 Forwards info re nuclear power plants to be licensed Dec 
I9a0-0ec 1931 in response to request from Nuclear Oversight 
Cormi t tee. 

KIRAOLIA.F. Licensing Branch 3, 80/12/05. 3pp, 07266:098, 


6012150069 Informs that re-evaluation of schedule indicates Unit 1 
could be ready for fuel loading by 810128 instead of 010216 
as previously subml tted. Reduced number of pipe hangers 
requiring mods Is primary reason for rescheduling, 

PARKER. H.O. Duke Power Co. 80/12/09. Ip, 07239:360. 

8012220344 Notification of 001217 meeting w/util to discuss auxiliary 
feedwater sys reliability. 

QtRKELi R. A. Licensing Branch 1. 80/12/09. 3pp. 07303:339. 


S012230530 Releases public version of util emergency procedures, 
FELTON. J.d. Division of Rules and Records. 80/12/12. Ip. 
07313: 136 

— a012'230535 Forwards public version of revised util emergency 
procedures. 

PARKER. IJ.O. Duke Power Co, 80/12/03 2pp. 07313:138. 

— 8012230537 Public version of revised Emergency Procedure 
EP/l/A/5000/01. "Immediate Actions Diagnostics." 

Duke Power Co. 80/12/03, 14pp, 07313:140, 


— 80t?230S4i Public version of revised Emergency Procedure 
EP/l/A/SOOO/02. "Loss of Reactor Coolant." 

4 Duka Power Co. 00/12/03 27pp, 07313:154. 


—60122:30543 Public version of revised Emergency Procedure 
EP/1 /A/5000/04. "Steam Oenerator Tube Rupture. " 

Duke Power Co. 80/12/03. 22pp. 07313:181. 


■6012230546 Public version of revised Abnormal Operating Procedure 
A.P/l/A/5500/05i "Inadequate Core Cooling." 
e Duke Power Co. 00/12/03. 3pp. 07313: 203. 


— 8012230540 Public version of revised Abnormal Operating Procedure 
AP/l/A/5500/06. “Loss of Steam Generator Feedwater. " 

* Cuke Power Co. 00/12/03. 3pp, 07313:206. 


6012230345 Suppls 801124 Itr re RCS pressure isolation valves. in 
response to NRC 801210 request Valves listed in end list 
will be defined as Category A. List includes addl valves in 
cold leg accumulator discharge lines. 

PARKER.U.O. Duke Power Co. 03/12/18, 3pp. 07311:137. 


8012300601 Forwards Char lotte-Mec k I enburg Environ Coalition leaflet 
distributed to participants during 831205 06 emergency 

planning drill at f ac 1 1 i t i es. Document may have Initiated 
recent Itrs to ASLB requesting reopened hearings. 

PORTER. W.L, Duke Power Co. 83/12/22. 2pp. 07359:240. 


F Security, medical, emergency 4 fire protection plans 


30l23400.‘>9 Releases public version of util draft emergency plan. 
Includes State of NC radiological response plan. 

FElTONi J. 11. Division of P.jles and Records 80/12/12. tp. 
03768: 001. 


— 8012240372 Forwards public version of util draft eniorgency plan & 
State of NC radiological response plan in support of 
filed nuclear facilities. 

PARKER. If. Q. Duke Power Co 00/03/20 Ip. 03768:001, 


--8012240377 Public version of State of N." dr.nft radiological emergency 
response plan in support of fiied nuclear facilities, 
a* North Carolina. State of. 79/10/11, 125pp 03768:001. 


8012240381 Public version of util draft emergency plan, 
a Duke Power Co. 00/03/20, lOOpp 03769: 001, 


0012230330 Outlines health physics program. Cone I udas that program is 
effective in reducing radiatioi. exposure to levels ALARA.per 
util 800806 t: 1010 meatihg w/NRC 

PARKER. N O Duke Power Co. QO/12/19. 6pp. 07314:095 


G. Adjudicatory correspondence 


0012120551 Order granting Carolina Environ Study Group 800815 revised 
motlo.. to reopen hearing record to consider contentions re 
hydrogen generation can tro 1 Na t ter has obvious safety 
i mp I i c at 1 ons . R ev i sed Contentions 1-4 to be adjudicated. 

LAZO. R. M, Atomic Safety and Licensing Board Panel. G0/U/2S. 5pp. 
07237: 123. 


8012120535 Order granting in part applicant 800930 motion for summary 
disposition, to allow Commission to issue license for 
fuel loading, initial crlticalit'j t lero power physics test. 

ASLn uill hear evidance re hydrogen generation issue. 

LAZO. R. M, Atomic Safety and Licensing Board Panel. 80/11/25. 6pp. 
07237: 120, 


8012230014 Response in opposition to II Fennel 600926 requast to reopen 
hearing if viewed as late petition to intervene. Gerti f tcate 
0 f Sve enc 1 . 

NCGARRy. J M Duke Power Co. hiCOARRV. J. t1. Debevoise 6 Liberman. 
00/12/02. 'Ipp, 07311: 174, 

0012290209 Response to intervonor Carolina Environ Study Group 601107 
addl contentions re hydrogen generation con tro 1 . Content ions 
5 t: 6 should not be admitted in proceedings. Certificate of 
Sve encl, 

CURTISS. J.R Regulations Division, 00/12/15. llpp. 07344:242. 


8012300066 Response to Carolina Environ Study Group motion to add 
furthei- contentions Carolina Environ Study Group addl 
Contentions 5 & 6 found factually i logally flawed St merit 
d on i a I Cer 1 1 f I ea te of Gve end 

nCOARRY. J, II. Duke i’ower Co. MCOARRV. J. M. Debevoise & Liberman. 
80/12/15. 9pp. 07350: 349. 


K. General correspondence 


8012040C08 Ac k receipt of 800911 Itr requesting hearing re low pressure 
contain.rent S- danger of hydrogen e »p los ion. Forwards 
Commission matl addressing concarns.NRC reviewing evacuation 
plans to determine compliance 'w/l0CFR50. N/o encl. 

KETCKEN.E. G. Hearing Branch 4, 80/11/14. 3pp. 06915:001. 


— 801204002S Ack receipt of 800925 Itr requesting hearing re low pressure 
contaiment t: danger ■if hydrogen e xp I osion. Forwards 
Corrmission matl addressing concerns IvRC reviewing evacuation 
plais to determine compliance w/ 10CFR50, W/o end. 

KETCKEN.E G. Hearing Branch 4. 80/11/14.. 2pp. 06915:001. 


0012150150 Requests hearings be reopened re facility re# SECY 00-107 
dtd 800626 ro containment thickness. 

NUNNENKAKP, T. W. Affiliation Unknown 80/12/09 Ip. 07107:001. 


80I2190SS4 Ack receipt of 801015 Itr requesting reopening of hearing 
to consider problems associated w/TI'lI-2- ty pe accident. 

ASLB Issued 001125 order reopening operating proceeding re 
hydrogen generation issue. 

KEfCHEN, E. 0. Hearing Branch 4, 00/12/10. 2pp. 07206:177. 


8012220390 Expresses opinion that emergency evacuation procedures 
should be improved before OL is granted to facility. 

PRIMtltL.U. Aff 1 1 iation Unknown. 80/12/10. 4pp. 07304:142. 
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8012590393 E. presses consein re « f ° * 0730 = 001 

SPARHCi:!. i<. AfPi) iation Urlnovn eO/lSn9 Ip. 07308.001. 


M Antitrust cerrespondcnp e 


--B0120:’0137 Responds to tJRC 800930 Itr ro violatipns t< deviations not#d 
.« IE losp Rspts 50-369/00-25 t. 50-370/80- 1 5. Co rr et 1 1 v« 
actions: fire protection requirements during cutting & 
welding operations will be revised for ‘ ^ 

PARKERpW Q. DuVe Power Co. QO/10/24. 6pp- 07142.111. 


8012300030 order granting attached licensee comml tmen ts, agreed to by 
TUBRIOY^jV'^^^Atflniic Safety and Licensing Board Panel. 7-J/05/24. 

21pp 


--8012030133 Foruards IE tnsp Repts 50-369/00-25 U 50-370/00-15 on 
800902-05 S; notices of violation «< deviation. . „ , 

fiJfiPHV.C.E Region 3. Atlanta. Reactor Construction b Engineering 
Support Branch. 60/09/30. 2pp 07142; 119. 


-8012300040 Request for order directing licenses be amended per 
attached tond i t i ons. OQJ t util join in ,ro 1 1 on^Order mould 
ter.iiirate flHC prosecutorial role, but NRC uould remain as 

party Certificate of 5vc er.cl ■ 7 j/ns/i'i Ono 

VQOLER. B H Atomic Energy Commission 74/05/!3 9pp 


.3 Inspection reports. IE Bulletins .V 


8012160042 Foruards IE Info Notice 30-37, "Containment Cooler 
Reactor Cavity Flooding At Indian Point Unit 2.’ No written 

r«so>on%ie p^coiped. . . . 

D'flElt.f Y. J. P Region 2. Atlanta. Office of the Director. 

ip. 07262; 176 


Leals & 
80/10/24. 


8012170813 Forwards IE Info Notice 00-38. "CraeUng in Charging Pump 
Casing Cladding," No written re sponse required^ 80/10/30 

O'REILI-Y, J. P Region 2, Atlanta. Qrfice of the Director. BO/iO/30. 

Ip. 


8012170571 Forwards IE Info Notice 
Valves Kfg by Valcor Engineering 
r equir ed 

O'REILLY. J P Region 3- Atlanta. 

Ip 


00-39. "Malfunction of Solenoid 
Carp " No written response 

Office of the Director. BO/IO/31. 


0012530050 Forwards IF Circular 80-23. "Potential Defects in Beloit 
Power Sgs Emergency Oenerators •' No written response 

O^REIULV. J. P Region 2. Atlanta. Office of the Director. BO/lO/31. 
Ip. 07311:248. 


— 8012020141 Notice of violation 
* Regio.n 2. Atlanta. Office 
07142; 121. 


fro.m insp on 000902-05. 

of the Director. 00/09/25. 2pp. 


--8012020147 N.itice of deviation 
a Region 2. Atlanta. Office 
07142: 123 


from insp on 000902-05. 

of the Director. 00/09/25, Ip. 


— 0012090159 IE Insp Repts 50-369/80-25 L 50-370/80-15 on 000902-05. 
fJoncompliance no ted : we i d ing operations conducted in cable 
spreading room of Unit 1 over combustible trash 4. fuel day 
tanks stored in same room as diesel generator, 

MILLER. W.H. Region 2. Atlanta. Office of the Director. 

COULON.T E. Region 2. Atlanta. Reactor Construction !< Engineering 

Support Branch. 00/09/25. 13pp. 07142. 124. 


8012050055 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/21. 
ip. 07173:210. 


8012170509 Forwards IE Info Notice 00-29, Boppl 1, "Broken Studs on 
Terry Torbir.e Steam Inlet Flange. " No written response 

O^REILLvi J. P. Region 2- Atlanta, Office of the Director. 00/11/26, 
Ip. 07268:096. 


80I21B0361 Ack receipt of IE Insp Repts 50-369/80-28 4. 50-370/00-10 on 
800929-1002, No proprietary info. 






8012110749 Forwards IE Bulletin 80-21, "Valve 
Foundry Co, Inc. Urittsn response required. 
O'REILLV. J, P. Region 2, Atlanta. Office of 
Ip. 07224: 199, 


Yokes Supplied by Malcolm 
the Director. 00/11/06. 


-B0iaia!>366 Forwards IE Insp Repts 50-369/00-28 4-. 90-370/00-10 on 
000929-1002 No none amp 1 i anc e noted. ^ ^ 

3Ta;iR,J. P. Region 2. Atlanta. Fuel Facility 6 Materials Safety 
Branch, 80/11/12. 2np. 03794:206, 


8012030873 Forwards IE Info Notice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Oparation to Cause 
Reacto. Depressuriiation, “ Wo written response required. -rmtjm 
O'REILl.y.J P Region ?. Atlanta, Office of t hs* D i rector, 00/11/07. 
Ip. 07150 121. 


6012000603 Forwards IE Info NO’tice 00-41. "Failure of Suing Check Valve 
in Decay Meat Removal Sys at Davis Desse Unit 1." No 
response required. ^ 

Q ‘REti-LY, J P, Region 2. Atlanta. Office of the Director. 60/11/10. 

Ip 


8012010172 Forwards IE Bulletin 80-33- "Failures of Solenoid Valves 
Hfg by Valcuf Engineerirg Corp. " Requires esti.mate of 
manpower associated u/corrective actions. 

O'REILLY.JP Region 2- Atlanta. Office of the Director, 60/11/14. 
ip. 07158:004, 


—8012100375 IE Insp Repts 50-369/00-20 6 50-370/00-10 on 000929-1002. Hfr 
noncomp I tance noted Major areas inspee ted : emergency planning 
drill eierclsc observation 4< environ protection. 

OIDSON.O.T, Region 2. Atlanta, Office of the Director. 

d6N:'.rNS. 0, R Region 2. Atlanta, Fuel Facility 4i Materials 3a#etv 

Branch. BO/ll/04. 5pp. 03794:200. 


0012100674 Forwards Revision 3 of response to IE Bulletin 79“02i 'Pipe 
Support Base Plate Designs Using Concrete Eipanslon Anchor 
Bolts." Results of statistical evaluation of anchor bolt 

safety features end. 

PARP.ER, W 0. Duke Power Co. 00/12/03. 59pp 07271:265, 


8012180397 Ack receipt of IE Insp Repts 50-369/00-31 4i SO-370/80-17 
oil 001020-22. No proprlectary info. 

PARKER. N. 0 Duke Power Co. 00/12/04. Ip. 03794:848. 


9012000645 Ack receipt of IE Insp Sept 50-369/80-29 on 800924-26, No 
praprietary info. 

PARKER. IJ.O. Duke Power Co. 60/11/14. tp 07187:034. 


- -8012 100399 Forwards IE Insp Repts 50-369/00-31 ?< 50-370/80-17 on 
B0I02O-32.No noncompliance noted. 

MURPHY. C. E. Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch, 00/11/14 2pp. 03794:249. 


--80120S0649 Forwards IE Insp Rept 50-369/80-29 on 800924-26. No 
noncompliance noted 

MURPHVfC.E Region 2. Atlanta, Office of the Director. 80/10/27. 
2pp 07187:035, 


— 8012030656 16 Insp fiopt 50-369/80-29 on 800924-26. No noneompliance 
noted. Major areas inspee ted ; p ipe support base plate designs 
& seismic analysis for as-built safety-related piping sys. 

ANGiN. P. Region 2. Atlanta, Office of the Dlractor, HERDT, A.R. 
Region 2, Atlanta. Reactor Construction 4i Englheerlng Support 
Branch. 00/10/20. 5pp 07187:037, 


8012020117 Ack receipt of 801024 itr informing NflC of steps taken to 
correct violations 4: deviations noted in IE Insp Repts 
50-369/80-23 4: 50-370/00-15. 

KURPHV.C.E. Region 2. Atlanta- Reac tor Cons true t ion b Eng ineer 1 ng 
Support Branch. BO/lt/20. Ip 07142: tlO. 


■— 60121B0401 IE Insp Repts 50-369/80-31 b 50-370/80-17 on 001020-22. No 
noncompliance noted. Major areas inapected:IE nulletins 79-02 
b 79-14 4; QA training it qualifications. 

AN,W.P. Region 2, Atlanta, Office of the Director. HERDTiA. R. 
Region 2. Atlanta, Reactor Construction it Engineering Bupport 
Branch, ©0/11/12, 4pp. 03794:251, 


8012230458 Discusses status of preservice Insp of facility tt forwards 
two add 1 requests for relief from AS.ME code requirements re 
safety b coliaf noitles b containment spray heat ekchangers. 

PARKER. N.O, Duke Power Co, 00/12/13. 7pp, 07312:274. 


3012230459 Informs of insp program developed to demonstrate lack of 
hole for.ration in guide thimble tubes of Westlnghouse 17X17 
fuel assembly array. Insp results provided prior to s tar top 
after first Unit 1 refueling outage. 

PARKER, H. 0 Duke Power Co, 00/12/19. ip, 07314:121. 
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S. Rep-qrtable occurrences. LERs t; related correspondence 


6012240093 Part 21 rept re improper operation of E-max isolator part 
Nuriber 17S01 15. Sing le channel isolators 1750141 ?< 1750115 
ui 1 1 be changed out ui/Part 1750146. 

PARKERiH. □. Duke Power Co 00/11/18 3pp. 07324:200. 


8012040408 Deficiencg rept re improper loads used for support/res tra int 
design (LQCA. valve d 1 schargo. mi sma tc h ) . Comprehens Ive program 
initiated to identify support/restraints af f ec t ed. r ovi se 
design sketches 1: perform hardware changes. 

PARKER, II. 0. Duke Power Co. 00/11/26. 4pp. 07161:350. 


0O12O5O2?O Enumerates events contributing to delay in facility fuel 
loading sch edul e. Dcf 1 c 1 ency repts end. 

PARKER. W,Q. Duke Power Co. GO/11/26. 3pp. 07175:043. 


— 8012050302 Significant Deficiency Ropts SD 369/90-20 t< SD 370/00-15 re 
improper loads for design of pipe support/restraints 
Initially reported 0O1O2B. Coraprehens i va program Initiated to 
correct problems. 

PARKER. H,0. Duke Power Co. 00/11/26. 4pp. 07175:046. 


--8012050314 Significant Deficiency Rapts SD 369/00-21 it 8D 370/90-16 re 
LOCA pressure effects not considered in analysis of piping 
bf/cold penetrations initially reported 001031. Comprehens ive 
program initiated to correct problems. 

PARKER. U.O Duke Power Co. 00/11/26. 3pp. 07175:050. 


9012300606 Forwards supplemental response to Significant Deficiency 
Repts SD 369/00-10 it 370/80-13 re defective coils in Valcor 
solenoid valves, per NRC 001114 reiiues t. Col 1 s in valves of 
ays reqiulred for fuel loading will be replaced by 810109. 

PARKER. H Q. Duke Power Co. 00/12/17. 3pp. 07346:192. 


DQCKei 30-370 WIULIAM D. MCGUIRE NUCLEAR STATION, UNIT 2 
A, App I icatl on/eonstrue t ton stage documents it correspondence 


3012160050 Ltr to operating plant licensees, OU applicants St CP holders. 
Forwards NUREO-0737 re Thil action plan requlr omen ts. Renuos t» 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 
eiSEUHUT. 0. 0, Division of Licensing. 00/10/31 7pp. 


8012010422 Denies 800013 request that proprietary versions of Info re 
electrical equipment qualification it tiestinghouse affidavit 
CAW-aO“3l be withheld (ref lCChR2. 7901. 

YOUNO0LDOD. a. J. Licensing Branch 1. 00/11/12. 4pp, 06916:001. 


8012010536 Requires submittal of plans 6 schedule for installation of 
appropriate hydrogen control sys fer degraded core accident 
situations 6 detailed description of tests needed to 
damanatrabe sf foe tlvenass of proposed sys, 

EISENHUT. D 0. Division of Licensing. 80/11/14. 3pp. 07090:224. 


8012020717 Natificatton of 801124 meeting w/util in Meek lenburg. NO to 
develop fracture toughness data re (Jenoral Design Criteria 
SI. 

BIRKEL«R.A. Licensing Branch 1. 90/11/20. 3pp. 06916:001. 

8012090127 Notification of 801203-05 meeting w/util in Charlotte. NC to 
discuss piping sys 6 support criteria implementation. 

DIRKEl. R.A. Licensing Branch I, 80/11/20, 3pp. 07199:199. 

0012040721 Discusses NRC review of schedular requirements for special 
low power test program 4 emergency procedures. Lists 
schedular requirements to be me t . Eva lua 1 1 on to be completed 
in conjunction w/facillty full power ascension program. 

TEOESCOi R, L. Assistant Director for l icensing 00/11/21. 2pp. 
07170:044. 

8012090200 Summary of 801117 meeting u/util at site re (3L application 
review. 

SIRKEL. R. A. Licensing Branch 1. 80/11/21. Spp. 07202:270. 


8012010201 Forwards draft Tech Specs 3 4. 7. 2, 4. 4. 7. 2. 2 4i Table 3.4-1 re 
operational leakage for RCS 4: list of fiC9 pressure Isolation 
valves, in response to NRC 801006 request 
PARKER. N.O. Duke Power Co. 00/11/24, 4pp, 07090:0(51. 


•0012010225 Proposed Tech Specs 3. 4. 7. 2, 4. 4. 7. 2. 2 it Table 3,4-1 re RCS 
operational leakage. 

-» Duke Power Co, 00/11/24. 3pp, 07090:005. 


8012120229 Forwards sum.mary of 001028-29 meeting w/util In Charlotte, NC 
re auxiliary feedwater sys reliability evaluation. 

VOUNORLOOD, B, J. Licensing Branch 1, 80/11/25, 8pp. 07236:197. 


--8013120238 Summary of GO'1020-29 meeting w/util in Charlotte, NC re 
auxiliary feedwater sys reliability evaluation, 

PARRiO. D. Auxiliary Sy a terns Branch BO/ 11/20. Spp 07236:199. 

8012050390 Enumerates events contributing to delay in facility fuel 
loading s chedul e, Def i c 1 ency repts end. 

PARKER. H, 0. Duke Power Co, 80/11/26. 3pp 07175:043. 

--8012O50302 Significant Deficiency Repts SR 369/00-20 it SD 370/00-15 re 
improper loads for design of pipe support/restraints 
initially reported 801 Comprehens ive program initiated to 
correct probl ems. 

PARKER. N.O Duke Power Co 00/11/26 4pp. 07175:046. 


--0OI2'C>5O3l 4 Significant Deficiency Repts SD 369/80-21 h SD 370/00-16 re 
LOCA pressure effects not considered in analysis of piping 
y/cold penetrations initially reported 801031 Comprehensive 
program initiated to correct problems 

PARKER, U.O Duke Power Co. 00/11/26. 3pp. 07175:050. 


3012050391 Responds to NRC 0OklC5 ltr requesting addl info re effect of 
split breaks on peak clad temp. Forwards analysis of results 
of double-ended cold leg break. 

PARKER. 11 0. Duke Power Co. 80/12/02. 3pp. 07175:072. 


0012050446 Informs NRC that structural mods will be made to Category I 
masonry walls if results of spectrum reanalysts program 
Identifies walls which do not comply ui/specified design 
criteria. 

PARKER, W O, Duke Power Co 30/12/02. Ip. 07171:348. 


8012220405 Responds to 800911 me.no requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revisei Agreement State burial site e ond i t ions. Forwards 
results of IE survey 

DENlONiH. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 

--8012220506 Forwards tabulation 6 summary of IE survey on low level 
waste at St reaclors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed W/71X 
planning or considering Incpeasing storage capacity. 

DANG.kRT, R. L, Effluent Treatment Systems Granch. 80/11/06. 8pp. 


8012150069 Informs that re-eva 1 ua t i on of schedule indicates Unit t 
could bo ready for fuel loading by 810180 Instead of 010216 
as previously subh.i tbed . Reduc ed number of pipe hangers 
requiring mods Is primary reason for rescheduling. 

PARKER. W.O, Duke Power Co. 80/12/09. Ip. 07239:360. 

8012220344 Notification of 801217 meeting w/util to discuss auxiliary 
(sed water sys reliability. 

BIRKEL.R.A. Licensing Branch 1. 80/12/09. 3pp. 07309:339. 

8012230345 9uppls 601124 ltr ra RCS pressure isolation valves, in 
response to NRC 801210 request. Va Ives listed in end list 
will be defined as Category A, List includes addl valves in 
cold leg accumulator discharge lines. 

PARKER. N.D Duke Power Co, 8-0/12/10 3pp. 07311:139, 


8012300601 Forwards Char 1 at te-Mec k lenburg Environ Coalition leaflet 
distributed to participants during 031BO5 i 06 emergoncy 
planning drill at fac i 1 i t i e s. Doc ument may have initiated 
recent 1 trs to ASLD requesting reopened hearings. 

PORTER. N.L. Duke Power Co. 80/12/22. 2pp 07359:240, 


F. Security, medical, emergency i. fire protection plans 


8012240369 Releases public version of util draft emergency plan. 

Includes State of NC rad lo-log i cal response plan, 

’ FELTON. J. II Division of Rules and Records. 80/12/12. Jp. 
03768; 001. 


— 0O1;724O372 Forwards public version of util draft emergency plan 4: 

State of NC radiological response plan in support of I 

fixed nuclear fac i i 1 1 ies. I 

PARKER, U.O. Duke Power Co. QO/03/20. ip. 03768:001. | 

i 

— 6012240377 Public version of State of NC draft radiological emergencij 
response plan in support of fixed nuclear facilities. f 

* North Carolina. State of. 79/10/11. l2Spp. 03768:001. j 


•8012240381 Public version of util draft emergency plan, 
a Duke Power Co. 80/03/20. lOOpp. 03768:001. 


8012230330 Outlines health physics pragram. Cone ludes that program is j 
effective in reducing radiation exposure to levels ALARA.per | 

util BOOa-36 t 1010 tneetihg w/NRC. j 

PARKER, N.O. Duke Power Co E0/I2/19. 6pp, 07314:095, ! 
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s> Ad jlid ic ator'j correspor-dertce 


S012120551 Order grertinj CaialinA Environ Stodii Group 000915 revised 
notion to reopen Peering record to consider contentions re 
hgdrojien generation control tiatter has obvious safetg 
i.npUcations Revised Contentions 1-*) to be ad gud ica tod. 

LAZOiR.tl Atonic Safety and Licensing Board Panel, B0/I1/2S. 5pp. 
07237: 123. 


S0121205S5 Order granting in part applicant SOOV30 motion for summary 
disposition, to allou Cair.ni ssion to issue license for 
fuel loading- ini tial criticalitg t: lero potuer physics test. 

ASLB uill hear evidence re hydrogen generation issue. 

LA20-R.n Atomic Safety and Licensing Board Panel. 00/1 1 fSB 6pp. 
07237: IBB. 


3012230014 Response in opposition to M Fennel 000726 reguest to reopen 
hearing if vieued as late petition to in tervene. Cert i f icats 
of Svc end 

HCOARRV. J. K Duke Power Co, liCGARrt V- J. M Depevoise In Liberman. 
aO/12/02. 4pp. 07311:174 


8012290209 Response to intervener Carolina Environ Study Group B01107 
addi contentions re hydrogen generation c on tr o 1 . C onte n 1 1 ons 
5 6 should not be admitted in proceedings. Certificate of 

Svc end. 

CUHTISg-J,R, Regulations Division. 80/12/15. llpp. 07344:242. 


9012300066 Response to Carolina Environ Study Group motion to add 
further contentions Carolina Environ Study Group addl 
Contentions S 3: 6 found factually l\ legally flaued 6: merit 
denial. Csrti ficate of Svc encl. 

HCGAHRY. J. II. Duke Power Co, MCOARRVi J, 11 Debevoise 6 Ltberman. 
60/12/15, 9pp, 073=8:349, 


H. General correspondence 


S0l20't0008 Ack receipt of 800911 Itr re^uosting hearing re I oui pressure 
contain-nent I danger of hydrogen eip levs ion. Foruard s 
Cormission fflatl addressing concerns. HftC reviewing evacuation 
plans to determine compliance -w/lOCFRSG. l4/o end. 

KErCHS«,E G. Hearing Branch 4 BO/ll/14. 3pp. 06915:001. 


— 60120400S? Ad receipt af 600925 Itr requesting hearing re low pressure 
contaiment It danger of hydrogen eip I osion. Forward s 
Coe'.ission natl addressing concerns. MRC reviewing evacuation 
plans to determine coirpliance w/ICCFRSO tf/o end. 

KETCHEII-E. G, Hearing Branch 4. 00/11/14. 2pp. 06915:001. 


SO121S0I99 Requests hearings be reopened re facility re# SECY 80-107 
dtd 600636 re containment thickness 

■tlCNNEriAA'tR. T. V! Af f i 1 1 a 1 1 on Uni noun , SO/12/09, Ip. 07187:001. 


0O1219C534 Ad receipt of 801015 itr requesting reopening of hearing 
to consider problems associated w/Tl1I-2-type accident. 

ASLR issued 601125 order reopening operating proceeding re 
hydrogen generation issue 

KETCHSffv E. G. Hearing liranth 4 80/12/10, 2pp. 07206:17 7. 


6012220390 Eipresses opinion that emergency evacuation procedures 
should be improved before QL is granted to facility. 

PfllMHiL.iJ. Affiliation Unknown, 30/12/10. 4pp, 07304:142. 


3012290293 Espresses concern re opening of facilities. 

oPARRDiJ-K Affi I lation Unknown 00/12/19, Ip. 07308:001. 


n Antitrust correspondence 


aC1230C030 Order granting attached licensee comnitmentsi agreed to by 
utll.BOJ I t«C 

TUiiRlOY. J. F. Atomic Safety at.d Licensing 3oard Panel, 74/05/24 

21pp 


"6012300040 Request for order directing licenses be amended per 
attached conditions COU util join in motion. Order would 
terminate MRC prosecutorial role, but WRC would remain as 
party. Certificate of Eve encl, 

VOGlEHiB.H Atomic Energy Commission 74/05/13. 9pp, 

Q Inspection reports- IE SuMetins 4: correspondence 

0012160042 Forwards IE Info Notice BO-37, ''Containment Cooler Leaks t: 
Reactor Cavity Flooding At Indian Point Ifnit 2, " No written 
respoi-vse required. 

0'Reil.LY.J P Region 2 , Atlanta, Office of the Director. 80/10/24. 


8012170813 Forwards IE Info Notice 80-301 "Cracking in Charging Pump 
Casing Cladding" No written lesponse required. 

0'fiEILLY,U.P Region 2. Atlanta, Office of the Director, 00/10/30. 
IP 


9012170971 Forwards IE Info Notice 00-39, "Malfunction of Solenoiii 
Ualves Itfg by Valcor Engineering Corp." No written rosponie 
requ ired 

0 'RE Illy, J, P. Region 2, Atlanta, Office of the Director. QO/iO/31, 
Ip. 


6012230050 Forwards IE Circular 80-23, "Potential Defects in Delal't 
Power Sys Emergency Generators." No written response 
required. 

0 'RE I LI Y, J. P . Region 2- Atlanta, Office of the Director. 80/10/31. 
ip, 0731 1 : 248. 


8012110/49 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Narlcoln 
Foundry Co. Inc." Written responso required. 

0 'RE ILLY, J, P. Region 2- Atlanta, Office of the Director. 00/11/06. 


6012030873 Forwards IE Info Notice 00-40, "Excessive Nitrcigen Supply 
Pressure Actuates Safety Relief Valve Oporetion to Cause 
Reactor Dap r e ssun i »a t i on . " No written I'osponso required. 

0 'REILLY, J. P. Region 2- Atlanta, Office of the Director, 00/11/07. 
Ip- 


8012080603 Forwards IE Info Notice 00-41, "Failure of Owing Check Valve 
In Decay Heat Removal Sys at Davis Sesse Unit 1. " No 
response re qu ired. 

0 'REILl Yi J. P, Region 2. Atlanta, Office of the Director. QO/tl/lQ. 
Ip- 


8012040172 Forwards IF. Bulletin 00-23- "Failures of Solenoid Valves 
I'lfg by Valcor Engineering Corp." Requires estimate of 
manpo-wer associated w/ corrective actions. 

□ 'REILLY. U P Region 2- Atlanta, Office ef the Director. 00/11/14. 

Ip 


0012020117 Ac k receipt of 801024 itr informing NRC of sbepn t^lien t-a 
correct violations 4r deviations noted in IE Iiisp Repts 
50-369/BO-2S J; 50-370/80-15, 

MURPHYiC.E, Region 2, Atlanta, Reactor Construction i Eng Ine tr i r-) 
Support Branch. 80/11/20. Ip. 07142: 110. 


■8012-330127 Responds to NRC 800930 Itr re violations ti devlatiiani noted 
in IE Insp Repts 50-369/80-25 «; 50-370/80- 1 9, Cor re c t i ve 
actions; fire protection requirements during cutting 6 
welding operations will bo revised for clarification. 

PARAER.N.O, Duke Power Co 80/10/24. 0pp. 07142:111. 


--801202013:3 Forwards IE Insp Repts 50-369/00-25 it 50-370/00-19 on 
000902-05 4, notices of violation t, deviation. 

IVJRPHV.C.E Region 2. Atlanta, Reactor Construction I: Eng itteer lltg 
Support Branch. 80/09/30. 2pp 07142; 119. 


•801202-5141 Notice of violation from insp on 800902-03. 

» Region 2, Atlanta, Office of the Director. 80/09/25 2pp 
07142: 121 


— Q0120P0147 Notice of deviation from insp on 800902-03. 

e Region 2, Atlanta, Office of the Director. 80/09/25, Ip. 
07142:123. 


--8012020159 IE Insp Repts 50-369/00-25 i< SO-37O/0O-1S on 000902-05. 
None omp 1 1 anc e no ted: we Id ing operations conducted In cable 
spreading room of Unit 1 over combustible trash in fuel d«y 
tanks stored in same room as diesel generator. 

MILLER, H.H Region 2. Atlanta, Office of the Director.’ 

COLLOtl, T. E Region 2. Atlanta, Reactor Construction & Eng initr I ng 
Support Branch. 80/09/23 13pp. 07142; 124. 


0012050055 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Hater Leakage Inside Coiitai nmont, " No written response 
requ i red. 

O'REIi.LY, J. P. Region 2. Atlanta. Office of the Director, 00/11/21. 
Ip, 07173:210, 


8012170309 Forwards IE Info Notice 80-29, Soppl 1. "Broken Stuiis on 
Terry Turbine Steam Inlet Flange. " No written response 
rsqu 1 rod. 

Q'RfclLLY/O.P Region 2, Atlanta, Office of the Director. QO/ll/26. 
ip, 07268:096. 


8012180361 Ac k receipt of IE Insp Repts 50-369/80-20 i 30-370/80-10 «n 
300929-1002. No proprietary info, 

PARKER.U.O Duke Power Co. 80/12/02. Ip. 03794:205, 
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— 8012tQ3366 Forwards IE [nsp Repts EO-St'J/QO-SS i 50-370/00-10 on 
800929-1002. No noncompliance noted. 

STQHRiJ. P. Pegion 2. AtlantOi Fuel Facilitg Materials Sa^eti^ 
Branch. 80/11/12. 2pp 03794: 205. 


— G012180375 IE Insp Repts 50-3.59/80-20 ?, 50-370/80-10 on 800929-1 002. No 
noncompliance noted. Major areas inspoc ted : cmergencg planning 
drill Biercise observation 4 environ protection, 

GIDSONiO T. Flegiopi 2. Atlanta. Q/fice of the Director, 

JlcNKINS/ 0. R, Region 2. Atlanta. Fuel Facilitg L Materials Safety 
Branch. 80/11/04. 5pp. 03794:208. 


6012180574 Forwards Revision 3 of response to IE Bulletin 79-02. “Pipe 
Support Base Plate Designs Using Concrete Etpanslon Anchor 
Bolts," Results of statistical evaluation of anchor holt 
safety features encl, 

PARKER, W 0 Duie Power Co, 80/12/03 59pp, 07271:265 


a0ia»a0397 AcV receipt of IE Insp Repts 50-369/80-31 4, SO-370/00-17 
on 801020-22 No propr i ec tary info. 

PARKER, n o Duke Power Co, 80/12/04, Ip. 03794:248. 


— 80IE180399 Forwards IE Insp Repts 50-369/00-31 4< 50-370/80-17 on 
801020-22. No noncomp 1 lane B noted. 

K'JRPHV.C E, Region 2. Atlanta. Reactor Construction t. Engineering 
Support Branch. GO/n/14. 2pp. 03794: 249. 


— 8012180401 IE Insp Repts 50-369/80-31 4; 50-370/80-17 on 801020-22, No 
noncampl iance noted, Major areas inspected: IE Bulletins 79-02 
6 79-14 4: QA training 4. qualifications 

AN. W. P. Region 2. Atlanta. Office of the Director HERDT. A R. 
Region 2. Atlanta. Reactor Construction 4. Engineering Support 
Branch. 80/11/12. 4pp. 03794:251. 


8012230459 Informs of insp program developed to demonstrate lack of 
hole formation in guide thimble tubes of Nestinghouse 17X17 
fuel assembly array. Insp results provided prior to startup 
after first Unit 1 refueling outage. 

PARKER. H O, Duke Power Co 80/12/19, Ip. 07314:121. 


S Reportable occurrences, t.ERs 4; related correspondence 


8012240033 Part 21 rept re improper cperatlon of E-na> isolator part 
Munber 17501 15. Sing le channel Isolators 1750141 4. 1750115 
will be changed out w/Pai t 1750146, 

PARKER. H.O. Duke Power Co. 60/11/18. 3pp. 07324:280, 


3012040408 Deficiency rept re improper loads used for support/restraint 
design ILOCA. valve d ischar ge. mi sma tc h ) . Comprehens i vc program 
Initiated to identify suppor t/ros t ra i n t s af f ec ted, revi se 
design sketches 4: perform hardware changes 
PARKER, U.O, Duke Power Co 80/11/26 4pp. 07161:358. 


8012050270 Enumerates events contributing to delay in facility fuel 
loading schedu 1 e. Dcf ic lency repts encl 
PARKER, U 0, Duke Power Co 80/11/26. 3pp. 


■8012050302 Significant Deficiency Repts 3D 369/80-20 5 5D 370/80-15 re 
improper loads for design of pipe support/res tratnts 
Initially reported 801028. Comprehens i ve program initiated to 
correct problems 

PARKER. H.O Duke Power Co 80/11/26. 4pp. 


•80120S0314 Significant Deficiency Repts 50 369/80-21 i SD 370/00-16 re 
L'GCA pressure effects not considered In analysis of piping 
w/cold penetrations initially reported 801031. Comprehens Ive 
program initiated to correct problems. 

PARKER, H.O. Duke Power Co. 80/11/26, 3pp. 07175:050, 


0012300606 Forwards supplemental response to Significant Deficiency 
Repts SD 369/80-18 4. 370/00-13 re defective coils in UaUor 
solenoid valves. per NRC 801114 requos t, Coi 1 s in valves of 
sys required for fuel loading will be replaced by G10I09 
PARKER, II. 0. Duke Power Co 00/12/17 3pp. 07346:192. 


DDCKEl 50-373 LASALLE CQUIJIY BTATION, UNIT I 


A. App I Ication/construc t ton stage documents 4 correspondence 


BO121600S0 Ltr to operating plant 1 i ceosees. 01. applicants 6 CP holders. 
Forwards MURED-07'37 re TMI action plan requirements. Reques ts 
operating reactor licensee confirmation in 45 days that 
Encl 1 inplemeiitation dates will be net. 

E tSENHUTi D. C. Division .of Licensing 00/ i 0/31. 7pp. 


8012220358 Ltr to all CP 4 Ot h,3lder5 fat- BiiRs re requirement for 
i mp 1 enenta t i 0 n of GDiN cu.ie for licensing b.isie calculations 
performed b'j CE Ap p I 1 c at. 1 e to all lice:ts« applications t 
proposed ams rids, me 1 ud trig core reloads 
EtSEMHJT, D G Division of I. icensing. 80/11/04 4pp 


301201001 1 Forward! Suppt I to irJRi-'G-Ode?. “Mark II Containment Lead 
Plant Program L.oed Evaluation 4 Acceptance Criteria. . 

Devla t ions, a I ong w/bases for dev la t i ons. ar e to be documented 
in design assessment rept duririg FSAR review 

YOUNC2I COD, t) ■J Licensing Bi anch 1, e. 3 / 11 / 10 , 2pp. 06916:001. 


8012010051 Corfirns eOlO^O plans for 001125 meeting in Chicago, IL to 
discuss f'RC evaluation of regulatory porforrrance 

KEPPl.ER.J 0 Region 3, Chicago, Office idf the Director, BO/tl/lB. 
Ip. 07093: 190 


8012010581 Confirms 301017 plans for 001120 meeting in Olen Ellyn. IL 
to discuss util evaluation of design /engineering 
arg an i t a 1 1 on s 4 functions I'e significant const rework at 
f ac i I i 1 1 es. 

KEPPLERiJ 0 Region 3, Chi.iago. Office of the Director. BO/H/19, 
tp 07093: 106. 


8012040660 Fovwai'ds request For addl info re certain deficiencies 
contained in Section 3 2 of FSAR for s tore tures. sys t- 
components subj to operational OA program Q-list. 

TEOESCO, R. 1. Assistant Director for Licensing 80/11/20, 6pp, 
07170: 070. 


S012100214 Notification of 80120? meeting w/BHR licensing review group 
in Sethesda.MD to discuss status of group issues 
LIILSCN.J.N. Licensing Branch 1 80/11/20. QpP 


8012040684 Discusses NRC rs'. iew of schedular requirements for special 
low po'wer test program 4: emergency pr oe edures, LI s ts 
schedular requirements to be met Eva I imti on to bo completed 
in conjunction w/facility full power ascension program. 

TEDESCQ.R.L Assist.mt Director fer Licensing. 80/11/21. 2pp, 
07170: 054. 


0012020301 Forw.rrdi tsbulatian of planned environ qualification testing 
programs. In response to NRC 801001 ltr 
ADEt.J S Co.m.honwea I th Edison Co 80/11/26, 4pp 


8012020465 Submits response to IvRC 001120 questions re suppression pool 
column design Encl iiif'j will bo incl'jded in ne«t revision of 
de sign ana ly s i s rep t . 

DELOEOROE.l. 0 Comnonuies I th Edison Co 80/11/26, 2pp. 07148:236. 


801204048) Respond! NRC fi'M 1 17 informal questions re suppression 
paol temp analyses 4 f-ji wards proposed revised procedure 
spEcifying min numbf of •■losure attempts 4: time to scram 
after SORy. 

DELOEOROEi I,, tl. Ccm.man.wej 1 1 h E-dtssnCo 80/11/26. 2pp. 07157:266. 


--H0l?0404e6 Draft SORV procedure La,‘.-IJP-02. "Failure 0 # Relief Valve 
to Seat Properly or I ?' aclv.r r tent .Actuation of Safety Relief 
Valve. ’■ 

* Commonwealth Edis-sn Co. 00,-05/29 4pp. 07157:268. 


80121601 SO Not i f I cati CHI of 301210 meeting w/Mark II owners group in 
Be thes da, MD to dis.-.uss status of improved chugging load 
p r og ra m. 

ANDERSON. C GeiieT ic I ssues Branch. 00 7 12/02. Ip 


3012110)11 Notification •? f FvOl .Oli .meeting oj/util in BethesdaiMO to 
discuss dtil actltins re vr.iq'.e IMl--liUR related actions. 

QCUkNIA, A Licensing a ranch ) EO/12/0‘1 3pp. 07223:156. 


8012160008 Not 1 f i C.st i'jn of rescheduled 501222 meeting u/util in 
Bethesda.MD re actions tasen by util w /regard to unique 
TMI-ClfH related actions Meetitigt originally set for 8012)6, 
BOURNIA, A Licensing £; ranch t S'5/t2>04. 3pp. 07262:327. 


8012160032 Not i P i c at ion >f 801212 meeting w/M.ark II owners group in 
Dethesda.MD to discuss suppression pool temp limit, 

SV. T. IV Oenerlc Issues Branch, 60/12/05. Ip. 


3012170283 Bunrpftry of 801202 meeting w/FLR licensing review group, 
DechteS 4 54IJ in Pethesja MB re current status of issues 
t fire protection co.vc ern s Rep t on LaSalle specific Issues 
end 

WILSON, J.N t. icensing Branch I OO/Ui/.OS 21pp, 


8012170780 Forwards Info re nuclear power plants to bo licensed Doc 
1 980 -Dec I '981 in response to request from Nuclear Oversight 
Commlfetee. 

MlRAuLIAiF Licensing fir 3 neb 3, 00/12/05 3pp 



206 


DOCKETED ITEMS 


eOliSSOlSl Sn-'STv of -0SJ9 .-’^ftinga (j/ifkfJ Ljtensing Review •Group 

in BethesiJa, rSf' re i'ie'n 1 1 f j c 3 t i on of generic i j s jes . f orraa t i on 
of conserisuE possti'ons i resolutions that Dili apply to all 
5 l» p I an t s . Dc af t tcCFling papfi- ?nc 1 

iJ II. SOTi. J. IJ. L.icetising Brantli I QJ/1S/G5 99pp. 07307:059. 


3'Jl2£9039fi Infor.Ts that nesting lieli) to discuss, util evaluation of 
d as ipii/ang i near i 113 organi j a 1 1 on t functions proved effective 
in defining scope t- ecplsining results of util evaluation. 
FlDSEt-LIjO Region 3. Chicsj'Oi Reactor Co n s t r-jc 1 1 on li Engineering 
Support Sranch S’D/lS/Oa .<‘p? 073’15 3-lS, 


B012310170 Foi'waTds re.guest f.jr adil info re r.echanical engineering fc 
instrorien Vation control for Ou. application review. 

TEDESCQ. R 1. Assistant Director far Licensing. BO/lS/Of. lOpp- 
G7371: ISA 


6C'1S160&S5 Forwards itiservice testing program for Unit l.lnservlce itisp 
progran., Vc I s 1 i P. I prefer', ice tnsp rept.Vols 1-1 1 Info 
available in Central Files only 

CELOEOaCS, 1. 0 •.■c.Tir,onv«attti Edison ■Co, QDfl3/l2 Spp. 07331:342. 


E. tiftC Safety Evalvation Report 1 SF.R I . svppls i- correspondence 


S0122203SG I'i'Pti f i c a tion of 601317 n>se t i 11 g , u/ut i I to -discuss all open 
iteiT.s re facility SKR.both Till ncn-TlIl. 

OOtrSfMlA.A, Licensing Branch 1 60/12/06. 33pp 07300:002. 


F. Security, m.’dical, ertiei gt>rr;<) >. fire pioteetion plans 


601212059*1 notification of 910113 neeting w/util In Bethesda*HD to 
discuss open items re irdostrlai security. 

BOUkHIA, A, Licensing Branch I 60/12/04 3pp, 07237:153. 


8012310301 llefifies that util 303911 revision to station guard training 
t guai ■ f i c a ti 'sn pregran is acceptable 

V0tiilS9LC0D, R J. Liter lir-j Branch 1. 80/12/15. app. 07371:0*2, 


•3. Adjudicatorg toi i-espand en-ce 


0012110540 Ferwards aiyrspic AseO’Ciates checklist doeunients re Letkenby 
audit per 001118 reciuest Internal Nuclear Svcs Corp audit* 
re-guested 60lS03.re l.aislle work is being loca t e tf . Re la t ed 
correspondence If'o entJ 

F ITZOIBBONS. R. Ishair. Lincoln L Seale. 60/12/05. Ip. 07222:359. 


'/■ Utility Final Safety /•■n 3 ! y s i s Repti"! (FSARi i a nerds 


S012150139 Forwards affija.ic co.i f i i-r.irj distribution of FSAR Amends 91 
« 52 on 00 1 124, per 77092A Itr. 

DELOECaOE, 1.. 0. Cc.cti.hDnweal th Edison Co. 80/12/09, 2pp. 07240:094. 


601233022/) F-orwsrds Anen'l 53 to fecilit*i FSAR. Anend transmits response 
to 11 second round g.uesti'ins ?• voluntary text t. response 
revi s i ans, addres s inj some open issues previously dlaeussed. 

AOEl. J. S. toiT-rorueal th Edison Co 60/13/18. Ip. 07317:087. 


-'6012S33229 A.neiid 53 to FSAR responding to It second round questions t 
voluntary teet Z response rev 1 s i ons* ad dressing some open 
issues previously discussed 

s Corncnweaith EdiS'On Co 60/12/16, HEpp. 07317:009 


G. Icispecticn reports. !F, Tvl Latins t*. correspondence 


B0I8S70510 Forwards IE Infs Notice 80-37, "Containment Cooler Leaks I* 
Reactor Cavity Flooding at Indian Point Unit 2." Wo written 
respp.ise reRuiied 

KEPPLEft. J. 0. Region 3, Chicago. Office of the Director. 60/10/2*1 
Ip. 


3012310464 Forwards IE Insp Popt 50-373/SO-<l 1 on 800908-11, No 
none sop 1 ianc 0 noted. 

KEPPLCR. U. G. Region 3. Chicago. Office of the Director 8G/lL/oy 
2pp. 07370:246. 


--6012310470 IE Insp Rept 50-373/80-41 on 600908-11. No noncomplianie 
noted. Major areas i nipec tod : one i te staff organ! la 1 1 on & mgt. 
safety engineering group shift technical a-dvisor 
WALKER.R D , JACRIW.I.N, SPESSARD.RL, Regions. Chicage, nfflea 
of the Director. 00/10/21 12pp. 07370:840. 


6012830167 Forwavds IE Insp Rept 50-373/80-49 -on 80 1 087-80, No 
none o.np 11a nee noted. 

OAUIS. A. Q. Region 3. Chicago. Fuel Facility * Haterials Safely 
Branch. 80/11/14 8pp. 07317:016. 


— aot223'3t93 IE Insp Rept 50-373/80-45 on 001027-88, No noneomp lUnte 
noted. Major area Inspoc tod : rad 1 a t i on protection program 
MILLER, D.E., HUETER.t.. J , LOVEKDALE. P . C. Region 3, Chicago, afflcs 
of the Director, 80/1 1/12, 4pp. 073(7: 01 Q. 


8012030743 Forwards three Performance Appraisal Dranch Insp repts 6 
mgt evaluation tree w/user guide so that facility can 
compare program to pro.jram ali'cady reviewed 4; imake 
apprcprlate ad jus tmen ts. U/o one 1 . 

REPPLER, J. 0. Region 3. Chicago. Office of the Director, 80/11/19 
4pp, 


8012240052 Forwards IE Insp Repts 50"373/a0-44 «< 50-374/60-88 on 
601021-83 6 29-30, No none omp 1 lance noted, 

FtGRELLliO, Region 3. Chicago, Reactor Construction 6 Engineertni 
Support Dranch 80/11/(9, app, 0732*1: 853. 


— e01?840054 IE Insp Repts 50-373/60-44 4. 50-374/60-28 on 80102 1-J3 1 
89-30. No noncompliance noted Major areas inspec todiUf I d 
recoi'ds. electrical uo. k activities U OA documentation. 

NtISLEft. 3. H. , DARREIT, P, A, , NI LL I AMS, C. C . Region 3. Chicago. 
Office of the Director, 80/11/17. 8pp. 07324:295. 


6012040637 Forwards IE Du lie tin 00-24, "Prevention of Donaga Out to 
Water Leakage Inside Centa inmpnt. " No written reaponto 
renuired. 

KEPPLERiJ, 0, Region 3. Chicago, Office of the Director, 60/11/29.. 
2pp. 07165:335. 


60120S0087 Forwards IE Info Notice 00-42, "Effect of Rad iatton on. 
Hydraulic Snubbei* Fluid " No written response required. 

KEPPLEH, J, 0. Region 3, Chicago. Office of the Director. 80/11/24 

8pp. 


80121705S2 Forwards IE Info Notice 00-89, Suppl 1, "Broken Studs an 
Terry Turbine Steam Inlet Flange," No written response 
required. 

HEPPLERi J. 0. Region 3. Chicago, Office of the Director. 00/11/26 

2 pp, 


8012190695 Ac k receipt of 801125 I tr Informing NftC of stags taktn U 
correct violetion notel in IE Insp Rept 50-373/00-36. 

HEtSHKAM, R. F, Region 3. Chicago, Reactor Operations Muelaar Duppert 
Branch, 60/12/10. ip 07867:395. 


"8012190697 Responds to NRC 801088 itr re violations noted In IE Iflif 
Rept 60-373/80-36 Correc tive ac t ions : e leared two removed 
electrical jumpers from master jumper log book. 

DELGeOROE.L 0, Commonwealth Edison Co, 00/11/25. Opp, 
07287:356. 


0018160655 Forwards Inservice testing program for Unit liifliervice Imp 
program, Vols 16 8 4: preservice insp reptiVols l-ll. Info 
available in Central Files only. 

DELOEOROE, L,,a, Commonwealth Edison Co. 80/18/12, Spp, 0732l:3«. 


6012020/61 Forwards IE Insp Rept 5'0-373.'SO-36. on 000825-29 6 0903-05, 

4: notice of violation 

HElSIiriAM, R, F, Region ,3. Chicago, Reactor aperations Nuclear Support 
Branch 80/10/80 8pp 07144.011. 


-••-00120:? 0770 Notice of violation from insp on 800825-29 ti 0903-05, 
a Region 3, Chicago, Office of the Direitor 80/10/27 Id 
07144: 013 ^ 


DOCtkEI SO-374 LASALLE COUNTY STATION, UNIT 2 


A. App 1 i catlon/construc tion stage documents 4: correspondence 


6012160090 Ltr to operating plant licensees, OL applicants S; CP hoifer*. 
Forwards NUfiEO -0737 re TMt action plan requiraraents. Requests 
operating reactor licensee confi rma t t on in 45 days that 
End 1 imp ! ementat ion dates will be met. 

EISE16l-dT, D. 0. Division of Licensing, 00/10/31. 7pp. 


— a0l80S073-3 IE Insp Rept S*>-373vS0-36 4 600825-29 4i 0903-05. 
None onp 1 i arc e no ked ■ motor operator valve torque switch 
setting lists not controlled 4 removal of two eieetrical 
jumpers not documented 

MAURA, F., MCGREGOR. L. . CO(,-«AUiJHTON, A Region 3, Chicago, 
the Director. GC/t<>/2V 6pp 071M4.014. 


Office of 


8012820350 Ltr to all CP 4- OL holders for BNRs re requirement lor 
implementation of QDVN code for licensing basie calculabionc 
performed by OE, App 1 i c »b 1 e to all license appilcetions 4: 
proposed amends, including core reloads. 
eiSENHUT, D. 0, Division of Licensing. 00/11/04. tpp. 
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60l?010011 Fartuards Suppl t to i\!iJnEi5--04a7. ''Mark It Containment Lead 
Plant Program Load Evaluation I /vcceptance Criteria..." 

Be viat i one < a long ui/tases for devi at ions/ are to be documented 
in. design assessment rept during FSAH revieie. 

YOUNGBLOOD- B. J Licensing Branch 1. QO/H/IO. gpp. 0&916;001. 


B012010051 Confirms 001030 plans for 0Oil25 meeting in Chicago- IL to 
discuss fJflC evaluation of regulatory performance. 

KEPPLER-J. G. Region 3. Chicago- Office of the Director, 00/11/18, 
Ip. 07093:190. 


6012010391 Confirms 801017 plans for 001120 meeting in Olen Elign. IL 
to discuss util evaluation of d es ign/eng inec r Ing 
organisations U functions re significant const reuori at 
f ac t li 1 1 es 

KEhPLER«J.G, Region 3- Chicago- Office of the Director, 00/11/19, 
ip, 07098:106, 


6012040660 Foruards request for addl info re certain deficiencies 
containad in Section 3.2 of FSAR fcr s turc tur es- sgs U 
components subj to operational OA program Q-liat. 

TEDESCO-R L, Assistant Director for Licensing. 00/11/20, 6pp 
07170:070. 


6012040684 Discusses NftC revieuj of scheduler requirements for special 
lou pocier test progra.m 6 emergency procedures. Lists 
scheduler requirements to be me t. Eval ua t ion to be completed 
In conjunction u/facllity full pouer ascension program. 

TEOE3CO- R L. Assistant Director for Licensing. 00/11/21. 2pp. 
07170: 034. 


6012020301 FoT'uards tabulation of planned environ qualification testing 
programs, in response to NRC 001001 Itr. 

A3EL.J.8. Com.monuea 1 th Edison Co. 00/11/26. 4pp. 


8012020463 Submits response to NRC 801120 questions re suppression pool 
column design, End Info ullt be included in next revlsiort of 
design analysis rept. 

DELOEO.ROEi L. 0. Commonucalth Edison Co. 80/11/26. 2pp. 07148:236. 


8012040401 Responds to NRC 001117 informal questions re suppression 
pool temp analyses fr foruiards proposed revised procedure 
specifying min number of closure attempts 4: tine to scram 
after SORV, 

DELOEOnOE. L. 0. Commoniuealth Edison Co. BO/ll/26, 2pp. 07157:266. 


— 8012040406 Draft SORV proced-jre LOA-NB-02- "Failure of Relief Valve 
t» Seat Properly or Inadvertent Actuation of Safety Relief 
Valve. " 

« Commonwealth Edison Co. 80/05/29. 4pp. 07137:266. 


0012160130 Motification of 801210 meeting ui/Mark II owners group in 
Bathaida.HD to discuss status of improved chugging load 
program, 

ANDERSON. C, Generic Issues Branch, 00/12/02. ip. 


00121)0111 Notification of 801216 meating w/ut i 1 in Dethesda-HO to 
discuss util actions re unique TIII-BDR related actions. 
SQWNIAiA. Licensing Branch 1. 80/12/04. 3pp. 07223:156. 


8012160003 Notification of rescheduled 001222 moeting u/util in 
Bethesda. I4D re actions taken by util w/ragard to unique 
T(11-Blf« related ac t i ons. Mee 1 1 ngs originally set for 801216. 
aOURNIA. A. Licensing Branch 1, 00/12/04. 3pp, 07262:327, 


6012160032 Notification of 601212 meeting u/tlart 11 owners group in 
Bethesda. ND to discuss suppression pool temp limit. 

SU.T.K. Oenerlc Issues Branch. 80/12/05. Ip. 


E CRC Safety Evaluation Report (ulEPl- si'ppls t- correspondence 


8012220350 Notificetior -if fv''l2l7 meeting w/util to discuss all open 
items re facility SEP. both Tfil non--TMI 

BCVhNIA, A Licensing Bran-cl-, 1 eO/K-j/OS 33p p 07300:002. 


F. Security, medical, emergency I fire protection plans 


8012120594 Notification of BI0113 meeting w/util in Bethesda. MO to 
discuss open items re iitdustrial security, 

BOUnNIA, A. Licensing Dnanch I 60/12/04 3pp 07237: 153. 


SO12310001 Nofifies that util 800011 le.ision to station guard training 
4 qua I i f lea t ion program is acceptable 

yOUhlGBLCOO- B J Licensing Dvanch 1. 80/12/15. 2pp 07371:062. 


0 Ad judicatory c or respond etice 


6012110540 Foiuards Olympic Associates checklist documents re Leckenby 
audit per 601118 request Ir-.tenial Nuclear Sves Corp audit- 
requested B01203-re Lasalle -par'- is bring located. Related 
correspondence. W/o enc 1. 

FITZOIBSONS. R. Isham- Lincoln t: Seale 83/12/05 tp. 


K. Utility Final Safety Analysis Report (FSARi 6 amends 


0012150139 Forwards affidavit confirming distribution of FSAR Amends SI 
4 52 on 001 124. per 770526 Itr. 

DELGEOROE. U. 0, Commonwealth Edison Co. 80/12/03 2pp. 07240:004. 


8012230226 Forwards Amend 33 to facility FSAR, Amand transmits response 
to 11 second round queiti-ars b volunto-y teit i: response 
rev! s i ons. address I ng s-ome open issues previously discussed. 

ASFl j J, S. Commonwealth Edison Co. 80/12/10 Ip 07317:007. 


— 8012230229 Amend 53 to F6AR reipordin-j to 11 second round questions fc 
voluntary text t rgspor-se re vi s i etis- add resslng some open 
Issues previously discussed 

a Cor-monwea I th Edison Co 80/12/16 I46pp 07317:003. 


0, Inspection reports. IE Bulletins ! correspondence 


0012170510 Forwards IE Info Notice 80-3V, 'Containment Cooler Leaks ti 
Reactor Cavity Flooding at Indian Point Unit 2 '■ Ho written 
response r equl red. 

KEPPLEH- J. 0. Region 3- Chicago. Office of the Director. 80/10/24. 

Ip 


8012020743 Forwards three Parfortisnce Appraisal Branch insp repts 1< 
mgt evaluation tree w/user guide so that facility can 
compare program to program slreaay reviewed i: .male 
appropriate adjustment: i>'/o enc I 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director, 60/11/16, 
4pp. 


8012240052 Forwards IE Insp Repts 5'j"373' 80-44 6 50-374/60-28 on 
801021-23 L 29-30. No none im p llanc e noted, 

FIOREtl I.G Region 3, Chicago. Reactor Constr'Jctlon * Engineering 
Support Branch. 90/11/19 2pp 07324:253. 


— 8012240054 IE Insp Repts 5C -373/ 8:-4 1 t 5C-374/8O-20 on 601021-23 «i 
29-30. No noncompliance nate-i Major areas iiispeeted: weld 
records I elec tr leal uoti activities 4 CIA documentation. 

NcISLERi J. H, . HARHETI. p. A . WILLIAMS. C. C. Rsglon 3. Chicago. 
Office of the Director 80/11/17, Kpp 07324:255. 


8012)70/80 Forwards info re nuclear power plants to be licensed Dee 
1980-0*6 1901 in response to request from Nuclear Oversight 
Coneil btee. 

HIRAOLIA. F. Licensing Branch 3, 00/12/03, 3pp. 


3012290398 Informs that meeting hold to discuss util evaluation of 
de* i gn/en J Ineer ing organiiation t’. functions proved effective 
In defining scope L explaining results of util evaluation. 
FlCRELLIiO. Region 3. Chicago. Reactor Construction tt Engineering 
Support Branch, 80/12/03 2pp. 07345:348, 


80120'I0637 Forwards IF Bulletin 00-24. Prevention of Danag* Due to 
Water Leakage Inside Cun ta i nmen t. " No written response 
required. 

MEPPLERrJ.G Region 3, Chicago, Office of the Director, 80/11/21. 
2pp, 07165:335, 


0012000087 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " N’O viritten response required. 

MEPPLER. J. 0 Region 3. Chicago- Office of the Director, 80/11/24. 
2pp. 


9012310170 Forwards request for addl info re mechanical engineering ii 
instrumentation control for DL application revieu. 
lEDESCO.R.L, Assistant Director for l.ieensing. 80/12/09, lOpp. 
07371:106. 


8012170552 Forwards IE Irfo Notice 80-29. Supp! t< "Broken Studs on 
Tarry Turbine Steam Inlet Flange “ No written response 
required. 

KEPPLER. J. O, Region 3. Chicago. Office of the Director, 00/11/26. 
2pp. 
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DQWer 50~37c NC'RTH CQA?.! In;.: Al.AE.T 


Ad j'j 4 ica t oi'y c c ri esp o'.jasn 1 1' 


eDI2290t2Q Rc-(?ly to aprii-rs>'t t M'i't co7i t ?Tit i on- that luithdraiun 
application shoold not no u/pro j ud i ce , Urjen that 

application b« dismiijoj 'j/ p i'« J o 3 i c« C on t i t i ca t e of Svc 
etic I 

FEAM03. G. Cstiians ton the C on i # iva 1 1 on of Natural Resour t es, t nc 
80 M 3/03 Op p . 0733? 370 


8OI234CC0& Order grar.tinj uiitit 801331 for applicant t tIRC to file 
re-sponsi*fe repliea to tntetvenDr 601203 argu-nent that 
applicant ■notion to •uitlvireiu application s.hoold 6e granted 
u/pr e jud ice. 

UCLFE. 5. J. AtO'^lt Safot'j and Ulcor.sinj R-aard Panel 80/12/16. 2pp. 
07324'. 194 


DOCKEl 50-332 UATEdPOPl' 0P.t.^4p,'i'lri.5 STATION, UNIT 3 


A Ap p I ieat i cr.v c onatruc tion stage docuneiits i correspondence 


8012160050 Ltr lo operating platit 1 i cen s ees > 01. applicants t CP holders. 
Foriiiards t<UfieO-0737 re Trt I a,:*, ion plan rego t re.nen ts. fienues t s 
op erat ing reactor 3 ice see confirmation in 45 dags that 
Enel 1 ifipl e-mentaticri dates ui 1 1 te met 
EISENHJT, □. G Divi sion -of Licensing. 60/10/31 7pp. 


a012-ja0=,72 Trip rept of eOlOSA site visit re initial test program 4 
revie^i of FEAR Chapter 14, 

CLAYTCN. S. Precedures ^ Test Peviej iiraMch 0'3/tl/18, 5pp. 
07148: 007 


6012100659 Foruiards request foi' addl info required to complete OL 
rev 1 eu. R e spoil > e to Rsuno 2 requests should be provided no 
later than 801219 

TEOtSCO. H 1. Assistant tiirector for l.icetising. 90/11/19 4pp, 


6012020095 Sumrarg of 6007 j'i' 1 OC'3 iTiaetinj u/ u 1 1 I A consultants in Weu 
V'orfciN'f re Machanical Engineering Branch I'evieti of open 
items in initial draft EER 

HAh'bi li. F. Licensing Branch 2 £'3/ll/30, 3‘*pp 06916:001, 


8012100473 Confirms 60r2C'i telctn ■: om.i’ii tmen t to Oct 1982 fuel load 
date 

ASUiiLL.D.L Louisiana Pauer t- Light Co SO/12/05. Ip. 07218:305. 


6012190322 Piovides current ichelule for 01. application review as 
r enoested 

TEOESCQ'fi 1. Assistant Director foi i.icersing 90/12/05. 2pp 
07286 062 


8012310180 Notification cf 610103 meeting u/uti I In BethesdaiHO for 
applicant pressntation .on ultimata heat sinV design 
KAN?. ILF. Licensing Branch 2, 80/12/11 2pp. 07369:279. 


6012IS0336 Forwards four overs jjc f 1 OlI d i agrams. per NRC 001117 request. 
Info ra.iiue5led included in FEAR Amend 13 submitted 801121. 

Info is revised Subsection 5 2 5 7. Tab 1 e 5 2-11 A response 
to Question 21 1 . 67. Ap e ture cards in PDR 

MAUHIhJ.L V LO'jisibi.a Feuer i Light Co 80/12/15. Ip. 07270:352. 


601S240185 Forwards control room panel A' general arrangement Drauiings 
SK-lS6'4-7. S/.-l564-e, SW-1564-9, SK- 1564-1 I. GK-IS6 4-12. 

6K-1561-IS. SK-1564-19. eK-l564-20 A LOU- 1 564- 0-1 34 . 

HCFERtC G. Ebasco Services. Inc. (subs of Enserch Cnrp. 1. 

80/t2/l'9 Ip. 07322.375 


£ tf2C Safety Evaluation Report (SERI, suppls A correspondence 


8012020095 Su.mmar g of 800930-1003 meeting ui/util A consultants in Weu 
York.NY re Clechar.ical Engineering Branch re-view of open 
1 tarns in initial draft 8ER 

KAWE.tl-F. Licensing Bi-an.rr. 2 80/11/20. 24pp. 06916:001. 


K UtiHtg Final Safety A-ialgsis Report (FSAR( & eronda 


vrds Amend Id to FSAR. 

•ouisiana Power 4 Light Co 80/12/15. 4pp. 07276:248. 


i to FSAR. 

>r «. Light Co, 80/12/31. iOOOpp. 07276:252. 


B012300403 Certifies svc of updated Amend i4 tp FSAR on 801218, 
* New Ysrii- State *f 80,' 12/18 Ip. 07357:319. 


Q Inspection reports. IE Sullettns A correspondence 


8012170746 Foruiat’ds IE Circular SO-21. "Regulation of Refueling Crews." 
No written response required 

SEYr ft I Tr It . V Region 4. Dallas. Office of the Director. 80/09/10. 
ip. 07266 093, 


8012020222 Forwards IE Insp Rept 50-3S2/80-24 on 000916-0915.1/0 
noncO'ip liance noted. 

HAD6EN-0, L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 00/10/06 2pF 07133: 127. 


— 8012020223 It Insp Rept 50-382/00-24 on 0009 16-09 1 5. No none ompl iance 
noted. ITajor areas inepec ted : operatl ona 1 s ta f f i ng > overa 1 1 
preopera tional test pr,5gram A plant tours 

C0U'STA3LE. 0. L , WESTEP'IAfJ, T. F. Region 4. Dallas. Qfftco of the 
Director, 00/10/06. 3pp 07133:129. 


SOI 2220694 Responds to IE Bulletin 60-20. "Failures of Uestinghouse 
Type W-2 Spring Return to Neutral Control Suitehes. " 

Specified sw itches are not used at facility. 

MAUftIN.L V. l.ouisiana Power i Light Co. 80/10/15. Ip. 07299:270, 


8012220699 Responds to IE Bulletin 00-16, "Potential Misapplication of 
Rose.nonti Inc Models 1151 f- 1152 Pressure Transmitters 
14/Either A or D Output Codes. " Eight identified transmitters 
will remain within FSAR stds. 

HAURIN, L V. Louisiana Poiuer A Light Co, 80/10/20. Ip. 07299:871, 


0012170351 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

SEYFRir.K. V. Region 4, Dallas, Office of the Director. 00/10/30. 
tp. 07269:009, 


BO1217OB10 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
is required. 

SEYfRir.SL. V Region 4, Dallas, Office of the Director, 80/10/31. 
Ip. 07266:015. 


0012240167 Forwards IE Insp Rept 50-SS2/26 on 800916-17 & 1007-10 *: 
notice of violation. 

SEIDLE.II.C. Region 4, Dallas. Reactor Construction A Engineering 
Support Branch, 80/10/31, 2pp. 07325:017. 


--8012240177 Notice of violation from insp on 8009.16-17 ts 1007-10. 
» Region 4. Dallas. Office of the Director. 90/t0/30, tp. 
0732S: 019. 


— 0012240191 IE Insp Rept 50-382/80-26 on 000916-17 A 1007-10, 
None amp 1 lane e no ted: f a i 1 ur e to follow procedures for 
protec tion of installed valves. 

STENART. R, C . Region 2. Atlanta. Office of the Director, 
R03ERD3, M, J. , CRQSSMAN. W, A, Region 4, Dallas, Office of the 
Director, 00/ 10/30, 6pp. 07325: 020, 


8012100619 Forwards IE Qullattn 00-21. “Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " Written response required. 

SEYhRIT, R,. V, Region 4. Dallas, Office of the Director. 80/11/06. 
ip, 07230:090, 


6012030096 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 la t ion " No written response required. 

SEYhR t li K,. V, Region 4, Dallas, Office of the Director. 80/11/57. 
ip. 07150:159, 


8012060575 Forwards IE Info Notice 90-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. " No 
response requ ired. 

SEVfRlT.S, V, Region 4, Dallas, Office of the Director. 80/11/10. 

Ip, 07163: 002. 


8012040127 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 00/11/14. 
ip. 07150:051, 


6012050404 Requests info resulting froiii review of application r« 
inservice insp of pressure isolation valves, Requests list of 
pressure isolation valves included in testing program u/four 
sets of piping A instrumentation diagrams. 

TEOESCO, R. L. Assistant Director for Licensing. 80/11/17. 3pp. 
07175:301. 



DOCKETED ITEMS 


209 


aOlSOSOISl Foruards IF DLlietin Q0-'24. “Pfaventioa of Danaje Due to 
Water Leakage Inside Containment ■' No luritten response 
required 

SEVFn I r. K. V. Region 4, Dallas. Office of the Director. 00/11/21. 
ip. 07173:049 


S012(d>0{>74 Forwards IE Info Notice SO-42. "Effect of Radiation on 
Hydraulic Snufiber Fluid " No response required. 

SEVfRlTiK.V. Region 4/ Dallas. Office of the Director. 00/11/24. 
Ip. 07262: 132 


5012160104 Forwards Suppl 1 to IE Info Notice 00-29. "Oroten Studs on 
Terry Turbine Steam Inlet FlaTige " No written response 

raquired. 

SEVFfi ITi K. V. Region 4. Oallaj, Office of the Director, 00/11/26, 
Ip. 07262:094. 


S. Reportable occurrences. LERs i; related correspondence 


S0121'90540 Interim Significant Deficiency Ropt 19. Target Rock Motor 
Operated Va I ves-Cush ing Not Staked " High pressure safety 
Injection header shutoff valve found w/loose bushing. 

Bushings will be corrected i. insp by 010630. 

ABVJELU. D. L. I PADALINO.J.. HART.J. Louisiana Power L Light Co, 
aO/12/15. 5pp. 07273:310. 


5012300974 Interim Significant Const Deficiency Rept 21 re linear 
Indications in electrical cable tray seismic support clips 
Initially reported in 501124 te Icon, Per formance of clips 
under actual loading conditions will be investigated. 
rtSWSLL. D. L. . MILHISER. R. J. . HILLS. J. L Louisiana Power 6 Light Co. 
00/12/23. 4pp. 07346:216. 


0012300331 Finsl deficiency rept re Class t vessel control element 
drive (neehanism motor housings mfg w/o final surface 
penetrant nondestructive e sami na t ion> ini t ia lly reported In 
001126 telcon. Def ic iency determined not reportable. 

ASN6LL.D. L. Louisiana Power t. Light Co. 00/12/23. tp. 07346:215. 


V. Operator Examinations 


8012010030 Clarifies min TMI-rolatod requirements for new operator 
licenses re training during low power tes t Ing Opera tor s 
should experience in i t la t i on. me in t 1; recovery from natural 
circulation mode. 

TEDESCO. R, L. Assistant Director for Licensing. 00/11/14. 3pp, 
07O9B: 197. 


DOCKET 50-397 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


A. App 1 ication/cons true t ion stage documents 4: correspondence 


8012160050 Ltr to operating plant llcenseaSiOL applicants i< CP holders. 
Forwards NURE(r-0737 re TMI action plan requiremen ts. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implemontatl on dates will be .met. 

EISEKHUTr D. 0, Dlvl s ion of L teens t ng , 00/10/31. 7pp. 


8012220359 Ltr to all CP OL holders for BNRs re requirement for 
implementation of QDYN code for licensing basis calculations 
performed by 0£. App I Icab le to all license applications U 
proposed amends, inc lud ing core reloads. 

EISENKUT. D. 0. Division of Licensing. 00/11/04. 4pp. 


8012010003 Forwards Suppl I to NUREO-OdO?, "Mark II Containment Lead 
Plant Program Load Evaluation 4i Acceptance Criteria..." 

Bevlat Ions, along w/bases for devla t i ons, are to be documented 
in design assessment rept during FSAR review 

YOUNOai OOD, B. J. Licensing Branch 1. 00/11/12. 2pp. 07090:012. 


8012040617 Forwards list of specific addl Info required in order to 
coamplete review of OL application 

TEDeSCa,R.L. Assistant Director for Licensing. 00/11/20. 9pp, 
07170: 00 1. 


8012090205 Summary of 001105-06 meeting u/util re projected fuel load 
date. 

STARK, R.H. Licensing Branch 1, 00/11/20, 7pp, 07202:271, 


8012100214 notification of 001202 meeting u/DWS licensing review group 
in BethBsda,MD to discuss status of group issues. 

MIL80I1, -J. N. Licensing Branch 1. @0/11/20. 8pp. 


8012040962 Discusses NRC review of scheduler requirements for special 
l«-j power test program 4: emergency procedures. Lis ts 
scbedular requirements to be met, Evaluation to be completed 
In eotijunction w/fecility full power ascension program. 

TEDE8C0.R.L. Assistant Director for Licensing. 00/11/2!. 2pp, 
07170; 104. 


0012110033 No ti f i ca t i ai: of 001211 meeting u/util in Bethosda.MD for 
status review 4 discussion of open items by Containment Sys 
Branch. 

STARK. R.n Licensing Uranch 1 80/11/24 3pp. 07223.326 


801202044G Informs of plans to construct holding facility for low level 
radwaste at u 1 1 1 . Fac i I i ty will provide interim starag,° for 
4-yr mai. Const will begin in Mar 1931 

CURT1S,N.IJ. Pennsylvania Power 4< Light Co 30/11/25. Ip 
07142: 007, 


8012230474 Forward s Amend 26 to OL. containing Revision IB to FSAR 
CURTIS. N. Id. Pennsylvania Power 5: L.ight Cp 80/11/26, Ip 
0731 4: 301. 


— 8012230477 Amend 26 to Gl containing Revision 18 to FSAR. 

CURIIS.N, W Pennsylvania Pouer 4: Light Co, 00/11/26. 421pp, 

07314:303 


8012160150 Mot i f i ca t i on of 001210 meeting tj/Mark II owners group in 
Bethesda.MU to discuss status of Inprcvcd chugging load 
p rag r am. 

ANOERSQM.C. Generic Issues Branch, 80/12/02. Ip. 


0012090353 Documents current cormsrcial operation dates in response to 
R Stark request. Unit 1 scheduled for operation during second 
quarter 1902 4 Unit 2 during socond quarter 1963. 

CURTIS, N.M. Pennsylvania Power 4. Light Co. 00/12/03. tp. 

07201 : 170 


8012110096 Summary of 80)114 meeting u/util at site re results of NRC 
caseload forecast panel review t: NRC liconslng schedule. 

STARK, R, 11 Licensing Branch 1. 00/12/04. 4pp. 07223:143. 


0012160032 Motiftcation of 801212 meeting lu/Mark tl owners group in 
Bethesda.MD to discuss suppression pool temp llntt. 

SU, T. II. Oeneri c Issues Branch. 80/12/05 Ip, 


80121707'a3 Swmiiiary of 801202 meeting u/BUR licensing review group, 
Bechtel L S4H In Bothesda,MD re current status of issues 
t, fire protection concerns Rept on LaSalle specific Issues 
enc I . 

WlLEaMi J. N, Licensing Branch 1 . 00/12/05, 21 pp . 


8012220131 Sum.nary of 800514-0823 meetings tJ/OUfl Licensing Review Group 
in BethesdaiMD r« Identification of generic t s suss, formation 
of cpnsonsus positions 4 resolutions that will apply to all 
six p 1 ants. Draft working paper enc 1 . 

WILSON, J. N, Licensing Branch 1 , 05/ 12/05. 99pp. 


8012110415 Documents ut i 1 .organi i a t lonal h philosophical concepts re 
independent safety assessment function outlined at 801014 
meeting w/NRC. Formati on of nuclear safety assessment group 
prop os ed. 

CURT t S. fJ. IJ, Pennsylvania Power U Light Co. 90/12/00. Spp. 

07222: 348. 


0012160039 Forwax'ds reactor bldg drawings, in response to FSAR Question 
312. 17 transmitted In NRC 800905 ltr. 

CURTISrN.IJ Pennsylvania Power t Light Co. 90/12/09, tOpp. 

07256: 149. 


8012160156 Notification of 801210 meeting yj/uti 1 4 8NL in Bethesda, 
MD to review util equipment seismic qualification program 
t- cun ent program status. 

STARK, R, M, Licensing liranch 1. 00/12/09, 3pp. 07263:030-, 


3O1216O3'10 Forwards Drawings C-Vl 0, Revi si on 13 t< C-Ol 1, Revi si on 3, in 
response to FSAR Question 312.10 transmitted In NRC 800905 
1 tr. 

CURTIS, N.W, Pennsylvania Power 4 Light Co. 30/12/09. Ip, 

072S6: 143. 


0012310037 Forwards Hydrologic 4. Geotechnical Engineering Branch 
request for addl info re Round 2 questl ons. Qutstand Ing 
i terns: descri p t ions of heading requirements for seismic 
Category I pipelines 4 conduits. 

TEDESCO. R.L, Assistant Director for Licensing. 00/12/09. 7pp, 
07371: 103, 


8012220463 Forwards "Equipment Dual i f icat ion Info Package, “ per FSAR 
Question 110. 50. Hardcopy available in Central Files. 

CURTfS,N. W. Pennsylvania Power V. Light Co. 80/12/16 Ip. 

07322: 001. 


8012310955 Notification of 810127-29 meeting w/util in AllentawhtPA to 
review util .mgt structure 4 technical resources using 
NURE0-0731 guidelines. 

STARK, R.M, Licensing Branch 1 80/12/16. 3pp. 07370:003. 
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S012300306 Foriaards propriatar<j slide presentations to LOCA load spe 
presented bv KWU S: Creaie.lnc during 001211 meetitis u/util. 
Uithholding requested < r e f 10CFF12 790 1 . Pressn ta fc 1 ons 
dvditablc In Central Files orilg i 

CURTIS. II IJ Pennsylvania Pauer * Ligbt Co aa/lS/23 ip 
073S6: 0*0 


F Set'jrityr medical* emergenty I fire protection plans 


E9I3310302 Foruards applicant e.nergency plan containing revisions 
required by ASLD eOlllS me.r.o rand un 4 order. W/o end. 

SNAPP* B A. Ponns y I van i a Paujei t Light Co. BO/12/19. 2pp. 
07361 291. 


8012310098 Foruards physical security plan for SNK protec t i on. Plan 
withheld <ref 10CFR2 7<f0)- 

CURTIS.II U Pennsylvania Pojer 4 Light Co. 80/12/23. 3pp. 
07369: 275. 


0. Adjudicatory torn espond ehte 


3012290525 Order denying Env i r on.ren t a 1 Coalition on Nuo I ear Power 
requast to place commissioner on ASLB. In all other respects* 
Cornission declines to review ALAB-613. 

CHILK. S. J. Office of the Secretary of the Comimission. 80/12/04. 
2pp. 07335: 176. 


8012300053 Response in support of applicants' 001027 motion for 
suff'nar y disposition of Contention 16 re cooling tower 
discharge. No genuine issue as to matl fact exists. C6 Hiller 
4 MB Holt affidavits t Certificate of Svc end. 

LAVERTV* J. H. Hearing Branch 1. 00/12/05. 8pp 07356:140. 


— B012300056 Affidavit re Contention 16. Water evaporated In cooling 
towers will not provide radioactive pathway to environ. 

Prof qualifications eticl. 

MILLER* C. E. Effluent Treatment Systems Branch. 00/12/05. 5pp, 
07356: 154. 


— 0012300060 Affidavit on Contention 16 re cooling tower discharge. Prof 
qualifications 4 Certificate of Svc one 1 

iJ0LZ*H, B. Auxiliary Systems Branch 80/12/04. 7pp. 07356:161. 


8012020314 Requests to maie limited appearance statement at licensing 
hearing. Hearings should tie staggered 6 held in Allentoun/ 

Belhlehen so as to allow all to attend 

GAYlGRiC. vl. Affiliation Uni noun. 00/11/17. Ip 06306.003. 


8011380000 Order granting eitension until 001201 for Commission to 
consider ALA3-613. 

CHILKiS J. Office of the Secretary of the Commission. BO/ll/21- 

Ip 


0012100160 Request to deny applicants' motion for summary disposition 
of Contention 2 re chlorine due to studies d e.mons t rating 
relationship between cancer rates 6 chlorinated compounds 
in drinking water. W/Cert i f i cate of Svc. 

HALUCAII. T. J Cltiiens Against Nuclear Dangers. 80/11/24. 4pp. 
03791:207. 


8012020650 Answar in support of applicants' motion for partial summary 
disposition of Contention 17 loionel.lfo genuine issue as to 
matl fact re portion of Contention 17 relating to otone 
LAVERTV* J. H. Hearing Branch 1. 80/11/23. 1 3pp. 07143:314. 


•0012020664 Af fi davi t evaluating potential environ effects of oione 
generated by facility SOO-iV transmission lines. Prof 
qualif ications I Certificate of Svc end, 

OSARS.O, Environmental Engineering Branch, 80/11/25. lOpp. 
07143:327 


8012300069 Request for partial summary disposition of Contention 17 re 
whether 500 kV transmission lines will create electrostatic 
fields which would advot'sely affect living organisms along 
right of way. 

SILBEROi J. E. Pennsylvania Power 6 Light Co. SILDERO* J. E. Alleghtny 
Electric Cooperatlvei inc SlLaER0*J, E. Shaw* Pittman. Potti fc 
Trowbridge. 00/12/05. 2pp, 07352:043. 


— 0012300075 Statement of matl facts as to which there Is no genuine 
issue to be heard in support of notion for partial summary 
disposition of Contention 17 re effect of 300 kV 
transmission 1 ine. Cer t i f ica te of Svc end. 

LEiriAtJ. R, F. Pennsylvania Power 6 Light Co. LEHMAN* R. F, Allegheny 
Electric Cooperative. Inc. 00/12/03. lOSpp. 07332:045. 


8012310132 Staff requirements memo re open Commission 801203 
Affirmation Session SO-52 4 vole on SECY"0O-40i 6 
8ECY-A-SO- 175. Requests proposed amends to proposed rules re 
unclassified safeguards info be published in FR. 

CHILK. 9. J. Office of the Secretary of the Commission. 00/12/08. 
3pp. 07370:020. 


8012300044 Order allouiing any party opposing applicants' motions for 
summary disposition of Contentions 2 4 16 to file responses 
to new facts 4. arguments presented in NRC 001202 4 03 
answers. Responses to be filed by 810103. 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. 00/12/09. 
tp. 07356:132. 


0012120643 Order granting extension until 801222 for parties opposing 
applicant motion for sum.-eary disposition of Contention 17 
(otone) to respond to rew facts 4 arguments presented by NRC 
or applicants per 801104 order. 

BECHHDEFER. C. Atomic Safety and Licensing Board Panel. 80/11/28. 
2pp. 07227:296. 


0012240010 Order eitending until B01205 tine for Coirmlssion to 
consider ALA0-613, 

HOYLE. J.C. Office of the Secretary of the Comnlsslon, 80/12/01, 
ip. 07324:206. 


8012290330 Request for addl 60 days to respond to interrogatories re 
Contention 6 per ABLB 801112 order. 

SCHULTZ* O.n Susquehanna Environmental Advocates. 80/12/13. Ip. 
07343: i02. 


8012220428 Forwards corrected version of App F to RF Lflhman affidavit 
In support of partial summary disposition of Contontion 17. 

Error was in cost computation of compressed gas insulated 
transmission lines. 

TRAVIESO-Dt A2 Shaw. Pittman* Potts 4 Trowbridge. Q0/12/1S. 2pp. 
07301: 183. 


>12290171 Response to ASl 8 801104 memorandum 4 order Inviting further 
responses to summary dlspo.sition requests. Summary 
disposition of oione portion of Contention 17 should be 
granted. Certi flcate of Svc end. 

SILBEROi J. E. Pennsylvania Power 4 Light Co. SlLBEROiJ. E. Allegheny 
Electric Cooperative* Ine S1L3ER(*. J. E. Shaw. Plttnan. Potts 4 
Troubrldge 00/12/01, I2pp 07344:154. 


8012170637 Answer in suppoi t of applicant motion for summary 
disposition of Contention 2 U hi or ine). No issue as to any 
■matl fact re Contention 2. Dlspos Ition in favor of 
applicants should be granted. Certificate of Svc end. 

LAVERTV. J.H. Hearing Branch t. 00/12/02 14pp, 07264:302, 


—8012170663 Discusses potential health effects of chlorine used to 
control bifouling of heat eichange surfaces in main 
circulating water sys.Refs supplemental applicants statement 
of matl facts & prof qualifications encl. 

LEHR.J. C. Environmental Engineering Branch. 80/12/02 16pp. 


ISO to applicant's motion for summary disposition re 
6 4 i7,Hutivo is financial se Jf-interest. no t 
editing proceed ings. A5LB should not be 
ompromi s liig safety. Cert i f ieate of Svc encl. 
il'ilens Against Nuclear Dangers. 00/12/04. 4pp. 


— 0012220432 Corrected version of App F to affidavit in support of 
partial summary disposition of Contention 17. Error was in 
cost c amputation for compressed gas insulated transmission 
I ine. Svc I 1st enc I 

LFH.MAN.R.F. Pennsylvania Power 4 Light Co, 80/12/13. 7pp. 
073-31: 185. 


8012290219 Bequests denial of intorvanor Cltiiens Against Nuclear 
Dangers 801124 petition for A6LD order requiring applicant 
to energite transmiseicn lines to conduct oione teats. 
Certificate of Svc end. 

LAVERTY* -J. H. Hearing Branch 1. 00/12/15. Spp. 07345:027. 


— 9012290225 Affidavit re intorvenor Cltiiens Against Nuclear Dangers 
801124 request that applicant be required to energite 
transmission lines to conduct oione tests. Cert i flcate of 8ve 

GEARS* O.E, Environmental Engineering Branch. 80/12/13. 7pp. 
07343; 032. 


3012290222 Forwards CW Elliott 801212 Ur to ASLB requesting baciground 
Info in order to make limited appearance statement at 
Ueanslng prucedtngs. Requests response. 

BECHHDEFER* C. Atomic Safety and Licensing Board Panel. 00/12/19. 
ip, 07343:039. 


•9012290227 Requests all relevant background matl in order to prepare 
I Im 1 1 ed appearane e statement. 

ELLIOTT* C.W. Tliomas 4 Hair. 80/12/12. Ip. 07343:040. 



DOCKETED ITEMS 


2 


S0lS^909S9 Reciuests to nial'e linitsd appearance statement at licensing 
hear in g s . 

HflMnlE.R, Affi nation Unknown 00/12/22. Ip. 07341:193 


8012330292 Motion -for extension until 810109 to answer applicant 001200 
motion for partial sumirarg disposition of Contention 17. 

Util it< Cltiiens Against Nuclear Dangers do not oppose 
motion. Ccr ti f ica to of Svc encl. 

CAVERTYi J. H. Office of the Executive Legal Director. 00/12/34, 

4pp. 07370: 155, 


M. (Jeneral correspondence 


S012290P20 Forwards Revision 1 to NUREO-O654i DE8 for f ac i I i ty . Re p t 
discusses revised role of state tt local emergency 
preparedness U emergency mg t . Fac i 1 i t ies will provide 
desirable reserve margin in generated elec tr ic i ty , H/o encl. 
VOUNSSLOOD,. n, J. Licensing Branch 1. 80/12/11, Ip, 07345:177, 


K. Utility Final Safety Analysis Report (FSAR) i amends 


BOI2230474 Forwards Amend 28 to OLi conta in ing Revision IB to FSAR. 
CURTIS-M, W. Pennsylvania Power t Light Co. 80/11/28. Ip. 
07314: 301. 


•6012230477 Amend 26 to OL containing Revision 10 to FSAR, 

CURTISiN.14. Pennsylvania Power Light Co. 00/11/28. 421pp, 

07314; 303. 


O, Inspection reportsi IE Bulletins K\ correspondence 


80I210033B Forwards IE Insp Ropt 50-337/00-22 on 800025-20. No 
rkaneonp I lance noted. 

ORUNNEIti E. U. Region li Ph i lade I ph iai Reactor Operations Nuclear 
Support Branch. 80/10/01 2pp. 07217:352. 


— 0012100392 IE Insp Rapt 50-307/00-22 on 800825-28. No noncoirp 1 ianc e 
noted. Major areas Inspec ted: preoperati anal containment leak 
test procedures I; inservice test program for pumps U valves. 
REKITO.ll.A. Region 1. Philadelphia. Office of the Director. 
CAPHrON* D. L. Region li Philadelphia. Reactor Operations Nuclear 
Support Branch, 80/09/30. 0pp. 07217:354. 


8012110803 Forwards IE Insp Repts 50-387/00-23 4: 50-380/80-15 on 
000912.15 ti 18. No noncompliance noted. 

CARLSOMi R. T. Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch. 80/10/07. 2pp. 07227; 170, 


— 0012110807 IE Insp Rept 50-387/80-23 «• 50-300/80-13 on 000912.15 «c 16. 
iio noncompliance noted. Major areas Inspec ted ; fac i 1 1 ty 
inspector turnover activities 4: reactor control rod drive 
stub tube weld evaluation status. 

DURRiJ. P.. NARROW, L.. MCDREARTy, R. Region 1. Philadelphia. Office 
of the Director. 80/10/08. 3pp. 07227:180. 


8012080120 Forwards IE Insp Rept 50-337/00-20 on 000004-0905, No 
nonccmpliance noted. 

BRUNNER. E. U. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/00. 2pp. 07109:202. 


— 60I20S012S IE Insp Rept 50-307/80-20 on 800804-0905. No noncompliance 
noted. Major areas inspec tad : preopera t Iona 1 test program 
implementation 4. comparison of FSAR to as-built plant 4 
preoperat iona 1 test witnessing. 

■GALLO. R. M . RHOADS, O.O.. NICHOLAS. H. H, Region 1, Philadelphia, 
Office of the IHroctor 60/10/07. 14pp. 07109:204, 


8012000108 Forwards IE Insp Rept 50-387/00-26 on 000910-22, No 
noncompliance noted. 

BRUNNERrE.J. Region I. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/10 2pp. 07109:191. 


•8012080115 IE Insp Rept 50-387/80-28 on 800910-22. No noncompliance 
noted. Major areas inspec ted: hydros tat 1 c testing of reactor 
pressure vessel 4 associated piping 4 tours of containment 
it reactor bldgs. 

NICHOLAS.H. Region 1. Ph i lade Iph ta. Office of the Director. 
CAPHTQN, D, L. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/07. 9pp. 07189:193. 


Q012190539 Forwards IE Insp Rept 50-337/00-27 on 000922-25. No 
noncompliance noted. 

CARLSO’ii R. T. Region 1. Philadelphia. Reactor Construction 4 
Engineering Support Branch. 80/10/15 2pp, 07200! 198. 


— 8012190580 IE Insp Rept 50-387/80-27 or 80922-25. No noncompliance 
noted. Majov areas in spec ted p rev i O’js insp findings 4 
licensee audits of pieservice insp contractor. 

MCBREARTV.R A Region 1. Philadelphia, Office of the Direct'Or. 
TRIPP. LE Region 1, Philadelphia. Reactor Construction 4 
Engineering Support Branch 00/10/14, 5p p , 07288:300 


8012080384 Ac '< receipt of BC1013 1 tr informing NRC of steps taken to 
correct 'violations noted id IE Insp Repts 50-3S7/B0-I9 4 
50-308/80-13. 

CARLSON, R. T. Region 1. Ph i lad e I ph i a. Reactor Construction 4 
Enginsering Support Branch SO/10/2B !p. 07186:294. 


--8012080390 Responds to I-IRC 800321 I tr re violations noted in IE Insp 
Repts 50-387/00-19 4 50-388/80-13 Corrective actions: 
softeners added to cable traijs 4 memo emphasixing procedural 
reguirencnts for scftonor ins tal I a b i on Issued. 

CURTIS. N.W Pennsylvania Power 4 Light Co. 80/10/13. 3pp. 

07106: 295. 


—0012000393 Forwards IE Insp Repts 53-387/00-19 4 50-383/00-13 on 
800722-25 4: notice of violation, 

CARLSON, R, T. Region 1. Ph i 1 ad e I p h 1 a , Reactor Construction 4 
Engineering Support Branch. 80/03/21 2pp. 07186:290. 


— 0012080396 Notice of violation from insp on 800722-25. 

e Region 1. Philadelphia. Office of the Director. 80/08/19. Ip. 
071SA: 300. 


--0O12O8O4O8 IE Insp Repts 50-3B7/QO-19 4, 50-380/00-13 on 800722-25. 
Noncompliance no ted: fa i 1 ure to provide cable tray softeners. 
DURRiJ. P. Region 1, Ph i lade i ph ia. Office of the Direct'or. 
HCOAUOHY, R . W, Region 1, Philadelphia. Reactor Construction 4 
Engineering Support Branch. GO/03/19 Spp. 07106:301. 


8012080358 Ac k receipt of 001022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-307/80-21 4 
50-388/80-14. 

CARLSON, R. T. Region i, Ph I lade I ph i a. Reactor Co-nstruetion 6 
Engineering Support Branch. 83/10/30 Ip 07108:289. 


— 0012000383 Responds to NRC 000915 Itr re violations noted in IE Imp 
Repts 50-387/00-21 4, 50-380/80 - 1 4. Cor r ec 1 1 ve ac t i ons : aud 1 1 
of plant work areas performed 4 memo issued to foremen 
requiring gang boxes to bo checked. 

CUnrtB.N.W. Pennsylvania Power 4 Light Co. 80/10/22. 3pp. 

07106: 270. 


—0012080388 Forwards IE Insp Repts 50-307/00-21 4 50-380/00-14 on 
800919-22 4 notice of violation 

CARLSON, R.T. Region 1. Philadelphia. Reactor Construction 4 
Engineering Support Branch S0/O9/1S. 2pp. 07106:273. 


— ©Ol 2090370 Notice of violation from insp on 800819-22, 

* Region 1. Philadelphia. Office of the Director. 80/09/12. Ip. 
07186; 275. 


•8012080378 IE Insp Repts 50-387/80-21 4 50-380/00-14 on B00B19-22. 
Noncompliance noted; failure to control weld filler matl. 

DURR. J. P. Region 1, Philadelphia. Office of the Director. 
MCGAUGHY. R. N. Region I. Ph i ladelphl a> Reactor Constructiun 4 
Engineering Support Branch. 80/09/12. 7pp. 07186:276, 


8012190713 Forwards IE Insp Repts 50-337/00-29 4 5O-*390/6O-17 on 
801014-17. Nu noncomp liance noted. 

CARLSON. R. T. Region 1. Ph i lade t ph la . Reactor Construction 4 
Engineering Support Branch. 60/10/31 2pp 07200:030 


--0012190717 IE Insp Repts 50-307/00-29 4 50-388/80-17 on 90101 4-17. No 
noncompliance noted. Major areas inspec ted; 1 i censee work 
activities t documentation pertaining to installation of 
safety-related cables 

PAOLIKO.R J. Region 1. Philadelphia. Office of the Director. 
EBNEIGRiS 0. Region I. Phi lad e I ph ia. Reactor Construction & 
Englnaerlng Support Branch, BO/IO/30. 6pp. 07200:032 


8012120178 Forwards IF. Bulletin 60-21, "Ualve Yokes Supplied by Maicolffl 
Foundry Co, Inc. " Written response required. 

ORIER.B. H. Region 1, Philadelphia, Office of the Director. 

00/11/06. Ip. 07228 : 310. 


8012030807 Forwards IE Info Notice BO-40. ’'Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Uaivo Operation to Causa 
Reactor Depressor t xat 1 on “ No written response required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
aO/1 1/07, Ip. 07150; 252. 
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ilSuoCijO Far'jaras IF ItWo !;otic? bC- 4J. 'Failure of Suing Check Valve 
in Heat FeT.n.a! i<5 at Davis Desse Unit I." No 

res j 0 'Se re jui r e 3 

GnIEP.S H Pejion 1. Fh 1 1 a delpri la. Office of the Director. 

60/tl'iO if 07l5Z 3!^ 


80i23v)0i61 Interim deficiency rept re derating of Wo » fc * i» iJ ■ “ * * 

break ei-5, Number t location of all defecliwo ctfcuti bi'irrt***'' 
not yet determined Corrective action to t> e cooiploto*! M 
610433. 

CL/KriS.U.If. Pennsylvania Pouer J, Light Co. a0/12/l‘f. 

07359: OSS. 


CC12040J3I Forusrdi IF Sulletin SO-53, "Failures of Solenoid Valves 
rc.’j sy Valcor Engineering 'Isi'p " Requires estimate of 
canpojer associated 'j/c orrec 1 1 ve actions 

CRIERt B H Region 1, Rh 1 1 ad e 1 p h la. Office of the Director 
e0/llfl4 Ip <171*9.316 


£<I5D30S55 Advises that urifcen response is required to IE Bulletin 
6<"23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Carp " First panagiaph erroneously stated no 
uTitten response required 

GRIER. GH fiegicr 1. Fhi 1 a le ! ph I a. Office of the Director 
SO/1 1/59 Ip 07294 22?. 


£jle3IOr33 Responis to IE S'jlletin SO 03, 'Loss of Charcoal from Std 
Type II,Tj3-Inch Tray Adsorber Ceils " One type of cell is 
used Insp rept results shoved no signs of screen casing 
separation. Rept end 

CURftS.N U Fennsy ivar.i a Fouer Light Co 80/11/19 Sao 

ATIAO IOC • ■ “fK- 


6012040*20 Forwards IE B'jtletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside C.ontainment ■' No uritten response 
ttquirid. 

CRIER, 5 H Region I, Ph 1 1 ade Iph i a. Office of the Director 
SO/U/21 2pp, 07145 "0* 


8012050539 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " No uritten response required 


occurrences. LERs i: related correspondence 


V. Operator Esamina t i ons 


8012240190 Forwards facility operating shift pcrsonntrt q iJf» 1 < f * 4 Jl t * 'If 
plan for attrition contingency allowance Zt projectoil 
staffing levels info per 801014 .•neeting r e ni/e a t. Flop t 
withheld (ref 10CFR2 790). 

CURTtS.N, IL Pennsylvania Power t Light Co. 0O/IH7ltl <4* 

07322: 272, 


DOCKET 50-380 SUnQUEHANNA STEAM ELECTRIC STATIQNr UNIT 2i 
A, Application/construction stage documents c orr oap ond wm •« 


8012160050 Ltr to operating plant licensees, Ql~ nppllcniits ■!* t-'f 
Forwards NUflEO-0737 re Till action plan reciiJ i r on’RIkt ». Koq U B-* I • 
operating reactor licensee confirmation in *49 days fchnt 
Enel 1 implementation dates will be net. 

EISENHVT, D. 0, Division of Licensing. 0O/'IO/3I. 7p P . 


uui CO ail ur ., ui, ijuiuers ror uwrs s> re r e qu i i- w me » 
implementation of ODYN code for iicensino b.asds cal CiltAt lOftV. 
performed by GE. Ap p 1 1 cab 1 o to all license a pp 1 t ca 1 1 on m <, 
proposed amends , i nc 1 vd i ng core reloads. 

EIBENH'JT, D. 0. Division of Licensing. 80/1 1/04. 4|>p, 


8012010003 Forwards Suppl 1 to NUREO-04B7, "Mark II Con k a I ihpn* ik t ^,•a^ 
Plant Program Load Evaluation t Acceptance Crlkarda, , . •' 

Devia t ions, a 1 ong w/bases for deviations, ar e to be <locum*iik*J 
during FSAR revlou/. 

YOUNOvLQOD, B. J, Licensing Branch 1. BO/t :l/13. Spp. O'fiVftl I af 


Ihfceri.m deficiency rept re application of non-Q pilo 
until F^'^lTar sys. Final rept delayed 

OTSiaVlV^ P'^nylvania Power I Light Co 80/11/1*. 2pp, 


8012040617 Forwards list of specific addl in^fo required in ordar I e» 
complete review of OL application. 

07l7o'o8l ^ Assistant Director for Licensing. flO/ll/CO Ufip 


^^“‘2 notification of loose cap 
screws or, Liraitorque torque su I tch es. Caused by absence of ^ 

^4 ""‘“d on all Limitorque 

CURTI3 ' A ^ 2 motor operators, 

07097^206 '^^""’Ylvania Power 1 Light Co 80/11/21, 6pp, 


's«!?arrn! rept. originally Submitted 800430, re 

Hreir n- criteria far electrical equipment. Advi ses that 
FHal r.»J Tespanse will rot be available until Jan 1981 
Final rept vil] sgtinittsd in Feb 1931 

07ll!^253'’ P“4-er i Light Co, 60/11/21, 2 pp. 


iniv, . 1 ^^ledyre Engineering sves test results 

cvRrirTj r r «aw 1981, 

071 la 047 l-i9ht Co B0/tl/2I. Spp, 


onls^iy P4''''»9*van.a Power * ught Co, 8oM;|}' gpp. 


de-.elBped far static t cj^ic tes t'Cndirlh^ Program 
CU9YT5 fj »j « ytiic seic under sbear^tensioh 

cm! r« P.rnsylvan.a Paver * Light Co. B0/t?/8r 5pp. 


'^dtf«i^causI^g‘hDt''5)SDHs''irimor«!‘r'‘‘'''' ''‘''“I* conduit 
paint an pane lur facH or h in^ flcounded. Caused by 

P4n.l survacei 3h rt t , m na CRPnoction to 

SHER.D33.C0 6,n.ralE.:c";rcr^l5^1^;S3"-Sp‘r- 07324:291, 

’concrete f leorl"*.'*. Juj p’pni bajp re unsupported anchors between 
SOilO; Caused bu unfi 1.1* „ J* P lakes, ini ti a 1 ly reported 

aPChOr 0*^0? ,M»riJ'und ancir ‘‘•*'*’**" P‘P» »hl«> «< 

CVRTlS.W ll Penns!l^Ini^ o diorantlnued, 

W73:3l2 ^ ■* Rower i Light Co. 80/12/09. 6pp. 


8012090205 Summary Of 801105-06 meeting w/util reproj.ct«tl fu.l load 

STARK, R.M, Licensing Branch 1. 90/11/20, 7pp. 07SO>I:ii/t. 


^°low**pow^.'^tc 5 t*BrLram 7“ sf qu I r ema n fe • Pot- tpviciai 

cl,. 5 1 'RSt program f, emergency procedur e s . L 1 1 1 s 

‘cements to be me t, Eva lua t i on to be compl.tKiJ 

Assistant Director for Licensing, QO/lI/’ai. Hot) 


TEDESCO.R, L 
07170. 104, 


status review << discussion of open items by 
STARK, R, 11 Licensing Branch 1 . 00/11 /24. 


s. on va t linen V tiy« 
3pp. 07aa3; ny*. 


07ll2 i,87 PR^er ^ Light Co. BO/Il/SS, Ip, 

ANDERSON, C, Oaneric Issues Branch. 80/12/03. ip. 

^°R*stap” current commerciai operation date. I., 

S72orl7oI'- P— «' uijht Co, e|/ia,03. ,p, 


B01211C0S6 Summary of 601114 meeting u/util at . y i.„ 
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S01Si6003S Notification of 801212 meeting lu/Mari II ouners group in 
QethesdailiD to discuss suppression pool temp limit. 

SU. T, K, Oeneric Issues Branch, 80/12/05. ip. 


801S170780 Foruards info re nuclear pouter plants to be licensed Dec 
l<?eO-Dec 1981 in response to request from Nuclear Oversight 
Cerml ttee. 

HlflASUIA.F, Licensing Branch 3, 80/12/05. 3pp 


S0I211041S Documents util organ! lationa 1 f/ philosophical concepts re 
independent safetg assessment function outlined at 801014 
meeting u/NRC. Forma t i on of nuclear safetg assessment group 
proposed. 

CtlRTI S i N. If. Pennsylvania Pouer t Light Co. 60/12/08. 5pp. 

07222; 348. 


3O121i&0039 Foruards reactor bldg draulngsi in response to FSAR Question 
312,17 transmitted in NRC 800905 Itr. 

CURTlSiN. If. Pennsylvania Poster k Light Co. 60/12/09. 10pp. 

07256; 149. 


9012160156 Notification of 801219 meeting tu/util U BNL in Bethesdai 
KD to review util equipment seismic qual i f ica t ion program 
tt current program status. 

STARKiR.li. Licensing Branch 1. 80/12/09. 3pp. 07263:030. 

9012160346 Forwards Drawings C'-7t8> Revi s ion 13 U C-01 1 1 Revls ion 3<ln 
response to FSAR Question 312. IS transmitted in NRC 800905 
Hr 

CURTISiN. If, Pennsylvania Power 6 Light Co. 80/12/09. ip, 

07256; 148. 


9012310037 Foruards Hydrologic 4 Oeotechriica 1 Engineering Branch 
request for addl info re Round 2 quest ions. Outs tanding 
i terns: descrip ti ons of heading requirements for seismic 
Category 1 pipelines 4 conduits. 

TEBESCQiR.L. Assistant Director for Licensing, 80/12/09, 7pp, 
07371: 103. 


9012220463 Forwards "Equipment Qualification Info Packagei" per F8AR 
Question 1 10. 50. Hardcopy available in Central Files. 

CURTIS. ff.W. Pennsylvania Power 6 Light Co. 80/12/16. Ip. 

07322: 001. 


9012310255 Notification of 810127-29 meeting w/util in Allentown, PA to 
revlej util mgt structure 4 technical resources using 
NUfiEO-0731 guidelines, 

STARK, R.tl. Licensing Branch 1. SO/12/16. 3pp. .07370:003. 


8012300306 Forwards proprietary slide presentations re L8CA load spec, 
presented by KN'J 6 Creare, Inc during 801211 meeting u/util, 
Ifithholding requested (ref 10CFR2. 790), Presen tat 1 ons 
available in Central Flies only 

CURTIS, ff, If. Pennsylvania Power 6 Light Co. 60/12/23. Ip. 

07356: 068. 


F. Security# medical, emergency 4. fire protection plans 


3012310302 Forwards applicant e.mergeney plan containing revisions 
required by ASL0 601112 memorandum 4: order, (f/o encl. 

SNAPP, B, A. Pennsylvania Power 4; Light Co. 80/12/19. 2pp. 
07361: 291. 


3012310098 Forwards physical security plan for SNH pro tec t ion. P Ian 
ullthhBld iref iOCFR2. 790). 

CtIRTIS.N.W. Pennsylvania Power it Light Co. 80/12/23. 3pp. 
07369; 275. 


G. Ad judicatory correspondence 


8012020914 Requests to make limited appearance statement at licensing 
fiearing. Hearings should be staggered 4, held in Allentown/ 

Bethlehem so as to allow all to attend. 

BAYLOR, C.J. Affiliation Unkno'jn. 80/11/17. Ip. 06506:003, 


9012180160 Request to deny applicants' motion for summary disposition 
of Contention 2 re chlorine due to studies demonstrating 
relationship between cancer rates 4: chlorinated compounds 
in drinking water, W/Cert i f icate of Sve, 

HALLlOAIf, T. J. Citiiens Against Nuclear Dangers. 80/11/24. 4pp. 
03791: 287. 


3012020658 Answer in support of applicants' motion for partial summary 
disposition of Contention 17 <oione).No genuine Issue as to 
matl fact re portion of Contention 17 relating to oione. 

LAVERTY, J. H, Hearing Branch t, 00/11/25, 13pp. 07143:314. 


— 8012020664 Affidavit ovatuaticig potential environ effects of ozone 
generated by facility 500-W transimiss i on lines. Prof 
qcal i f i cat i ons 4. Certificate of Sve encl; 

GEARS, 0 Environmental Engineering nranch. 80/11/25 10pp. 

071,;3; 327 


60t2t20643 Order granting e> tension until 801222 for parties opposing 
applicant motion for stin.iavy d i s pos i ttofi of Contention 17 
(ocone) to respond to new facts 4 arguments presented by NRC 
or applicants per 60 110 ‘I order. 

BECHHOSrERiC Atomic .Safety and Licensing Board Panel. 60/11/28. 
2pp. 07227:296 


8012240018 Order eitending until 601205 time for Commission to 
consider ALAa-613 

HOVlE. J. C. Office of the Secretary of the Commission. 80/12/01. 
Ip, 07324:206. 


8012290171 Response to ASlB 60-1104 memorandu.?: tt order inviting further 
responses to summary disposition requests. Summary 
disposition of oione portion of Contention 17 should be 
granted. Certificate of Sve end. 

SILDERQ, U. E. Fennsy 1 va ri i a Facer 4; Light Co. S[LBERO,d.£. Allegheny 
Electric Cooperative, Inc, SfLBERO, J. E, Shaw, Pittman, Potts 4 
Trowbridge. 80/12/01, 12pp. 07344: 1 54. 


8012170637 Answer in support of applicant motion for summary 
disposition of Content!, on 2 (enjerine) No issue as to any 
matl fact re Contention 2 D i spos i t ion in favor of 
applicants should be granted Certificate of Sve encl. 

LAVERTY, J.H, Hearing Branch I, 80/12/02. 14pp. 07264:302. 


-0012170663 Discusses potential health effects o-f chlorine used to 
control bifoul ing of heat exchange surfaces in main 
circulating water sys.Refs supplemental applicants statement 
of natl facts 4 prof qualifications end, 

LEHR, J. C. Environmental Engineering Branch. 90/12/02. 16pp. 

07264: 314, 


80121S0200 Response to applicant's notion for sum>.Tiary disposition re 
ContantSens 2,16 4 17, flotive is Pinaiuial sel f-tntcrest, not 
concern for eipeditlng p roce ed ings. ASLB should not be 
pressured into compromising safety. Certificate of Sve encl. 

HALL IGAN, T. J. Citizens Against Nuclear Dangers. 60/12/04. 4pp. 
07241: 078. 


8012290525 Order denying Env i r ohiner tal Coalition on Nuclear Power 
request to place commissioner on ASLB. In all other respects, 
COiP.inl ss I on declines to review ALA3~613. 

CHlLPiiS. J Office of the Secretary of the Coinnission, 80/12/04. 
2pp. 07335: 176. 


6012300053 Response in support of applicants' 901027 motion for 
summary disposition of Contention 16 re cooling tower 
discharge. No genuine issue as to matl fact exists. CE Hiller 
4 HB Holi affidavits 4 Certificate of Sve encl, 

LAVERTY, -J H. Hearing Branch I, 80/12/05. 8pp. 07356:148. 


'8012300056 Afflda-vlt re Contention 16 Hater evaporated in cooling 
towers will not provi-de radioactive pathway to environ. 

Pr-of qualifications end. 

MILLER, C.e, Effluent Treatment Systems Branch, 80/12/05, 5pp. 
07356: 154. 


— 8012300060 Affidavit on Contention 16 re cooling tower d Ischarge. Prof 
qualifications 4 Certificate of Sve end 

MOLZi H. 0. Auzlliarg Systems Stanch. 80/12/04. 7pp. 07356:161. 


8012300069 Request for partial summary disposition of Contention 17 re 
whethei- 500 kV transmission lines util create electrostatic 
fields which would adversely affect living organisms along 
right of ua,y 

SILBCRG, J.E Pennsylvania Power 4 Light Co. SILDERQ, J. E. Allegheny 
Electric Cooperative, Jnr. SILBhHO, J. E. Shaw, Pittman, Potts 4 
Trowbridge. BO/12/0'5. 2pp. 07352: 043. 


— 8012300075 Statement of matl facts as to which there is no genuine 
issue to be heard in support of motion for partial summary 
disposition of Contenticin 17 re effect of 500 kV 
transmission 1 Ine. Cor 1 1 f i ca te of Sve encl. 

LEimiJ.R.F. Pennsylvania Power 4: Light Co. LEHMAN, R.F. Allegheny 
Electric Cooperative, Ine. 80/12/05 t05pp, 07352:043, 


8012310132 Staff requirements memo re open Commission 901203 
Affirmation Session 80-52 4 vote op SECV-80-4ei 6 
SECV'-A-eO-(75. Reques t s proposed amends to proposed rules re 
unclassified safeguards info be published in PR. 

CHILKiS. <J. Office of the Secretary of the Conihl sston. 80/12/08. 
3pp. 07370: 020. 
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e51S3000<».l Or^ior a] loujin-j any party -pppusing appiicants' motions for 
sur.mapy disposition c# Contentions 2 4: 16 to file responses 
to ney facts arguments presented in NffC 601203 )k OS 
ansusrs . Responses to be filed by 310105 

DECHHOEFER, C Atomic Safety and Licensing Board Panel, 80/12/09. 


0O]22?Oj 3O fle>iuest for add! 60 days to respond to interrogatories re 
Contention 6 per ASLQ 201112 order, 

SCiiULTZiO. R Susquehanna En v i r on n en ta 1 Advocates. 00/12/13. Ip, 
07313; 102. 


B0IZ22043B Foruards corrected version of App F to RF Lehman affidavit 
In support of partial sfiunary disposition of Contention 17. 

Error uas in cost computation of compressed gas insulated 
transmission lines. 

TIIAVIESO-OIAZ ShS'a, Pittman. Potts 4 Troubridge. BO/12/15. 2pp 
07301: 183. * 


S012220'4.?2 Corrected version of App F to affid'avit in support of 
partial surarrary disposition of Contention 17. Error uas in 
cost computation for compressed gas insulated transmission 
t ine. Svc list enc 1 . 

LEHMAN. H. F. Pennsylvaria Payer A Light Co. BO/ 12/15. 7pd 
07301:195 


8012290219 Requests denial of intervenor Cittiens Against Nuclear 
Dangers 801 17«1 petition for AELB order requiring applicant 
to energlie tvansmi s s l.on lines to conduct osone tests. 
Certificate of Svc end. 

LAVEnrV. v). H Heaving Branch 1 BO/ (2/15, Spp, 07345:027. 


8012290225 Affidavit re intervenor Cititens Against Nuclear Dangers 
001124 request that applicant be required to energiie 
t rsnsrai s sion lines to conduct ozone tests. Cert 1 f icata of Svc 
enc I . 

GEARS. O.E. ETTvlronmenta 1 Engineering Branch, 80/12/15. 7pp. 
07345:032 


60iae!902?2 Fo'rwards CW Elliott 801212 Itr to ASL8 requesting bacicground 
info in order to make li.nited appearance statement at 
licensing praced i tigs, Reques t s response 

QECHHOErER, C. Atomic S-sfety and Licensing Board' Panel. BO/12/19. 

Ip. 07345:039. 


—“0012290227 Requests all relevant background ma t I in order to prepare 
United appearance state.rent, 

ELUIOTI.C tl. Thomas t Hair, 80/12/12. Ip. 07345:040. 


0012290200 Requests to make limited appearance statement at licensing 
hearings. 

WVNNE.R. Affiliation Unknown, 00 / 12 / 22 , ip. 07341:193. 


6012310292 ttotion far extension until 810109 to answer applicant B01205 
aiotiCii for partial summary disposition of Contention 17. 

Util A CCtliens Against Nucleai' Dangers do not appose 
nmotlcn. Certi f Icate of Svc sne ! 

LAVERTV. J. H. Office of the Ececutlve Legal Director. 80/12/24, 

4pp 07370:155. 


H. Oenaral correspondence 


8012290220 Forwards Revision 1 to NURE0-06S4. DES for fac i I i ty. Rep t 
discusses revised role of state A local emergency 
preparedness It emergency mg t. Fac i 1 i 1 1 es will provide 
desirable reserve margin in generated e 1 ec t r i c i ty , U/o end. 
YOUN03LQ0D. B J Licensing Branch 1, 80/12/11. Ip. 07345:177, 


K. Utility Final Bafety Analysis Report (FSAR) A amends 


6012230474 Forwards Amend 26 to QL. c onta i n i ng Revision 16 to FSAR. 
CVRTIStll. N. Peitnsy I vania Pouer A Light Co. 80/11/26, tp. 
07314:301. 


•B012230477 Amend 26 to Ql containing Revision 18 to F6AR, 

CURMS.N W Pennsylvania Poaer A Light Co. SO/l 1/26, 421pp. 

07314: 303. 


Q. inspection reportsi IF Bulletins A correspondence 


0012110603 Forwards IE Insp Repts 30-337/00-23 A 50-300/00-15 on 
8009t2i l5 i; 16. Ho noucomp 1 iane o noted. 

CARLSOKi A. T. Region ti Philadelphia. Reactor Construction tt 
Engineering Support Branch, SO/10/07. 2pp. 07227:178. 


— 8012110607 IE Insp Rep t 50-387/80-23 U 50-389/80-15 on 800912.15 tt 16. 
No n one omp 1 1 a nee noted, Major areas inspec ted : f ac i 1 i t y 
Inspector turnover activities A reactor control rod drive 
stub tube weld evaluation status 

DIJRR.J.P , NARROK. L, , HCBREARTV.R, Region 1. Philadelphia. Office 
of the Director. 80/10/06. Spp. 07227:100. 


8012080334 Ack receipt of 801013 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/00-19 t 
50-388/80-13, 

CARLSON. R.T. Region 1. Philadelphia. Reactor Construction l< 
Engineering Support Branch, 80/10/23, Ip. 07186:294. 


•80120B0390 Responds to NSC 800821 Itr re violations noted in IE Insp 
Repts 50-307/80-19 A 50— 308/80— 13. Corr ec t ive actions: 
softeners added to cable trays A memo emphastilng procodural 
requirements for softener installation issued. 

CURTIS. N. W, Peiinsy I vania Powor 4 Light Co. 80/10/13. Spp. 
07186:295, 


— 8012030393 Foruards IE Insp Repts 50-387/80-19 4 50-380/00-13 on 
800722-23 1; notice of violation 

CARLSQN.R. T. Region 1. Ph i lad clph ia. Reactor Construction 4 
Engineering Support Branch, 00/03/21. 2pp. 07186:298. 


-8012000396 Notice of violation from insp on 800722-23, 

* Region 1. Philadelphia. Office of the Director. 80/00/19. Ip. 
0718A;300. 


— 0012030406 IE Insp Repts SO-387/BO-19 4 50-388/80-13 on 800722-25, 
None omp I i an ce noted: fa i I ure to prov'ide cable tray softeners. 
DURR. J.P. Region 1. Philadelphia. Office of the Director. 
MCOAUOHV. R. W. Region t. Philadelphia. Reactor Construction 4 
Engineering Support Branch. 80/08/19. Spp. 07166:301. 


0012080350 Ack receipt of 801022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/80-21 4 
30-388/80-14. 

CARLSONiR, T. Region 1. Ph 1 lade 1 ph ia. Reactor Construction 4 
Enginearing Support Branch. 80/10/30. Ip, 07106:269. 


—8012080363 Responds to NRC 800915 Itr re violations noted, in IE Insp 
Repts 50-387/00-21 4 50-388/00— 1 4. Corree t ive ac tions: aud it 
of plant uark areas performed 4 memo issued to foremen 
requiring gang bates to be checked. 

CURTISpN.W. Pennsylvania Power 4 Light Co. 80/10/22. Sop. 
07186:270. 


■8012080360 Foruards IE Insp Repts 50-387/80-21 4 50-389/60-14 on 
800919-22 4 notice of violation 

CARLSQN.R, T. Region 1. Philadelphia. Reactor Construction 4 
Engineering Support Branch. 80/09/13. 2pp. 07106: 273. 


—8012080370 Notice of violation from insp on 800819-22. 

* Region 1. Philadelphia. Office of the Director. 80/09/12, Ip, 
07106:275. 


— 8012060378 IE Insp Repts 50-387/60-21 4 50-308/00-14 on 000819-22. 
Woncompl lance noted: fa i lure to control weld filler matl. 

DURR, d, P. Region 1. Ph i ladelph la. Office of the Director. 
lICOAOOHf. R. M. Region 1. Phi lade Iph la. Reactor Construction 4 
Engineering Support Branch, 00/09/12. 7pp, 07106:276. 


8012190713 Foruards IE Insp Repts 50-337/80-29 4 50-380/00-17 on 
801014-17. No noncompliance noted, 

CARLSQN.R, T. Region 1. Phi lade Iph la. Reactor Construction 4 
Engineering Support Branch. 80/10/31. 2pp. 07208:030. 


■8012190717 IE Insp Repts 50-387/00-29 4 50-380/00-17 on 001014-17, No 
noncompliance noted. Major areas Inspec ted : 1 ic ensee work 
activities 4 documentation pertaining to installation of 
saPety.-r elated cables. 

PAOLIhlO. R. J. Region 1. Philadelphia. Office of the Director, 
ERNETER.S. D. Region 1, Philadelphia. Reactor Construction & 
Engineering Support Branch. 00/10/30, 6pp. 07200:032. 


B012120I7S Foruards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

DRIER. 8. H. Region 1. Philadelphia. Office of the Director. 
eO/n/ 06 . Ip, 07220:310. 


0012030807 Foruards IE Info Notice 80-40. "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepressur i lat ion. " No written response required. 

GRIER. B.H, Region 1. Ph 1 ladelph la. Office of the Director. 
aO/U/07, Ip, 07150: 252. 
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6012080430 Forwards [E Info Notice S0-<)1, "Failure of Swing Check Valve 
in Decag Heat Removal Sg s at Davis Sesse Unit 1. " Mo 
response required 

6Rlk0>B.H, Region !• Ph 1 1 ad e I p h i a > Office cf the Director. 
eO/tl/lO, ip. 07IS2:3JD 


6012040031 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp " Requires eatmate of 
iranpouer associated w/correc tive actions. 

GRIEfii B. H, Region l< Philadelphia. Office of the Director. 
00/11/14. Ip, 071i<?:316. 


6012220655 Advises that written response is required to IE Bulletin 
00-33. "Failures of Solenoid Valves Mfg bg Valcor 
Engineering Corp." First paragraph erroneouslg stated no 
written response required. 

GRlERiB.K. Region 1> Ph i 1 ad e 1 p h i a . Office cf the Director, 
00/11/19. Ip, 07294:222 


6012310383 Responds to IE Bulletin 6C>03. "Loss of Charcoal from Std 
Tgpe 1 1« T'jo-Ifich Trag Adsorber Cells." One tgpe of cell is 
used. Insp rept results showed no signs of screen easing 
separati on, Rept end. 

CURTIS. M.IJ, Pennsglvania Power ?: Light Co 00/11/19, 2pp. 

07369: 184. 


6012040620 Forwards IE Bullotin 00-24. "Prevention of Danage Du# to 
Mater Leakage Inside Ccnta inment. " Ns written response 
required. 

ORIER. B. H. Region 1. Philadelphia. Office cf the Director. 
00/11/21. 2pp. 07165:306. 


6012050589 Forwards Info Notice 60-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

ORlERi B. H, Region 1. Ph 1 1 ad e I p h i a . Office of the Director. 
60/11/24. ip. 07174:000 


S. Reportable occurrences. LERs i. related correspondence 


6012230337 Interim deficiency rept re application of non-Q pilot 
solenoid valves in safety-related sys. Final rept delayed 
until Feb 1901. 

CURTIS. N, I). Pennsylvania Power h Light Co. 60/11/16. 2pp. 
07318: 217. 


8012010326 Final deficiency rept re 001112 notification of loose cap 
screws on Limitorque torque swi tc has. Caused by absence of 
lacking devices. Loc t i te will be used on all Limitorque 
torque switch 6 cap screws on Units 1 t 2 motor operators. 
CURTlSiN.M. Pennsylvania Power t Light Co. 60/11/21. 6pp. 

07097: 206. 


6012020452 Interim deficiency rep t. or i g Ina Ily submitted 0OO43O.ro 
separation criteria for electrical equl pmen t. Advl ses that 
portion of response will not be available until Van 1981. 

Final rept will submitted in f-'eb 1981. 

CURTIS. N.W. Pennsylvania Power t Light Co, 80/11/21. 2pp, 
07141: 253. 


6012020585 Final deficiency rept re use of Hilti HDI shell anchors 
first reported on 000523. Pro jec t specs will be revised by 
001101 to reflect Teiedyna Engineering sves test results, 

Insp evaluation repair to be done by Hay 1981. 

CURTIB.N. N. Pennsylvania Power Light Co. BO/ll/21. 5pp. 
07148: 047. 


8012020586 Hottfi es that final deficiency rept re separation criteria 
for electrical equipment ui 1 1 be provided in Feb 1981. 

CURTIS. M.U, Pennsylvania Power ^ Light Co. 80/11/21. 2pp. 

07148: 045. 


80I230066I Interim deficiency rept I'e derating of Nestinghousc circuit 
t real e. 5. Number << lotatiei. .if all defective circuit breakers 
not yet d e te rm j ned Cor v v.; 1 1 . e action tu te completed by 
□lOISO 

CURTISM. U. Pennsg i vaoi a Power *■ Light Co 00/12/19. 3pp. 

073S9; OBS 


y. Operator Eiam i na t i oiis 


6012240190 Forwaids facility cvper.yiing shift personnel qualifications, 
plan for attrition contingency allowance i projected 
staffing levels info per 801014 meeting request. Rept 
withheld fref lOCFPg, 790> 

CURTIS. N.M. Pennsylvania Power ■*. Light Co 60/12/18. tp, 

07322; 272. 


DOCKET 50-339 ST LUCfE PLAN). UNIT 2 


A. Ap p I i c a t i on/c ons true t i on stage documents i correspondence 


8012160050 Ltr to operating plant licensees. OL applicants 4: CP holders. 
Forwards NL'REO-0737 re TH I action plan requlrenents. Requests 
operating reactor licei.see confirmation in 45 days that 
End I implementation dates will be ,net. 

EI8EIWJT, D. 0. Division of Licensing. 80/10/31. 7pp 


0012020722 Trip rept of 201023 site visit re initial test program li 
review cf FSAR Chapter 14, 

CLAVTC.y.B. Procedures 4 Test Review Branch, 00/11/05, 5pp. 
07147:351 


6012160022 Forwards su.tin.pry of 601023 .neeting w/util at site ro initial 
test program 4 Chapter 14 of plant FSAR ' 

BIRKEL.R.A. Licensing Oranch 1 00/11/23 2pp. 07263:004. 


S0I209O199 Forwards test schedules for environ qualification of 
safety-related equipment, in response to MAC 0O1QO1 request. 
Schedules are pvel imlnary. Cor.f Irmation of test dates 
w/dosignated engineers is advisable. 

UHRIO.R.E. Florida Ps'iier t Light Co 80/12/03. 6pp. 07200:166. 


8012220485 Responds to 800911 menj requesting that Gfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revtsod Agreement State burial site cond i ti ons. Forwards 
results of IF survey. 

DENTON. H, R. Office of K.jclear Reactor Regulation. Director, 
00/12/04. 2pp, 


--6012220506 Forwards tabulation 4 sar.nary of IE survey on low level 
waste at 51 rcac tors L.ow level waste storage facilities 
have teen eipanocd at 37k. of reacters surveyed iu/7tX 
planning or considering increasing storage capacity. 

BANOART.H. L. Effluent Iruntr.ent Systems Branch. 60/11/06. 8pp 


8012170333 Forwards Nov IvCv/ cens t/s tartiip progress rept for facility. 
UHRIO.R.E. Florida Power .V Light Co 80/12/11. 2pp 07266:115. 


C Utility Environmental Report (ER). amends 4 correspondence 


0012230426 Discusses Ct. j.:;eptance review Review will be completed if 
environ rept is supp I e.v.antoo by adequate responses to 
deficiency questions 

JAROSLOM. B. N. Argonne National Laboratory. 80/12/(2. Ip. 

07312: 262 


0. Adjudicatory correspondence 


8012030663 Final deficiency rep t. or Ig 1 nal I y submitted on 600S23i re use 
of too large recesses w/ Hilti shell anchors. Caused by 
erroneous valve bases. Hold placed on const 4 test program 
des'eloped for static 4 cyclic test under shear-tension. 

CURtlS.N. N. Pennsglvania Power 4 Light Co. 00/11/21. Spp. 
07151:266. 


8012240039 Part 21 rept re roactor protection sys flexible conduit 
defect causing hot shorts if i.mproperly g rounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where teimination modules ore mounted. 

SHERMQDD. 0. (3. General Electric Co. 00/12/08 3pp. 


8012190573 Interim deficiency rept re unsupported anchors between 
concrete floors i. equipment bnse p la tes. ini bial ly reported 
801 107. Caused by unfilled annular space between pipe shim 4. 

' anchor. Use cf thl.ns around atichors will be d 1 scontlnued. 

CURTIS. N.M. Pennsylvania Power 4 Light Co, 80/12/09. 6pp 

07273:312. 


Q012160639 Denies request under ivCFRR 206. f i led on behalf of 
intervcr.ars in St Lucie Unit 2 CP proceed in.js. for 
cons i deration of environ consequences cf Class 9 accidents. 
Forwards decision setting forth reasons for denial. 

DENTOMiH R. Office of Nu.ilear Re.lctor Regulation. Director, 
80/ 11/20. 2pp. 07261 289 


--80121 60644 Notice cf isfuance of Director's doc is ion under 10CFR8. 206. 
denying request for : on i ide i aVicn of environ consequences of 
Class 9 accidents at facility 

CASE. E. 0. Office of Nuclear Reactor Regulatloni Otreqtor. 
eO/l(/2a, 2pp. 07261:291 


--8012160717 Director's je-. i 1 1 ■•■n under )C'CFR2. 206. d eny ing Intervenors in 
8t Lucie CP proc ee d ii'g, request for consldera 1 1 oti of environ 
consequences of Class 9 ac : 1 den ts. Spec ia 1 circumstances do 
not eilst to warrant such action. 

DENTONi H. R Office of Nuclear Reactor Regulation. Director. 
80/11/23, 13pp. 07261 293 
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S01e;£3003l ths*. ii-M' .'r i f-5 that C^'-.nsssian rgconsiif^r 

■Jejition not to ig'.lg'.' ■■ r, '■.■■i. lii-gd 1 i nc of 001313 set for 

d eter'h irat H'l' '’Uf p or t i ■ ■? r-.~T.o’r •riio! 

fHILH.S 'J Offi-;? of the o‘ .:■ ■• t t hvy •: f this Cohnission SO/lS/01 
ip 07311: If'O 


-■-fi012230C-27 Notps that sts'icsti Plachput should b 0 l>DE for faeilitij per 
Al A3-*03 Reiue i 1 1 co >■ •■. 50 1 ; status levje-jj of Task Action Plan 
A - 4 ; bij Q0:''7l'j 

0^ 'Oo.ti.i i» 1 : nor s >3<;'/ Oa/2fJ Ip. 07311:191, 


5012290390 Response in oppciition to FL Cities 801009 answer to utili 
tJRC J; D3J G00912 joint motion re settlement Immediate 
i np i e".er. ta t i c i> of litensee conditions would not prejudice or 
disadvar. tags FL Cities. Certificate of 8vc end. 

DVM.H . 5Oukn 10HT,J A Florida Power U Light Co, DDUKNIGHT, J. A. 
Loue n s te 1 n f fCew.nan , Re i 5 - A I ■> ! I' a.d t. Toll, 80712/03, 26pp. 07336:150. 


— 8012290393 Minutes of Fort Pierce Utils Authoritij ti Fort Pierce Citg 
CooniBsioii 760326 special joint meeting, 
e Fort Pierce. FI 76/03/26 13pp, 07336:176, 


801223 3033 Resper.J I to flOCR;:': rei'jest re current status of Task Action 
Plan ait per ALA7-6C'.3 Kcce 3 • ei"j actions ere under evaluation 
for inp lament I r.g A^L-Cl; rec o."men da t i on re station blackouts. 

Results to Oo reported m appro* one month. Task plan encl. 

DHilTOlS. H R Office :f r;,/c leav Reactor Flegulatlon. Director. 

BO.f 09/26 2pp 07311 I--;! 


— 80t22-30037 SuBmits guesiijns ta 800926 status rept of Task Action Plan 
A-4d on station blac-out Planes should be identified which 
are highl'j susceptible 

AHEAniv£. J Commi 55 i c-ier 5 30/10/24 Ip 07311.195. 


-■•a0l22300>l0 Descr ibes tssk action, plan to resolve ASLAD concern re 
station blackout 4 responds to 801'024 followup questions. 

Disft genoric Itr encl 

DEHTDM, H n Office c-f tiu.-, lear Reactor Regulation. Director. 
03/11. MO 2 fp 0731 r 176 


•801223009.0 Disagrees w.''. '.LAS -603 cori'dusion that station blackout should 
be considered design basis event for unit Fla'us apparent in 
quantitative c i i ter i ■■. 11 . f orecl osur e of alternatives 4 
as s'j''sp t ion re suscep 1 1 1. i 1 1 t,j 

BERtfcRO.fi It Probai i 1 1 St Id Aiiaigsis ‘utaff IPre B0tlT9). 80/03/22. 
Spp . 07311 190 


-8012230046 c.alicits -.otes to reconsider no-revieui decision re ALAB-603. 
Decision must he I'eached bij 8’ilI2l‘l. 

Hf-idDRIE. J M C c-mmi s i 1 cner s SO/ll/26, Ip 07311:203. 


--a0122'f0395 Su.rmar g of lallahassee Citg C.^mmi ss ioner 000311 meeting re 
citg involverngnt in nuclear power, 

* Tal lahasse. FL 0O,/O3/1 1 12pp. 07336: 180. 

--801229039? Affidavit of RL Hester re City participation in util 
nuclear op e r a t i oti s . C i tq never given opportunity for access 
to FPL nuclear units Ercerpts of Houston Lighting ti Power 
6 South TX Project 731201 agreoement encl. 

HeSrtR. R. 1. Gai nesvi He, FL BO/07/10 12pp, 07336:800, 


— 801229040+ Order denying Cities of Gainesville 4 Tallahassee motion 
for declaratory or d e r . Par t i e 5 have right to settle or 
compromise dispute rj/o knouile'dge of pe t i t ionor. Ut i 1 
7/091A Itr to HC Luff 4, RA Jab i on end. 

KIf.'Gi J. L U. S. District Court Southern District of Florida. 
00/07/03 lOpp 07334:213 


0012300238 Response to intervenor FL Cities 801009 answer to NfiC.DOJ 4 
util 800912 joint motion re CR a p p 1 lea 1 1 on. Prop osed license 
conditions should be effective immediately Imposition will 
not damage intervenor Certificate of Sve end. 

USaAN, J. R Just ice. Dept of 30/12/03. 15pp. 07350; 071. 


P Operating license stage documents 4 correspondence 


0012290321 Forwards flsvisloii 3 to OA manual. 

UHRIO.R.E. Florida Power 4 Light Co. 80/12/17. Ip. 


giri224<>144 Kemorao j.um t jrd-r lecidir.g to reconsider generic aspects 
of ALAD-603 >. affirming license amendments re operation 
during station blackout Mf'il brief due in 30 days 4 reply 
briefs in 50 day s 

CHILis. S J Office of the ■Secretary of the Coirini ss i on. 80/12/12. 
‘Ipp. 07324 IQ4 


8012290190 IJbticB of rec -•'ns 1 . 1 t'jt lull of ASLAS RS Sa 1 i man. c h a irman 4 HR 
.Johnson, .member 

BISHCP.C.J Ato.tic Safi'ti, and i.icenssng Appeal Panel. 80/12/19. 

Ip. 073-54 177 


— 8012290326 Revision 3 to QA manual. 

e Florida Power 4 Light Co. 80/09/30. 09pp. 


0. Inspection reports. IE Bulletins 4 correspondence 


8D12170310 Forwards Suppl 3 to IE Sulletin 79-018. "Environ 
Qualification of Class IE Equipment.'' No wnitten response 
r equ 1 r ed. 

0 'RE ILLY, J. P. Region ?- .stlanta, Office of the Director. 80/10/24. 
Ip. 07260: 327, 


8012290977 tiemdraiid uin iupp.trting liFC flOlSil! order that staticn blackout 
should be tonsidero.J s r t.'DE based 'jn threshold values in 
SfiP. 

TOMFP. lIJS, B. A Atomic Siifety snj Licansing Appeal Panel. 80/12/22. 
5pp 07341:183 


8012160023 Forwards IE Info Notice 00-38. 'Cracking In Charging Purap 
Casing Cladding," No written response required, 

O'REILLY, JP. Region 2, Atlanta. Office of the Director. 80/10/30. 
ip 


6012300210 Order Bitendii.g ti.nf f'jr CcmojssLaii to review Director's 
Dec is ion DD-GO-33 until ClulO? 

CHJI K. S. J Office 'Uf the aecretar.j of the Cn.nni g s i on. 80/12/23. 
tp. 073S6.36I 


8012170422 Forwards IE Info hlottce 00-30. ''Cracking in Charging Pump 
Casing Cladding." No written lespoiise required. 

O'REli.i Y. J. P. Region 2. Atlanta. Office of the Director. BO/10/31 
I P. 


■J. Insurance i indeihhity inf .brra t 1 on 


8012020478 Forwards End O" 3e.hent 36 Is NEL 1 A Policy rfF-227. 

FIELDER. J. Marsh. .4 tlcLeno-sn. Inc . M t M Nuclear Consoltantsi Inc 
Div 00/11. -25 2pp, 07110 2 70. 


V' utility Final Safety f.nsl'ysis Report (FSAR) 6 amends 


8012230063 Forwards IE Circular 0O~23, "Potential Defects in Delolt 
PouBV Sys Emergency Generators. “ No written response 
required, 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip 07313: 232 


8012110736 Forwards IE Bwllatin 00-21. '■Valve Yokes Supplied by Malcolm 
Foundry Co. Inc." Written response required. 

O'REILLY. j P. Region 2. Atlanta. Office of the Director. 00/11/06. 

Ip 


0012190425 Forwards Amend 0 to FSAR 

U'HRIG. R. E Florida Power 4 Light Co. 80/12/11. 2pp, 07289:293. 

— 601219-D431 Amend O to FSAR 

-f Florida Po^uer 4 Light Co 80/12/31 20S0pp 07208.299 


8012030068 Forwards IE Info Notice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor D e pre s suv i la t i on " No written response required. 

O’REILUV, J, P Region 2- Atlanta. Office of the Director. 80/11/07. 
Ip. 


11 Antitrust correspondence 


SOI3120S44 Reipoiise t.i FL Cieies' anscper to 0OD9I2 joint notion to make 
effective license conditions proposed by app I i can t . NRC 4 
DOJ. Requs sts ASlE atta.ch proposed license cenditions 
effective im-madiate ly . Cei t i f i ca t p of 0vc encl. 

DE'JtV. L. 5 Anti trust Divl Bi'jn 80/12/03 23pp. 07237:100. 


0012090194 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Resso Unit 1 " No 
response required. 

0 "RE I LLY. J. P. Region 2. Atlanta, Office of the Director. 80/11/10. 

If. 


3012080508 Subml ts final response to IE Bulletin 80-20, "Failures of 
Westlnghouse Type W-2 Spring Return to Neutral Control 
Sultches. " Neutral position contact is not wired to any 
c i rc'j i t. Q u 1 1 e t i n not applicable to facility. 

UHRIGiH.E. Florida Power «. Light Co. 80/il/13. Ip. 07108:203. 
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€012D40t63 Forwards Sul 1st in Q 0 -“ 2 j 1 » “Failures ot Solenoid Va Ives 
M^g bg Valtop Engineering Corp " Pequires estirnate of 
dianpouer associated le/^c orrec t ive actions 

O'nEIULY. J. P. Region 2, Atlanta. Office of the Director. QO/H/14 
tp. 07156:091 


e0t21509.55 Forwards corrected QOlOiB transmittal 1 tr for IE Insp Rept 
50-3S9/80-12, 

MURPHV>C. E. Rcgioti 3. Atlanta. Reactor Construction i Engineering 
Support Branch. BO/n/30. ip 07337: 307. 


— 6012150256 Corrected trancinl tta 1 1 ti for IE Insp Rept 50-389/60-12 
hiURPHYiC E Region 2. Atlanta. Reactor Construction i Engineering 
Support Hranch. QO/10/2B 3pp 07337: 306 


— 8012150259 Forwards IE Insp Rept 50-307/60-13 on 600916-19. No 
noncompliance noted. 

♦ilJRPHy( C. E, Region 2. Atla.pta. Reactor Construction ti Engineering 
Support Branch, 00/10/30. 2pp. 07337: 310, 


— 80121S0263 IE Insp Rept 50-369/80-12 on 900916-19, No noncompliance 
noted. Major areas i nsp sc ted : i nspec tor follouup items, 
licensee identified items i IE bulletins. 

MCFARLAND. C. n. Region 3. Atlanta. Office of the Director 
BRYAWT.J.C, Region ?. Atlanta. Reactor Construction 4. Engineering 
Support Branch, 00/10/37, Spp. 07337:312, 


8012050046 Forwards IE Bulletin 00-24. “Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 
required. 

O'REILLY. J. P. Region 3. Atlanta, Office of the Director, 80/11/21. 
Ip. 07173:106, 


8012000024 Forwards Info Notice 80-42. "Effect of Radiation on 
Hgdraulic Snubber Fluid “ No written response required, 

O'REILLY. J. P. Region 3. Atlanta. Office of the Director, 00/11/24. 
Ip, 


QD12170512 Forwards IE Info Notice 80-29. Suppl 1. “Broken Studs on 
Terry Turbine Steam Inlet Flange. “ No written response 
required, 

O'REILLY. J. P, Region 3. Atlanta. Office of the Director, 00/11/26. 
Ip 07268: 103 


QO12I0O199 Ack receipt of 901107 I tr informing NBC of stops taken to 
correct violations noted in IE Insp Rept 50-389/60-13, 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch, 80/11/36, Spp 03791:355. 


— 0012160207 Responds to N.RC 001010 Hr re violations noted In IE Insp 
Rept 50-309/00-13, Correc t ive ac t ions : va Ives covered until 
moved to permanent location 4. procedural requirement to 
control used welding filler matl has been incorporated. 

UHRIO, R, E, Florida Po'jor 4 Light Co. 80/11/07, 3pp, 03791:336. 


— 0012160209 Forwards IE Insp Rept 50-389/80-13 on 000917-19 4. notice of 
violation, 

ttURPHY. C. E, Region 2. Atlanta, Reactor Construction it Engineering 
Support Branch. 60/10/10. 2pp 03791:359 


--8012100212 Notice of violation from insp on 800917-19. 

a Region 2. Atlanta. Office of the Director 00/10/00, Ip, 
03791: 361. 


— 0019180217 IE tnsp Rept 50-309/00-13 on BC09 1 7- 19, None omp I i anc e noted; 
Improper valve storage 4 inadequate welding filler control 
matl , 

KUEIHSORGE, W. P, , VANOnORN. R. it Region 2, Atlanta, Office of the 
Director. HERDT. A. R, Region 2. Atlanta. Reactor Construction 4. 
Engineering Support Branch. 80/10/08. 5pp. 03798; 001. 


6012220614 Forwards suppl to final response to IE Bulletin 00-00. 
"Examination of Containment Linear Penetration Nelds," 

Previous Info clarified w/ figures 4; data re butt welds 4i 
results of nondestructive e lamina t i ons, 

UHRIO. R.E, Florida Power 3 Light Co, 80/12/01. 25pp. 07299.234. 


S. Reportable occurrences. l.ER s related correspondence 


S0121 10564 FOIA request for document entitled. “Summary of Meeting Hold 
on 700603, " 

DORSUM, R, B. Babcock 4. Wilcox Co, 00/12/02. Ip. 07227:154, 


8012110591 Summary of 780605 meeting w/util to discuss 760514 lots of 
offsite power at f at 1 1 i ty . draf t NRC positions re electrical 
power grid 4 incorporation of Reg Ouide 1 106 into facility 
Tech Specs. 

FITZPATRICK, fl. Power Systems Branch, 78/06/23. Ip. 07227: 155. 


0012110556 Responds to Fill A re-quest for document entiled. “Sum.mary of 
Meeting Held on 790605 ' Farwirds document 
FELTON, ‘J, !1 Divisio.i f Pules and Records 00/12/05 Ip. 

07227: 153 


-8015110560 Summary of 790605 m.jetirg w/util in Bethoada.MD re 780514 
loss of offsite power at f.ecility i C'RNU repts on 7004 H 4. 

DSll transmission sgi d i s t ut banc e s L I s t of meeting attendees 
1. NRC posi t i ons enc I 

BIRKFL.R A Light Water Reactors Branch 2 78/06/07. 6pp. 


DOCKS r SO-390 UATT;' BAR NVCLEAR PLANT. UNIT 1 


A App 1 icat ion/cons true 1 1 on stage documents 4 correspondence 


8012160050 Ltr to operating plant I ic er sees. CIL. applicants 4: CP holders. 
Forwards NUREG-0737 re TMI action plan requirements Requests 
operating reactor licensee cc.nf irmati on in 45 days that 
Enel I implementation dates will be met 
EISENHUT, D 0. Division of Licensing 80/10/31, 7pp. 


9012160164 Notification of 901203-10 meeting w/util in Spring City.TN 
to perform caseload forecast to determine priorities for 
allocation of NRC manpower, 

KENYCNi T. J. Licensing Branch 2. 90/12/02 Spp 07263; 033. 


8012090186 Forwards interim status rept to NRC 800502 request to 
conduct electrical separation field audit. Final results will 
be submitted by 610213 

HILLS, Lit. Tennessee Valley Authority. 80/12/04, 3pp. 07200:149. 


8012100695 Notification -df 8012.53 .r.eeting w/util 4- ANL at site to 
discuss safety 4 relief valve piping computer model. 

KENYON, T. J Licensing Branch 2. 80/12/04. 3pp 07292:101. 


0012170780 Forwards info re nuclear power plants to be licensed Dec 
1960-Doc 1961 in response to request from Nuclear Oversight 
Cor.ml ttee. 

MIRAOLIA.F L.iceiising Bt such 3 80/12/05. 3pp 


9012160327 Responds to NRC 801001 request for info re environ 
qua 1 i f icat 1 on tasting of safety-related equipment Info wilt 
be available by 910201 

MILLS, L. 11. Tennessee Valley Authority 80/12/09, Ip. 07243:359. 


F. Security, medical, emergancy 4 fire protection plans 


8012050535 Notification of 601121 meeting u/utii in Bethesda.MO to 
discuss util position .on central e.Tiergorcy response ctr U 
plans for emergency mgt. 

STAHLE.C. Licensing Branch 2, 90/11/19 6pp. 


Q Inspection reports. IF Bulletins 4: correspondence 


8012150301 Forwards IE Info Notice 00-37, “Contain.ment Cooler Leaks I. 
Reactoi Cavity Flooding At Indiair Point Unit 2." No written 
response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 80/10/24. 

Ip 


8012180294 Forwards IE Mgt Meeting Repts 50-433/00-24,50-439/00-24. 
50-390/80-31 4 S0-391/S0-24 an 0CO925, No reply required. 

MURPHY, C.E Region 2, Atlanta. Reactor Construction 4, Engineering 
Support Branch. 00/10/27 2?p. 03794:040, 


—0012100307 IE Mgt Meeting Repts 50-430/80-24,50-439/80-24.50-390/90-31 
4 50-391/00-24 on 000925, Major areas d iscussed: 1 ssues 
identified in Insp Repti 50-430/90- 12, 50-439/80-12. 

S0-370/Q0-19 4: 50-391/90--13 

COLEY. U.L, Region 2. Atlanta. Office of the Director MURPHY. C. E. 

Region 2, Atlanta, Reactor C.jns true t ion 4 Engineering Support 
Branch. 90/10/24 2pp 03794. 042, 


9012180035 Forwards IE Info Notice 0C-38, 'Cracking in Charging Pump 
Casing Cladding." No written response required 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/10/30. 
tp, 03790 098 


6012170004 Forwards IE Info Notice 80-39, 'Malfunction of SoUnold 
Valves Mfg by Valtor Ergineering Carp. " No specific action 
or response required. 

a'RElUY, J.P Region 2. Atlanta, Office of the Director. 00/10/31. 
tp 
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DOCKETED ITEMS 


3012230030 Firwaris iE Citc-jUv 30-23. "Potential Defects in Qeloit 
Pouer Si^s Gei^fri^iirs " No 'jritten reipoose 

re^y iretf 

O'FEILLt. J-P R^^ion « AtlA^ta. Qrrice of th« Director. 00/10/31. 
ip 


S0l2HCv66 Request's I corrective actions taken re control 

reor. ceiling cor strict*? >3 u^apparently flarri^able tiles ulthin 
SO dags. 

TEOESCOiR L As&istant Direc*^cir fcr Licensing. 80/11/04. 3pp. 


3012110307 Foruar'is IE Sullotin 80-21. "Valve Voles Supplied tig Malcolm 
Po'jndry Coj Inc " Written response required. 

O'REILLY. JP Region 2 Atlanta. Office of the Director, 80/11/06. 

>P 


>3012030337 Forwards IF Info notice 8C-40i Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactpr Depressuri la t i on " No written response required. 

Q'REILLV, j P Region 2. Atlanta. Office of the Director. BO/ll/07, 

Ip. 


5012080276 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Qesse Unit 1." No 
respokise required. 

O'REIMY.O P. Region 2. Atlanta, Office of the Director. SO/ll/lO. 

Ip 


6018040143 Forwards IE Duiletlii 80-23, "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp " Requires estimate of 
manpower associated u/correctlve actions. 

Q'R£ILIV,J. P Region 2 Atlanta, Office of the Director, 80/11/14. 

Ip 


6012080616 Forwards updated response to IE Qulletln 80-0?, "Hydrametor 
Actuator Deficiencies " Util uiil contact inajor valve 
suppliers to determine if addl deficient actuators were 
supp lied. 

MILLS, L.ll Tennessee Valley Authority. 80/11/17. 3pp. 07100:212. 


6012110366 Forwards Mechanical Engineering Branch position re inservice 
insp of pressure isolation valves i: requests addl info. List 
of valves included in program w/Pf/ID diagrams are required. 

TEDESCOiR L. Assistant Director for Licensing. 80/11/17. 3pp. 

07224: 14S. 


60120204CQ Ack receipt of 801027 I tr informing NRC of steps taken to 
correict violations noted in IE Insp Repts 90-3?0/60''26 t, 
50-391/80-20 

LEUIS.R C. Region 2. Atlanta, Reoctor Operations Nuclear Support 
Branch 80/11/20 Ip 07143:221. 


--8012020412 Responds to NRC 000930 Itr re violations noted in IE Insp 
Repts 50-390/60-26 6 50-391 /BO-20, Corre c tive ac tlons ; upper 
head injection sys test seeping document i: test instruction 
■Jill be rsvlSBil 6 data collected will be evaluated. 

HU.L0.L Id. Tennessee Valley Authority. 80/10/27. 4pp. 

07143: 222 


— a01202043.3 Forwards IE Insp Repts 50-390/80-26 i 50-391/80-20 on 
830801-31 i. notice of deviation. 

LEUIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/09/30. 2pp 07i43:226. 


— 8012020436 Notice of deviation from insp on 800801-31. 

a Region 2, Atlanta. Office of the Director. 80/09/30. ip. 
07143: 228 


—8012020441 1£ Insp Repts 50-390/80-26 ii 50-391/80-20 on 800801-31. 
Noncompliance noted high pressure blowdown test performed 
u/o providing test acceptance criteria. 

MCDONALD, 0 A Region 2, Atlanta, Office of the Director. 

DANCE, H. G. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. EO/O9/30. 4pp. 07143 229. 


8012030023 Forwards IE Bulletin 80-24, 'Prevention of Damage Due to 
Water Leakage Inside Containment." No written responie 
required. 

O'REILLY.J.P Region 2, Atlenta, Office of the Director, B0/I1/2I. 
*P 


8012080034 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hydraulic Srubhar Fluid '' No written response required. 

O'REILIY, J.P. Region 2. Atlanta. Office of the Director. 80/11/24. 
>P- 


8012170359 Forwards IE Info Notice 80-29. Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange, “ No written response 
required. 

O'REILLY.J.P, Region 2. Atlanta, Office of the Director. 80/11/26. 
Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah, 
Watts Dar t aellefonte fv T VA-TR75- 1 A, C hang os supersede 
801201 Itr. Changes will be included in application for OL 
for Hartsvl 1 le. Ph I pps Rend t Yellow Creek plants. 

MILLS, L. Id. Tennessee Valley Authority. 80/12/09. 5pp 07266:132, 


S, Reportable occur rone es', LEHs i related correspondence 


8012050457 Fll\al deficiency rep t , i ni t ial ly reported 8003 18, re emergency 
gas treatment sys fire protection sys supplied u/automatlc 
open head water spray sys Spray noitlos will be replaced 
w/closed head water spray noiiles. 

MILIS.L.Id, Tennessee Valley Authority. 80/09/17. 2pp, 07173:322, 


8012040428 Fourth interim deficiency rept re breakdown in Dravo OA 
program, in 1 1 ia I ly reported on 800328. Dravo completed inhouse 
documentation search for Unit I piping t submitted corrected 
sketches. Uni t 2 documentation search to be completed soon. 

MILLS, L, Id Tennessee Valley Authority 00/11/24, 2pp. 07170:122. 


8012040422 Final deficiency rept re Insufficient analysis of 3-lnch 
fire protection line Ini V tally reported on 000606. Bi » teen 
addl supports per unit needed. Supports will be Installed 
prior to fuel loading. 

MILLS, L.M. Tennessee Valley Authority. 80/11/25. 2pp. 07170:124. 


8012040443 Interim deficiency rept re automated filed water spray 
sys in reactor bldg annulus, ini t ia 11 y reported on 801027. 

Util in process of modifying fire protection sys in order 
to encompass addl interaction areas. Addl info due by 301009. 

MILLS, L. M. Tennessee Valley Authority. 80/11/26. 2pp. 07170; 116. 


8012090342 Interim deficiency rept, or Ig inal ly reported on 801031>Te 
liTiproper weld attachment of shear lugs, Util doterminod that 
lugs will be acceptable if l/4-inch fillet used. Mods 
completed by Aug 1981. Next rept will bo submitted by 310125. 

MILLS, L. M. Tennessee Valley Authority. 80/12/01. 2pp. 07201:165.. 


8012100454 First interim deficiency rept re 3-tnch gate valves which 
failed to close coimplo tely under p reop era t tonal test Flow 
cond i tlons. Hods to be dove 1 oped. Nex t rept will be 
submitted by 810323. 

MILLS. L. M. Tennessee Valley Authority. 30/12/01. 2pp. 07219:028. 


8012100517 First interim deficiency rept re improper shear lug weld 
attachments in heating, vent 1 la t Ion i air conditionings sysi 
Initially reported on 801030. One-quarter Inch fillet weld 
will correct defects. Next rept fay 010125. 

MILLS, L.M. Tennessee Valley Authority. 60/12/01. 2pp. 07219:346. 


801209039? Final deficiency rept initially reported 301030 re failure 
to use latest revisions of break location summaries for 
design pipe rupture protective devices. Mods will be 
completed by Aug 1981 for Unit I i; May 1982 for Unit 2, 

MILLS. L, M. Tennessee Valley Authority, 80/12/02. 2pp. 07207:148. 


6012170425 Third interim deficiency rapt re damage to UHI piping 
hanger. Hanger to be rep lac ed. Insp of piping welds revealed 
no damage by lifting Incident. EDS Nuclear 6: Uestlnghouse 
analyxlrg ti e va 1 ua t Ing . Ad d 1 info to be submitted by 610213. 

MILLS, L.M, Tennessee Valley Authority. 80/12/12. Ip. 07269:350, 


8012170460 Fourth interim deficiency rept re inadequate documentation 
for miscellaneous mechanical equi pmsn t App I icafa 1 e QC 
procedures revised to specify proper insp 6 documentation 
requirements. Add! info to be submlbbsd by 810327. 

MILLS, L.M. Tennessee Valley Authority, 80/12/12. Ip, 07269:239. 


3012300570 Final deficiency rept re Penn Ventilator Co OA program 
initially reported on 790618. Util has completed review of 
drawings 6 seismic fc environ qualification documentation ti 
found all documentation in comp lianee u/specs. 

HILLS, L.M, Tennessee Valley Authority. 80/12/18. 2pp. 07359:236. 


8012310370 First interim deficiency rept re possible error in safety 
injection sys preoperati ona 1 tes t, In i t ial 1 y reported 801124. 

Caused byfailure to require that position of all check 
valves important to test results be cheeked, 

HILLS, L.M, Tennessee Valley Author 1 by. 00/12/23. 2pp. 07369:084. 


V. Operator Examinations 


6012010056 Clarifies min TMI-related requirements for new operator 
licenses re training during law power testing. Operators 
should be able to control saturation margimRCS pressure tt 
heat re.Toval rate w/o exceeding operating limits. 

TEDESCDiR.L. Assistant Director for Licensing, 30/11/14. 3pp. 
07093:194. 



DOCKETED ITEMS 


DOCKET SO-391 WATTS SAR MUCLEAR PLANT, UNIT S 


A App 1 icatl an/construc t i on 3tage documents it correspondence 


8013160050 Ltr to operating plant licensees, OL applicants U CP holders. 
Forwards NLinEG-0737 re Ttll action plan r eeju Irenen t s, ReijoBS t s 
operating reactor licensee confirmation In <15 dags that 
Enel 1 imp I errenta t i on dotes will be met. 

EISENHUT. D. G Division of Licensing 00/10/31. 7pp. 


a013l6016<l Notification of 801300-10 meeting w/util in Spring Cltg.TN 
to perform caseload forecast to determine priorities for 
allocation of NRC manpower. 

KENVO.V. T J, Licensing Branch 2. 00/13/03 Spp, 07263:033, 


8012090106 Forwards interim status rept re NRC 800502 request to 
coiiduct electrical separation field audit. Final results ultl 
be submitted bg 010213. 

MILLS/L.M, Tennessee Valleg Authoritg, 00/13/04. Spp, 07200:149. 


0012100695 Notification of 001303 meeting u/util it AML at site to 
discuss safetg 6 relief valve piping computer model. 

KENYON. T. J. Licensing Branch 3. 80/12/04, Spp. 07223:101. 


8012160537 Responds to NRC 601001 request for Info re environ 
qualification testing of saf etg-re latod equlp-ment. Info will 
be available bg 810301. 

fllUl S, L. M. Tennessee Valleg Authoritg. 80/12/09. Ip. 


8018170316 Forwards planned changes to Chapter 17 of F9AR for Sequogah, 
Uatts Oar it Bellefonte it TVA-TR7S- lA. Changes supersede 
801301 ltr. Changes will be included in applicatlen for OL 
for Hartsvl 1 1 e. Phipps Dend & Yellow Creel plants. 
tllLLS.L.M. Tennessee Valleg Authoritg. 80/13/09. Spp. 


F. Securitgi (rcdical, emergeneg it fire protection plans 


8013080835 Notification of 801131 meeting w/util in Bethesda.MO to 
discuss util position on central emergeneg response ctr i. 
plans for emergeneg mgt. 

STAHLEiC. Licensing Branch 2, 00/11/19. 6pp. 


Q. Inspection reports, IE Bulletins & correspondence 


8012150301 Forwards IE Info Notice 80-37, "Containment Cooler Leaks l< 
Reactor Cavltg Flooding At Indian Point Unit 2." No written 
response required, 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/10/84. 

• p- 


8012100294 Forwards IE Mgt Meeting Repts 50-428/00-24,50-439/00-24, 
50-390/00-31 it 50-391/SO-24 on 000925, Nd replg required. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch. 60/10/27. 2pp. 


•8012180307 IE Mgt Meeting Repts 50-430/00-24,50-439/00-34,30-390/00-31 
h 50-391/00-24 on 800933. Ma jor areas d Iscusied: Issues 
Identified in Insp Repts 30-430/80-12, 50-439/00-12, 

50-390/00-19 i 50-391/80-13 

COLEY, J.L. Region 2, Atlanta. Office of the Director. 00/10/24, 

Spp, 


8018180035 Forwards IF. Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY, J, P, Region 2- Atlanta, Office of the Director. 80/10/30, 


8012170004 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp, " No specific action 
or responso required. 

O'REILI.Y, J. P, Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip. 


0012230030 Forwards IE Circular 00-23, “Potential Defects in Beloit 
Power Sgs Emergeneg Oenerators. " No written response 
required. 

O'REILLY, J, P. Region 2, Atl.mta, Office of the Director, 80/10/31. 
Ip. 

8012110066 Requests assessment corrective actions taken re control 
room ceiling constructed w/apparentlg flammable tiles within 
20 dags. 

TEOES'OO, R.L. Assistant Director for Licensing. 80/11/04, 3pp. 


8012110807 Forwards IE Bulletin 80-21, "Valve Yokes Supplied bg Malcolm 
Foundrg Co, Inc, '■ Written response required. 

O'REH LV. J. P, Region 2. Atlanta, Office of the Director. 00/11/06. 

Ip. 


0012030337 Forwards IE Info Notice 80-40, ‘‘Eicessive Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactoi Depressur i lat i on, " No written response required. 

0 ’REILLY, J P. Region 2. Atlanta, Office of the Director. 00/11/07. 
Ip 


8013030276 Forwards IE Info Notice 60-41, "Failure of Suing Check Valve 
in Deeag Heat Removal Sgs at Da’via Basse Unit 1." No 
response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/11/10. 
Ip. 


8012040143 Forwards IE Bulletin 60-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

O'REILLY, J.P Region 2. Atlanta. Office of the Director. 00/11/14. 
Ip 


8018000616 Forwards updated response to IE Dolletin 80-09, "Hgdramotor 
Actuator Deficiencies. " Util wilt contact major valve 
suppliers to determine if addl deficient actuators were 
supp I ted. 

MILLS, L. 11. Tennessee Valleg Authoritg. 00/11/17. Spp, 


8012110366 Forwards Mechanical Engineering Branch position re inservlce 
insp of pressure Isolation valves i. requests addl info. List 
of valves Included in program w/P^ID diagrams are required 
TEDESCDi R, t. Assistant Director for Licensing. 80/11/17. 3pp. 
07224: 145. 


6012020400 Ack receipt of B01087 ltr informing NRC of steps taken to 
correct violations noted in 16 Insp Repts 30-390/00-26 ti 
50-391/80-20. 

LEWIS, R. C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. 80/11/20. Ip. 07143: 22t. 


•8012020412 Responds to NRC 000930 ltr re violations noted in IE Insp 
Repts SO-390/80-26 i 50-391 /80-20. C or ret t Ive act! ons : upper 
head injection sgs test scoping document 6 test Instruction 
will be revised i data collected will be evaluated. 

MILLS, L.M. Tennessee Val leg Authorl tg. 60/10/27. 4pp. 

071<I3:323, 


—8012030433 Forwards IE Insp Repts 50-390/80-26 t 50-391/60-20 on 
800601-31 it notice of deviation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch, 00/09/30. 2pp. 07143; 226 


--8012020436 Notice of deviation from insp on 000801-31. 

a Region 2, Atlanta, Office of the Director. 80/09/30. Ip. 
07143: 380 


--001203,3441 IE Insp Repts 50-390/80-26 it S0-391/B0-20 on 800801-31. 
Nonconp 1 lance noted;high pressure blowdown test performed 
u/o providing test acceptance criteria. 

MCDONALD, J. A, Region 2, Atlanta, Office of the Director. 

D.ANCF,H. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/09/30 4pp. 07143; 229. 


6012050023 Forwards IF Bulletin 60-24, "Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 
required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 00/11/21. 
IP- 


8012080'304 Forwards IF Info Notice 60-42, "Effect of Radiation on 
HgdiauUc Snubber Fluid." No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/24. 
Ip. 


8012170359 Forwards IE Info Notice 80-29, Suppl I, "Brolen Studs on 
Terrg Turbine Steam Inlet Flange." No written response 
required. 

0 'REILLY, J, P. Region 2- Atlanta, Office of the Director. 80/11/86. 
Ip- 


8012180331 Forwards IE Insp Rept 50-091/00-29 on 800912. Wo 
nonconp 1 lance noted. 

KENNA, W. B. Region 3, Atlanta, Safeguards Branch. 80/12/10. 2pp. 
03794; 230. 


— 601218-0333 IE Insp Rept 50-391/60-29 on 600912. No noncompllanee noted. 
Major area Inspec ted : f ue 1 storage. 

TILLMAN, A. I HILL. A , HALL- S Region 2, Atlanta, Office of the 
Director. 00/12/10. Ip, 03794:232. 



220 


DOCKETED ITEMS 


S Repoito!)!?' occurrenc ej > LERs i r^la^'.sd correspondence 


5012050457 Final deficiencj rept; initiellij reported 8009tS' re emergency 
gas treat.'^ent sgs Fire protection sgs supplied u/autonatic 
open head uieter sprag sgs Sprag nojiles uill be replaced 
u/closed head u/ater sprag noiiles 

MILLS. L.M Tennessee Vail eg Author I tg. BO/Q-?/!? Spp. 07173:322. 


B012040428 Fourth interim Jeficiencg rept re breakdoun in Dravo DA 
pragra.n. ini t i al Ig reported on 000326. Dravo completed inhouse 
documentation search for Unit 1 piping U submitted corrected 
sVetches. Uni t 2 documental ion search to be completed soon. 

MILLS. L.rl. Tennessee Val leg Autlioritg. 60/11/24, 2pp. 07170:122, 


601204.5422 Final deficier.cg rept re insu-f f ic lent analgsis of 3— Inch 
fire protection line Initiallg reported on 800606. Si x teen 
addi supports per unit needed. Supports luill be installed 
prior to fuel loading 

HILLS. L 11. Tennessee Valleg Authoritg. 80/11/25, 2pp. 07170:124, 


6012040443 Interim deficiencg rept re automated fixed water sprag 
sgs in reactor bldg annu 1 us, i n i t ia 1 1 g reported on 801027, 

Util in process of modifging fire protection sgs in order 
to encompass addl interaction areas, Addl info due bg 801009, 
MILIS.L.II Tennessee Valleg Authoritg. QO/U/26. 2pp. 07170:116, 


3012090342 Interim deficiencg r ep t. or i g i nal Ig reported on B0l03l,re 
i.Tiproper ■-•eld attachment of shear lugs. Util determined that 
lugs uill be acceptable if 1/4-inch fillet used. Mods 
completed bg Aug 1981. Next rept will be submitted bg B1012S. 

MILLS, L.K. Tennessee Valleg Authoritg. 80/12/01, 2pp, 07201:165. 


8012100454 First interim deficiencg rept re 3-lnch gate valves which 
failed t.] close completelg under preoperational test flow 
conditions Muds to be developed. Nex t rept will be 
submitted bg 810323 

M1LLS.L.I1 Tennessee Val leg Authoritg. 80/12/01, 2pp. 07219:028. 


8012100517 First interim deficiencg rept re improper shear lug weld 
a t tachments in heating. venti lati on b air conditionings sgs. 
initiallg reported on 651030, One-quarter inch fillet weld 
will correct defects hleit rept bg 810125. 

tilLLS.L. 11. Tennessee Valleg Authoritg 80/12/01. 2pp. 07219:340, 


8012090359 Final deficiencg rept initiallg reported B0i030 re failure 
to use latest revisions of break location summaries for 
design pipe rupture protective devices. Mods will be 
completed bg Aug 1981 for Unit 1 U Mag 1982 for Unit 2. 

MILLS. L. II Tennessee Valleg Authoritg. 60/12/02, 2pp. 07207:140. 


8012170425 Third interim deficiencg rept re damase to UHI piping 
hanger. Hanger to he rep lacad. Insp cf piping welds revealed 
no damage by lifting incident. EDS Nuclear k Mestinghouse 
analgiing tt evaluating Add! info to be submitted bg 010213, 

MILL6.L. II Tennessee Valleg Authoritg. 00/12/12. Ip, 07269:350. 


3012170460 Fourth interi.m deficiencg rept re inadequate documentation 
for miscellaneous mechanical equ Ipmen t. App 1 Icab le QC 
procedures revised to specifg proper insp 4 documentation 
requirements Add! info to be submitted bg S10327, 

MILLS.L.h, Te.-.nessee Valleg Authoritg. 80/12/12. Ip. 07269:239. 


8012300570 Final deficiencg rept re Penn Ventilator Co QA program 
initiallg reported on 790618 Util has completed review of 
drawings i: seismic 4 environ qua 1 i f ica t ibn documentation 4 
found all docu.mentat i on in compliance w/specs. 

MILLS.L.H Tennessee Valleg Authoritg, 00/12/18, 2pp, 07359:236. 


8012310378 First Interim deficiencg rapt re possible error In safetg 
Injection sgs preoperationa I test, ini t ial Ig reported 801124. 

Caused bg fallare to require that position of all check 
valves important to test results be checked 

MILLS.L.H. Tennessee Valleg Authoritg. 60/12/23, 2pp, 07369:084. 


V. Operator Eraminations 


6012010056 Clarifies min TMI-related requirements for new operator 
licenses re training during l-bu power test ing. Operators 
should be able to control saturation margin. RCS pressure 4 
haat removal rate u/o eiceedir.g operating limits. 

TEOSSCO. R, L, Assistant Director for Licensing, 00/11/14 Odd 
07090:194. rr 


DOCKEI SO-395 VIROIL C. SUMMER NUCLEAR STATION, UNIT 1 


A App 1 icatl on/construct i on stage documents 4 correspondoneo 


6012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Far'wards NUREG~07J7 re THI action plan requ i r amen ts . Reque s ts 
operating reactor licensee co.o f i rma t ion in 45 dags that 
End I implementation dates will be met, 

£ ISENHUT, D. C. Division of Licensing. 60/10/31. 7pp. 


8012020993 Forwards followup info re Ni?C Seismic Qua I if i ea t Ion Review 
Tea.r 601014-*17 audit of equipment qualification program. 

Notification to NRC will be provided upon completion of 
seismic rept review. 

NICHOLS, T.C. South Carolina Electric 4 Das Co. 60/11/20. 122pp. 

06916: 001. 


--8018090298 "Project Procedure for Design of Electrical 4 
Instrumentation Equipment . Das i s 4 Attachments." Related 
infs end. 

a Oi 1 bar t /Commonweal th Cos. 80/11/14. t4pp. 


8012040592 Advises of requirements that must be met re NRC review of 
special low power test program 4 emergencg procedures for 
selected transients 4 accidents. 

’ TEOESCO.R.L Assistant Director for Licensing. 00/11/20, 2pp. 
07170:097. 


60120B0309 Informs of planned corporate 4 plant visit in Dec 1980 to 
permit tlmelg 5ER preparation for inclusion in post-ACR8 
suppl, Requests schedule for completion of organliatlonal 
changes 4 procedures required prior to visit. 

TEOESCO.R.L. Assistant Director for Licensing. 80/11/20. 8pp. 
06S96: 003. 


8012220014 Summarg of 801106-07 meeting w/util at site re anticipated 
fuel load date 4 const status. 

KANS.W.F, Licensing Branch 2 00/11/20. 9pp. 07306: 283. 


6012110776 Summarg of 801009 meeting u/u b i 1 In Dethesda,t10 re 
geologg 4 seismologg review. 

HOUSTON, 0. , KAI4E, W. Operating Reactors Dranch 2. 80/11/21, 4pp. 

07225: 092. 


8012010117 Forwards summarg of impact test results op matl used In 
main steam 4 feedwater sgs. 

NICHOLS, T.C. South Carolina Electric 4 Oas Co. 80/11/25, 2pp. 
07097: 325. 


8012010327 Advises that results of util review of control room 
habitabilitg per SRP 4 Reg Guides 1,78 4 l.^S «how no 
futhar mods required. 

NICHOLS, T.C. South Carolina Electric 4 Oas Co, 00/11/25. 2pp. 
07098: 029. 


8012020572 Forwards response to Reactor Sgs Branch request for Info pe 
operator actions in mitigating consequences of transient. 

NICHOLS, T.C, South Carolina Electric 4 Gas Co. 00/11/85, 2pp. 
07130:320, 


S012010108 Application for amend to CPPR-94 to further extend latest 
completion date to 820630. Environ Impact appraisal 
supporting extension request 4 bar graph indicating 
interrelation of schedule factors encl. 

NICHOLS, T.C, South Carolina Electric 4 Oas Co, 00/11/86. 6pr. 
07091:256, 


0012160991 Summary of 801119 meeting u/util re open matters In NRC 
geotechnical review 4 resdotion of future actions needed to 
resolve Issues. 

KAI.:h(N.F, Licensing Branch 2 00/11/26. Spp. 07258:253. 


8012160005 Summary of 80(032 meeting u/utll 4 consultant in Bethesdau 
MD re util proposal for resolving concerns arising from 
review of control room design. 

KANE, H, F. Licensing Branch 2, 80/11/20. 4pp, 07262:321. 


0012160025 Summary of 001110 meeting «/otil 4 LASL in Bothesda.MD re 
g Bolcgg/selsraologg review, including reservoir Induced 
sal5mldtg,RD Russell project rept 4 Charleston earthquake. 

KANE, ILF. Licensing Branch 2. 80/12/01. Spp. 07263:010. 


0012090213 Responds to Auxiliary Sgs Branch reviewer questions re 
emergencg feedwater sys reliabilitg analysis 4 subsequent 
telccns u/L Huang. Lists four commitment items to be 
incorporated in subsequent FSAR amend. Ca Icul at i ons encl. 

NICHOLS, T, C. South Carolina Electric 4 Gas Co. 80/12/02 0dd 
07187: 001. > 



DOCKETED iTEMS 


8012090030 Resifondg to NRC request for info re Westinghouse topical 
repta presented in seismic qualification tests of 
safety-related electrical equi pment, Fac i 1 i ty CP docketed 
prior to Oct 1972. 

NICHOLS/T. C. South Carolina Electric 4 Gas Co. 00/12/02, 4pp. 
07207: 154 


3012090399 Provides progress rept on TM5 concerns re N8SS review of 
proc edures> shor t — term accident analysis 4: low power test 
pr ogram. Fo I lowup Itr documenting short-term accident 
analysis will be sent by 801205. 

NICHOLS, T, C. Sooth Carolina Electric S; Gas Co, 80/12/02. 2pp. 
07207: 137. 


8012090282 Forwards info re TMI Requirement 1 1. F. 2. Di scobs ion of 
thermocouples i In-eore ins tr um.entat ion, subcool Ing meter t< 
reactor vessel water level instrumentation enel. 

MICKOLS,T. C. South Carolina Electric t. Gas Co. 80/12/04. 5pp. 
07201: 140, 


SOI2090324 Forwards Woodward-C 1yds Consultants soils investigation 
program for svc water pond west embankment 4; structures per 
NnC reques t. Fie Id work will begin 001208. Final rept nob 
available until Feb 1901 due to addl testing. 

NICHDLS, T. C. South Carolina Electric *y Gas Co. 80/12/05, 8pp. 
07201 ; 155. 


8D121108S9 Forwards "Joint Ownership Agreement," i Amend 1 to 
agree.-nent between SC Electric Gas Co ^ SC Public Svc 
Authority per 0Otl2S reques t. CPPn-94i no tl ce of Issuance tt 
aval labil Ity. util 801128 Itr (. EIA end. 

KNOTTS, J.O, Debevolse <: Liberman, 80/12/05. 77pp. 07223:007. 


— B0I2I 10870 Amend 1 to CPPfi-94, de le t £ng Condition 2. E. 5 t renumbering 
Condition 2. E. 6 to 2. E. 5. 

01AHBU5S0, A. Atomic Energy Commission - Deputy Director for 
Reactor Projects, 73/05/27. 3pp, 07223:015, 


'8012110875 Notice of issuance U aval lab i 1 1 ty of Amend 1 to CPPR-94. 
OOLLER, K. R, Atomic Energy Commission - Deputy Director for Reactor 
Projects. 73/05/29. Epp. 07223:016. 


— 8012110882 Requests extension of latest const completion date due to 
delays In NRC safety review process, i ncr eased QC activities, 
reiuork due to Insp delays in installation of pipe hangers 
& suppor 1 1 . 

NICHOLS, T,C. Sooth Carolina Electric 4: Gas Co. 80/1 1/26. 4pp. 
07223: 010. 


--0012110608 EIA supporting request for extension of dates for completion 
of const of facility. 

a South Carolina Electric 4. Gas Co. 00/11/56. 2pp. 07223:022. 


BO1217O70O Forwards info re nuclear power plants to bo licensed Dec 
1900-Dbc 1981 in response to request from Nuclear Oversight 
C 0 'ir,'n i 1 1 0 e . 

f1IRA0LIA,F. Licensing Branch 3. 83/12/05, 3pp. 


0012170457 Submits addl info re vibrational loads developed during 
operation of diesel generators per NRC request. Colt 
Fiatstlch Medal PC-2 units installed 4 tested to withstand 
vibration s tresse s. Tea t Ing will continue during startup. 

NICHOLS, T.C. South Carolina Electric 4 Oas Co. 80/15/10. 2pp. 
07269: 152, 


G012170431 Forwards revised response to FSAR Question 211.08 re 
residual heat removal ays requirements, in response to NRC 
request. 

NICHOLBiT. C. South Carolina Electric 4 Oas Co. 00/12/11. 31pp. 

07270: 193. 


8012170455 Forwards response to NOREO-0894 Item 2, K, 1 "IE Bulletin on 
Pleasures to Mitigate Small Break LOCA 4 Loss of Feedwater j 
Accidents." Util has da/elopad O'verlapplng 4 redundant 
series of procedures to assure engineered safety feature. 

NICHOLS, T.C. South Carolina Electric 4 Gas Co, 00/12/11. 5pp. 
07269; 154. 


8012240152 Notification of 801217 meeting w/BNNU, OMI 4 util to perform 
walk-through of operating procedures at facility to confirm 
acceptability. 

KAM£. H. Licensing Branch 2 80/12/11, 3pp. 07324:333, 


8012180123 Forwards revised pages to 000905 4 1008 responses to 
Seismology Question 361 , c omparlng earthquake time histories 
spectra to facility design response spectra. Responses will 
be incorporated in FSAR by amend. 

NICHOLS, T.C. South Carol ina Electric 4 Oas Co. 00/12/12. 44pp. 

07262: 196. 


3012160162 Forwards "Supplemental Seismologic Investigation" to support 
applicant position re seismic issues of interest for plant 4 
to document positions 4 discussions presented SOllIB In 
Bethesda, MO. 

NICHDLS, T.C. South Carolina Electric 4 Oas Co. 00/12/12. 2pp. 
07233: 007. 


— 0012180165 “Supplemental Seisr.ologic Investigation," 

'* South Carolina Electric 4 Gas Co SO/ 12/31. 37Spp. 07253:009. 


8012190132 Forwards addl info re condetifate polishers for facility, in 
response to Effluent Treatment Sy s Qranch r eques t. Condense t e 
polishers will be placed in svc during startup for chemical 
cleaning of condensate 4 feedwater cycles. 

NICHOLS, T.C South Carolina Electric 4 Gas Co 00/12/15. 3pp. 
07234: 218 


S012190392 Forwards addl info re TMI Requirement IE F. S, in response to 
NRC reques t. Inc ludes description of in-core thermacoup 1 e 
monitoring 4 subcooling monito,' backup capabilities. Info 
supple util 801204 Itr. 

NICHOLS, T.C. South Carolir,'! Electric 4 Oas Co, 30/12/lS 3pp. 
07204:062. 


8012230230 Provides clarification re requested justification for 
deviations to Nestinghouse topical rept UCAP 8384, Apps B & 

C.No deviations from requirements noted per Feb 80 revision. 
NICHOLS, T.C, South Carolina Electric 4 Oas Co. 30/12/16. 2pp. 
07314: 070. 


8012230460 Advises tht util has no plans to submit applications 
deseribad in NRC B01205 Itr for review during 001205-631231. 
NICHQlSiT. C. South Carolina Electric 4 Gas Co. 80/12/16. Ip. 
07314: 122. 


8012300617 Requests permission to use 1977 ASME code. In addition to 
1971 ASHE code, to aralyis Class I chemical 4 vol control sys 
pump seal Injection line 4 Class I pressurlier pressure 
relief lines. 

NICHOLSpT. C. South Car^olina Electric 4 Oas Co. 00/12/19. 2pp. 
073d8: 165, 


S012300417 Forwards response to Till Item li.F. l.Addl justification will 
be provided for prese.nt arrangement of reactor bldg wide 
range monitor RMG-7 located in penetration 309. U/o end. 

NICHOLS, T.C South Carolina Electric 4. Oas Co. 80/12/22 tp. 

07349: 356. 


8012300455 Submits info re augmented low-powe.r startup test program per 
RL Tcdesco 001114 Itr 5 001219 teleon w/N Kane 4. N Long. 

NICHOLS, T.C. South Carolina Electric i. Oas Cn. 90/12/22. 2pp. 
07346: 123. 


8012300630 Provides response to NRC questions re inadvertent releases 
of radioactivity at plant as applied to discharge of turbine 
bldg sump pump 4 790925 North Anna event. Summer station 
design provides adequate pro tec fc i on N/o enc I . 

NICHOLS, T.C. South Carolina Electric 4 Gas Co. 00/13/22. 3pp. 
07346: 172, 


S0123002S2 Forwards revised 801215 respense re facility condsnsate 
polishers oper at Ian. FSAR will be updated to include enc 1 
i nf 0 , 

NICHOLS, T.C. South Carolina Electric 4 Oas Co, 80/12/23. 3pp. 
07357: 228. 


G012300261 Responds to NRC request for addl ,re teoro 1 dg lea 1 info re 
NLiREO-0654, Rev 1 Sion I, Info g i s en as revision to FSAR 
Section 2.3 4 will be included in next FSAR amend. 

NICHOLS, T.C. South Carolina Electric 4 Ods Co. SO/12/23 10pp. 

07357: 233. 


D NRC Draft/Firial Environmental Sta te.'ncn ts, suppls 4; correspondence 


SOI 1250165 Forwards Supp I 1 to NUREG'-0S34. facility DES. Aval lab 1 1 ity 
will be published in FR no tic e. Comment s due by S'01229. 

Co.istltutes first environ statement issued in response to 
interi,m policy published in 800613 FR notic e. Id/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation,, Director. 
80/11/10. Ip. 07056: 147. 


8012010318 Ack receipt of draft EI8 which wilt be forwarded to 
responsible environ officer for review 4 comTient. Provl des 
procedures 4 addressees for subsequent EI8 reviews. 

BRCWH, R.H. Mousing 4 Urban Devel opmen t , Dep t . of . 00/12/01. 2pp. 
07097: 212. 


8C122305SI Forwards staff requirements memo re briefing on EI8, Rcquesti 
i nf 0 re DES sup pi 

TEOESCQiR L. Assistant Director for Licensing. 80/12/03. ip, 
07310:034. 


222 


DOCKETED ITEMS 


— S0t22J'35SB Steff i r e Kijn t * ts-ho re 801117 briefing on E!S. Requests 

info rspt on 25 Itrs rscei^eii re inteplb policg statement t< 
clarification of final te»t on probability assumptions. 

CHIl.Hi 6 J Office of the Secletarij of the Cominission. 80/12/17, 

Ip 07318:035 


3012160402 Revieu'S facility DES par 601110 request. Draft appears 
acceptable in areas revieiued 

HEINEI1AI4> J. 11 Federal Energy Regulatory Commission. 80/12/10. Ip. 
07263: 103 


8012290017 Comments on NUREO-OSS') suppl< draft EIS for fac i 1 i ty. Tales 
issue v/riRC-EPA attempt to give statistical figure of 
effects of nuclear pouer since effects of esposuro to lou 
level radiation may not be Inaiun for 10-20 yrs. 

WASSeaHACH, A Affiliation umnoujn. 60/12/17. ip, 07344:215. 


3012300473 Comments on N'JREO-0534 supply "DES Re Operation of VC Summer 
Nuclear Station Unit 1 " Document should further address 

resultant reduction in effects anticipated u/mitlgakive 
actions required by basic emergency plan. 

tilCHDLSi T. C South Carolina Electric U Gas Co 60/12/23, 2pp. 
07347:064. 


6012300533 Re-quests 15-day ei tension far revieu of suppl to facility 
DESiper 801223 telcon 

KOCREi S. 11 Envi ronmen ta I Protection Agency. 60/12/33. Ip. 
07357:332 


E NSC Safety Evaluation Report (SER). suppls i correspondence 


6012090241 Informs that SER still scheduled for 801201 6 that some 
official inputs for tion-T!1t items E TMI items not received. 

DES suppl 4. FR notice issued Comments due by 601229. 

KANi.M. Licensing Branch 2 80/11/16 2pp, 07202:314. 


8012030339 Informs of planned corporate t plant visit In Dec 1980 to 
permit timely SER prepaiation for inclusion in post-ACRS 
suppl. Requests schedule for completion of organi lational 
changes 6 procedures required prior to visit. 

TEDESCOiR. L. Assistant Director for Licensing. 60/11/20. 2pp. 
06566: 003. 


C. Adjudicatory correspondence 


6012030425 Forwards “Nuclear Pouer Plant Accident Considerations Under 
NEPA of 1969" 4 ’’Furthei Commission Guidance for Power 
Reactor OLs : Sta tsment of Policy " U/o end. 

GOLODEHOiS.C Hearing Branch 2. 60/11/28. Ip. 07150:076. 


6012220293 Interrogatories to applicant requesting info re 
participatlcn of local agencies in emergency plannlng< 
resident inspector authority 4 emergency offsite facility. 
» Aff il iation UnVnoun, 60/12/02 2pp. 07306:232, 


3012110659 Forwards “Joint Ownership Agreoment< '' 4> Amend 1 to 
agreement between SC Electric 4 Oas Co 4 SC Public Sve 
Authority per 601125 request. CPPR-94, notice of issuance 4 
availabi lity. utii 601126 Itr 4 ElA and. 

KNOTTS. J. 8. Osbevolse 4 Liber.man, 60/12/05, 77pp. 07223:007, 


6012150161 Forwards Sept 1979 financial info package. not previouslg 
received. If/o end. Related correspondence. 

MAHAILR.R South Carolina Electric 4 Gas Co. 60/12/09. Ip. 
07237:222. 


6012110617 Forwards alternative responses eonfirrning or denying 
dadslon to abandon Contention A3 re ATU5 concerning NRC 
proceed ing. Requests darification of response. 

KLQTTS. J. Q. Debevoise 4 Liberman. 60/12/10. 2pp. 07225:235. 


6012160336 Requests eonfirmaticn of intention to pursue Bursey 
Contention A3 re ATU8 in proceed ing. Countersigned w/positive 
confirmation from intervenor. 

KL'0TT3.J. S Debevoise 4 Liberman 60/12/15, 2pp. 07255:035, 


6012300217 Forwards Camptrotlar General 801203 opinion that procedural 
assistance in ad jud icatbry licensing proceedings was not 
permissible under law. 

OCLOreRO. 3.C, Hearing Branch 2. 60/12/23 Ip. 07357:003. 


80123104S4 Answers to DA Bursey Interrogatories 1-24 re emergenty 
planning Certificate of 6vc end. 

NICHOLS.. T. C. South Carolina Electric 4 Gas Co. 80/12/24. 7pp, 
07370: 193. 


I Financial information 


8012240140 Forwards request for updated info to eomploto application 
for evaluation of licensee financial qua llflcations to 
operate fad 1 i ty Response should be received six wks prior 
to input for SER 

KARLOIJICZ. II L. Utility Finance Branch (formerly Antitrust 4> 
Indo.nnityl, 60/12/02. 7pp, 03808: 324. 


8012110659 Forwards "Joint Ownership Agreement." 4 Amend I to 
agreement between SC Electric 4 Oas Co 4 SC Public Svc 
Authority per 801125 request, CPPR-94. notice of issuance 4 
ava i lab i 1 1 ty. ut i 1 SOI 126 Itr 4 EIA end. 

KNOTTS, J.S. Debevoise 4 Liberman 80/ 12/05. 77pp. 07223:007. 


8012310046 Forwards request for addl info for financial qualifications 
review. Update of estimated annual coats for first 5 yrs of 
commercial operation 4 revised estimated cost of permanent 
shutdown should be provided. 

TEDESCQiR.L, Assistant Director for Licensing, 80/12/00. Bpp. 
07371 : 113 


6012150161 Forwards Sept 1979 financial info package, not previously 
received. N/o encl. Related correspondence, 

MAHAN, R. R South Carolina Electric 4 Oas Co. 80/12/09. Ip. 
07237: 222. 


K, Utility Final Safety Analysis Report (FSARI 4 amends 


8012190140 Forwards revised FSAR Chapter 15.4 pages re control room 
doses following LOCA. Rsvi s ion completes control room 
ventilation sys mods to provide positive pressure during 
normal 4 emergency conditions. 

NICHOLS. T.C. South Carolina Electric %. Oas Co. 80/12/18. 5pp, 
07284: 221. 


M. Antitrust correspondence 


8012020765 Motion to defer ruling on ponding petition for significant 
changes until Jan 1961 4 to establish schedule for final 
settlement status repts for late Dec 1980, 

Certificate of Svc encl. 

ROBERTS, E.. ROBERTS. E South Carolina Electric 4 Oas Co. 

KNOTTS. j.n, Debevoise 4 Liberman, 60/11/21. 5pp. 07143:344. 


8012230004 Request for denial of applicant motion to defer ruling on 
pending petition for significant change determination 4 to 
establish schedule for final settlement status repts. 

Certificate of Svc encl, 

BRAND.N.E. . HALL, E. E. . BEENV, S. T. Central Electric Power 
Cooperative, Inc. 80/12/09. 7pp. 07311 : 140, 


0. Inspection reports. IE Bulletins 4 correspondence 


3012090191 Forwards IE Insp Rept 50-395/80-27 on 900915-19, No 
none or, p I lance noted. 

STOHR, J. P. Region 2, Atlanta, Fuel Facility 4 Materials Safety 
Branch. 60/10/23. 2pp. 072C0: US. 


•8012090197 IE Insp Rept 80-395/80-27 on 800915-19. No noneompUance 
noted. Major areas inspec ted: coord inat ion w/outslde support 
groups 4 emergency f ac 1 1 1 1 ies. equipment 4 procedures. 

PERROTTI.D.J Region 2, Atlanta, Office of the Director. 

JENKINS, O.R. Region 2. Atlanta. Fuel Facility 4 Materials Safety 
Branch. 00/10/17. 9pp. 07200: 120, 


0012090216 Forwards IE Insp Rept 50-393/90-26 on 600627-29. No 
noncomipi lance noted. 

LENIS.R.C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 80/10/24, 2pp. 07202:264. 


—6012090219 IE Insp Rapt 50-395/60-26 on 800827-29. No noneompUance 
noted. Major areas Inspec ted : safe ty-re lated piping support 4 
restraint sys, thermal sipanslon data 4 test measurements. 
U'HITENER.H, L. Region 2, Atlanta, Office of the Director. 

QUICK. D.R. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. 80/10/24, 4pp, 07202: 286. 


3012160029 Forwards IE Info Notice 80-37. "Containment Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 2. " No Written 
response required. 

Q'REILLY. J. P. Region 2, Atlanta, Office of the Director. 60/10/24. 
Ip, 07261:171. 


8012170288 Forwards Suppl 3 to IE Bulletin 79-OlB. "Environ 
dual if icatlcn of Class IE Equipment." No written response 
required. 

Q'REILLY. J, P. Region 2. Atlanta, Office of the Director. 80/10/24, 
Ip, 07266: 299. 



DOCKETED ITEMS 


a0tan0633 Forwards IE Insp Hep t 50-395/80-59 on B00901-1005. No 
nonto.Tip 1 iant e noted. 

LEHlSiR.C. Region 3. Atlantai Reactor Operations Nuclear Support 
Branch. 00/10/30. 3pp. 07226:195. 


— 8013110637 IE Insp Rept S0-39S/80-Z9 or\ 000901 - 1 005. No none omp 1 1 anc e 
noted, Major areas i nspec ted : opera t iiig procedure revieui> 

10CFR50. 55 reptSiPart 21 repts t; IE bulletin b circular 
fol lowup . 

SKOLDS. J. L Region 2. Atlanta. Office of the Director. 

KELLOO'Si P. J. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 60/10/29. 6pp. 07226; 197. 


8012180009 Forwards IE Info Notice 80-30. "Cracking in Charging Pump 
Casing Cladding," No written response required. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director, 00/10/30. 
Ip, 03790: 102. 


0012180011 Forwards IE Info Notice 80-39. ''Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp " No written response 
is required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip, 03790:128. 


8012230072 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Power Sys Emergency Oenerators. " No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 07313:238. 


8012230075 Forwards IE Circular 80-33, "Potential Defects In Beloit 
Power Sys Emergency Oenerators." No written response 
required, 

O'REILLY, J. P. Region 2. Atlanta, Of f i c e of the Director. 80/10/31. 
tp. 07313:247. 


8012110725 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Nrltten response required. 

O 'REILLY, J, P. Region 2. Atlanta. Office of the Director. BO/ll/06. 
Ip. 07225:223. 


8012030835 Forwards IE Info Notice 80-40, "Excessive Nitrogon Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lat i on " No written response required. 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director. 80/11/07. 
Ip, 07149:319. 


0012080103 Forwards IE Info Notice 00-41, "Failure of Suing Check 
Valve in Decay Heat Removal Sys at Davis Oosse Unit 1." No 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/10, 
Ip. 07182:258, 


8012040212 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpower associated w/corrective actions. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/14. 
Ip. 07158:126. 


0012020987 Forwards revised praservice insp plan containing all known 
relief requests, 

NICHOLS, T.C, South Carolina Electric & Gas Co. 80/11/18. Ip. 
06916: 001. 


■8012080289 Preservice insp p Ian, Revis ion 1. 

MONROE, J. D. , COLLIER, L.B. South Carolina Electric U Gas Co. 
80/ 1 1/30. 350pp. 06916:001, 


0012050034 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." No written response 
required. 

O'REILLY, J.P. Region 2, Atlanta. Office of the Director. 80/11/21. 
Ip. 07173:082. 


6012060C02 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/24. 
Ip. 07182:117, 


6012170348 Forwards 16 Info Notice 80-89, Suppl 1, “Broken Studs on 
Terry Turbina Steam Inlet Flange." No written response 
required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/26. 
Ip, 07269:001. 


R. Periodic operating reports >/. related correspondence 


0012020241 Forwards Technical Rept 80-3, 'Seismic Activity Near VC 
Sum.rer Nuclear Station for Jo 1 -Sept, 1980. " 

NICHOLS, T. C. South Carolina Electric t. Oas Co. 00/61/25, Ip. 
07141 : 223. 


•0O12OSO245 "Seismic Activity Near VC Summer Nuclear Station for 
Jo I -Sept, 1980, " 

TALNANi.P South Carolina. Unlv of, 00-3, 00/09/30. 20pp. 

07141 : 234 


Reportable occurrences. L.ERs -t. related correspondence 


8CI2020369 Final deficiency rept re failure of instruments on main 
control board during hot functional tes t i ng. in i t tai 1 y 
reported on 801023. Caused by excessive heat inside control 
board Iiistal lat ion of ventilation sys is underway. 

NICHOLS. T.C. South Carolina Electric b Oas Co. 80/1 1/20. 3pp. 
07142: 071 


8012020377 Interim deficiency rept re separation of We stttighouse 
circuits, initially reported on 801023. Mismatche s in color 
coding of cables exist due to difference in philosophy 
between supplier b AE Interface will be completed by 601215. 
HICHDLS, T. C South Carolina Electric b Gas Co. BO/I 1/20. 2pp. 
07142: 000. 


8012020493 Interim deficiency rept re potential for inadvertent boron 
dilution event, in i t ial ly reported on 601024. Wes t inghouse is 
investigating event Interim recommendation notes acceptable 
operation at three dilution flow rates. 

NICHOLS, T.C South Carolina Electric b Gas Co. 80/11/20. lOpp. 
07130: 284. 


8012020523 Interim deficiency rept of piping burn through. initial I y 
reported on 801023 Pipe section has been replaced. 

Determination of roportab i 1 i ty per 10CFRO5O 55« is under 
review. • 

NICHOLS. T C Sooth Carolina Electric b Oas Co. 80/11/20. tp. 
07130: 300. 


8012030613 Final Part 21 rept re substantial safety ha lard. Cab Ics 
supplying ac power to battery chargers not properly derated 
for random lay cable tray, Cables replaced. 

NICHOLS, T.C. Sooth Carolina Eleptric b Oas Co. 80/11/20. 3pp. 
07151; 162, 


0012030634 Interim deficiency rept re piping burn-thru identified by 
const company. Questionable pipe section replaced. 

Report ability determination has not been made. 

NICHOLS, T, C, Sooth Carolina Electric b Oas Co. 80/11/20. tp. 
07151 : 157. 


8012030671 Interim deficiency rep t, or I g inal ly submitted an 8Dt023i re 
separation of Westinghouse c ircu 1 ts. Ph i losophy differeaces 
in separation methods caused .mismatches In color coding of 
cables, Final rept wilt be sent after 801215 review. 

NICHOLS. T.C. Southern California Edison Co. 80/11/20. 2pp. 

07151 : 275. 


8012030434 Final deficiency rept re 801121 Part 21 rept af substantial 
safety haiard concerning omission of seal in contact of 
speed changing switch for sve water pumps. Caused by design 
error . Clrcui t revised to insure speed switch transfers. 

NtCHCL0,T.C. South Carolina Electric b Gas Co. 80/11/21. 2pp. 
07148: 267. 


8012020437 Final deficiency rept. orig inal ly identified 800531. re 
omission of interlocking contact in suing component cooling 
pump that prevented starting on load sequencer signal, 
reported under lOCFRSt , Inter loc k installed. 

NtCHDLS.T.C. South Carolina Electric b Oas Co. 80/11/21. 2pp. 
07148; 263, 


6012020442 Final deficiency rept, or ig inal ty Identified 600717, re 
failure to insulate base instrument cable drain wire splices 
in penetrations as required by design guide! ines, rep orted 
under tOCFR3t. Penetrations removed b drain wires taped. 

NICHOLS, T.C, South Carolina Electric b Gas Co. BO/ll/21. 2pp, 
07140; 261, 


8012020445 Final deficiency rept, orig inal 1 y identified 800416, re broken 
torque switches on Limitorque valve opera tors, reported 
under 10CFR2i . Oes i gn criteria revised concerning Limitorque 
operators on butterfly valves, 

NICHOLS, T.C, South Carolina Electric b Oas Co. 80/11/21. 2pp. 

07148: 256. 
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S013030&3& Fiml dsf i cien'ri; rsjt re originsllij identified 600717. re 
■failure to insulate bass instrument cable drain uire splices 
in penetrations per design guidelines Penetrations renoved 
drain uires taped. 

HICHOUS. T. C. South Carolina Electric Oas Co 00/ll/Sl. Spp. 
071 51 . 153. 


6012130035 Part 21 rept re Nestinghouse gate valve failure to close 
undar test conditions less severe than design specs, 
initiallii reported on B01C30 Cause is unVnoun. Pina 1 rept 
ui 1 1 b« submitted upon determination of resolution. 

NICHOUS. T. C. South Carolina Electric t- Oas Co. 60/11/24, 3pp. 
07240. 343. 


aO122?O350 Ltr to all CP 'v OL holders for BNSs re requirement for 
I mp leren t a t ion of OOfN code for licensing basis calculations 
perfor.r.ed by CE. App 1 iqab le to all license applications & 
proposed amands.including core reloads 
EISENH'JT. 0, 0. Division of Licensing. 60/11/04. 4pp. 


60120‘t0712 Discusses NPC evaluation of proposed corrective ueld at 341 
const joint of sacrificial shield L’a 11. Metallurgical) 
t 'uelding t structural aspects of proposed girth ueld are 
ac cep tab 1 e Sug ge s ts instituting internal revleu procedure. 

TEOESCO. fi. L. Assistant Director for Licensing. 00/11/20. 4pp. 
07170: 040. 


6012160436 Final deficiency rept re piping 'burn-thru" identified by 
Daniel Canst Co. first reported 601120 Condition determined 
not reportable as def ici ency Pipe had sufficient design 
margin to preclude major failure 

NICHOLS, T.C. South Carolina Electric I Gas Co. 60/12/09, 2pp. 
07243:357. 


0012240047 Part 21 rept re svc tuater pump speed control. Only momentary 
contact made from toad se'^uencer signal far svc uater pump 
speed suitch to go to high speed on loss of offsite pouer. 

Circuitry redesigned, 

QASKEflt fi. R. Ebasco Services. Inc (subs, of Enserch Corp.l. 
80/12/11. 3pp 07324:242 


8012240131 Part 21 rept re interlock contact not provided in control 
circuit of swing pump preventing startup on load sequencer 
signal Circuitry re-designed 

DARKER. If. R. Oilbert/Con-nonujealth Cos 00/12/11, 3pp, 07324:100, 


8012230350 Interim deficiency rept re separation of Uestinghouse 
c ircuits. Evaluation still incomp lete. Pinal rept bo be issued 
by 310115 

NICHOLS) T. C. South Carolina Electric t: Gas Co. 60/12/16. Ip. 
07310: 24A. 


SO123OO450 Follows up a006r3 ltr re reportable substantial safety 
haiard involving centrifugal charging pump operation 
Nestinghouse is performing addl p lant-spec i f ic analysis to 
detemino long-term solution, 

NICHDLSiT.C. South Carolina Electric Gas Co. 00/12/19. 2pp. 
07357: 206 


8012100214 Notification of 801202 meeting w/DWft licensing review group 
in Dethesda.MO to discuss status of group Issues. 

NILSON, J. N, Licensing Branch t. 80/11/20. 8pp. 


8012040695 Discusses NRC review of schedular requirements for special 
low power test program V emergency proc edures. Lis ts 
schedular requirements to be .me t . Eval uab ion bo be completed 
in conjunction w/factlity full power ascension program. 

TEDESCD/R.L. Assistant Director for Licensing. 00/11/21. 2pp. 
07170: 052. 


6012090295 Responds to NRC 001130 1. 0819 Itrs re sacrificial shield 
wall, Forwards info re fire haiard of shielding mail used in 
repair of wall gaps. Af f idavi t end. 

BDUCHSY.O. D. Washington Public Power Supply Systam, 00/12/01. 0pp. 
07107: 001 


--0O12O9O3O2 "Fire Test on BISCCI SF-20 Silicone Foam &; Radiation 
Shielding Penetration Seals in Masonry Wall Design UP 374." 
PRICE, W.R.) SHIELD, W.F. Factory Mutual Research, 75/00/03. 
07107:001. 


26pp. 


--B0I209030S "Investigation of Surface Burning Characteristics of Solid 
Silicone Sheet Matl,NS-l." Summary of facility mock-up test 
re heat input to shield matl end. 

HAFERiC.A Southwest Research Institute. 80/06/13. 7pp. 

07187:001. 


0012160032 Notification of 801212 .meeting u/Hark II owners group in 
Dethesda.MO to discuss suppression pool temp limit. 

8Ui T. M. Generic Issues Branch, 00/12/05. Ip. 


8012300534 Interi.m deficiency rept re failure to inspect conduit 
supports. Insp documentation lacking for C 14 conduit 
support. Relnsp will be completed by 810130. 

NICHOlSiT.C. South Carolina Electric b Oas Co. 60/12/23. Ip. 
07337: 337. 


80123'0062B Interi.n deficiency rept re seismic installation not 
inspected Kansafety-related relay cabinets reinspacted 1- 
minor discrepancies being evaluated by structural 
eng i neer Ing , kvalua t i 0 n to be completed by 610123. 

NlCHOLSfT.C South Carolina Electric b Gas Co. 60/12/23. Ip. 
07357: 324. 


T Hearing transcripts on non-entitrus t matters 


0012020131 Transcript of 601117 public meeting in Wash ing tom DC re 
EIS. Pp 1-33 

• Com.nlssi oners 00/11/17 33pp. 07143:006 


8012040535 Transcript of 601125 hearing in Columbia. SC re application 
Far facility QL, Pp 278-336, 

* Ato.mic Safety and Licensing Board Panel, 80/11/25. SSpp. 

07160. 021. 


V. Operator Examinations 


60i202'003l Clarifies Tl'.I-re latod requirements for new operator licenses 
re training during low power testing. Tests should 
dainonstrate length of time required to stabtllie natural 
c ire ui at ion 

TEOESCfl.R. L Assistant Director far Licensing, 80/11/14. 2pp. 
07148:347. 


DOCKET 50-397 WPP8S NUCLEAR PROJECT, UNIT 2 


A. App 1 i cation/construct icn stage documents 4; correspondence 


6012160'3S0 Ltr to operating plant licensees, OL applicants 1; CP holders. 
Forwards NUREG-OTS? re TMI action plan requlre.'nents. Requests 
operating reactor licensee confirmation In 45 days that 
Enel 1 l-nplemantation datos will be net 
EtSEl.t-^-UT) D G. Division of Licensing. 80/10/31 7pp. 


6012160150 Notification of 001210 meeting w/Mark II owners group In 
Bethesda.MD to discuss status of improved chugging load 
program. 

ANDERSON, C. Generic Issues Branch, 80/12/02. Ip. 


8012170283 Summary of 801202 meeting u/BWR licensing re'Vlew group, 
Bechtel t; SbU in BethesdaiMD re current status of Issues 
b fire protection concerns. Rop t on LaSalle specific Issues 
enc 1 . 

WII.SOILJ.N. Licensing Branch 1. 00/12/05. 21pp. 07268:264, 


8012220131 Summary of 800514-0828 meetings u/BWR Licensing Review Group 
in Bsthssda,MD re identification of generic i ssuet, formation 
of consensus positions b resolutions that will apply to all 
sir plants. Draft working paper end. 

WILSON, J.N, Licensing Branch 1. 80/12/03. 99pp. 


80121S0I62 Forwards primary containment vessel design diagramsitn 
response to NRC 001030 ltr. Drawings detail containment 
geometry, shcl I re I nf orcemont , p la te thickness i penetration 
slies, Aperture cards available In Centrl Flies only, 

BQUCH£V,O.D. Washington Public Power Supply System. 00/12/10. 9pp. 

07256: 311. 


6012300632 Requests meeting be scheduled for 010121 in 6ethesda,M<l to 
discuss Burns i Roe chugging t, condensation oscillation load 
deflniti'Pn work. Util will respond to NRC questions on 800005 
safety relief valve. 

BOUCHEYi G. 0. Washington Public Power Supply System. 60/12/19. 2pp. 
07346: 175, 


C. Utility Environmental Report <ER), amends & correspondence 


6012240293 Discusses review of Amend 4 to environ rep t. Comments on 
discussion of endangered 6 threatened species on Page 
6. 1-20. Util should ensure that obligations of Endangered 
Species Act of 1973, as amended. have been fulfilled, 

DUNN, C. A. Interior, Dept, of, Fish i; Wildlife Service. S0/12/t6. Ip. 
07324:349. 
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F. Securityi medical, emergency i. (ire protection plans 


6012090395 Responds to MRC 001120 K. 0919 Itvs re sacrificial shield 
uial 1 . Forwards info re fire haiard of shielding matl used in 
repair of ual I gaps, Af f 1 dav i t encl. 

BOUCHEY. G, D. Washington Public Pocier Supply System. 80/12/01. 0pp. 
071S7; 001. 


—8012090302 -'Fire Test cn BiSOO SF-20 Silicone Foam Radiation 
Shielding Penetration Seals in Masonry Wall Design UP 374," 

PRICE, W.H. SHIELD, H F Factory Mutual Research. 75/00/05, 26pp. 

07187; 001 


•S01209030Q "Investigation of Surface Burning Characteristics of Solid 
Silicone Sheet Matl.WS-l," Sum.ivary of facility mock-up tost 
re heat input to shield matl encl. 

HAFER, C. A Southuest Research Institute. 00/06/13. 7pp. 

07187; 001. 


8012230391 Requests NRC formal ire submit branch questions re physical 
security U safeguards contingency plans trans.nitted 790102 & 

0483, raspec t i vely , Cont i nued delays uill adversely impact 
const schedules. 

BOUCHEY, 0. D. Washington Public Power Supply System. 80/12/10. 2pp. 
07312; 231, 


1. Financial information 


8012160120 Forwards Annual Financial Rept 1930. 

DOUCHEY, 0 D. Washington Public Power Supply System. 00/12/11. Ip. 
07187:001. 


•0012160134 Annual Financial Rept 1930. 

a Washington Public Power Supply System. 00/12/11, 83pp 
07187; 001, 


K. Utility Final Safety Analysis Report (FSAR) 4< amends 


6012300235 Forwards Amend 13 to FSAR. Af f i davl t of distribution will be 
provided within ID days. 

BOUCHEY, 0. D. Washington Public Power Supply System. 80/12/17. 3pp. 
07350: 039. 


—80123(50259 Amend 11 to FSAR 

* Washington Public Power Supply System. 0O/li/3O. BOOpp. 
07350; 042 


8012300412 Forwards util 001219 tra nSiYi 1 1 ta 1 Itr to 4 Certificate of Sve 
of FSAR Amend 12 on Chairman of Benton County Board of 
CoiT.mi ss ionersi Cha irman of Energy Facility Site Evaluation 
Council It EPA Els coordinator. 

BQUSHEYi 0. D. Washington Public Power Supply System. 80/12/19. 3pp. 
07357: 316. 


Q. Inspection reports, IE Bulletins i: correspondence 


0012170680 Forwards TE Info Notice 80-37, 'Containment Cooler Leaks h 
Reactor Cavity Flooding at Indian Point Unit 2. '' No written 
response required. 

6N0ELKFN, R. H, Region 5, San Francisco, Office of the Director, 
00/10/24, ip, 07266:069. 


8012040305 Forwards IE Insp Rept 50-397/80-17 on 801007-10. No 
noncemp 1 lance noted. 

aPENCCR, 0, S. Region 5, San Francisco, Reactor Construction 4; 
Engineering Support Branch, S-O/IO/29. 2pp. 07163:206. 


—8012040310 IE Insp Rept 50-397/80-17 on 001007-10, No noneomp 1 iance 
noted. Major areas Inspcc ted : 1 ic ensee actions on previous 
Insp findings 4 allegations of concrete voids. 

HAI6T,D.P., WAGNER, W.J., D 'ANGELO, A, J, Region 5, San Francisco, 
Office of the Director 80/10/29. 5pp. 07163:200. 


8012030763 Suppts 800909 response to IE Bulletin 79-03Ai "Longitudinal 
Weld Detects in ASME 8A-3I2. Type 304 Stainless Steel Pipe." 

No safety-related sys utiliie specified pipes subj to 
greater than 837, of ASME code allowable stresses. 

RENBERGER, D. L Washington Public Power Supply System. 80/10/31. 

IP. 0/149:298. 


8012170847 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. '' No written response 
Is required. 

ENQELKFN, R.H Region 5, San Francisco, Office of the Director. 
00/10/31. Ip. 07266:035, 


801212O2r'l F.5r-waids IE Bullstir 00-21, "Valve Yokes Supplied bg Malcol 
Foundry Co. Inc.” Written response required 

ENGELKFw, fl H Region 5, San Francisco, Office of the Director. 
eO/Jl /06 ip . 07228: 284 


8012030914 Forwards IE Info Notice 80-40, "Eicesalve Nitrogen Supply 
Pressure Actuates Safety PeltsF Valve Operation to Cause 
Reactor Dcpressuriiation " No written response required. 

Eh'GELKFIl, R H Region 5, San Francisco, Office of the Director. 
80/11/07 Ip. 07150 13J 


0012080653 Forwards IE Inf.3 Notice 80-41, "Failure of Suing Check Valy 
in Decay Heat Removal Sys at Davis Basse Unit 1. ’■ No 
response requ i red. 

ENBELKEKi R. H Region S. San Francisco, Office of the Director. 

00/1 t /lO. ip. 07183: 041 


8012040233 Forwards IE Bulletin 60-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/’Carrect ive actions. 

ENGELKFth R. H. Region 5. San Francisco, Office of the Director. 
aO/11 /14. ip . 07139. 156 


8012040691 Forwards IE Sullutin 8C-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

ENOELV'EIJ, fi. H Region 5, San Francisco, Office of the Director. 
80/11/21. ip. 07169:272 


8012160081 Forwards IE Info Notice 60-42. "Effect of Radiation on 
Hydraulic Snubber Fluid “ No response required. 

ENSELitFIJ, R. H. Region 5. San Francisco. Office of the Director. 
80/ 1 1 /24. ip. 07262: 120, 


0Ot2O3O'722 Forwards response to NRC 801104 Itr re violations noted in. 
IE Insp Rept 50-39 7/80 ‘ 1 6, Corn e c 1 1 ve ac 1 1 ons : e o-ns t 
deficiencies reviewed for reporting as potential 
lOCFR, SO. 5Se 1 terns, repts submitted 4; instructio.n drafted, 

MATl-OOK, R, 0. Washington Public Power Supply System. 80/11/26. 4pp 
07149:315. 


8012160133 Forwards Suppl 1 to IE Infc Notice 80-29. "Broken Studs on 
Terry Turbina Steam Inlet Fla.ige " No written response 
required, 

ENGELKFfJ.R H Region 5. San Francisco. Office of the Director. 
eO/li/26. Ip. 07262 067 


8012170357 Forwards full paymerit in response to NRC 801106 amended 
notices of violation 6. proposed imposition of civil 
pena 1 1 i as. Eva I ua 1 1 on 6 corrective action program initiated 
as prerequisite to add I safety-related work, 

MATLOGK.R.O. Washington Public Power Supply System. 80/11/26. 5pp 
07270:173. 


8012110174 Aci receipt of 801126 Itr 4 check of *.59,600 In full paymen 
of penalties imposed in 801106 notice of violation. 

THOrdPSONiD. Office of Inspection ii Enforcement. Office of the 
Director. 80/13/04 Ip 07223: 172 


S. Repoi-table occurrences, L.ERs I related correspondence 


8012030728 Interim deficiency rept re iradequacy of sway brace bracket 
mfg by Pouer Piping Co, initially reported on 800820. Caused 
by undarsiiBd welds ^ poor weld quality In-plant insp of 
brackets per formed . Nei t rept is scheduled for B10202. 

MATLOCK* R. 0. Washirigt.on Public Power Supply System 80/11/26, 4pn 
07149:303. 


8012230502 Interim deficiency rept re diesel generator switchgear unit 
DOI-7 i: DO2-0 ins tal 1 ation, Caused by insufficient clearance 
betwean cabinets to prevent impact during seismic event. 

Switchgear units connected to generator control cabinets. • 

MATLOCK. R.O. Washington Public Power Supply System. 00/12/10. 2pp 
07316:242 


U Cong, essiona I /E» ecutive Corraspondence 


9012100634 Responds to 800403 Itr to DOE requesting rept on Finley 
Quarry fault potential for earthqu.ake 4: effect on facilities 
located at Hanford reservation Sels.nlcity will be re- 
evaluated as result of recent geologic discoveries. 

DIRCKSiN. J. Office of the Eiecotive Director for Operations. 
aO/ll/24, llpp 07167:001. 
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DOCKEi 50-400 5H€AflON HADSIS NUCl.EAH HOUEH PLAN’T, U[JIT 1 


A App I icaiion/cifi 5 trot t i sn stAjfj docuitedts I correspondenca 


SC'1316C050 Ltr tci apsrattro plant I i c an a e c 3 . Ot. applicants & CP holders. 
FoP'jjards riL'.TEG-0737 re TUI action plan re^u irenents . Requea t s 
operating reactor licensee coni' i rirati on in 45 daqs that 
Enc t 1 inp 1 eir.en t a 1 1 on dates 'Jill be net 
EISE^HUT. D 0. nivision of Licensing 00/10/31 7pp. 


C'0120206'13 p'or'jards BWR o.nors g'Orp design J- operational criteria for 
scraci discharge sgs Criteria viejed as being responsive to 
requirs'oent of providing asiotance of reliable ti safe 
operatioii of s'js 

MATERS. D, B Carolina Pouer 4 Light Co, 83/11/24. 4pp. 


0 Inspection reports. IE S'-'lletiiis i. c orrespondenc e 


6012150190 Forwards IE Info Notice 80-37. ‘'Containment Cooler Leaks t< 
Reactor Cavitg Flooding At Indian Point Unit 2." No written 
response required 

O'REILLV.J P. Region 2 Atlanta' Office of the Director. 60/10/24. 
ip 07240:237 


30121703C2 Forwards Suppl 3 to IE Bullet in 79-OlQ. "Environ 
Qualification of Class IE Fq'j Ipisent. " No .pritten response 
required, 

0‘REILLV. J. P Region 2. Atlanta. Office of the Director. BO/10/24, 
Ip. 07269:319 


9012180027 Forwards IE Into Notice 90-39. "Cracking in Charging Pomp 
Casing Cladding." No written response required. 

O'REIU-Y.J.P Region 2. Atlanta, Office of the Director. 60/10/30. 
Ip. 03790:104. 


8012170/85 For'jards IE Info Notice 90-39. "Malfunction of Solenoid 
Valves Mfg bg Valcoi- Ergdnoering Corp, " Nn written response 
required. 

O'REILLV, J P, Region 2. Atlanta. Office of the Director, BO/lO/31 
IP- 


0012230045 Forwards IE Circular 60-23, "Potential Defects in Beloit 
Power Sqs Emergeiicg Generators '' No written response 
required. 

0 'REILLV. J. P. Region 2- Atlanta, Office of the Director. B0/i0/3l. 
ip. 07311 244. 

9012110/67 Forwards IE! Bulletin 60-21. "Valve Votes Supplied bg Malcolm 
Fcundiy Co. Inc." Mritten response required. 

0'flEII.LY. J. P Regions, Atlanta, Office of the Director. BO/M/06. 
Ip. 07225 191. 


6012030397 Forwards IF Info Notice 90-40, "Eicessive Nitrogen Suppig 
Pressure Actuates Safet'g Relief Valve Operation to Cause 
Reactor Eepr essur i la t i on " No written response required. 

O'REILLY. J. P, Region 2. Atlanta, Office of the Director, 80/11/07, 
Ip- 


6012080316 For'jards IE! liifa Notice 90-41, "Failure of Swing Check 
Valve in Deca'g Heat Removal S';s at Davis Basse Unit 1. " No 
response required. 

0 'REILLY. J. P , Region ?■ Atlanta, Office of the Director. 80/11/10. 
IP 


30120'10i57 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg bg V'alcor Engineering Coip. " Requires esti.-ate of 
manpo'jer associated w/c ori ective actions. 

Q'REILLY.J P Region 2, Atlanta, Office of the Director, 80/H/14. 
Ip. 07153:071 


3012050060 Forwards IE! B'/Iletin 60-24, "Prevention of Damage Due to 
Mater Leakage inside Cvntaiiimen t, " No written response 
required. 

O'REILLY, J. P. Region 2- Atlanta. Office of the Director, aO/H/21. 
Ip. 0/173:215 


9012050621 Forwards IE Irfo Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No 'written response required. 

Q'HEILLV.J.P Region 2. Atlanta, Office of the Director, 80/11/24. 
Ip 


8012170496 Forwards IE info Notice 80-29, Suppl 1. "Broken Studs on 
Terr'g Turbine Steam Inlet Flange " No written response 
required. 

O'REILLY. J. P, Region .7, Atlanta, Office of the Director. BO/l 1/26, 

Ip. 


6012190351 Ac k receipt of IE! Insp Repts 50-400/80-25,50-401/60-23, 
50-402/80-23 4: 5ig-403/w>3-23 dll 000929- 1 031 . No proprietary 
info ’ 

HCUf., P. M. Carolina Power 4 Light Co, 80/12/08. Ip. 07286:112. 


-“6012190359 Forwards !£ Imp Repts 50-400/80-85i 50— 401 /80-23, 
50-402/80-23 i 50-403/80-23 on 800929-1031 4 notice of 
violation. 

H'JPPHViC.E Region 2 - Atlanta. Reaiitor Construction 4; Engineering 
Support Branch. 80/11/28. 2pp 07286:113. 


--801219036S Notice of violation fro.n insp on 800929-1031. 

• Region 2, Atlanta. Office of the Director. 60/11/26. Ip. 
07296: 115 


--8012190335 IE insp Repts 5O-4'0O/aC'~25p 50-40 1 /aO-23, 50-402/80-23 t< 
50-403/80-23 on 600929- 1031 None orap 1 i anc e no ted : f a 1 1 ure to 
control outdated drawings 4 to provide instructions for 
verification data collection. 

MAXUtLL.G F. Region 2. Atlanta, Office of the Director. 

BRYANT, J.C. Region 2, Atlanta, Reactor Construction 4: Engineering 
Support Branch 80/11/26. 7?p 07286: 1 16, 


8012160395 Ac k receipt of 801124 ilT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/80-22' 
50-401/80-20,50-402/80-20 4 50-403/80-20. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/12/09, Ip. 03794: 233, 


— a01?lQ03?6 Responds to NRC 801103 ltr re violations noted in IE Insp 
Repts 50-400/80-22,50-401/00-20.50-402/60-20 i< 50-403/60-20. 
Corrective actions: reinsp of seismic or safety -related 
hanger installed prior to problem discovery. 

HONE.P.N. Carolina Power 4; Light Co, 80/11/24. 3pp. 03794:234, 


•8012100398 Ack receipt of IE Insp Repts 50-400/80-22,50-401/80-20, 
50-402/80-20 4 50-403/80-20. No proprietary info, 

HONE. P.M. Carolina Power 4; Light Co, BO/l 1/11. Ip. 03794:237. 


--8012160400 Forwards IE Insp Repts 50-400/80-22,50-401/80-20, 
50-402/80-20 4 SO-403/80-20 on 000901-26 4 notice of 
violation. 

MURPHY, C.E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch. 80/11/03. 2pp. 03794: 238. 


--80121B0402 Notice of violation from insp on 800901-26, 

* Region 2, Atlanta, Office of the Director. 80/10/30. Ip. 
03794: 240. 


—8012180403 IE Insp Repts 50-400/80-22,50-401/80-20.50-402/80-20 & 
50-403/60-20 on 80090 1 -26. None omp 1 1 anc e no ted : fai lure to 
correctl'i translate 4 i.npiement codes 4- stds for special 
processes. 

MAXNtLL, 0. F. Region 2, Atlanta, Office of the Director. 

BRYANT, J.C. Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch. 80/10/30 7pp. 03794:241. 


R Periodic operating repiprts 4 related correspondence 


8012150073 Forwards const milestones 4 activities to 801130. 

MCDUFFIE, II. A. Carolina Power 4 Light Co, 80/12/04. Ip. 07237:263, 


--B012150074 Constr milestones 4 activities updated to B01J30. 
s Carolina Power 4 Light Co. 80/11/30. 12pp. 07237:264. 


S. Repo, table occurrences, LERs 4 related correspondence 


8012010339 Forwards interim deficiency rapt re B0l0i7 confirmation of 
nonsafety heating, vent i iat ion 4 air conditioning for Class 
IE motor control ctrs Due to extensive nature of problem, 
all orrectlve action eipected to be completed by B1021S. 

CHlAriGMl. J. Carolina Power 4 Light Co. 00/11/24. 4pp, 07097:039. 


OOCKEI 50-401 8HEAR0N HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Appl lea t ion/cons true t ion stage documents 4 correspondence 


8012160050 Ltr to operating plant tieenseesiOL applicants 4 CP holders. 
Forwards NUR60-0737 re TMI action plan requi reman ts. Roques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be iiet. 

EISENHUT, D. 0, Division of Licensing. 80/10/31. 7pp. 


8012020643 Forwards BMR owners group design 4 operational criteria for 
scram discharge sy s. Cr t ter ia viewed as being responsive to 
requirement of providing assurance of reliable 4 safe 
operation of sys. 

HATERS, D. B. Carolina Pewer 4 Light Co. 80/11/24. 4pp, 



DOCKETED ITEMS 


Q. Inspection reportSf IF cor r espondc^nc e 


9012150190 Foriiiards IE Infu Notice 80~3V, “Contai Oinent Cooler Leaks & 
fieactor Cavity Flooding At Indian Point Unit 2." No written 
response requ i red. 

O'REILLYiJ.P Region 2' Atlantar Or'fice of the Director. 00/10/24. 
tp. 


8012170302 Forwards SuppI 3 to IE bulletin 79-015. "Environ 
Qualification of Class If F.quipment. ' No written response 
rstiulrod. 

O'REILLYiJ.P. .Region 2. Atlanta. Office of the Director. 80/10/24 
Ip, 07269: 319, 


0O12iSO’527 Forwards IE Info Notice 00-39. "Cracking in Charging Pump 
Casing Cladding " No written response required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 90/10/30 
Ip, 03790: 104, 


--901219.0335 It: Insp PepCi ^0- ‘LOO/ 90-25. 50-40 1 /80-23. 50-402/00-23 t: 
50-403/B0-23 on aODVXv - t 03 1 . Nc nc 3np I i aiic « noted : fa i 1 ure to 
control o.jtdats'i drawniji 4 to pi.jvide i n ctruc t i ons for 
verification d.sla coEle-ition 

MAfl.fcLL. G F Rrgion i, Atlanta. Office of the Director 

BHVANT. J C Region Atlanta. Reactor Construction 1 Englncerli 

Support Dranch. QO/ll/26 7pp 07286:, 116, 


0Ol2iaOjYS Ac k receipt of eoiir-t Ur inforolng fIRC of steps talion to 
correct violations noted in IE Insp Hepts S0-4C0/9O-22, 
50-401/80-20,5.3-402/00-20 i 50-403/80-20 

IIURPIIf. C. E Region 2, Atlanta. PeaitoT Construe 1 1 on 4 Engineering 
S'vpport Drench i;0/12/.;.9 Ip, 03794 233 


— S0121S0396 Responos to l.RO BOllCLi 1 tr re violations noted in IE III! 
Repts 50-400/80-22. 50-401 /GC-20- 50— 102/00-20 li 50-403/80-20. 
Corrective actic-iii rainsp of seisrsc oi' safefeg-relatod 
hanger installed pi'iar t.s proble.n discoverg. 

lioue.p Carolina Pewer t Light Co. 0O/U/24 3pp. 03794: 23< 


8012170785 Forwards IE Info Notice 90-39. '11a ! f unc t i on of Solenoid 

Valves t1fg bg Valcor Engineering Corp. ■' No written response 
required. 

0 'REILLY, J. P, Region 2. Atlanta. Office of the Director, 00/10/31, 
Ip- 


8012230045 Forwards IE Circular 80-23. "Potential Defects in Dcloit 
Power Sga Emergencg Oenerators " No written response 
raguired. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. SO/tO/31, 
ip. 


8012110/67 Forwards IE D.jlletiii 80-21, "Valve Yokes Supplied bg Malcolm 
Foundrg Co, Inc." Written response required. 

O'REII.LV, J, P. Region 2, Atlanta, Office of the Director. 00/1 1/06. 

>P 


8012030637 Forwards IE Info Notice 0O-4O. "Eicesslve Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressur i la t i on " No written response required. 

O'REILLY, J. P. Region 3- Atlanta. Office of the Director, 80/11/07. 

»P 


--8012190393 Ac k receipt .pf if Insp Repts 50-400/80-22,50-401/30-20, 
50-402/80-20 4 5O-40-.9/QO -20 No propriatarg info 

HON£,P.ll. Carolina Power 4 Light Co 90/11/11, Ip. 03794:337. 


“0012100400 Forward s IE Imp Repts 50—100/00-22.50-401/80-20, 
50-402/80-20 *: 50-403/90-20 on 900901-26 * notice of 
‘fl ola t ion 

hJRPHY.C.E Regt'Oii .2, Atlanta. Reactor Construction t: Engineerir 
Support Branch 80/11/03 2pp 0.3794:230 


— 8012180402 Notice of violation fr.Oi-. insp on 800901-26. 

» Region 2, Atlanta. Office -of the Director 80/10/30. Ip. 
03794: 240. 


--6012100403 IE Insp Repti 5»‘lwi>/gO-:2P, 50-401/30-20. 50-402/00-20 Pv 
50-403/80-20 on 600901-26 Uenconp 1 i one e noted ; fa i lure to 
correctlg translate t i.'ipl£''dnt cedes /. stds for special 
processes 

IIAcLELL.G F. Region 2. Atlanta, Cffjce of the Director. 

BRYANT, J.C Region 2. Atl.siita. Reactor Construction t Engineerir 
Support Branch . 00/10/30. Vpp. 0.1794:241. 


BO12O0O316 Forwards IE Info Notice 80-41, "Failure of Suing Check 
Valve in Decag Heat Removal Sgs at Davis Desse Unit I." No 
response required 

□ 'REILLY, J. P. Region 2, Atlantii. Office of the Director. 80/11/10, 

Jp 


0012040157 Forwards IE Dulletin 80-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Carp. " Requires esti.ratc of 
manpower associated w/coi'roc t i ve actions. 

O'REILLYiJ.P, Region 2. Atlanta, Office of the Director. 00/11/14. 
Ip. 


R. Periodic operating repo.ti t related correspondence 

80121 50073 Faruai ds const milestones / activities to 901130. 

MCDUFFIE, II, A. Carol in.i Power t Light Co, 00/13/04. Ip. 07237:24 

— -6012150074 Constr milestones t activities updated to S0I130. 
a Carolina Power 4, l.’ght Co 00/11/30, 12pp. 07237:264. 

S Repa.-table occur, ences. i.ER a related correspondence 


8012050060 Forwards If! Outlet in SO-24. "Prevention of Damage Due to 
Water Leakage Inside Conta iiiment . " No written response 
required. 

O'REILLYiJ.P. Region 2, Atlanta. Office of the Director, 80/11/21 
ip, 07173:215, 


8012010339 Forwards intei iri .J.ificiencg rep t re 001017 confirmation of 
nensafetg hea t i ng , vec, 1 1 1 at i on 4 ai,‘ conditioning for Class 
IE motor control cti'S Duo to e, tensive nature of problem, 
ali corrective ac 1 1 or. eipected to be completed bg B10215 
CHEAI13I.N J. Carolina Power 4 Light Co, 80/11/24. 4pp. 07097:03 


9012050621 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hgdraulic Snubber Fluid " No written response required. 

O'REll LY, J, P. Region 2. Atlanta, Office of the Director. 0O/H/24. 
Ip- 


8012170496 Forwards IE Info Notice 80-29, SuppI 1, "Broken Studs on 
Terrg Turbine Steam Inlet Flange." No written response 
required, 

O'REILLYiJ.P. Region 2. Atlanta, Office of the Director. 00/11/26. 
IP. 


0012190351 Ack receipt of IE Insp Ropts 50-400/80-25,50-401/00-23, 
50-402/80-23 t: 5O-403/F.0-23 on 000529-1 031 . No propriatarg 
info. 

HONE, P, If, Carolina Power t. Light Co. 00/12/00. ip. 07206:112. 


DOCKET SO-402 SHEARON HARRIS NIClCAR PONGR PLANT, UNIT 3 


A App 1 i cat ion/c ans t rue t t rn ktage documents I correspondence 


8012160050 Ltr to operating plant licensees, 01. applicants tt CP holder 
Forwards NUnGO-0737 re Till action plan r e-quireinents . Requests 
operating reactor llceitiau •: onf i rma t i un in ‘15 dags that 
Enel I imp 1 emen ta t i on dates .ni I 1 be 

EISENHJT.D. 0 Division uf Licensing, 30/10/31, 7pp, 


801202D643 FO’Twards KNR ;'wr.:'r j gr jup doiigi, ?, cpcrational criteria ffl 
scran discharge sgs Crite, ia v 1 awed a being resporisive to 
requirement of pi'ovidiiig asswrance of < el table ic safe ' 

oparatlon of sgs 

WATERS. D. D Carolina Rower i Light Cc, 80/11/24. 4pp- 


--0012190359 Forwards IE insp Ropts 50-400/00-25,50-401/80-23, 
50-402/00-23 i- 50-403/00-23 on 000929-1031 f/ notice of 
violation, 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction I Engineering 
Support Branch, GO/ll/28 2pp, 07286:113. 


”8012190368 Notice of violation from insp on 800929-1031 , 

* Region 2, Atlanta. Office of the Director. 00/11/26. Ip. 
07286: 115 


0. Inspection reports, IE Qjlletttis f. c or ■ e sponder ce 


0012150190 Forwards IE Jrf'j Notice 80-37, "Conta in.T.ent Cooler Leaks 1 
Reactor Cavitg Flooding At Indian P-jtnt Unit 2. " Ho written 
response re qu i ed 

O'HE ILLY. J. P. Region 2 Atiarit,Si Office of the Director. 80/10/24 
Ip- 


8012170302 Forwards SuppI 3 to IE Bulletin 79-013. "Environ 
Qualification of Class IE Equi p.nent, " No wrltteti- response 
requ i red 

O'REILLY, JP. Region 2 Atl.gnta. Office of the Director. eO/iO/24 
Ip 0/268; :n9. 


>2B 


DOCKETED ITEMS 


(012180027 Formar-d* IE I f. * ^ J/otic*? 30-36- 'CT^lcking in Cliargihg Pump 
Casing Claddirtg. " uiri';^;en T'?iD';n 5 e tequirad, 

O'REiCLV-J P Region ."■ A'’!firilaj of ths Direttpr. 80/10/30. 

• P 


(012170795 Foryards IE Int© EC— 39- ■I'ial rune t i on of Solenoid 

Valves Idpg Lij Valeor Eng i ne er i ng Coi'p. " do Lri'Ltten response 
required 

O'REIi-LV. J P Region Atlanta, Office of the Director, BO/10/31. 
Ip 


(01 22300 '15 Foryards IF Cir;"ld( Of- -2 3, ‘Fotential Defects in Geloit 
Payer Sgs Emergency Oen a i-^to r s , “ fJo yritten response 
raqui red 

O ‘REILl.Y. J. P. Region 2. hStlanta, Office of the Director e0/10''31. 
I P 


i01211O/E7 Foruards IF Snlletin QO-2 1 . ''Value Vo'cea Supplied big Malcolm 
Foundry Co, Inr. ■' Sfritten rssponae required 

0 'REILLV, J. P. Region 2- Avlante. Office of the Director. 80/11/06, 

Ip 


012030337 Foruards IE Info Notice 80-40, "Eccessive Nitrogen Supplig 
Pressure Actuates Safet-g Relief Value Operation to Cause 
Reactor Oepressuriiation" No yritten response required, 

0 'HEIi.i V. J P Region 2- Atlanta, Office of the Director. BO/lJ/07, 
Ip 


012980316 Forwards IE Info Notice 30-41, Failure of Suing Check 
Valve in Oecag Heat ReraovaJ 5g 5 at Davis Sesse Unit 1. •' No 
respot-se required. 

O'fiElLLV.J R. Region 2- Atlanta, Office of the Director. 80/11/10. 

Ip 


0120’40157 Forijards IF. liullatin SO— 23, "Failures a# Solenoid Valves 
Hfg by Velcor Engineering Corp. “ Requires estir-ate of 
manppyer associated u/c orrec. t i ve actions. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/11/14 

tp 


012050060 Foruards IE Bulletin 80-24, '"Pret'ent ion of Damage Due to 
Hater Leakage Inside Coiitaiti.ment '* No written response 
requ i red. 

O’REILLV.J.P Region j.'. Atiante, Office of the Director. 80/11/21. 
Ip. 07173:215. 


0120.50621 Foruai'ds IF Info Notice S0-,i2, "Effect of Radiation on 
Hydi'Aulsc Dnubber Fl'jt-}. ■' Nj uiritten response I'equired. 

O'REILLV.J P Regtan 2, Atlanta, Office of the Director. 80/11/24, 
Ip- 


312170496 Forwards IF. Info Notice SO-2R,Suppl 1, "Drolen Studs on 
Terry Turbine Stea-r Inlei: Flange. N.j yritten response 
requ i red. 

O'REILLV.J P. Region 2. Atiai'ta. Office of the Director, 80/11/26. 
•Ip. 


>12190351 Ac V receipt of IF Insp fiepts 50-*100/80“25, 50-401 /eO-23, 

5C— 402/80-23 t 30-4u3/'3C--/.3 on GC0'r*29— I 031 . No pT'Op r i e tary 
i nfo. 

HOkn.P.lf. Carolina l■'Oli,eI■ t Light Co 80/12/08. Ip, 07286:112, 

•8012190359 Fo-r-uards IE Insp fiepts 50-400/80-25,50-401/80-20, 
50-402/60-23 4. JO-lOB, 5C -23 on 6C092-V-kO3l 4 notice of 
•vie I at ion 

l•,URPKV, C. E Region 2- Atlanta, Reactor Cons true t ion 4 Engineering 
Support nrarich aiv/tl.'SQ 2?c 07206:113. 


•8012190369 Notice c-f . i c- 1 vt i c-n ftp,-, insp on 800529-1031. 

■» Region 2, Atlanta. Offite of the Director, 80/11/26, ip 
07286: tiS. 


•8012190365 IE Insp Ileptj 30-4 vD.^EC -25, 5-0-401 /aO-23, 50-402/80-23 t 
50-403/80-23 on 60C927 - 103 1 . N'tnc omp 1 lanc e no ted : fat lure to 
control outdated dra-yinijs 6 t’S provide instructions for 
verification dale collectiii, 

MA.-<!>iiLL, 0. F Region *. At* I ants. Office of the Director. 

BRYANT, J.C. Region *2- Atlania, Reactor Construction 4 Engineering 
Support Branch, 8y/il,'26 7pp 07236:116, 


H2180395 Ask receipt of eAtVF-V Ur informing NRC of steps taien to 
correct 'vt o la tlons note-l in It. Insp Repts 50-400/eO-22» 
50-401/83-20.50-402/50-20 /• 5->- 4C>2/e'3-20 

HUSPHi , C, E Region 2, Atlanta. Rea-ctor Construction 6 Engineering 
Support Branch. 60fl2.fC9 ip 03794 233 


8'<>t21B0396 Rasponds to I.RC SOltOI-) Ur re violations note-d in IE Insp 
Rapts 50-400/80-22, 30-401 .< "10-20. 50-402/80-20 b 50-403/80-20, 
Corrective ac tions : r ein ip of seismic or safety-related 
hanger Installed prior to protlen discovery. 

(iOHE, P.IJ. Carolina Fewer .«, Light C-o, 00/11/24, 3pp. 03794:234. 


— 8012180393 Ack receipt of IE Insp Repts 50-400/80-22.50-401/80-20, 
50' 402/80—20 K 5-0-403.' 80--20 No proprietary info. 
liONE. P. N Carol ina -Pouer ,1 Light Co, 80/11/11. Ip. 03794:237. 


— 80 1 21 eO'l-CO Forward s IE Insp Repts 50-400/80-22. 5O-4Ol/0O-2Oi 
SO-, 102/00-20 b 50-403/80-20 on 800901-26 b notice of 
violation. 

l•,'JRPHy. C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/11/03. 2pp 03794: 258, 


— 8012190402 Notice of violation from insp on 000901-26. 

a Region 2. Atlanta. Office of the Director, 80/10/30. Ip. 
03794: 240 


--8012180,103 IE Insp Repts 50-400/80-22. 50-401 /80-20, 50-402/80-20 8< 
50-403/80-80 on B009C 1 -26 None omp 1 i anc e no ted : fa i lure to 
correctly translate >. Implement codes b stds for special 
p rocesses. 

MAXNELL. C F, Region 2. Atlanta. Office of the Director. 

DRYANT.J.C. Region 2. Atlanta, Reactor Construction 4; Engineering 
Support Branch 80/10/30. 7pp, 03794: 241. 


R Periodic operating reports b related correspondence 


S012I50073 Forwards const milestones 4 activities to 801130. 

MCDUFFIE, 11. A. Carolina Power b Light Co. 00/12/04, Ip. 07237:263, 


— 8012150074 Constr milestones 4. activities updated to 001130, 
a Carolina Power 4 Light Co, 80/11/30. I2pp. 07237:264, 


S. Reportable occurrences, LERs 4 related correspondence 


0012010339 Forwards interim deficiency rept re 801017 confirmation of 
nonsafety hea t i ng , ven t i 1 a t i on 4 air conditioning for Class 
IE motor control ctvs.Due to citenstve nature of problem, 
all corrective action eipected to be completed by 810215. 

CHIAN'Sr.N.J Carolina Power 4 Light Co. 00/11/24, 4pp. 07097:039. 


DOCKEI 50-403 SHEARON HARRIS NIJCLEAR POWER PLANT. UNIT 4 


A Applieation/c on St ruction stage docu.-sents 4 correspondence 


8012160050 Ltr to operating plant licensees, QL applicants 4 CP holders. 
Foruai'ds NuRE<5-0737 re TM I action plan requ irements. Requests 
operating reactor 1 tcensea confirmation in 45 days that 
End 1 Imp lementat i on dates will be net. 

E tSENHUT, D. 0. Division of Licensing. 80/10/31, 7pp. 


8012090643 Forwards DWR puners group design 4 operational criteria for 
scram discharge sys Criteria viewed as being responsive to 
requ ire, men t of providing assurance of reliable 4 safe 
operation of sys. 

WATERB.D.B, Carolina Po-jer 4 Light Co. 00/11/24. 4pp. 


0. Inspection reports, IF Bulletins b correspondence 


8012150190 Forwards IE Info Notice 80-37, "Containment Cooler Leaks ti 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
response required 

□ ‘REILLY. J P. Region 2, Atlanta, Office of the Director. 00/10/24. 

Ip 


3012170302 Forwards Suppl 3 to IE Bulletin 79-013, "Environ 
Oua 1 1 f ica t i on of Class IE Equipment. " No written response 
required. 

O'REIUY, U. P Region 2. Atlanta, Office of the Director, 80/10/24. 

»P 


3012160'527 Forwards IE Info Notice 80-33, "Cracking In Charging Pump 
Casing Cladding. " No written response required. 

Q 'REILI V, J, P. Region 3, Atlanta, Office of the Director. 80/10/30. 
Ip. 


8012170/85 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
raqulred . 

0 'REILLY. 0. P. Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip- 


80i22300'15 Forwards IE Circular 00-23, 'Potential Defects in Beloit 
Power Sys Emergency Generators. " No written response 
required . 

O'RElLi.y, J. P. Region 2. Atlanta, Office of the Director. 80/10/31. 
Ip- 


DOCKETED ITEMS 


22i 


8012110767 Forwards IE 6tills(:]n 80-21. 'yalve VoVes Supplied by Halcolm 
Foundi'V Co.ltic." bjntbe'i response retjuii ed 

0 'REILLY. J. P. Region 2. Atlanta. Orfice of the Director. 80/11/06. 
Ip. 


S01S030S87 Forwards IE Info Notice 0O-<IO. "Excessive Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressurization. " No written response renulred, 

O'REILLY, JP Region 2. Atlanta. Office of the Director. 80/11/07. 

Ip 


6012060316 Forwards IE Info tdotice 80- ‘11. ''Failure of Swirig Check 
Valve In Decay Heat Rep.cival Sys at Davis Basse Unit 1. " No 
response required. 

O'REILLY, J,P Region ?. Atlanta. Office of the Dlrectar, 80/11/10. 
Ip. 


80120‘10157 Forwards IE Quliotin 80-23. "Failures of Solenoid Valves 
Kfg bg Valcor Engineering Coip." Requires esti.-iate of 
manpower associated w/correctlve actions, 

O'REILLY, J. P, Region 2. Atlanta. Office of the Director. 00/11/14. 
Ip. 


8012050060 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Cen tal nmen t. " Mo written response 
required. 

O'ftEILLYiJ.P Region 2, Atlanta. Office of the Director. 60/11/21. 
Ip- 


80120S0621 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REILLY, J, P, Region 2. Atlanta. Office of the Director, 80/11/24. 
Ip. 


8012170496 Forwards IE Info Notice 00-29, Suppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. BO/ll/26. 

Ip 


8012170351 Ack receipt of IE Insp fiepts 50-400/80-25,50-401/80-23, 
50-402/80-23 l!i 50-403/60-23 on 8009S9- 1 03 1 . No proprietary 
info, 

HONEiP U Carolina Power fc Light Co. 00/12/00, Ip. 


— B012190359 Forwards IE Insp Repts 50-400/60-25.50-401/00-23, 
50-402/60-23 >/. 50-403/80-23 on 800929-1031 4 notice of 
violation. 

MORPHY, C.E. Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch, 80/11/28 2oo 


— B012190368 Notice of violation from insp on 800929-1031. 

4 Region 2. Atlanta. Office of the Director. 80/11/26. Ip. 


—8012190385 IE Insp Repts 50-400/00-25,50-401/00-23,50-402/80-23 4 
50-403/00-23 on 000929- 103 1 . None gnp 1 1 a nc B noted failure to 
control outdated drawings 4 to provide instructions for 
verification data collection 

MAXWELL. 0. F. Region 2, Atlanta, Office of the Director. 00/11/26. 
7pp. 


8012100395 Ack receipt of 001124 I tr informing NRC of stops taken to 
correct violations noted in IE Insp Hopts 50-400/80—22, 
50-401/00-20,50-402/00-20 t: 50-403/03-20. 

MURPHY.C.E. Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch, SO/12/09. Ip. 


•8012180376 Responds to NRC B0I103 Itr re violations noted in IE Insp 
Repts 50-400/80-22,50-401/80-20.30-402/30-20 4 50-403/80-20. 
Corrective ac t ions : reinsp of seismic or saf ety-re lated 
hanger Installed prior to problem discovery. 

HOWS.P.W. Carolina Power 4 Light Co. 00/11/24, 3pp. 


—8012180393 Ack receipt of IE Insp fiepts 50-400/80-22,50-401/80-20, 
50-402/00-20 4 50-403,80-20 No proprietary info, 

HOUEi P, U, Carolina Power 4 Light Co. 30/11/11. Ip. 


—0019180400 Forwards IE Insp Repts 50-400/30-22,50-401/80-20, 
50-402/80-20 4 50-403/00-20 on 000901-26 4 notice of 
violation. 

hUfiPHYi C, E, Region 2. Atlanta, Reactor Construction 4 Engineering 
Support Branch, 80/11/03. 2pp, 


'0012180402 Notice of violation fron insp on 800901-26, 

■* Region 2, Atlanta, Office of the Director. 60/10/30. Ip. 


— SOIPI604C3 IE Insp Repts 50-400/80-22,50-401/(10-20.50-402/00-20 4 
50-403/00-20 on Ei0090l-?t, Moncomp I iarice noted; failure to 
correctly translate i implennnt codes 4 stds for special 
prccesses 

MAXWcLLiG F Region Atlanta. Office of the Director. 00/10/30. 
7pp 


R Pericdic operating repo. ts 4 related correspondence 


3012150073 Forwards monthly operating repts for Nov 1780. 
MCDJFFIE. 11 ,'i Carolina Power 4 Light Co, 80/12/04. Ip, 


— 6012150074 Const!' milestones 4 activities updated to 601130. 
■» Carolina Power 4 Light Co. 80/11/30. I2pp. 


S. Reportable occuriexices. l.ER s 4 related correspondence 


3012010339 Forwards interim deficiency rep t I'o 001017 confirmation of 
nonsafety heat Ing, ve nt i lat i on 4 air conditioning for Class 
IE .notor control ctrs .Oue to extensive nature of problem, 
all coirective actio t, expected to be completed by 310215 
CHIANOI.N J. Carolina Power 4 l.ight Co 60/11/24. 4pp. 


DOCKET 50-404 NORTH ANNA POUER STATION. UNIT 3 

A. App 1 sc at ion/cons true t i on stage docu.naTits 4 correspondence 


0012290485 Responds t.g 000911 .’.eme requesting that Ofc of Nuclear 
Reactor Regulation infoim licensees of need to comply 
w/revlsed Ag r ae-nen t State burial site c ond i t i ons. Foriwar ds 
results of 1£ survey. 

DEMIDNiH.R. Office of Nuclear Reactor Regulation, Directoi. 
00/12/04. 2pp 


--8012220506 Forwards tabulation i summary of IE survey on low level 
waste at 5t rcactoxs L.ow level waste storage facilities 
have been expanded at 37'/. of reactors surveyed w/7I54 
planning or considering increasing storage capacity. 

BANOART, R. L. Effluent Treatment Systems Branch. SO/tl/06. 9pp. 


8012300586 Notifies of cor.pletion of feasibility study it decision to 
cancel iJ.rlt 4 cons t . Eva I ua t i on of adequacy of Unit 3 design 
may wairant changes. Licensee will address open items 
maintained in delay files as evaluation progresses 
FEROtiSUNi J. H Virginia Electric 1; Power Co 80/12/22. 2pp. 

07359: 238. 


Q Inspection reports. IE Bulietins 4 correspondence 


6012160036 Forwards IE Info Notice 80-37, "Containment Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2. '• No L'ritten 
response required 

□ 'REILLY. J.P Region 2. Atlanta. Office of the Director. 00/10/24. 
Ip. 


8012170974 Forwards Suppl 3 to IE Bulletin 79-OlRi "Erxs'iron 
Qua 1 1 f i c a t i on of Class IE Equip.ment. " No written response 
requ Ired. 

□ 'REILLY, d P. Region 2. Atlanta. Office of the Director. 00/10/24. 
Ip. 07260:253. 


0012170321 Forwards IE Info Notice 8O--30. Cracking in Charging Pump 
Casing Cladding." No written response required 

O'RE ILLY, J, P. Region 2. Atlanta, Office of the Director. 80/10/30. 
Ip. 


6012180020 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp " No written response 
is required. 

O'REIUY.JP. Region 2. Atlanta. Office of the Director. 80/10/31. 
ip. 03790:120. 


60123300/0 Forwards IE Circular 60-23. "Potential Defects in Beloit 
Power Sys Emergency Genera toi s. " No written response 
requ ired . 

O'RE ILLY, J. P. Region 2 Atlanta, Office of the Director. BO/IO/31. 
Ip. 07313:236. 


8012110794 Forwards IE Bultottn 80-21. "Valve Yokes Supplied by Malcotm 
Foundry Co, Inc. *' Written response required. 

□ 'RE ILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/06. 

IP 


8012030S'19 Forwards IE Info Notice 60-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Dperation to Cause 
Reactor Pepressur I j a t i on " No written response required. 

O'RE ILLY, J. P, Region 2, Atlanta, Office of tha Director. 00/11/07. 

Ip 
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501203025f Forwards !K Info ffotice aCj-41. "Failore of Suing Check Valve 
in 0«cag Heat Removal at Davis Desse Unit 1 . Ho 
response required 

O'REli-LV. J P Region 2. Atiaiita. Office of the Director, BD/ll/lO, 

Ip 


E0l2DaO105 Forwards IE Bulletin 80’23 j "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp, " Requires estiirate of 
manpojer associated w'corrective actions 

O'HEIUV.JP, Region 2- Atlanta, Office of the Director, eO/ll/14. 

Ip 


B012D5u030 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment " Mo written response 
r equ i red 

a'REIi.LV. J P Region ?. Atlanta. Office of the Director. SO/11/21, 
Ip 07173:077 


801206C01B Forwards IE Info notice 00-42. "Effect of Radiation on 
Hgdraulic Snubber Fluid " Mb written respoiise required, 

O'REILLY, J.P Region 2, Atlanta, Office of the Director, SO/11/24 
IP- 


S012170237 Forwards IF Info Notice 80-29, Suppl 1, “Broken Studs on 
TerT'f T.jrbine Steen Inlet Flange " Mo written response 
required, 

Q'REIi.l V, J P. Region 2. Atlanta, Office of the Director 80/11/26, 
Ip 


8012030349 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Oporation to Cause 
Reactor Deps'essur i la t i on “ No written response required. 

0 'REILLVi J, P. Region 2, Atlanta, Office of the Director, 80/11/07 
Ip- 


8012090259 Forwards IE Info Notice 80-41. "Failure of Swing Cheek Valve 
in Decay Heat Romoval Sys at Davis Hesse Unit 1, " No 
respOiSse required. 

0 'REILLY, J, P, Region 2, Atlanta. Office of the Director, 80/11/10 
Ip- 


8012040135 Forwards IE Bulletin 80-23, “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. “ Requires estimate of 
manpower associated w/corroctive actions 

O'REILLY, J. P. Region 2- Atlanta, Office of the Director, 80/11/14 

Ip 


S0120S0033 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " Wo written response 
required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 

las /in 


8012080018 Forwards IE Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director, 00/11/24. 


DOCKET 50-405 NORTH ANNA FOWEfi STATION, UNIT 4 


A. App 1 ica bion/c ens true t i-an stage documents 6 correspondence 


8012250485 Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
o/revised Agree, msnt State burial site cond i t ions. Forwards 
results of IE tgrereij 

DENTON.H, R Office of Nuclear Reactor Regulation, Director 
80/12/04. 2pp 


8012220506 Fonuards tabuletion 4 sur.mary of IE survey on lew level 
waste at 51 reactors Low level waste storage facilities 
have been expanded at 37Ji of reactors surveyed w/711i 
planning or considering increasing storage capacity. 

3ANOART, H, L, Effluent Treat.nent Systems Branch. 60/11/06. Bpp. 


8012170337 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange, “ No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director, 80/11/26. 


DOCKET 50-409 LA CROSSE BOILINO WATER REACTOR 
F, Security, medical, emergency U fire protection plans 


8012190019 Informs of recently approved revised 10CFR50. 48 containing 
schedules for completion of all fire pr otec t ion. mods. No 
present implementation required as necessary addl info has 
not yet been approved. 

EISEU'HUT, D. 0. Division of Licensing. 80/11/06. 6pp. 07278:205. 


80U3005Sa Notifies of completion of feasibility study 6 decision to 
cancel Unit 4 const Evaluation of adequacy of Unit 3 design 
may warrant changes. Licensee will address open items 
maintaired in delay files as evaluation progresses. 

FERO'JSON, J, H, Virginia Electric t. Power Co. 80/12/22 2dd 
0733^ 33a rr- 


ouiwuajuYH Discusses planned mods to emergency notlfieatloT 
health physics network. NRC will pay for Installation of 
output jacks to provide capability for adding one-way 
ucum ro* » 9 S-W/o enc I health physics network manual, 
KERPLER.J.O. Region 3, Chicago, Office of the Director, 
2pp. 07148: 355. 


lys (< 

80/11/19. 


Inspection reports, IE Bulletins i correspondence 


nujuuicasury correspondence 


8012160036 Forwards IE Info Nelice 80-37, “Containment Cooler Leaks fc 
Reactof Cavity Flooding At Indian Point Unit 2. '• No written 
re^panse required 

O^REILLV. J, P, Region 2. Atlanta, Office of the Director, 80/10/24. 

8012170274 Forwards Suppl 3 to IE Bulletin 79-OlB, “Environ 
aualleieation of Class IE Equipment. " No .written response 
required 

lp”^’o7269 255 of the Director, BO/tO/24. 


"I scheduling of prehearing conference 

or g ns y set for 801216 until conclusion of hearing 
originally scheduled to commence on that date. Also modlflet 
limited appearance schedule, 

Safety and Licensing Board Panel. 00/11/29, 

cpp. 07178; 352. 

vntll 801212 for Commission to 
determine whether to review ALAB-617. 

lp,*'’^07223- 113^'‘“ Secretary of the Cammissign. 80 / 11 / 26 . 


®^C«Ino^CladdTnn‘'.' '"fj Notice 80-30, “Cracking in Charging Pump 
Casini; Cladding. No written response red.^ired. 

O'REILLY. J.P Region 2. Atlanta, Office of the Director. 80/10/30, 

"Malfunction of Solenoid 

yalvei Hrg by Valcor Engineering Corp “ No written response 
IS rei^uired 

□|'REILLV, J. P. Region 2, Atlanta, Office of the DiTeetor, 80/10/31. 

8012230070 Forwards IE Circular 80-23, “Potential Defects in Beloit 
required* Generators." No written response 

O^REIULV.J P, Region 2, Atlanta, Office of the Director, 80/10/31, 

O^REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/06, 


80121206'16 Petition for Commission review h reversal of ALAB-6I8. A8LD 
nas transformed show cause proceeding re liquefaction 
W/Certlf!cl?e”orsCr’**'''^ inauiry into appropriate 88E. 

^Morfan'^'Le.' ® Dalryland Power Cooperative. OALLEN.K, P. 
Morgan, Lewis *< Rockius. 80/12/01. 12pp. 07227:306. 

8012300369 Licensee response In opposition to Coulee Region Enerou 
B 0 l 003 *mAf ’ SOI 18} motion for extension of time & 

001002 motion to compel discovery In liquefaction show cause 
proceeding, Cer tl f Icate of 8vc end. 

fairyland Power Cooperative. HIESTAND, 0. 3, Morgan. 
Lewis 6 Bockios. 00/12/03 5pp. 07357:174. * 

8012290550 Statement re risk issue identified In ASLB 801112 
memorand'j.n 1 ; order. Li t tie, if any, risk to public health «( 
safety exists if 810225 proposed operation date extended 
Prof qualifications «; Certificate of Sve end. 

* Dalryland Power Cooperative. 80/12/05, i7pp, 073331124. 



DOCKETED ITEMS 


eOlSfiVOSSS Lists questions to be answered prior to final determination. 
Parties should be prepared to discuss questions at 80l21t 
evidentiari; hearing. 

BECHHOEFEKi C. Atomic Safetg and Licensing Board Panel. 00/12/05. 
3pp. 07333: I'll. 


8012290026 Response in opposition to consolidated parties' 001121 
motion for citensioii of time motion to compel dlscoverg 
re show cause order . Kot i on s moot due to ALAQ-6i8i dtd B01117i 
declaring ASLB tu/o author i tg . IJ/Cer t i f icate of Svc. 

BURtlSiS.G. Rulemaking Enforcement Division. 80/12/08. 6pp. 
073d4: 217. 


8012220322 Response in support of util 801114 motion for summary 
disposition of liquefaction issue. Soil under pile-supported 
structures safe against liquefaction. 

BURNSi S. 0, < CVRi K, Rulemaking L Enforcement Division. 80/12/09. 
4pp. 07307: 323. 


— 8012220335 Affidavit in support of util contention that reasonable 
assurance eiists that liquefaction ul 1 1 not occur beneath 
p 1 1 e" s upp or ted structures in event of 5. 5 ear thquat e. Prof 
qualifications »: Certificate of Svc and, 

OREEWESi J. T. Hydrologic Geotechnical Engineering Branch. 
80/12/09. 5pp, 07307:327 


GO 1 :^0903-?7 Corrected Tech Spa: Page ^Sh i updated Page 6—3 from 
application to ametid License D'^R—IS submitted 300912. 
s DaiTgland Power C cc p era 1 1 ve BO/10/29 2pp. 07207:141 


8012010310 Concurs w/WF<C 500820 evaluation of SEP Topic Vin-2 re 
onsite emergency power rgs diesel generator. Forwards 
responses to NRC questions re diesel generator testing. 

LlilOEili F. Dairyland Pcuer Co.operative QO/lJ/20. 4pp. 07073:031 


8012020100 Advises that injection of grout Into voids underneath 
turbine bldg was completed on 801028. Enc] table includes 
data for each hols in which grout was injected One ovarsiie 
drawing end FDR drawing on aperture card only 

LlNUERi F. Dairy land Pover Cooperative 60/11/26 6pp 07146: 107 


8012020315 Forwards "Design of Emergency Svc Water Supply Sys for 
LACBLR. " Safe shutdown 4< cooldown capahilitg can be 
achieved << maintained in case of one or more adverse events. 
Installation of ays can be completed by 610225. 

LINDER, F, Dalryland Power Cooperative. 80/11/26. 2pp. 07142:001 


— 8012020313 “Design of Emergency Svc Water Supply Sys for LACDUR. " 0 
4; doore statement of surface stability end. 

Fll\'N Alii, C . F. I tllLOSiR., VQLl.A. Nuclear Energy Service, Inc 
aiA0039. 30/1 1 /2S. 26pp. 07142: 003 


8012290239 Requests denial of licensee 601201 petition for 
ALAB-6la NRC rules do not authorlie petitions for review 
A6LAP decisions on certified quest ions, e ic ep t in matters 
ekceptlonal legal impor tance. Cert 1 f lea te of Svc onel, 
BURNS, S. 0. > CYR, K. D. Rulemaking 4 Enforcement Division. 
I3pp. 07341:194. 


review of 

of 

of 

80/12/12, 


8012080439 Forwards N£S Document 81A0040, "Seismic U Structural 
Analysis of Genoa 3 Stack Using NRC Site-Specific Ground 
Response Spec tra . " 

LINDER, F. Dalryland Power Cooperative 60/U/26. Ip. 07197:001 


6O1229OI0O Forwards NRC Ekhibits 6 4 7 in show cause proceed ing. N/o 
ends. 

BURNS, 8. 0. Rulemaking A Enforcement Division. 80/12/10, Ip. 
07344: 171. 


— a012080‘l95 "Seismic A Sturctural Analysis of Genoa 3 Stack Using NRi 
Site— Specific Ground Response Spectra. '■ 

RUUPFiR E . STRNAD, T, Nuclear Energy Service. Inc. 61A0040. 

80/1 I /25 5Jpp . 07187: 001, 


3012290185 Order granting ertonsion to 810109 for Commission to review 
ALAB-6ia. 

CHILK, S. -J. Office of the Secretary of the Commission 00/12/22. 

Ip, 07344:176 


H. General correspondence 


8012110^32 FOIA request for documents concerning events re 
transportation 4 Insp of eight radwaste shipments from util 
during Mar 4 Apr 1979 4 all generic documentation re liodel 
NFa-4. 

LITTLEJOHN, J. D. League Against Nuclear Dangers Minnesota Chapter 
80/10/25, Ip. 07224: 090, 


8012110227 Responds to FQIA request for documents concerning events re 
transportation 4 insp of eight radwaste shipments from util 
(luring Mar 4 Apr 1979 4 all generic documentation re liodel 
NFS-4, Forwards App A documents N/o ends. 

FELTON, J. 11. Division of Rules and Records, 00/12/04, 2pp. 

07224; 088. 


P Operating license stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Forwards NUREO-0737 re Till action plan r equiremen t s, Requos ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 imp loroenta t ion dates will be net. 

EI6ENHUT. D. 0. Division of Licensing, 00/10/31, 7pp. 


8012220350 Ltr to all CP 4 OL holders for QNRs re requirement for 
tmpleir.antatl on of ODVN code for licensing basis calculations 
performed by OE. App 1 icab le to all license applications 4 
proposed amends, inc lud ing core reloads, 

EIBEIM'JT, D. 0, Division of Licensing. 80/11/04, 4pp. 


6012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
“ONR Feedwater Noizle 4 Control Rod Drive Return Line 
Nottle Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days.N/o end, 

EISEK'HJT, D. G, Division of Licensing. 80/11/13. ip, 


6012020P73 Forwards revised Page 6-3 of 800806 application to amend 
License DPfi-45. 

LINilER, F. Dalryland Power Cooperative. 80/11/10. 3pp. 07140:174, 


3012090393 Forwards corrected Tech Spec Page 32h 4 updated Page 6-3 
from application for amend to License nPR-45 submitted 
800912, 

LINOER, F. Dairyland Power Cooperative, 80/11/18. 2pp. 07207:139, 


8012180155 Confirms 801215 meeting in LaCrosseiNI to discuss 
evaluation of facility regulatory performance. 

K£PPLER,J, G. Region 3, Chicago, Oi'fice of the Director, 80/11/20. 
Ip, 03791 : 236. 


8012190061 “Safety Evaluat ion of Inservice Testing Program for Pumps I 
Valves at LACBU'R, Nov 1979-Jul 1981, ' SEB. 

FEHR INOER, J. M. ■ RCICt/HOLD, H. C. Idaho Naticinai Engineering Laboratari 
FIN A-625B. 8012190061 80/11/30. 33pp. 07279:042. 


8012160350 Forwards "Liquefaction Potential Under Oenoa~3 Stack 
Adjacent to LACDMR Near Genoa, Vernon County , HI. " Rept 
concludes that adequate safety margin eiists against 
1 iquef ac t ion potential. 

LINOER, F. Dalryland Power Cooperative BO/12/04, ]p. 07248:289. 


— 8012160359 “Liquefaction Potential Under Genoa-3 Stack Adjacent to 
LACDlJft Near Genoa, Vernon County, ill, *' 

Dames 4 lloore. 80/12/10 54pp 07240:290. 


8012220485 Responds to 000911 nie.mo requesting that Ofc of hludear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site c ond 1 1 1 ons. Forwards 
results ef IE survey 

DENTQV, H, R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— 0012220506 Forwards tabulation 4 suciiiary of IE survey on low level 
waste at 51 reac tor s. l.dw level waste storage facilities 
have been eipandsd at 37'/. of reactors surveyed ij/7t51 
planning or con s ider ing increasing storage capacity. 

DANO.ART, R, L. Effluent Treatment Systems Branch. 80/11/06, Bpp. 


8012120225 Forwards ropts on reviews of plant transient 4 accident 
analyses, per NOREG-0578 requirements. 

LINDER, F. Dairyland Fewer Cooperative 80/12/05. 9pp. 0722e:a‘l7. 


— 0012120241 "LACBHFf Review of Plant Transients “ 

FIN.MAH, C. F. , YOlIiA H , M1LCS,R Dairyland Power Cooperative. 
aiA0037. 80/07/09 2‘lpp 07S2B: 260. 


8012290475 Informs of completion of review of NeS-8lA0033, "LACBWR Rpi 
Drop Pre^bability Studij, '■ submitted by 790329 I tr. Back f i tting 
of sys to monitor rod patterns not necessary, 

CROTCMF lEt D. D. Operating Reactors Dranch 5. 60/12/03. 6pp, 

07335:060. ! 


8012310157 Notifies of foe determination for util 800416 request for 
route approval to cover shipments of spent fuel, Ofc of i 

Controllerhas been notified to issue invoice. 

MILLER, If. 0. License Fee Management Branch. 00/12/00. Ip. ■ i 

07371: lai. : 
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20122'1046'? Hat 1 # 1 c a ( ior ot G01212 iieeting u/SEP ouners group in 
Dethesdai liD tor d i scua » aons on SEP p^ogra.^l^ sc hrdul c for 
licBTsse topic conpleticn ass igriiTiert of l«sd topics to 
p 1 ant s 

RUSSFlL.K T Sgstenatic Evaluation Prosra.n SrancO. 80/13/16. 3pp. 


0. Inipsction repcrtsi If Bullotins 4 c orr esp ordsnc e 


S01216COS5 Foruards IF. Info Notice 80-37. "Containment Cooler Leaks t< 
Reactor Cavit.j Flooding At Indian Point Unit 2 '* No urltten 
response required. 

KEPPLER.U. G Region 3, Chicago. Office of the Director. 80/10/24. 
tp. 07262 164. 


aOI2I6C-j23 Foruards IF Investigation ftept 50-409/80-07 on 800B26-27. No 
nonco.npl lance noted 

KEPPLER. U 0 Region 3. Chicago. Office of the Director 60/11/10. 
2pp. 03790.110 


—8012190026 IE Investigation fiept 50-409/SO-07 on 800626-27. No 
nonconpl lance noted Major areas inve st i gated : uh e th er 
contents of 800116 Itr re stat.js of modified amended 
sec'jritg plan implementation usre intentionally misleading, 
PHILLIP. G. A. . NuRELIUS. C F. . DCNAti'JE. J. R Region 3. Chicago. 
Office of the Director eO/tl/10. 6 pp. 03790ill2. 


8012030743 Foruards three Perfor.tianCB Appraisal Branch insp repts t< 
ingt avaloation tree .j/user g.jlde so that facility can 
compare program to program already reviewed 4: make 
appropriate ad justments N/o s.icl. 

RERPLEfl.J, G Region 3. Chicago. Office of the Director. 80/11/18, 
4pp. 


S0I2040654 Foruards IE Bulletin 80-24. ''Prevention of Damage Due to 
Hater Leakage Inside Containment,” No written response 
required. 

KEPPLER. J G Region 3. Chicago. Office of the Director, 80/11/21 
2pp 07166:321, 


8012030055 Foruards IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Sn-ubter Fluid ' No written response renuired. 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director. 60/11/24. 
2pp. 0.7102 193 


8012220.5.89 Responds to IF Bulletin 90-23 re failure of solenoid valves 
mfg by Valcor Engineering Corp No Valcor solenoid valves in 
use at site, 

LINuEfl. F Dalryiand Po'/er Cooperative. 60/11/24. Ip. 07293:120. 


8012230236 Foruards neu security badge numbers 4 clearance levels for 
Region 3 personnel Changes should be entered on Sept 1980 
access lists 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director. 80/11/25. 
6 pp, 07317 313 


8012170941 Foruards IF Info Notice 80-29, Suppl t. "Broken Studs on 
Terry Turbine Steam Inlet Flange. " Ns urltten response 
required. 

KEPPLER.,J.O Region 3, Chicago, Office of the Director. 80/11/26. 
2pp. 07264:270 


8012180228 Ack receipt of 601125 1 Ir informing NRC of steps taken to 
con ect violation noted in IF Insp Rept 50-409/80-09. Time U 
date stated in rept is incorrect 

HEISHhan, R, F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch. 80/12/03. Ip, 03792 - 027 , 


R Periodic operating reports 6 related correspondence 


6012160230 Foruards monthly operating rept for Nov 1980, 

LIWUER.F. Dairy land Po.*er Cooperative 80/12/09. Ip. 07252:241. 


— 8012160286 Monthly operating rept for Nuv 1980 

OODCHAN. L S. Dairy land Pouer Cooperative 80/18/06 12dd 
07252:242. 


S Reportable occurrences. LERs t related correspondence 


80120205-39 RO 80-12: on 801 1 18. abnormal wear degradation discovered In 
fuel cladding during reactor ref uel Ing . For ther investigation 
determsred fuel cladding on Assemblies 2-37 4 2-SO not 
abnormal. Motif leation of RO 80-12 is uithdraun. 

LINDER. F. Dairy land Poiier Cooperative. 80/11/20, 2 pp. 07141:264. 


— B012020454 LEfl 80-01 1 /0 1 T-0: on 00 1 1 1 0 , c 00 1 d own rate exceeded Tech Spec 
limit of 130 F per/h at five points on reactor vess’ol. Caused 
by temp differential between coolant 4: upper portion of 
veasol. Water level lowered to slow cooldown rate. 

GOODMAN. L S. Dairy land Power Cooperative 80/11/24. 4pp. 

07143: 237. 


8012050502 RO BO- 1 4 : d e g rad a t i on discovered: in primary reactor 
containment during Type C leak rate testing. Leak flow rates 
exceeded Tech Spec s. Heat ing steam condensate vakve will be 
repaired or adjusted 4 retested, 

LlNuERiF Dairyland Power Cooperative. QO/11/28. 3pp. 07174:290. 


8012100529 Forwards LER aO-OlO/03L-0, 

LINDER, F, Dairyland Power Cooperative. S0/II/2B. 2pp. 07210:129. 


--3012100535 LER e0-Ol0/03L-0: on 80 1 028. sh u t d own condenser control valvo 
g,uai terly test performed approx 4-h beyond dead 1 ine. Caused 
by personnel error. Test performed .5 supervisor will check 
schedule more closely in future. 

GOQDMAN, L, S. Dairyland Power Cooperative. 80/10/28. ip. 

07210: 131. 


8012100530 Forwards LER eO-009/03L-0 t updated LER SO-OOS/OIT-l . 

LENDER. F. Dairyland Power Cooperative, 00/11/28. 3pp. 07210:133. 


— 8012100540 LER 80-009/03L-0 : on 00 1 027. me c han i ca 1 interlock preventing 
con ta inment bldg personnel airlock doors from opening 
simul taneous 1 y found inoperab 1 e. Caused by stripped door link 
subassenb ly . Door guarded 4 padlocked 4 subassembly repaired, 

GOODMAN. L S. Dairyland Power Cooperative. 00/11/25. Ip. 

07218: 136, 


—8012100547 Updated LER 60-005/0 1 T- 1 : on 800806. valve addition to 
shutdown condenser shell gage tap found u/o design change. 
Caused by personnel error. Valve removed. pipe cap installed 4 
tes ted. 

GOODMAN. L. S. Dairyland Powar Cooperative. 80/11/20. 3pp. 
07218; 137, 


8012090206 RO 80-13: on SOI 1 29. wfi i 1 e porforihlng periodic Type C leak 
tests on retention tank pump discharge valve. leak flow rates 
from condensate exceeded Tech Specs, Repa i rs 4 adjustments to 
valve will be accomp Itshed 4 retest performed. 

LINDER. F, Dairyland Power Cooperative. 80/12/01. 2pp. 07207:186. 


601215024.1 RO 80-15: on 80 11 29. d e g rad a t i on discovered in primary reactor 
containment during periodic Type C S'jrvel 1 lance leakage rate 
testing while in shutdo-wn cond i 6 i on. Repairs 4/or adjustments 
to be performed on retention tank pump discharge valvo. 

LINDER. F, Dairyland Power Cooperative. 00/12/01. 2pp. 07237:233. 


8012090366 Forwards LER 80-016/OIT-0. 

LINDER. F. Dairyland Power Cooperative. 00/12/03. 2pp. 07203:001. 


6012090369 LER BO-016/01T-0: on 801202. hour ly fire watch patrol not 
established within l-h of drilling holes through turbine 
bldg barriers for fire protection 4 sampling sys. Job 
coordinators reminded of fire barrier requirements. 

GOODMAN. L S, Dairyland Power Cooperat Is'e. 00/12/03. Ip, 

07203: 003 


80121604 42 Forwards LERs 80-014/01 T-0 4 80-0 1 9/0 1 T-0. 

LIHOER.F, Dairyland Power Cooperative. 80/12/10. 2pp. 07294:172. 


--8012160449 LER 80-014/01T-0: on 801 127. containment isolation did not 
.meet test cr i teria. As-found leakage rate For condensate 
return Isolation valve 73-25-021 was 14.3 SCFH. Cause not 
stated. Valve internals totally replaced, 

GaODMANi L, S, Dairyland Power Cooperative, 80/12/09, Ip 
07254: 174. 


““0012160463 LER 80-01 5/OlT-O: on 901 129. containment Isolation did not 
meet test cr i teria. As-found leakage rate for retention tank 
pump discharge valve 54-25-006 was 0. 56 - 4.0 BCFH. Cause 
unstated, Gaskets replaced 4 new packing installed. 

GOODMAif, L S. Dairyland Power Cooperative. 00/12/09 Ip. 
07254:179. 


S01223037S RQ 60-17. on 001 2 16. dvr 1 ng periodic Type C surveillance 
leakage rate testing while shutdown. 1 oak flow rates exceeded 
parmiasable rates for reactor vent header valve 4 reactor 
cavity purge air line. Repairs will be accomplished. 

LINoERiF. Dairyland Power Cooperative, 00/12/17. 3pp. 07311:260, 


8012020453 Forwards LER 80-01 1/OlT-O, 

LlflliER.F. Dairyland Power C-aejerative, 00 / 11 / 24 . 4 pp. 


07143: 233, 
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T. Hearing transcripts on non-ant i trwst chatters 


B0I2S90i3i Forwards I fieitar V HA Levin 001205 prepared testimony in 
response to questions posed by 001112 t, 25 show cause 
ord ers 

BURNS. S C, Rulemaking ’> Enforcement Division, 00/12/05 Ip 


9012290640 Transcript of L Reiter prepared testimony in response to 
questions posed by 001112 I 25 show cause orders Prof 
qualifications «: Certificate of Sve end, 

REITER, L, Oeoscisttces 3ranch. 80/12/05, 7pp. 07332:313. 


8012290645 Transcript of HA Levin testimony in response to Question 4 
In ASLB 801212 order t Question 6 in 001226 order, Prof 
qiia i. i f i c a t i ons Certificate of Sve enci. 

LFVfN, H. A, Division of Engineering. 90/12/05. 7pp. 07332:320 


“■SO 15230C30 !E Insp Rep t 50-410/00-10 on 800923-26. No noncompiiance 
note d . I-Sa jor areas inspected corporate QA program, 
organijation.procedui'os ?' interface 

CHAUUHART, £. K Region t, Philadelphia. Office of the Director. 
EHHETER , S. D. Region 1. P h i la d e 1 p h i a, Reactor Construction k 
Engineering Support Branch 00/10/15 5pp, 


8012160046 Forwards IE Info Notice 00-37. ‘Coiita i n.rient Cooler Leaks t« 
Reactoi Cavity Flooding At Indian Point Unit 2 "■ No uritten 
response required. 

GRIER, E.H Region 1, Ph i L ad e 1 p h i a , Office of the Director. 
aO/lO/24 Ip 07262: 172 


00120-10350 Responds to IE' Bulletin 00—20, '*Fai lures of lies t i ngh ouse 
Type H-2 Spring Return to Neutral Control Switches." 

Switches have not been used in saf ety-r e la t ed sys at 
facility. 

RHODE. O K. Niagara Mohawl Pouar Corp. 00/10/30<. ip. 0709a:-042. 


8012^90388 Transcript of 801216 hearing in La Crosse. WI re show cause 
order. Pp 60-237. 

* Atomic Safety and Licensing Board Panel. 80/12/16, 169 od 


0012290454 Transcript of 801217 hearing In La 
order. Pp 230-.13!. 1)E Nudd 801216 1 tr end. 

* Atomic Safety and Licensing Board Panel. 
07337:191, 


Crosse, HI re show cause 
SO/12/17, 193pp. 


8012030010 Advises that info rsquested in IE Bulletin flO-16, "Potential 
Miaappl ication of Ros emount. 1 tic Models 1151 t 1152 Pressure 
Transmitters W/Either A or D Output Codes." will be 
provided by 8QI23 I 

RHODE, O.il. Niagara Mahau/k Power Corp. 00/10/31, Ip. 07149:269. 


0012120136 Forwards IE Bulletin 00-21, "Valve Vokes Supplied by rialcolpi 
Foundry Co, Inc," -Hritten response required 

GRIER, D.H. Region >• Fh i lade ! ph ia. Office of the Director. 

00/11/06. Ip, 07230:205 


OOCKEI 50-410 NINE MILE POINT tWCLEAR STATION, UNIT 2 
A. App 1 1 ca tion/cona true t i on stage docu.ncnts 4; correspondence 


9012160050 Ltr to operating plant 1 icensees, 01. applicants & CP holders, 
Foruards Nun£G-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in <15 days that 
Enel 1 implementation dates will be net, 

EI6ENHUT, D. G. Division of Licensing, 00/10/31, 7pp. 


®®^2a20358 Ltr to all CP 4 OL holders for BNRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by OE, App 1 icab le to all license applications U 
proposed amends, inc lud ing core reloads. 

EISENHUT. D. G, Division of Licensing, SO/ll/04. 4pp, 


901216G032 Notification of 801212 meeting ui/Mark 11 owners group in 
nothesda.MD to discuss suppression pool temp limit, 

SU. T.I1. Generic Issues Branch. 00/12/05. Ip, 


9012160150 Notification of 801210 meeting w/Mark 11 owners group In 
Dethesda.HD to discuss status of improved chugging load 
program. 

ANDERSON, C, Generic Issues Branch. 80/18/02 Ip, 


80I22204SS Responds to 800711 memo requesting that Ofc of Nuclear 
fleactor Regulation inform licensees of need to comply 
lii/revised Agreement State burial site cond i t i ons. Forwards 
rrsiilts of IE survey 

DCNION.H, R. Office of Nuclear Reactor Regulation, Director 
BO/I2/G4, 2pp 


®®T222GS06 Forwards tabulation 4 summary of IE survey on low level 
waste at 51 reactors Lou level waste storage facilities 
have been eipanded at 377, of reactors surveyed u/7l7, 
planning or considering increasing storage capacity. 

BANGARTi fi, L. Effluent Treatment Systems Branch, 80/11/06. 0pp. 


Ql. Inspactlon reports, IE Bulletins i: correspondence 


6012110590 Forwards IE Insp Ropt 50-410/80-09 on 000909-11, Mo 
none omp 1 ianc e noted 

CARLSON.R, T, Region 1 , Philadelphia. Reactor Construction fc 
Engineering Support Branch. 90/10/06. 2pp. 07227:169. 

— 9012110605 IE Insp Rept 50-410/60-09 on 800909-11, No noncompliance 
noted. Major areas insp6cted:QC records, storage t unresolved 
1 t . 

FeiL.R.A. Region 1, Pn i tadel ph ia. Office of the Director, 
NARROIf, L. Region 1, Ph i lade Iph ia. Reactor Construction k 
Engineering Support Branch. 00/10/03 7pp. 07227:171. 


9012230073 Forwards IE Insp Rept 50-410/80-10 on 800923-26, No 
none ompl lance noted. 

CARU3QN# R, T, Region t, Ph i lade 1 ph ia, Reactoi' Construction k 
Engineering Support Branch, SO/lO/16, 2pp, 07313:240, 


0012030700 Forwards IF Info Notice 00-40, "Etcessive Nitro-gen Supply 
Pressure Actuates Safety Belief Valve Operation to Cause 
Reactor De pressur i la t i on " No written response required. 

GRIER, 8. H. Region ], Philadelphia, Office of the Director. 
80/11/07. Ip. 07150: 195 


B0120B0494 Forwards IF, Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Reaiiqval Oys at Davis Hesse Unit 1. " No 
respa.-ise required. 

GR lER, □. H Region I, Philadelphia, Office of the Director. 

00/11/10. ip. 07182:351. 


0012040028 Forwards IF Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Coip." Roquines estlnate of 
manpower associated ui/c or rec 1 1 ve actions. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director. 
eO/Il/14, tp, 07169:311 


6012220695 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required 

GRIER, B.H. Region 1, P ti i 1 ad e 1 ph t a , Office of the Director, 
BO/ll/19. Ip. 07293: 12j, 


0012040618 Forwards IE Bulletin 80-2,1. Prevention of Damage Due to 
ifa t a r Leakage inside Con taiiiment. " No written response 
required . 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/11/21. 2pp 07163 296 


0012030575 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No writlcii nosponse required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
00/1 1/24. Ip. 07174- 065 


S. Reportable occurrences- LERs J related correspondence 


0012000340 Ack receipt of 001003 interim deficiency rept ro deviations 
in welding of rebar to shear bar- reactor ped es ta I , Rap t will 
bo reviewed k evaluated 

CARLSON,!?. T. Division of Reactor Operations Inspections. 00/10/27 
Ip. 07196; 060. 


0012090414 Ack receipt of 801002 interim deficiency rept re spont fuel 
ppol cooling water heat o i c hanger s. Rep t util be reviewed fc 
evaluated . 

CARL6CN»R,T. Region I, Philadelphia, Reactor Construction L 
Engineering Support Branch. 80/10/27.. Ip. 07196:174. 


8012090345 Intertm deficiency rep t , or ig Ina 1 I y reported on. Q00902. re 
spent fuel pool cooling water heat etchanger s . Add 1 info, 
furnished by vendor, being e valuted. Af f ec ted heat exchangers 
re jeeted. Final rept will be submitted by 810430. 

DISE.D. P. Niagara Mohawk Power Corp 80/12/01. 2pp. 07201:167. 


8012340039 Part 21 rept re reactor protection sys flekible conduit 
defect causing hot shorts If improperly g rou-nded . Caused by 
paint on panel surfaces or high resistance cennectlon to 
panel surfaces where te. miration modules are mounted. 

SHERNOODiO G. General Electric Co, 00/12/08 3pp. 
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219044B Final def i c i eric ij rep t, or i g i na 1 1 'j reported or; 0OO9OSi re ASHE 
procedures used to weld rebar 14 to shear bars on reactor 
edestal Oinbedmont PH-3" Procedures not code applicable for 
'OT k per f oi'iT.ed 

KOI>EiG.K Niajsra Moha-a'- Rover Corp BO/ 12/ 12, 3pp 07285:314. 


2S304&2 Supp 1 to Sinai deFtcienc’j rept> trar smi 1 1 i ng corrected Pages 
II &' 33 t'c biological shield -ueEl rept changing full 
ibp 1 e.^enta ion date fron llav to Jan 1931. 

HODE-O H Nlagava Kohavk Pojer Corp 80/12/17. 3pp. 07318:207, 


KEt 50-412 HEAVER VALLEY POl.'fR STATrOIL WIT 2 

App I icat iori/c ans true t ion stage docuiTionts 4: c o^rre spond ence 


21600SO Ltr to operating plant licenseesiQL applicants (< CP holders, 
or'uards MURE<>“0737 re TMI action plan r « qu i r e men t s . Reciues fcs 
iperatiiig reactor licensee c on r" i rma t i on in 45 dags that 
>c 1 1 imp 1 erne nta I i on dates ui I 1 be met, 

:tSE(WUT, D. 0 Division oF Uicensirg. BO/10/31 7pp. 


3030&I7 Foruards info re environ qual 1 f 1 cat i on of safety— re lated 
iquipnenti in response to MRC 631001 ltr. Util has not 
, OiT-ni t ted to qua] i f ) f a t ■ a n test progra.ii to upgrade 
lestingheuse (lYSES) scepe of supply 

ICOLEVER.E J. Doquesne Light Co 30/11 /Sfi. 4pp. 07151:158. 


S220485 Responds to BOORll me-to requesting that Ofc of Nuclear 
leactor Regulation inform licensees of need to comply 
i/revised Agreeiieiit State burial site condi t i ons. Forwards 
esults of IE survey 

lENIOtLll. R. Office of Nuclear Reactor Regulation. Director. 
10/12/04. 2pp 


I012220S06 Forciards tabulation b sjir.inarij of I£ survey on lour level 
caste at 51 rear tors. Lou level uaste storage facilities 
have been eipanded at 377> of reactors surveyed u/71«< 
planning or considerji.g increasing storage capacity, 

HAN'jART. R. L Effluent Treat.hent Systems Qranch, 80/tl/05, 3pp. 


Security, medical, eipergency 4, fire protection plans 


,20'10118 Public version of "Independent Assessment of Evacuation 
'Ines far Beaver Valley N.jclear Power Plantj" Vo 1 3. prepared 
lor FE»1A, 

losav.j.c,. SHEPPARD. W V , DAY. R, A, Wilbur Smith 4 Associates, 
I0/06/3D 56pp 07150 244 


,2040045 Foruards public version of "'Evacuation Time Assessment of 
line Nuclaar F'ocier Plants Emergency Planning Zones." 

.secutive su.T.mary, 

lELTON. J M, Division of R.jles and Records, 80/12/03 Ip. 

1491 5: COl. 


IOI2040053 Public version of "Evac ua t ten Time Assess.nent of Nine 
Nuclear Po'wer Plants Emergency Planning Zones." executive 
summary. prepared for FbKA 

a Uilbur Smith 4 Associates 80/04/30. 17pp. 04915:001. 


1012040159 Public version of progra,n reft. ''Evacuation Time Assessment 
of Mine Nuclear Po'jor Plants Emergency Planning Zones." Vo 1 
1. prepared for FEIIA 

COSGV.J. C. . SHEPPARD. U. V. Nitbur Smith 4 Associates. 60/04/30. 
il3pp. 07140:313 


Inspectiori reports. IE Hulletins 4 correspondence 


121*0074 Forwards IE Insp Rapt 50-412/60-09 on 600922-24. No 
loncc.op 1 ianc e noted 

lARLSON. R. T. Region 1, Philadelphia. Reactor Construction U 
ingineering Support Ilraii'.h 00/10/10. 2pp. 07223:302 


1012110079 IE Insp Kept SO-417/go-O? on 600922-24. No none omp 1 i ance 
noted. Ka|ar areas inspoc ted , c otic r e to p lacement. settlement 
ihonltoi'fng program rept 4 review of outstanding items. 

M/'.RxOll. L. . FEIL.H.A , VARELA. A. A. Region I. Philadelphia. Office 
of tha Director. 80/10/09. 7pp. 07223:304, 


12170304 Forwards IE Info Notice 60-36. "Cracking in Charging Pump 
lasing Cladding " No written response required. 
iRIER.D.H, Region 1. Ph i ) ad e 1 p h I a . Office of the Director. 
10/10/30 Ip. 072691075 


12120157 Forwards IE Bulletin 30-21. ‘Valve Yokes Supplied by Malcolm 

foundry Co. Inc " Urlttsi. response required 

IRIER.B.H Region 1. Ph i lade Iph ia> Office of the Director. 

JO/1 1/06 Ip 07226-340 


6012030525 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dep vessur i la 1 1 an " No written response required 
DRIER. (l.H. Region 1. Philadelphia. Office of the Director. 
80/11/07. Ip. 07150: 31 1 


8012080362 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit I. " No 
rasp ons e required, 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
eO/1 1/tO. ip. 07182: 300 


8012040042 Forwards IE Bulletin 80-23. “Failures of Solenoid Valves 
Mfg by Valcor Enginesi-ing Corp." Requires estimate of 
manpower associated u/covrectivs actions. 

GRIER, S.H. Region I, Ph I lad e Iph ia. Office of the Director, 
80/11/14, Ip. 07149: 347 


8012220494 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves lifg by Valcor 
Engineering Corp " First paragraph erroneously stated no 
ur i t ten response required, 

CRIER, B.H. Region I, Philadelphia, Office of the Director, 

SO/I 1/19. Ip, 07293: 116. 


8012040602 Forwards IE Bulletin 80-24, “Prevention of Damage Due to 
Hater Leakage Inside Containment. “ No written response 
requ ired. 

cniERpB.H. Region 1. Philadelphia. Office of the Director. 
80/11/21. 2pp. 07165:207, 


6012050551 Forwards Info Notice 60-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
DRIER. B.H. Region I, Philadelphia, Office of the Director. 
BO/tl/24. ip. 07174: 038, 


DOCKET 50-413 CATAWBA NUCLFAR STATION, UNIT I 


A Ap p I i ca 1 1 on /cons true t i on stage docu.iients 4: correspondence 


8012140050 Ltr to operating plant licensees, OL applicants i CP holders. 
Forwards NUf!EG-0737 I'o TMI action plan requirements. Requests 
operating reactor licensee c o.-.f t rmat Ion in 45 days that 
Enel 1 imp lemonta 1 1 on dates will ba net. 

EISENHJT, D. 0. Division of Licensing. 80/10/31, 7pp. 


H. General correspondence 


6012290021 Expresses concern re pending purchase by NC Electric 
Msmb ershtp Corp of partial ownership In facilities, Questions 
financial advisability of purchase 4: requests hearings. 

AYfeRS, H.O. Affi 1 iation Unknown. 80/12/15. Ip. 07300:001, 


M. Antitrust correspondence 


8012030752 Advises of receipt of 80102? addl antitrust advice from Atty 
Den re utils CP app 1 1 c at i on. No antitrust hearing necessary 
re transfer of ownership interest. Forwards DQJ ltr. 

aALTZHAII, J, Utility Finance Branch {formerly Antitrust t. Indemnity). 
60/ 11/ 10. 2pp. 07149; 296. 


Q. Inspection reportsi IE Bulletins i correspondence 


0012160042 Forwards IE Info Notice 00-37, "Containment Cooler Leaks t< 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
res p aiis e required. 

O'REILLY, J. P . Region 2. Atlanta. Office of the Director. 80/10/24. 
Ip. 


0012170913 Forwards IE Info Notice 00-38, "Cracking in Charging Pump 
Casing Cladding." No written response required 

O'ReiLLYi J.'P. Region 2. Atlanta, Office of the Director. 80/10/30. 
Ip. 


8012170571 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Vales Mfg by Valcor Engineering Corp. " No written response 
required. 

Q 'REIt. LV< J. P , Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip- 


8012230050 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Oeiierators. " No written response 
required, 

0 'REILLY, J. P, Reg ion 2. Atlanta, Office of the Director, 80/10/31, 

ip. 
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0012110749 ForwarJi IE Bulletin 0O-2li '‘Valve Voles Supplied by Malcolm 
Foundry Co. Inc. " Uvitten response required. 

Q'fiEIULYi J. P. Region 2 Atlanta. Office of the Director, 00/11/06, 

Ip 


0012030873 Forwards IE Info Notice 80-40. '‘Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depress ur i i a 1 1 on " No written response required. 

O'REILLYiJ.P Region 2. Atlanta. Office of the Director. 30/11/07. 
Ip- 


0012080603 Forwards IE Info Notice 80-41. “Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Sesse Unit 1.'* No 
response required, 

0 'REILLVi J. P, Region 2, Atlanta. Office of the Director. 80/11/10. 

Ip. 


0012110613 Ack receipt of IE Insp Repts 50-413/00-27 ?; 50-414/80-27 
on 000929-1003. No proprietary info. 

PARKER. U 0. Duke Power Co. 80/11/12. Ip. 07227:183. 


— 8012110610 Forwards IE Insp Repts 50-413/00-27 t; 50-414/00-27 on 
800929-1003. No none o.r.p I lane e noted. 

MURPHV.C.E, Region 2. Atlanta. Reactor Construction &; Engineering 
Support Branch, 00/10/37. 2pp. 07227:184. 


— 8012110623 IE Insp Repts 50-413/80-27 t SO-414/80-27. on 800929-1003. No 
noncomp 1 lane e noted Major areas Inspec ted : struc tural 
conci‘ete. standby nuclear sve water pond dam. foundations & 
site preparation. 

KARRIS. J.R. Region 2. Atlanta. Office of the Director. 

COHLOH. T, E. Region 2. Atlanta. Reactor Construction t< Engineering 

Support Branch. 80/10/23 4pp. 07827: 186. 


0012040172 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

0'REII..I V. J, P. Region 3. Atlanta. Office of the Director. 80/11/14. 
Ip. 


B0120S00S5 Forwards IE Bulletin 00-24. '‘Prevention of Damage Due to 
Water Leakage Inside Containment.” No written response 
required. 

O'REILLYi J. P. Region 2. Atlanta. Office of the Director. 80/11/21. 
Ip. 07173:210. 


0012110666 Ack receipt of IE Insp Repts 50-413/00-31 50-414/00-31 

on 001006-10. No proprietary info 

PARKER. U 0. Duke Power Co 80/11/24, Ip. 07224:319. 


•0012110676 Forwards IE Insp Repts 50-413/00-31 t: 50-414/00-31 on 
801006-10. No noncompliance noted. 

MURPHV.C.E Region 2’ Atlanta. Reactor Construction t; Engineering 
Support Branch. 80/11/05. 2pp 07224:320. 


•8012110604 IE Insp Repts 50-413/80-31 %■ 50-414/00-31 on 001006-10, No 
noncompl iance noted. Major areas inspec ted : ins tal la t ion of 
electrical penetrat ions. cab I es. support s L equipment 
storage. 

MAZHfeLL, 0, F, Region 2. Atlanta. Office of the Director, BRVAHT. J. 

Region 2. Atlanta. Reactor Construction t/. Engineering Support 
Branch, 80/11/04. *lpp 07224:322 


8012170054 Ack receipt of 801121 Ur informing NRC of steps taken to 
correct ‘violations noted in IE Insp Repts 5O*4t3/0O— 20 ^ 
30-414/80-28. 

MURPHV.C.E. Region 2. Atlanta. Reactor Construction 1< Engineering 
Support Branch. 80/11/26. Ip. 07268: 171. 


•0019170060 Responds to NRC 801028 Itr re violations noted In IE Insp 
Repts 50-413/00-28 t: 50-41 4/80-20, Cor rectlve actions; 
supports removed ti tray mounted correc 1 1 y . Craftsmen 
trained to mount supports correctly 

PARKER. U.O Duke Power Co. 80/11/21, 2pp 07260:172, 


■8012170066 Forwards IE Insp Repts SO-41 3/80-28 50-414/00-20 on 

000922-26 i: notice of violation 

MURPHV.C.E Region 2, Atlanta. Reactor Construction i Engineering 
Support Branch 00/10/28. 2pp 07268:174. 


—8012170070 Notice of violation from insp on 000922-26, 

* Region 2. Atlanta. Office of the Director 00/10/22. Ip. 
07268:176, 


•0012170076 IE Insp Repts 50-413/80-20 5: 50-414/00-28 on 800922-26. 
Noncompl lance noted: instrument tray k tray support Installed 
on safety-related motors. 

GIBBONS. T.D, Region 2. Atlanta. Office of the Director. 

CONLQNiT.E, Region 2. Atlanta. Reactor Construction l< Engineering 
Support Branch. 80/10/22. 3pp 07268:177. 


8012170509 Forward? IF Irf.; Notice SC-2?. Supp! 1. “Brolen Studs on 
Terry Turbine Stea.n Inlet Flange ‘ Nu written response 
required. 

O'REILUYiU. P Region 2- Atlanta. Office of the Director. 80/11/26. 
Ip- 


8012180123 Ac'< receipt of 301107 Itr informing NRC of steps taken to 
correct violations notes in IE Insp Repts 50-413/00-84 4. 
50-414/00-24 

MURPHV.C.E. Region S' Atlanta. Reactor Construe tion 6. Eng ineerlng 
Support Branch 0O/ll.'26 Ip 03791:227, 


--8012100139 Responds to NRC 801068 Itr re violation noted in IE Insp 
Repts 50-4 1 3/80-2'l t 50-414/80-24 Corrective actions: 
measures established to ensure equipment removed from 
warehouse is ma Intel nef at designated stoiage levels. 

PARKFR.N, a Duke Rower Co 86/ 11 /O'/. Epp, 03791:228. 


—8012180144 Forwards IE Insp Repts SO-41 3/80-24 i 50-414/60-24 on 
800902-05 I- notice Of vials', ion 

MURPHV.C.E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/10/08 8pp 03791:230. 


--80121S0I47 Notice of violatiOii from insp on 000932-05. 

■» Region 2. Atlanta, Office of the Director. 00/10/07. Ip. 
03791 : 232 


—0012180150 IE Insp Repts 50-413/80-24 «; 50-414/80-24 on B00902-OS. 
Noncompliance no ted : inadequate measures for storage i< 
abandoned welding matl 

KUEINSDSGE.N P Region 9. Atlanta, Office of the Director. 
HERDT.A.P Region 2, Atlanta. Reactor Construction k Engineering 
Support Branch. 80/10/67. 7pp, 03791:233. 


8012190906 Ack receipt of IE Imp Repts 50-413/80-32 it 50-414/00-32 
on 801020-22 No proprietary Ir.f'j 

PARKER. N.Q. Duke Rower Co 80/12/03. Ip. 07282:094. 


—0012190213 Forwards IE Insp Repts 5‘5-41 3/00-32 U 50-414/00-32 on 
001020-22. No noncomp 1 iance noted, 

kiURPHy, C E. Region 2. Atlantsi. Reactor Construction it Engineering 
Support Branch. 80/11/20 2pp 67282:095 


•8012190222 IE Insp Repts 50-413/80-32 k 50-4 1 ‘1/80-32 on 001020-22. No 
noncomp 1 iance noted. Ma joi areas inspected: OA procedures tt 
training r ecords, respon le to t0CFR50 S5<el items & work re 
corrective actions. 

MCFARLAND. CR Rogloii 2. Atlanta, Office of the Director. 

BR'i'ANT. J C. Region .2, AtlarVa, Reactor Construction k Engineering 
Support Branch QO/lI/17 5pp 07282:097. 


8012316993 Ack receipt of if. Insp Repts 50-413/80-34 tt 50-414/80-34 on 
801105-07. No proprietary info 

PARKER. N.O. Dyke Power Co Q0,'12/1S Ip 07370:159, 


--8012310295 Forwards IE Insp Repts S‘0-41 3/00-34 k 50-414/80-34 on 
001 105-07. No nont omp 1 1 anc e noted 

M'JflPHV. C.E Region 2, Atlanta, Reactor Construction 4. Engineering 
Support Branch GO/ir/02, 2pp, 07370: 160. 


--8012310299 1£ Insp Repts 50-413/00-34 6 SO-.ll 4/80-34 on 001105-07. No 
noncomp 1 i anc e noted Idajor areas inspected previous insp 
f ind ings, RCPB pipe welding 4 lafety- related pipe welding. 

GIRARD. E.H Region ?, Atlanta. Office of the Director. HERDT.A. R. 

Region 2. Atlanta. Rea'-ter Construction k Engineering Support 
Branch. 80/12/02. 3pp 0/370 162 


DOCKET 50-414 CATAUBA NUCLEAR STATION. UNIT 2 


A. Ap p I i ca t i on/c en s hr u c t i o') ?tfge docu.net.ts // correspondence 


6012160050 Ltr to oppi-atir.g plant 1 1 censees. OL applicants k CP holders. 
Forwards NUREG~0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 imp lementati on dates will be met 
ElSENHJTiD.G Division of Licensing. 80/lO/3i, 7pp. 


H, General correspondence 


8012290021 Expresses concern re pending purchase by NC Electric 
Membership Corp of partial ownership in f ac i 1 i ties. Quest ions 
financial advisability cf puichase I- requests hearings. 
AVERB.H.G, Affiliation Unine„n £10/12/15, Ip. 07308:001. 
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•1 Inspjttioi) rspcrli. IK 3'j]tetiiii i t or rffsponderce 


C0t2t£0043 Forwards IE Irro IJiitipa QC-37. 'Containment Cooler Loals & 
Reactor Cavity Flsciinj A’, Inoian Point Unit 3.'* Mo written 
response required 

O'REll.lViJ P Besion 3, Atlanta. Ofrice of the Director. 80/10/34. 
■ p 


G0131709I3 Forwards IE Info Notice SO-39. ’Cractirq in Charginj Pomp 
Casing Cladding " Mo written response required 

Q'REILLV.J P Region 3. Atlanta. Off ice of the Director. BO/IO/30. 

Ip. 


8013170571 Forwards IE Info Motice BC-39i "fa I f one t ion of Solenoid 
Vales tlfg by Valeor Engineering Corp " No written response 
required. 

O'REII.I.V. J P, Region S Allan ta. Of fire of the Director. 80/10/31. 
tp- 


801S3'd0050 Forwards IE Circular 60-23, ‘•Potential Defects in Beloit 
Pouer Sys Eeiergency Generators. ' No written response 
required. 

O'REILLY. J. P. Region 2. Atla.nta. Office of the Director. 80/10/31. 

>P- 


6012110/49 Forwards IE Bulletin 80-21. ‘'Valve Yokes Supplied by Haicolm 
Foundry Co. Inc. ' Written response required. 

O'BEIlLY. J. P, Region 2. Atlanta. Office of the Director. 60/ll/0fi. 

Ip. 


80I2D30373 Forwards IE Info Notice SO-40. “Eicessive Nitrogen Supply 
Pressure Actuates Bafetj Relief Valve Operation to Cause 
Reactor Depressuri tation " No written response required. 

O'REILLY. J, P, Region 2. Atlanta. Office of the Director, 80/11/07. 

•p 


G012030&03 Forwards IE Info Notice 0O-41i “Failure of Swing Check Valve 
in Decay Heat Removal Syo at Davis Basse Unit 1. “ Ho 
response required. 

O'BEILLY. J. P. Region 2. Atlanta. Office of the Director. HO/ll/lO. 
Ip. 


&0I2110613 Ack receipt of IE Insp Repts 50-413/80-27 b 50-414/80-27 
on 800929-1003 No proprietary info 

PARKER. H.Q Duke Power Co. 80/11/12. Ip. 07227:183, 


— a0l2H0il8 Forwards IE Insp Repts 50-413/80-27 b 50-414/80-27 on 
800929-1003. Kc none orp 1 i anc e noted. 

HURFHY.C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 80/10/27 2pp. 07227:184. 


£012170.754 Ack receipt of 801121 ttr informing NRC of steps taken to 
correct violationi noted in IE Insp Repts 50-413/80-28 b 
50-414/00-28 

MURPHV.C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Sranch. . BO/ll/26 Ip. 07268:171. 


— 6013170060 Responds to KRC 601028 Itr re violations noted in IE Insp 
Repts 50-413/80-28 b 50-414/80-28. Corrective actions: 
supports removed b tray mounted ccrrcc tly. Craftsmen 
trained to mount supports correctly. 

PARKER, 11,0, Duke Power Co. 80/11/21. 2pp. 07268:172. 


—8012170066 Forwards IE Insp Repts 50-413/80-28 b 50-414/80-20 an 
800922-26 b notice of violation. 

tVJRPHY.C.E. Region 3. Atlanta. Reactor Construction b Engineering 
Support Branch. 80/10/28 2pp, 07268; 174. 


— 8012170070 Nit ice of violation from insp on 000922-26, 

* Region 2, Atlanta. Office of the Director. 80/10/22. Ip. 
07368: 176. 


—8012170076 IE Insp Repts 50-413/80-23 b 50-4I4/B0-2B on 800922-26. 
Noncocip 1 iance noted: instru.Tient tray & tray support installed 
on safety-related motors. 

OI9BQN8. T. D. Region 2. Atla.nta. Office of the Director. 

COKLON, T. E. Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch. 80/10/22. 3pp. 07268:177. 


8012170509 Forwards IE Info Notice 80-29. 8upp I 1. "Broken Studs on 
Teny Turbine Steam Inlet Flange. " No written response 
required. 

O'BEILLY, d. P Region 3. Atlanta. Office of the Director. 80/11/26. 
Ip- 


8012100123 Ack receipt of 901107 Itr informing NRC of steps taken to 
corre.it violations notes in IF Insp Repts 50-413/80-24 b 
50-414/00-24. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Sranch. 80/11/36, Ip. 03791:227. 


—8012180139 Responds to NRC 801008 Itr re violation noted’ in IE Insp 
Repts 50-413/80-24 & 50-414/80-24. Correct ive actions: 
measures established to ensure equipment removed from 
warehouse is maintolneii at designated storage levels. 

PARKER. H.O Duke Power Co, 80/11/07. 2pp. 03791:228. 


—8012180144 Forwards IE Insp Repts 50-413/00-24 b 50-414/80-24 on 
000902-05 1 notice of violotion. 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch, 80/10/08, 2pp. 03791:230. 


— 8012110623 IE Insp Repts 50-413/80-27 4. 50-414/80-27. on 800929-1003. No 
nonconplia.nce noted. Major areas Inspected: structural 
concrete. standby nuclea- sve water pond dan. foundations b 
site preparation 

H-ARKlSiO. R Region 3. Atlanta. Office of the Director. 

CONLON* T £. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 80/10/33 4pp. 07227:186, 


80120-10173 Forwards IE Bollotin BO-33, "fai lures of Solenoid Valves 
Mfg by Valeor Engineering Corp, ‘‘ Requires estimate of 
(nanpOkJBr ^l>^b 0 ^^ec actions. 

O’RElLiV. J P Region 3, Atlanta, Office of the Director. 80/11/14 

Ip 


801203C-3S5 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O 'REILLY, v>, P. Region ? Atlanta. Office of the Director. 80/11/21 


-8012180147 Notice of violation from insp on 800902-05. 

a Region 2, Atlanta, Office of the Director. 80/10/07. 
03791:232, 


Ip. 


—8012180150 IE Insp Repts 50-413/80-24 b 50-414/80-24 on 800902-05. 
None onp 1 iance noted : inadequate measures for storage b 
aba.idoned welding matl. 

KLEINSOROE, W. P. Region 2, Atlanta. Office of the Director. 

HtRDT, A.R. Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch. 80/10/07. 7pp. 03791:233. 


8012190206 Ack receipt of IE Insp Repts 50-413/00-32 b S0-414/B0-32 
on 801020-22. No proprietary info. 

PARKER. N.O. Duke Power Co. 80/12/09. Ip. 07282:094. 


-0013190213 Forwards IE Insp Repts 50-413/80-32 b 50-414/80-32 on 
801020-22. No noncomp 1 iance noted. 

M'JRPHY, C.E. Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch, 80/11/20. 2pp. 07282:095. 


8013110666 Ack receipt of IE Insp Repts 50-413/80-31 b 50-414/80-31 
Oh 90I006'*10 Ho proprietary info. 

PASKGR.ll, 0 Pv'e Powor Co B0,MJ/24. Ip 0732‘4: 319. 


-8012110676 Forwards IE Insp Repts S-3-413/B0-31 b 50-414/80-31 on 
S'31C'36-10. K‘o none enp I iance noted. 

mRFHk.C.E Region ?. Atlanta, Reactor Construction b Engineering 
Support Branch, GO/1 1/05, 2pp. 07324:330. 


•8013110684 IE Insp Repts 50-413/80-31 b 50-414/80-31 on 801006-10 No 
ncnconpliante rated Maj-sr areas inspected, installation of 
electrical penetrati-ens. can les, supports b equipment 
storage 

MAKNaL.G F Region 2. Atlanta, Office of the Director. BRYANT, J. 

Region 3. Atlanta. Reactor Construction b Engineering Support 
Branch, EO/ll/ea 45p. 0'»234:332 


— a0121902w2 IE Insp Repts 30-413/80-33 b 50-414/80-32 on 801020-33. No 
noncoppliance noted. Major areas inspocted;OA procedures b 
training records. response to lOCFRSO. SSIe > i tens b work re 
corrective actions. 

MCFARLAND, C. H, Region 2, Atlanta. Office of the Director. 

BR'YANT, J. C Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch, 80/11/17 5pp. 07282:097. 

' P Insp Repts 50-413/80-34 b 50-414/80-34 on 

801105-07. No proprietary info. 

PARKER. N.O. Duke Power Co. 80/12/18. Ip. 07370:139. 


‘'’»P 5-0-413/80-34 b 50-414/80-34 on 

801 105-07. Ho noncofflpUatice notei, 

MURPHY, C.E, Region 3. Atlanta, Reactor Construction b Engineering 
Support Branch. 80/13/02. 2pp. 07370:160. * * 
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— 3012310579 IE I lisp Repts 50-4 1 3/ BO-3'1 t 50-414/00-34 on BO 11 03-07. No 
none onpli once noted. Hajoi areas inspec teii: previous insp 
f ind ing S i BCPH pipe uelditig saf etg-related pipe uieldtng. 
eiRARD. E, H. Begion 3. Atlanta. Ot'^ice of the Director. HERDT. A. R. 

Region 5« Atlanta' Reactor Construction A Engineering Support 
Branch. 00/12/02. 3pp. 07370. 162. 


60153004^9 Foruardi p r e 1 i .n i iiarg responses to NRC Questions 371.07. 
340.22 i- 340 23 re plant sve uater radial iiie I 1 s . Some 
changes frag appear m fjtial version to he included in 
Arend 5 to environ rept 

DAIF, L. F Mississippi f’ouer i Light Co fiO/l2/l9. 116pp. 


DOCKEI 50-416 GRAND GULF NUCLEAR STATION. UNIT 1 

A. App 1 icat jon/cons true t ion stage documents 6 correspondence 


F. Securitg. niedical. ensrgeneg -i fire protection plans 


0015030392 Releases public versions cf state 6 local emergency plans. 
FELTON, J. II, Division oi Rules and Records. 80/11/26. Ip. 

07138: 056, 


0012050564 Forwards application for SN;1 license to permit receipt, 
possession, insp Sr storage of SNK & associated radioactive 
eiatls Incidental to operation of facility. 

OALE.L.F. Mississippi Power S Light Co. 80/10/01. Ip. 


3012290012 Forwards Amends 6 to CPPR-llB li CPPR-1 19. safety evaluation, 
negative dec laration. EIA t FR notice. 

EISEt/HUT. D, 0, Division of Licensing, BO/ 10/29. 4pp. 07330:257. 


— 3012290013 Amends 6 to CPPR-llB t CPPR-l 19. add ing South MS Electric 
Pavier Association as co-owner of facilities, 

EfSEWHUr. D. G. Division of Licensing. BO/10/29. 2pp. 07330:261. 


--3012290015 Safety evaluation supporting Amends 6 to CPPfi-llB 6 

cppn-119. 

TEDESCO. R. L. Assistant Director for LieenBing. 80/10/29. Bpp 
07330:263. 


— BOl 20306 ‘06 F orwar d s public versions of State of 
of HS. Port 0 i b s orti/C I a i rb orre Ccunty emergency 
LA preparedness plan for emergency operations 
i State of LA. Tensas County emergency plan. 
1100600111/. J. P, Kississippl Power i Light Co 
07108:057. 


HS emergency plan. State 
plan. State of 
Annei J. App 7 

BO/tl/20. 2pp. 


— 801203061S Public version of State of HS. emergency operations plan. Vol 
5. "Radiological E.mergency Plan ' 

a Mississippi. Stats of 80/06/20. lOOpp. 07183:131. 


— -80120S0620 Public version of State of HS. Port Ci bsen/Clai borne County 
eme.'gercy operation plan. Annei If. "Radiological Emergency 
Plan. " 

• Claiborne County. 113 s Affiliation Unknown. 80/11/20. 6Spp. 
07183:340. 


— BQ12290O18 EIA supporting Aoends 6 to CPPR-llB & CPPR-tl9. 
a Division of Licensing. CO/10/29. 2pp. 07330:271. 


— 8012030633 Public version of Revision 2 to State of LA. preparedness 
plan for emergency opei a t ions, Annei J.App 7> "Peacetime 
Radiological Response Plan." 

4 Louisiana, State of. 80/04/30. 53pp. 07184: 040. 


--B012290019 Negative declaration re Atend 6 to CPPR-HB & CPPR-l 19. 
HIRACLIA. F. J. Licensing Branch 3 00/10/39. 2pp. 07330:273. 


— 3012290022 Notice of issuance of A.monds 6 to CPPfl-l 10 6 CPPR-l 19. 
HIRAGLIAi F. J. Licensing Branch 3. 80/10/29. 2pp. 07330:275. 


8012160030 Ltr to operating plant liccnsees.OL applicants li CP holders. 
Forwards NUREG-0737 re THI action plan rettuirements. Requests 
operating reactor licenseo confirmation in 43 days that 
Enel 1 implEmantation dates will bo .ret. 

EISEIIHUT. D. G. Division of Licensing. BO/10/31. 7pp. 


BO12iiy035B Ltr to all CP OL holders for Dlfrls re requirement for 
1 mp 1 e.Tienta ti on of ODYN code for licensing basis calculations 
parformed by CE. App 1 icable to all license applications fc 
proposed amondsi inc tud ing core reloads. 

EtSEKHUTi D. 0. Division of Licensing. GO/ 11/04. 4pp. 


— 8012083646 Public vorsian of State cf L.Ai Tensas Parish radiological 
emergency implementing plan. 

■* Affiliation Uniciiotun. 00/04/30, 60pp. 07164:190. 


SO12O90713 Releases public 'version of util revised eraergency plan. 
FELTON. J. 11 Division of Rules and Records 80/11/28. Ip. 
07187: 106 


— 80120B372I Foruards public version of revised emergency plan. Bection 
13.3 of FSAR will be revised 

fICCAUCHV, J. P. Mississippi Pouior t Light Co 00/11/20. Ip. 

07187: lOa 


— 001200-3727 Public version of revised emergency plani to be incorporated 
In Section 13 3 of FEAR. 

e Mississippi Power i Light Co. 80/11/20. 25Qpp, 07187:109. 


ft. Utility Final Safety Analysis Report (FSAHl i; amends 


a0tl20C364 Forwards Amend 44 to application for OLsi consisting of 
responses to NRC quest i e nsi mi see t laneous ref inesients of 
design info i revised hydrodynamic response spectra as 
required. Overs i le drauinys end. 

MCOAUGHV. J, P. Mississippi Power L Light Co. GO/lt/26. 2pp. 


8012030691 Forwards major casework milestones for DL review based on 
current Qevill schedul es. Requests notification of Inability 
to meet schedule 6 list of reviewers by 801123. 

TEDESCO.R.L Assistant Director for Licensing. BO/ll/lB. 4pp. 
07196: 123. 


8012300332 Confirms NRC 810105-09 visit to site re prelininary 
evaluation of control room. Prel Iminary human factors 
assessment to be forwarded 6 addl info supplied prior to 
visit. 

MARTORErJ. A Licensing Branch 3, 80/12/04. App. 07359:001. 


8012160277 Describes hydrogen control program' p Ians for Implenientation 
It preliminary conclusions resulting from evaluations' per NRC 
801030 request. 

MCGAUCHY. J. P. Mississippi Po'jier I Light Co. 80/12/09. 7pp. 

07263: 14B, 


8012240230 Forwards draft Tech Specs for facility. Enel available in 
Central Files only. 

DALEiL F. Mississippi Power t Light Co, 80/12/15. 2pp. 07340:001. 


C. Utility Environmental Report (ER>a amends It correspondence 


8012030718 Requests addl info in order to complete facility environ 
review i: to satisfy NEPA requirements. Requests util amend 
environ rept to reflect responses to end request. 

TEDESCO.R.L Assistant Director for Licensing. 80/11/20. 3pp. 
07196; 144. 


B0I20'20449 Forwards clarified responses to environ rept Questions 
3SO. 9— 350. 12 re socioeconomic impact L initial response to 
Questions 451.1iParts 112 re air quality. Enel responses 
will appear as Amend 5 to final environ rept. 

OALE.L F. Mississippi Power 4 Light Co. 80/11/26. 9pp. 07148:247. 


--8011230067 Amend’ 44 to application far OLs. responding to NRC questions 
re FSAR 6 ml sc e I 1 anoau s rofinemrnts of dosign info. 

MCCAyGHV. J. P. Mississippi Power I i.iybt Co. 80/11/20. 2pp. 


8012160497 Forward* affi-ievit of sve on distribution of Amend 44 to 
FSAR per 7G0627 ltr 

DALF.L F. Mississippi Power i Light Co. 80/12/06. 2pp. 07263:057. 


O, Inspection reports. IE DollctlMs 4 correspondenCB 


8012090505 Forwards IF Imp Rept 5C-416/B0-21 on 800901-30. No 
nonccnpl lance noted. 

LEUig. R, C. Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/10/22. 2pp. 07206, 196. 


— 0012090510 IE Insp Rept 50-416/00-21 on 800901-30. No none omp 1 ianee 
noted. Major areas i nip e c ted. preoperat iona 1 test procedure & 
fuel storage license 

WAONERi A G Region S- Atlanta. Office of the Director. 

KELLOOS'P. J, Region 3- AtUnta< Fuel Facility 4 Materials Safety 
Branch. 80/10/22. 5pp. 07306: 190. 


8012160033 Forwards JE rnfa Notice 80-37. "Containment Cooler Leaks tt 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
rasp OP sc required:. 

0 'REILLV, J. P. Region 2. Adsnta. Office of the Director. BO/tO/24. 
Ip. 07261 : 175. 
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iOI2l70i90 F 5 '-,;ar,l 5 vJijr.p 1 3 tp It rjullet;ir 79-013. "Environ 
Oust i IT 1 cat I on of Cl.iit !E £.('•■ i p roll t ' No yritten response 
requ irsil 

O'REILlV. J. p 'iogipii -H. lanta. nffice of the Director, 90/10/24 
Ip 0/269,306, 


— 60121102^7 IE Insp Kept 50-4)6/30*18 on GC0Q04-29. None amp 1 i anc e noted 
failure to control welding electrodes 

U.*.GN:ER. A, 0 Region 2. Atlanta. Office of tfie Director, 

KPLLOCO.P.J Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/09/13 6 pp 07223: 1*74, 


S012iac;06 Poruardi IE Irfc Notice 80-39, "(la 1 func 1 1 on of Solenoid 
Valves llfg b'j Valcor Engineering Cerp. ' No written response 
IS required, 

O'REILLY, J.P Region 2- Atlanta. Office of the Director BO/lO/31 
Ip 03791; 163 


8012180092 Act receipt of 801106 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/80*80 4 
50-417/60-13 

MURPHY. C. E Region 2. Atlanta, Reactor Construction 4; Engineering 
Suppo.'t Branch. 80/12/04. Ip 03791: IK9. 


S012S3C043 F'or.wai'ds IE Circ.jJar eO-r.T, "Potential Defects In Beloit 
Power Sgs Emergency Ge nsr a t .or f " Mo written response 
required 

O'REILLY, J. P. Region J. Atlanta, Office of the Director. ao/IO/31 
Ip. 07311:233. 


6012160027 Forwards IE Insp Repts 50-416/80-23 S0-417/B0-14 on 

801007-10. Mo I'cnconp 1 i .Slice noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction i Engineering 
Support Branch SO/ll/OB 2pp. 07263 014, 


--Q012160035 IE Insp iVepts 50-4)6/60-23 4 50-417/60-14 on 801007-10. No 
noncompl )ance noted Shajur areas i nspac ted: storage, 
housekeeping, fol lauup of inspector identified items £< 
licensee ideiitified items 

VAMDDQRIL P K Re.jion 2, Atlanta. Office of the Director. 

DRYAMT.J C Regi.jn 2, Atla.ita. Reactor Construction i Engineering 
Support Branch 80/ 10/30 5pp. 07263:016 


B012UO72V Forwards IF. Bulletin 90-21, “Valve Yokes Supplied hg Malcolm 
Foundi'g Co. Inc Written response required, 

Q'REILLY.J P. Region 2. Atlanta. Office of the Director. 80/11/06 
Ip. 07225:219. 


--60181S0103 Responds to NRC 601009 Itr re violations noted In IE Insp 
Repts 50-416/80-20 4 50-4 1 7/00- 1 3. C or r oe t i ve ac t i ons : aud 1 1 
checklist corrected 4 training session held to review 
criteria for welds on components of different diameters. 

MCOAUOHV.J P. Mississippi Power I Light Co. 00/11/06. 3pp. 

03791 : 190. 


--8012180106 Forwards IE Insp Repts 50-416/80-20 i 80-417/a0“13 on 
800310-22 4: notice of violation, 

I'.URPHV. C.E Region 2, Atlanta, Reactor Construction t Engineering 
Support Branch. 80/10/09, 2pp. 03791 : 193. 


--8012100110 Notice of violation from insp on 600818-22. 

• Region 2, Atlanta. Office of the Director. 80/10/08. 2pp. 
03791 : 197. 


--B012I9011B IE Insp Repts 50-416/80-20 4 50-417/80-13 on 800810-22. 
Muncomp 1 iance no ted : Inadequate audit preparation & revieui 
failure to establish adequate visual Insp measures & matls 
Issuance w/o author! lat ion. , 

BLAF.E, U. U. , ECQNOM08, N , KLEINSQROE, N P. Region 2, Atlanta. Office 
of the Director. 80/10/08, I3pp, 03791:199. 


8012030329 Forwards IE Info Nntice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depies sur i t at i or “ No written response required. 

□ 'REILLY, J. P. Region 2 Atlanta, Office of the Director 80/11/07 
ip 07149 358 


8012090200 Forwards IF Info Notice 80-41, “Failure of Swing Check 
Valve in Decay Heat Remnva) 3 at Davis Basse Unit I, " No 
response required 

O'PtlLLV. J. P. Region 2, Atlanta, Office of the Director 80/11/10 
Ip. 07152:264. 


S012040199 Forwards If. Bulletin 00-23 "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpoufit associated w/correc t ) va actions 

O'REILLY. J.P Region S< Atlanta, Office of the Director. 80/11/14 
Ip. 07158 111 


801«.03v041 Feruards IF. Bulletin 80-24, 'Prevention of Damage Due to 
Water Leakage Inside Cc.ntainment, " No written response 
required. 

Q'REILLY.J P Region 2, Atlanta. Office of the Director. 80/11/21. 


8012050655 Forwards Inf.j Notice 80-4S. "Effect of Radiation on 
Hydraulic Snubber Fluil " No written response required. 

0 'REILI Y, J. P, Region 4'. Atlanta. Office of the Director. 80/11/24. 


S01217‘33S4 Forwards IE Info Notice 80-29, Sup pi I, "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

0'RE11.JV,J P Region 2, Atlanta. Office of the Director 80/11/26 
Ip 07269:014. ‘•'•so. 


S, Reportable occurrences. L.ERs 4 related correspondence 


8012090568 Part 21 final rept re defective control transformer used at 
circuit breaker in motor control ctr which supplies power to 
motor operated valve. first reported on 00071 1. Fal led 
transformer has bean rep laced, liic ident was Isolated ease. 

MCOAUSHYi J. P. Mississippi Power 4 Light Co. 80/11/20. 2pp. 

07204: 130. 


8012100541 Interim deficiency rept re reactor recirculation pump hanger 
conponenti first reported on 801027. 1 nvest Igat ion has not 
identified conditions reportable under lOCFRSO. 55e or 
10CFfl2l, Final rept due by 810304. 

MCOAUOHY, J, P. Mississippi Power 4 Light Co. 80/11/24. 2pp, 

07220: 1 17, 


8012150011 Part 21 rept re defective ITT Grlnnell recirculation pump 
hanger co-mponent s, in 1 1 ia 1 ly reported on 801027. Cause 
undetermined Supp 1 ier info will be evaluated in final 
deficiency rept by 810304 

MCOAUGHV, J. P. Mississippi Power 4 Light Co. 80/11/24. 5pp. 

07241: 064. 


8012090259 Interim deficiency rept advising that OAR F— 227 has been 
upgraded to HCAR 4 deficiency being tracked by MCAR-tOO, 

MCOAUGHV, J.P Mississippi Power 4 Light Co. 80/11/25. Ip. 

07201: 145, 


6012150253 Part 21 rept re defective h9P-2 carbon filters supplied by 
Fan- Co. Caused by faulty freon inyeetion equipment. 

Corrective actions will be reported by 810610, pending 
receipt of addl info from supplier. 

MCGAUGHYi J. P. Mississippi Power 4 Light Co. 80/11/25. 4pp. 

07187: 001. 


8012110228 Ack recejpfc of 801013 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-416/80-10, 

LEUISiR.C. Region 2. Atlanta, Reactor Operations Nuclear Soooort 
Branch. 80/15/28 Ip. 07223,168. 


601211023? Resp-onds to NRC 600918 Itr re violations noted in IE Insp 
Rept 50-416/80-18, Correct ive a; t i ons- el ec trodes discarded 4 
unafircunce^ ^i}o] bo* insp ef Porr^ed. 

KCGA'JOHV. J. P, Mississippi Power 4 Light Co, 80/10/13 Bnn 
0753a. IBO • 


'6012110246 Forwards IE Insp Rept 50-416/00-10 on 800804-29 4 notice of 
violation 

LEUISiR.C. Region 2 , Atlanta, Reactor Operations Nuclear Suoeort 
Branch. 80/09/18. 2pp 07223; I9i. 


8012110250 Notice of viplatior, fro,"! insp on 600004-29. 

a Region 2. Atlanta, Office of the Director. 80/09/18 Id 


8012090246 Fifth interim deficiency rept re defective Topai Inverter 
Modal GZ, used on equipment supplied by GE. Cause associated 
w/transient signal fai lure Supp 1 i er will make mods to 
product. Final rept to bo submitted by 810325. 

MCOAUGHV, J. r», Mississippi Power 4 Light Co. 80/12/01, 4pp. 
07107:001. 


6012100343 Siith interim deficiency rept re inadequate circuit 
separation initially reported on 800323. Corrective actions 
include:uire redress ing, eondui t installation 4. wire 
r el oca t ion. Final rept to be submitted by S10610. 

MCGAU'GKY, J. P. Mississippi Po'wer 4 Light Co. 80/12/01, 3pp, 
07107:001, 


6012300098 Part 21 rept re installation of fire dampers in ventilation 
sys w/o sufficient drawings or procedures, ini t la 1 ly reported 
on 801103. Stop work notice issued on 801030. Safety 
evaluation underway. 

MCOAUGHV, J, P Mississippi Power 4 Light Co. 00/12/03. 3pp. 

07356: 207, 
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8012170304 Part 51 rept re lease uire terminations on Potter t> 
Brumfield AtlP tgpe relags used in I'iSIV leakage control sgs 
pane 1 s> ini t ial Ig reported on BOi 104 Cons true tor evaluation 
op OE rept eipacted bg GlOSO^i. 

KCOAWSHy. J. P. Mississippi Poaer i. Light Co. 00/12/04, 3pp, 
072d>e: 324. 


801224003? Part 21 rept re reactor protection sgs fleiible conduit 
defect causing hot shorts if improperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces uihere termination modules are mounted. 

SHERUOaD. G 0. General Electric Co. 00/12/03. 3pp. 


8012170429 Final deficieneg rep t • or 1 g ina 11 g submitted 800441ire 
improper Installation of high pressure core sprag diesel 
generator pane I s. Concrete eipa.ssion anchors being added to 
Strengthen mount ing . Vendor dra'jings lol 1 1 be revised, 

KCOAUOHVi J. P. Mississippi Power it Light Co. 80/12/10. 2pp. 
07269: 348. 


8012160281 Final deficieneg report re feeduater pipe bend belou design 
min wall th it kness. or i g inal ly reported 000709, Pipet supp 1 i ed 
bg' TX Pipe Bendingi appears to be isolated case. Defective 
pipe ipaol removed k returned to vendor. 

KCOAUGHV. J. P. Mississippi Peuer b Light Co. 00/12/11. 2pp. 

07248; 249. 


8012190927 Interim Deficieneg Rept 1 re electrical wiring problem in 
Siia 3 starters supplied bg itloe kner-Moel ler. Archl tec t/ 
engineer Is evaluating condition to determine extent of 
probletti i. preventative action. 

MC0AU9HY. J.P. Mississippi Po'wer Light Co, 00/12/11. 2pp. 
07274; 003. 


S0I223042? Deficieneg Rept 3 re unqualified Insulation repairs in 
Roekbestos supplied 600 V cab 1 e. Qua 1 1 f lea t Ion tests to be 
pepfOi'iBed to demonstrate accop tab i 1 1 tg of repa irs. Final 
repb to be provided bg 810224. 

KCOAUGHV. J. P. Mississippi Power b Light Co. 80/12/16. 3pp. 

07318: 269. 

L 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. AppHeation/constructiou stage documents k correspondence 


8012290012 Forwards Amends 6 to CPPR-110 k CPPR-l 19, saf e tg evaluation, 
negative dec larat ion, EIA k FR notice, 

etSEIlHUT. D. 0. Division of Licensing. 80/10/29. 4pp. 07330:287. 


—8012290013 Amends 6 to CPPR-l 18 k CPPR-l 19, add Ing South MB Electric 
Power Association as co-ounei of facilities. 

EI6ENHUT. D, G. Division of Licensing, 80/10/29, 2pp, 07330:261. 


— 601229001S SaPetg evaluation supporting Amends 6 to CPPR-liB k 
CPPR-l 19. 

TEDESCO.H. L. Assistant Director for Licensing. 80/10/29. 0pp. 
07330; 263 


■0012290018 EtA supporting Amends 6 to CPPR-llB t< CPPR-119, 
* Olvielon of Licensing, 80/10/29. 2pp. 07330:271. 


--0012290019 Negative declaration re Amend 6 to CPPR-110 ii CPPR-119. 
MIRAOLIA, F. 0. Licensing Branch 3 00/10/29. 2pp. 07330:273. 


•0012290022 Notice of issuance of Amends 6 to CPPR-llS k CPPR-119, 
KIRASLIA.F. J. Licensing Branch 3. 80/10/29. 2pp. 07330:275. 


8012160050 Ltr to operating plant licanseesiOL applicants 6. CP holders. 
Foruiards MUREG-0737 re TMI action plan requirements. Requests 
operating reactor licensee carif irimat ion in 45 dags that 
Enel 1 Implementation dotes will be met. 

EISEriKUTi D. 0. Division of Licensing. 00/10/31. 7pp. 


80122203 58 Ltr to all CP t 01. holders for BWRs re requirement for 
iibplementatlon of ODYN code for licensing basis calculations 
performed bg OE. Applicable to all license applications b 
proposed amends, including core reloads. 

EISENHUT, D, 0. Division of Licensing. 80/11/04. 4pp. 


8011280064 Forwards Amend 44 to application for OLs, consisting of 
responses to MRC questions, mlscel laneous refinements of 
design info k. revised hgdrodgnamic response spectra as 
r equlr ad. Overs 1 le drawings and. 

UCOAUGHY, d. P. Mississippi Power b. Light Co. 00/11/26. 2pp. 


■001128 0067 Amend 44 to application for OLs, responding to NRC questions 
re FBAR k miscellaneous refinements of design info, 

KCOAUOHY, d. P. Mississippi Power k Light Co. 80/11/20. 2pp. 


8012300332 Confirms NRC 810105—09 visit to site re prelininarg 
evaluation of control room Preliminary human factors 
assess'nent to bo f or'warded k addi info supplied prior to 
visit. 

MARTORE, J A Licensing Branch 3, 80/12/04 6pp. 07359:001. 


a0l2160?77 Describes hydrogen control p rogram. p 1 ans for implementation 
k pre 1 ini na'Mj conclusions resulting from eva I uati ons , per NRC 
801030 request. 

MCGAUOHV, d P. Mississirpi Power b. Light Co. 00/12/09, 7pp. 

07263: 148. 


C Utility E n V i r onme n ta 1 Repiprt iERl, amends k correspondence 


8012080718 Requests addl info in order to complete facility environ 
revie'j L to satisfy NEPA requ i remen ts. Requests util amend 
environ rept to reflect responses to and request. 

TEOESCO,n.L Assistant Director for Licensing. 80/11/20. 3pp. 
07196- 144. 


8012020449 Forwards clarified responses to environ rept Questions 
350,9-359. 12 re see i oec c-nomi c impact t initial response to 
Questions 451 I, Farts I 1; 2 re air quality. Enel responses 
will appear as Amend S to firal environ rept 

DALE, L, F, Mississippi Power k Light Co. 80/11/26. 9pp. 07148:247. 


8012300439 Forwards preliinlnarg responses to NRC Questions 371.07, 
340.22 4, 340.23 re plant sve water radial wells. Borne . 
changes ffag appear in final version to be included in 
Amend 9 to environ rept, 

DALE,L F. Mississippi Power 4: Light Co. 00/12/19. I16pp. 


F, Security, medical, emerjeneg i; fire protection plans 


8012000592 Releases public versions of state k local emergency plans. 
FELTON, J. 11. Division of Rules and Records. 00/11/26. Ip. 

07180: 056. 


--8012000606 For'i'ards public versions of Stete of MB emergency plan, State 
of MSiPort G 1 b son /C 1 a 1 r borne County emergency plan, State of 
LA preparedness plan for emergency operations Anner d«App 7 
4: State of LA, Tensas County emergency plan. 

MCOAUQHV, d, P, Mississippi Power I Light Co, 80/11/20. 2pp. 

07108; 057. 


— 0O12O0O6IS Public version of State of MSiemergency operations pIan>Vol 
9, "Radiological Emergency Plan ’ 

■* Mississippi, State of. 80/06/2-0, IC'Opp. 07163:131, 


•9012030620 Public version of State of MS, Port Gibson/Clalborne County 
emeegeneg operation plan,Annei N, "Radiological Emergency 
Plan, " 

a Claiborne County. MS ^ Aff i I ia fei On Unknown, 80/11/20. 62pp. 

07183; 340, 


— 80120S063S Public version of Revision 2 to State of LA, preparedness 
plan for emergency op erat 1 one, Anne i d,App 7, ’'Peacetime 
Radiolcgical Response Plan." 

■* Louisiana, Slate cf, 80/04/30, 53pp. 07184:040. 

—^12080646 Public version of State of LA.Tensai Parlih radiological 
emergency imp I ement i rg plan. 

* Af f 1 1 ia t ion Unknown 60/04/30. 60pp, 07184; 190. 


8012030713 Releases public veriton of util revised emergency plan. 
FELTON, J. 11. Division of Rules and Records 00/11/28. tp. 
07107: 106. 


--0012030731 Forwards public version of revised emergency plan. Section 
13,3 of FSAR will be revised. 

MCOAUOHi' I J, P . Mississippi Power k Light Co, 80/11/20. Ip. 

07107- 108 


--8012030727 Public version of revised emergency plan. to be incorporated 
in Section 13.3 of FEAR. 

■* Mississippi Power 4. Light Co 00/11/20 250pp. 07107:109. 


K. Utility Final Safety Analysis Report (FSAR) k amends 


8012160497 Forwards affidavit of sve on distribution of Amend 44 to 
FSAR per 700627 ltr, 

DALE, L. F. Mississippi Power 4: Light Co. 00/12/00. 2pp. 07263.: 057. 
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DOCKETED ITEMS 


0. Inspscticn reparts> [E Sulleiins i. corresponitenc e 


430121*0033 Forwards IE Info Notice SO-37, "Con feai omen t Coaler Leals & 
Reactor Cavity Flooding At Indian Point Unit a." No written 
response required. 

□ 'HEILLY. J. P. Region 2. Atlanta^ affico of the Director 00/10/24 

Ip. 07251; 175. 


601217*270 Forwards Suppl 3 to IE Bulletin 79-OlB. “Environ 
Oua 1 1 f Icat i on of Class IE EquipiTient. ^ No uritten response 
requ i red. 

a 'REILLYi J. P, Region 3, Atlantai Office of the Director. BO/10/24 
Ip. 07260:306. 


GO121BOO06 Forwards IE Info Notice BO-39, "Half unction of Solenoid 
Valves Mfg by ValeO'r Engineering Corp ■’ No uritten response 
is required 

O'HEIILY. J. P Region 2> Atlanta, Office of the Director. 80/10/31 

tp. 03791:153. lurai. 


~f]012180i06 Forwards IE Insp flepts 
309810-22 It notice of violation. 
3VJRPHY,C.E. Region 2- Atlanta, 
Support Branch. 00/10/09. 2pp. 


S0-415/B0-20 fc 50-417/30-13 on 

Reactor Oonstruction & Engineering 
03791:195. 


--B0 12100110 Noti c e of violation 
■* Region 2, Atlanta, Office 
03791: 197. 


fron insp on 800818-22, 
of the Director. BO/tO/03. 


2pp. 


—8012100118 IE Insp Repts 50-415/80-20 & 50-417/80-13 on 800818-22. 
Nonconpl lance noted : f nad equa te audit proparntion 5 review, 
failure to establish adequate visual insp measures b matls 
i'SSuance ui/o author i ta^ion. 

BLAitE.J. J. , ECONOhsoS, N. , KLEINSOROE, M. P. Region 2. Atlanta. Office 
of the Director. 00/10/08. I3pp. 03791 : 199 . 


S. Reportable occurrences, LERs b related correspondence 


8012.430042 Foruartfs IE Circular 00-23. "Potential Defects in Beloit 
Power Sgs Emergency Generators. “ No written response 
required. 

O'REILLY, J, P. Region 3. Atlanta, Office of the Director. 80/10/31, 
Ip. 07311:233. 


8012090560 Part 21 final rept re defective control transformer used at 
circuit breaker in motor control ctr which supplies power to 
motor operated valve, first reported on 800711. Failed 
transformer has been replaced. Incident was isolated case. 

** Mississippi Power & Light Co. 80/11/20. 2pp, 

07304: 130. 


8012160027 Forwards IE Insp Rqp ts 50-416/80-23 & 50-417/00-14 on 
801007— 10. No noriconp 1 ianc« noted. 

HVRPHV.C.E. Region 2, Atlanta. Reactor Construction te Eng Ineerlng 
Support Branch. 80/11/03. 2pp. 07253.014. 


—8012160035 IE Insp Repts 50-416/80-23 & 50-417/B0-14 on 601007-10. No 
nancompl lance noted. Major areas inspected : stor age. 
hauseteeping. followup of inspector identified items & 
licensee Identified items. 

VAhSDOOSW. P. K. Region 2, Atlanta, Office of the Director. 

BRYANT. J.C. Region 2, Atlanta. Reactor Construction (< Engineering 
Support Branch 60/10/30. 5pp. 07263:016. 


8012110727 Forwards IE Bulletin 80-21, ‘Valve Voles Supplied 
Foundi'y Co, Inc. “ Ifritten response required. 

D'REILLV, J, P. Region 2. Atlanta, affice of the Director 
Ip. 07225:219. 


by Hatcolrs 
00/11/06. 


hanger components, ini tial ly reported on 801027. Cause 
undetermined. Supplier info will be evaluated in final 
deficiency rept by B10304. 

07241^^064'^'*” Mississippi Power b Light Co. 89/11/24. 


Spp. 


8012090759 Interim deficiency rept advising that OAR F~3k7 
upgraded to MCAR b deficiency being tracted by KCAR-tOO. 
MCOAUSHY. J, P. Mississippi Power b Light Co. 80/11/25 
07201: 145. 


has been 


ip- 


0012150253 Part 21 rept re defective NPP-2 carbon filters 
Farr Co. Caused by faulty freon injection equipment. 
Corrective actions will be reported by 810610, pending 
receipt of addl info from supplier. 

MCGAUOHV, J. P. Mississippi Power t, Light Co. 80/11/25. 


supplied by 


4pp. 


8012030329 Forwards IE Info Notice 00-40, “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiation. " No written response required. 

0 'REILLY, J, P. Region 2. Atlanta, Office of the Director. 00/11/07 
Ip. 07149;3S8, 


8012000200 Forwards IE Info Notice 80-41, "Failure of Swing Check 
Valve in Decay Heat Remov.al Sys at Davis Besse Unit 1. " No 
response req,tjire<f. 

O'REILLY. J. P. Region 2^ Atlanta. Office of the Dirsetor. 80/11/10 
Ip. 07102: 2A4. 


801^40199 Forwards IE Bulletin 00-23. "Failures of Belenoid 
Mrg by Valcor Engineering Corp, " Requires estirsate of 
manpower associated u/corrective actions. 

O 'REILLY. J. P. Region 2, Atlanta, Office of the Director 
tp. 07158:111. 


Valves 

80/11/14. 


8012059041 Forwards IE Bulletin 00-24, -Prevention of Damage Due to 
Mater Leakage Inside Containment. " No written response 
required. 

a'RElLt V, of. P, Region 2, Atlanta, Office of the Director. BO/11/21. 
Ip. 07173-:09A. 


■0012050655 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. ’ No written response required. 

□ •REILLY. J. P Region 2. Atlanta, Office of the Director. 80/11/24. 
Ip. 07174:119. 


0Ot2O9Oc.46 Fifth interim deficiency rept re defective Topa* Inverter 
Model GZ.used on equipment supplied by GE. Cause associated 
u/transient signal fal lure. Supp Her will (cake (nods to 
product. Final rept to be submitted by 810325. 

Mississippi Power b Light Co. BO/12/01. 4pp. 

0/£b7 : 001 . 


6012100543 Sicth interim deficiency rept re inadequate circuit 
separation initially reported on 800323. Corrective actions 
lnclude:wlre redressing, eondui t installation 4 wire 
relocation. Final rept to be submitted by 810610. 

^ Mississippi Power 4 Light Co, 80/12/01. Spa. 

07187; OOl. 


rare pept 


X- 4 . »ns«aiAavion Of fire danpers in ventilation 

sys uf/o suf-ficient drawings or proceduresd initial lu poported 
on 801103 Stop work notice issued on 801030. Safety 
eva 1 cation underway. 

MCOAUGHY. J, P. Mississippi Power 4 Light Co. 80/12/03. 3bp. 

073 &A : 207. ^ ^ 


8012170304 Part 21 rept re loose wire ternlnations on Potter 4 
Brumfield AMF type relays used In I13IV leakage control sys 
panels. Initially reported on 801 104. Cons tructor evaluation 
of CE rept expected by 810206. 

MCOAUSHY. J, P. Mississippi Power 4 Light Co. 80/12/04. 3oo. 
07268:324. 


8012170354 FaTuards IE Info 
Terry . Turbine Steam Inlet 
required. 

O'REILLY, J.P. Region 2, 
Ip. 07269:014. 


Notice 80-29, Suppl 1, “Brolen Studs on 
Flange. “ Nd written response 

Atlanta, Office of the Director. 80/11/26, 


8U12240DB9 fart 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination nodules are mounted. 

BHERbiOOD, 0. 0. General Electric Co. 80/12/08. 3pp. 


of 801 106 Itr informing NRC of steps taken t 
noted in IE Insp Repts 50-416/80-20 & 

50-417/80-13. 

***^ = *“’‘ Construction 4 Engineerln 
Support Branch, 80/12/04. Ip. 03791:109. 


0012170429 Final deficiency rept. erlginally submitted 800441, re 
improper installation of high pressure core spray diesel 
generator panels. Concrete expansion anchors being added to 
strengthen mounting. Vendor drawings will be revised. 

MC0AU3HV, J. P, Mississippi Power 4 Light Co. B0/I2/I0. 2aD 
072^*9:349. 


-B012IB01M R«Ponds to NRC 801007 Itr re violations noted in IE Insp 
Z *= 30-«t7/eo-13. Corrective ac tlons: aud i t 

CA6Ckli$t corrected & training session held to review 

welds on components of different diameters. 

^ Mississippi Power 4 Light Co. 80/11/06. Spp. 
V3/“lJ ItO, ^ 


rinai deficiency report re feedwater pipe bend below design 
min wall thickness, orig Inally reported 800709. Pipe, supplied 
by Til Pipe Bending, appears to bo isolated cose. Defective 
pipe spool removed 4 returned to vendor. 

MCOAUSHY, J. P. Mississippi Power 4 Light Co. 89/12/11. gee 
07248: 249. 
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6012190537 Intepi<n Defitiency Rept 1 re electrical wiring problem in 
Sire 3 starters supplied by KIockner-Moell er. Arch itoct/ 
engineer is evaluating condition to determine oitent of 
problem t preventative action. 

MCOAUBHY. J. P. Mississippi Power t> Light Co. BO/iS/ll. Spo 

07274:003. 

\ 

6012230429 Deficiency Rept 3 re unqualified Insulation repairs in 
Rockbestos supplied 600 V cab le. Qual if icat ion teats to be 
perfornied to demonstrate acceptabi 1 i ty of repairs. Final 
rept to be provided by 010324. 

HCOAUOHYi J. P. Mississippi Power {< Light Co. 00/12/16 3dd 


DOCKEI 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 
A. App tieation/construction stage documents i correspondence 


£ 


3012030/07 Forwards IE Info Notice 00-40. ’•E.cessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i jati an " No written response required. 

GRIER, B.H. Region 1. Philadelphia. Office of the Director. 
00/11/07. Ip. 07150:207. 


0O12OBO474 Forwards IE Info Notice 80-41, ‘'Failgre of Suing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit I ‘'No 
response requ ired. 

GRIER, B.H. Region 1. Philadelphia, Office of the Directnr 
ao/lt/IO. Ip. 07102: 330 


801204CD92 Forwards IE Bulletin 00-23, “Failures of SoUnoid Valves 
Mfg by Valcor Engineering Corp. " Requires esttr:ate of 
manfiouer a^s-aciatsd u/correct i lac^ions. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
80/11/14. Ip, 07157; 333 


B012160030 Ltr to operating plant licensees, OL applicants b CP holders. 
Forwards NUREG-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel t Implenentation dates will be met. 

EISEifiHUT, 0. 0. Division of Licensing. 80/10/31, 7pp, 


6012220616 Advises that written response is required to IE Bulletin 
80-23. “Failures of Solenoid Valves Hfg by Valcor 
Englneerlrig Corp. First paragraph erroneously stated no 
written response required. 

GRIER, B.H. Region I, Philadelphia, Office of the Director 
80/1 1/19. 1 p , 07308: 350. 


80122204Q5 Responds to 800911 memo requesting that Ofc of Nuclear 
•Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site condl tlons. Forwards 
results of IE survey. 

DENTON. H, R. Office of Nuclear Reactor Regulation, Director 
60/12/04. 3pp. 


8012040599 Forwards IE Bulletin BO-24, '•Prevention of Damage Due to 
Water Leakage Inside Cem tai nmen t. ' Ho written response 
required. 

GRIER, B.H. Region I, Philadelphia, Office of the Director 
BO/ll/21, 2pp. 07165:201. 


"8012220506 Forwards tabulation fc summary of IE survey on low level 
waste at 31 reactors. Lou level waste storage facilities 
have been eipandod at 37X of reactors surveyed ij/71X 
planning or considering increasing storage capacity. 

BANOART.R, L, Effluent Treatment Systems Branch. BO/tl/06. Bpp. 


F. Security, medical, emergency & fire protection plans 


8012040166 Public version of "Independent Assessment of Evacuation 
FES^* Millstone Nuclear Power Plant,” Vol 8, prepared for 

COSBY.O.C., SHEPPARD, H, V. , L AM AON A, F. Hi Ibur Snl th 6 As sociates. 

00/06/30. 72pp. 07161 209. 


801^40065 Forwards public version of "Evacuation Time Assessment of 
Nino Nuclear Power Plants Emergency Planning Zones, " 
eiecutive suinmary. 

FELTOil, d. H. Division of Rules and Records. 80/12/03. Ip. 


•BO120s00B3 Public version of “Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergancy Planning Zones," ececutive 
summary, prepared for FEMA. 

a Wilbur Smith Ic Associates. 00/06/30. 17pp. 


-8012040155 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
1, prepared for FEflA, 

COSBYrJ. C. Wilbur Smith b Associates. 00/06/30. 43pp. 


Q. Inspection reports, IE Bulletins t correspondence 


8012190506 Forwards IE tnsp Rept 50-423/80'07 on 001007-09. No 
noncampl iance noted. 

CiVtLSDN, R. T. Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch. 80/10/24. 2pp. 07207:069. 


■0012190511 IE Insp Rept 50-423/80-0/ on 801007-09. No noncompliance 
noted. Major areas inspected; concrete placement activities 
for Intake structure b activities for installation of rock 
anchors &• shear wall mods in Auclliary bldg. 

U^TTIA, J. C. Region 1, Philadelphia, Reactor Construction b 
Englnaeping Support Branch. FEIL.R. , VARELA. A. Region 1, 
Philadelphia, Office of the Director. 00/10/23. 7pp. 07207:071. 


0012170402 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Clatfdinss" No written response req^uired. 

GRIERrB.H. Region 1, Philadelphia, Office of the Director. 
00/10/30. Ip. 07269:111. 


Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Written response required. 

GRIER.B. H. Region 1. Philadelphia, Office of the Director. 

00/11/06. Ip. 07230:221. 


B0120S0573 Forwards Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

GRIER, B.H. Region I, Philadelphia, Office of the Director 
80/11/24. Ip. 07174: 062. 


DOCKET 50-424 ALVIN H. VOOTLE NUCLEAR PLANT, UNIT I 
A, Applieati on/c onstruc tion stage doegnents b correspondence 


8012160050 Ltr to operating plant licensees, OL applicants fc CP holders. 
Forwards NURE0~0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 inp 1 ementation dates will be net. 

ElBEtJHvJT, D. O Division of Licensing. 80/10/31, 7pp. 

8012020460 Forwards response to BOlOOl ltr re environ qualification 
of safety-related equip.nent. 

EHRENSPERGER, W, Georgia Pcjwer Co. 80/11/24. Ip. 07148:238. 

--8012020462 Responds to BOlOOl ltr re environ qual if icat ion of safety- 
related equipment. Qualification test schedules end 
ANDERSON, T. M, Uostlnghouae Electric Corp. 00/10/31. Boo 
07148:239. 


8012100119 Responds to 790821 Suppl 6 to CP application describing mod 
to plant design, Deletion of containment end bldg b safety 
grade exhaust & rec ire ul ation sys must be considered under 
amend to CP. Decision may be delayed until 010131, 

EtSENHUT, D, 0. Division of Ltcenstrg. 80/12/01. 2pp. 07272:206, 


8012230197 Application for amend to CPPR-lOa b CPPR-109 to reflect mod 
in plant design.Mod would substitute more restrictive 
primary leakage containment for end btdg. Class I b III fees 
L cost/benefit assessment end, 

EHREN5PER0ER, H. Georgia Power Co 80/12/19. 5pp, 07317:027. 


B. Utility Preliminary Safety Analysis Report, amends 


80123102V6 Forwards Suppl 8 to PSAB, submitted as suppl to application 
for CP i OL Suppl consists of revised analysis of 
radiological consequences of postulated LCCA. 

EHRENSPERGERi W. Georgia Power Co, 80/12/30. Ip. 07361:001. 


— 8012310290 Suppl 0 to PSAR. 

EHREMSPERGER, W. Georgia Power Co. 80/18/30. 45pp. 07361:002. 


0. Inspection reports, IE Bulletins L correspondence 


0012090520 Forwards IE Insp Repts 50-424/80-14 b 50-425/00-1+ on 
800915-10, No noneamp I iance noted. 

MURPHY, C. E. Region 8, Atlanta, Reactor Construction b Engineering 
Support Branch. B0/10/8J. Spp. 07206- 209. 
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DOCKETED ITEMS 


- -aOI^O^OSi-i IE Iti4p Rsf, f 5C--i:;4.'ay- 14 t 50-42^/SO-14 on 800915-ia, No 
none or? I iance rotel Kajor aroa; i na p BC ted s true toral 
conci ete- ta-; ■< f I 1 1 ’• prcviouslv identified items 
H'tTHIS. J H Bejion £■ Atlanta. Office of the Director. 

CONLOtl. T E Region 2. Atlanta, Reactor Construction t. Engineering 

Support Drench 30/1C‘.'20. 3pp 07206:211, 


•30121301'99 Foryards IE trfc Notice 60-37. Containment Cooler Leaks ti 
Reactor Cavitg Flooding At Indian Point Unit 2,” Ho uritten 
response required 

OREILLV. UP Region 2 Atlanta, Office of the Director, 80/10/24, 
Ip 07240 283 


5012170290 Fonaards 5uppl 3 to IE Sulletin 79-OlB. "Environ 
Qualification of Clais [E Equipment ' No uritten response 
required. 

0-REl'JV. J.H Region 2. Atlanta. Office of the Director. BO/10/24. 
Ip 07260:311 


0012180234 Foruardi IE Ir.sp Repts 50-424/80-15 U 50-425/80-15 on 
300929-1001 No none omp 1 i ante noted 

MURPHf.C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch. 20/10/28 2pp 03794:035. 


—0012100209 IE Insp Repts 50-424/E0-15 ii 50-425/80-15 on 800929- 1001 . No 
noncoap 1 iance note-d ."lajor areas inspec ted; equipment storagBi 
piping contractor fac i 1 i t ■ es, none onf ormi ng repts U surface 
■uater control. 

Kyrir. II D. . VAHDOORN. p k, Region 2, Atlanta. Office of the 
Director BRYANT. J C. Region 2. Atlanta. Reactor Construction D 
Engineering Support Branch, 80/10/23 3pp, 03794:037, 


DOCKET 50-425 ALVIN W VOQTLE lUUCLEAH PLANT. UNIT 2 


A. App i ica t i on/c ons t r uc t i on stage documents t correspondence 


6012160050 Ltr to operating plant licensees. OL applicants t CP holders. 
Foruards NL'REO-0737 re TNI action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
End 1 implementation dates ul 1 1 be net. 

EISENHUT. D. 0. Division of Licensing. SO/lO/31. 7pp. 


8012020460 Foruards response to 001001 ltr re environ qualification 
of sa f etg-r e I ated equip.-.ont 

EHRENSPEROER.W. Georgia Pouer Co. 00/11/24, Ip, 07t‘tB; S30. 


— 8012020462 Responds to 601001 ltr re environ qual t f ica t ion of safety- 
related equipment. Quallftcati on test schedules ancl. 

ANDERSON. T. (1. Ne s 1 1 ng h ous e Electric Corp. BO/lO/31. 8pp- 
07148:239 


6012180119 Responds to 790821 Suppl 6 to CP application describing (nod 
to plant design. Deletion of containment on cl bldg U safety 
grade exhaust 6 recirculation sys must be considered under 
amend to CP. Decision may be delayed until 810131. 

EIBEMHUT, D. 0. Division of Licensing. 30/12/01. 2pp, 07278:286, 


0012230197 Application for amend to CPPR-lOB & CPPR-109 to reflect (no<f 
in plant design. Mod uould substitute more restrictive 
primary leakage containment for encl bldg. Class I fc. Ill fees 
6: cost/benefit assessment encl. 

EfiRENSPEROER, W, Georg ia Power Co. 00/12/19. 5pp, 07317:027. 


6012180312 F-iruards IE Info Notice 80-38. 'Cracking in Charging Pump 
Casing Cladding " No uritten response required. 

O'REILLY. UP Region 2. Atlanta. Office of the Director. BO/lO/30. 
Ip 03790 126. 


B01217C0I6 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
‘/alves Kfg by Valcor Engineering Corp," No specific action 
or response required, 

OREILIY. J P Region 2, Atlanta. Office of the Director. B0/t0/3l. 
tp 07264 130 


E. Utility Preliminary Safety Analysis Report, amends 


B0123I0296 Forwards Suppl 8 to PSAR. submi t ted as suppl to application 
for CP t OL. Suppl consists of revised analysis of 
radiological consequences of postulated LOCA. 

EHRENSPEROER.W. Georgia Power Co. 00/12/30. Ip. 07361:001. 


— B01231029S Suppl 0 to PSAR. 

EHRENSPEROER.W. Oeorgla Power Co, 00/18/30. 45pp. 07361:002. 


S'jl8530047 Forwards IE Circular 60-23. "Potential Defects in Beloit 
Peuer Sys Emergency Generators. " No uritten response 
requir ed. 

O'REIlLV.J P Region 2, Atlanta. Office of the Director, 30/10/31. 
Ip 07313:234 


6012110/32 Forwards IE Bulletin 80-21. "'/alve foies Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

O'REILLVrJ.P Region 2, Atlanta, Office of the Director. 90/11/06. 

IP 07225,215, 


B012030357 Forwards IE Info Notice 60-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depresiuriiatlon. " No uritten response required. 

O'RtlUV.J.P Region 2. Atlanta, Office of tha Director 00/11/07. 
Ip. 07150:109 


6012080303 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1." No 
response required. 

Q 'REILLV. J. P Region 2, Atlanta. Office of the Director. 80/11/10. 
ip. 07162:200 


5012040SB9 Forwards IE Bulletin 00-23, 'Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpower asscciated w/c arrec t i ve actions, 

Q'REILLV.U, P Region 2- Atlanta. Office of the Director. 80/11/14, 
Ip 07159 10.3. 


8012050043 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." Ho written response 
required 

O'REILLV.J P. Region 2. Atlanta, Office of the Director, SO/ll/21. 


801200002'? Forieards IF. Info Notice 80-42, "Effect of Radiation on 
Hydraulic wt>ubb9r Fluid, ' No written response re<iuifed. 

0 P Region 2. Atlanta. Ot'fice o# th* Director. 0O/il/24. 

vflcZl 1 ^ 9 . 


0. Inspection reports. IE Bulletins 4; correspondence 


8012090520 Forwards IE Insp Repts S0-424/B0-14 k 50-425/00-14 on 
BOO9IS-10. No noncompliance noted. 

MURPHY. C.E, Region 2, Atlanta, Reactor Construction i Engineering 
Support Branch, 00/10/23. 2pp. 07206:209. . 


— 8012090S24 IE Insp Repts 50-424/80-14 U 50-425/80-14 on B00915 -IB.Nd 
none omp 1 lane e noted. Major areas inspec ted: s true tural 
concrete, backfill ft previously Identified 1 terns. 

HARRIS. J.R, Region 2. Atlanta. Office of the Director. 

CONLQN, T.E. Region 2. Atlanta. Reactor Construction b EngineRTing 
Support Branch. 80/10/20, 3pp. 07206:211. 


8012170206 Forwards IE Info Notice 80-37, "Containment Cooler Leaks t< 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 00/10/24. 
Ip. 


8012170298 Forwards Suppl 3 to IE Bulletin 79-OlB, "Environ 
Qualirication of Class IE Equipment, " No wr itten response 
required. 

0 'REILLY. J, P. Region 2- Atlanta. Office of the Director. BO/10/24 
Ip. 07269 311. 




...-r .--r-- -- i « U W-HlSUX OU- 1 U OH 

800929-1001 . No noncomp t iance noted. 

MURPHY.C.E. Region 2, Atlanta. Reactor Construction U Engineertno 
Support Branch. B0/10/2S. 2pp. 03794:033. 


--8012180209 IE Insp Repts 50-424/80-15 t< 50-425/00-15 on 000929-1001 No 
noncorapllance noted. Major areas Inspected: equl pment storage, 
piping contractor f ac 1 1 i ti es , noneonf ormi ng repts J, surface 
water control, 

HUNT, 11.0,, VANDOORN.P.K. Region 2, Atlanta, Office of the 
Director. BRYANT, J.c. Region 2. Atlanta. Reactor Construction ti 
Engineering Svp^orfc Branch. 80/10/28. 3 pp. 03794j037, 


0012170517 Forwards IE Info Notice 80-29, 8uppl 1, "Broken Studs on 
Terr'j Turbine Steam Inlet Flange," No uritten response 
required. 

O'REtLLV. J.p^ Region 2. Atlanta, Office of the Director. 80/11/26. 
IP' 072e9: 109 


cfiTn= Info Notice 80-30, "Cracking in Charging Putnp 

casing Cladding," No written response required, 

^^*03790- 126 ***^'***‘ Office of the Director. 80/10/30. 



DOCKETED ITEMS 


Q012170016 Forwards fF. Int'o Notice 0O-39t ''Ha 1 f on c t i on of Solenoid 
Udlves M #9 bij Valcof Cngineei ing Corp " No specific action 
or response required 

0 'REILLV. J. P. Region S, Atlanta. Office of the Director. B0/!0/3l 

tp 


-QO I SO'f 0293 Requests info re facilities u/active CPs p end i ng> 1 s csnse 
definitions 4 reqo i re, rants for floating nuclear plants. 

OREY, L. fi Affiliation Unknown 00/10/29. tp. 07170: 0i3. 


0: Inspection reports, IE Bulletins L cor resp ondenc 8 


801223004)7 Forwards IE Circular 80-23. "Potential Defects in Gsloit 
Potjer Svs Emergencg Generators," No written response 
required. 

0 'FEILl. V) ■/. P. Region 2. Atlanta. Office of the Director. 80/10/31. 

*P 


Q012160069 Forwards JE Info Kotico 00-37. '‘Contain:iient Cooler Leaks 8< 
Reactor Cavitg Flooding At Indian Point Unit 2.'' No urltten 
response required 

□ 'Rt ILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/24. 
Ip. 07362: 140, 


6012110732 Forwards IE Bulletin 80-2li "UaSve Yokes Supplied bg Halcalir 
Faundrg Co, Inc, ” .Urlttei, response required. 

O'ReiLLY. J, P. Region 2, Atlanta. Office of the Director. QO/lS/06. 
Ip. 


30{2030S57 Forwards IE Info Notice S0-40» "Eiccsslve Nitrogen Soppig 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depress or i lat i on. " No written response required. 

O'REILLViJ. P Region 2. Atlanta, Office of the Director. 30/11/07. 
Ip. 


6012170249 Forwards Suppl 3 to IE Dulletin 79-OlB, "Environ 
Qua I i f i ca t i on of Class IE Equ i potent. " Mo written response 
required. 

O'REILLY, j.P Region 2. Atlanta. Office of the Director. SO/lD/24. 
Ip. 0726B: 216 


S0121B0047 Forwards IE Info Notice 30-30, "CratklTig in Charging Pump 
Casing Cladding. " No written response required. 

O'REILLY, J.P Region 2. Atlanta. Office of the Director. 80/10/30. 
Ip. 03790:094. 


8012080303 Forwards IE Info Notice 30-41. "Failure of Swing Check Value 
In Dscag Heat Rernoual Sys at Davis Resse Unit I. " No 
respansj required. 

0 'REILLY, J. P. Region 2- Atlanta. Office of the Director. 30/11/J0. 
Ip. 


8012040189 Forwards IE Bulletin 00-23. "Failures Q# Solenoid Valves 
M#g bg Valcor Engineering Carp " Requires estimate of 
manpower associated w/corrective actions. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/14. 
Ip. 


G0t20&00'13 Forwards IE Bulletin 00-24, '‘Pr eve'n t i on of Damage Due to 
Water Leakage Inside Ccnta i nmen t . " No written response 
required. 

□ ■'REILLY, J. P, Region 2. Atlanta, Office of the Director. 80/11/21. 
Ip. 07173:101. 


6012180008 Forwards IE Info Notice 00-39, "Halfunction of Bolenold 
Valves lifg bg Valcor Engineering Corp. " No urittaii response 
la required . 

0 'REILLY, J. P. Region 2. Atlanta, Office af the Director. 00/10/31. 
Ip. 03790: 096, 


8012230079 Forwards IE Circular 60-23. "Pote'ntial Defect* in Beloit 
Power Sgs Emergency Generators. " No written response 
required. 

O'REILLY, J.P Region 2. Atlanta. Office of the Director. aO/lO/Sl. 
Ip. 07313: 251 


8012110721 Forwards IE Bulletin 80-21, "Valve Yaks* Supplied by Malcoln 
Foundry Co. Inc. " Written reepense required. 

O'REILLY, J. P. Region 2. /stlanta. Office of the Director. 80/11/06. 
Ip. 07225: 220, 


801S080029 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid.'" No written response required. 

0''RElULYi J. P. Region 2, Atlanta, Office of the Director, 80/11/24. 
Ip- 


8012170517 Forwartfa IE Info Notice 00-29, Buppl I, "DroVen Studs on 
Terry Torblne Steam Inlet Flange." No written response 
requ 1 re d . 

O'REILf. V, J. P. Region 2. Atlanta, Office of the Director. 80/11/26. 
IP 


ODCKET 50-436 ARGENTINA RESEARCH REACTOR 


A App 1 ica t ion./constvuc t Ion stage documents 6 correspondence 


6012030701 Responds to 801023 Itr re C-E applications to ceport 
components for Atucha 1[ nuclear power plant in Argentina. 
Executive Branch review underway when applications were 
withdrawn. Chronoiegy of NRG activity re applications end. 
DinCHS. W, J. Office of the E»«cuti\’S Director for Operations. 
80/11/12 Spp. 


— 8OI2D3O7O0 Responds to 300527 Itr re C-E applications to export 
componants to Atucha [ I power plant in Argent Ine. NRC 
following nuclear-related developments in Argentina ft will 
act on applications upon receipt of Executive Branch views. 
SHEAtO.R. Office of International Programs, Director, 80/06/19. 

Ip 


--8012030714 Discusses efforts to gain Vg govt approval of applications 
to export components to Argentina Contracts lost due to 
govt delays. 

SCHIIITZ, H, K. Combustion Engineering, Inc. 00/07/16. Spp. 


6012030832 Forwards IE Info Notice 00-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor S la t i ai, " No written response required. 

D'REILLY. J. P. Region 2, Atlanta. Office of the Director. 80/11/07. 
Ip. 07150:031. 


6012080218 Forwards IE Info Notice 6D-41, “Failure of Swing Check Valvs 
in Decay Heat Removal Sys at Davis Qesse Unit I." No 
response required . 

□ 'REILLY, J P Region 2. Atlanta. Office of the Director. SG/11/10. 
Ip. 07102:273. 


80120'10195 Forwards IE Bulletin 30-23. "Failures of SoltDOld Valves 
Hfg by Valcor Engineering Corp." Requires estimate of 
manpower astodatei w/c or recti ve actions. 

O'RElLLV. J. P. Region 2, Atlanta, Office of the Director. 00/11/14. 
Ip. 0/158: 106. 


8012050039 Forwards IE Sullettn 80-24. Prevention of Damage Due to 
Mater Leakage Inside Containment." No written response 
requ i red, 

O'REILLY, J, P. Region 2. Atlanta, Office of ths Director. 80/11/21.' 
Ip. 07173: 091. 


8012080001 Forwards CE Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'RE ILl.Y, J, P, Region 2. Atlanta, Office of the Director. SD/Il/24, 
Ip. 07182: 113. 


80121703-17 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
r equ ired. 

O'REILLY, J. P, Region 2, Atlanta. Office of the Director. 80/11/26. 
Ip. 07268:361. 


8012030719 Forwards C-E 800527 Itr re application* to export eomponenls 
to Atucha II nuclear power plant in Argent i na. Request s rept 
on stated problems. 

WARNER, J.M, Senate. 80/10/23. 5pp. 


DOCKEI STN-50-437 FLOATING NUCLEAR PLAflT 


H. Oeneral correspondenice 


6012040756 Forwards Info in response to 801029 Itr requesting 
licensing categories & Info re floating nuclear plants. 

PURPLE. B, A. nivisloti of Licensing, 00/11/17. 4pp, 07170:059, 


DOCKET 50-430 BELLEFONTE NUCLEAR PLANT. UNIT 1 


A, App I i ca t ion/c ons true t ion stage docunents 6 correspondence 


0012160050 Ltr to operating plant licensees. DL applicants & CP holder's. 
Forwards NUREG-0737 re TH I action plan r equ I redients. Reques bs I 

operating reactor liceiisee confirmation In 43 days that 
Enel I implementation dates wilt be net 
eiSENHUT, D. 0. Division of Licensing. 00/(0/31. 7pp. 


8012010470 Forwards request for addl info re aucillary sys ■ia order tp 
complete review of Ol application. 

TEOESCO.Jt L. Assistant Director far Licensing. 00/11/20. llpp- 
06915:001. 
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DOCKETED ITEMS 


— S0120I047& Ltr to all pending OL applicants of NSSS designed bg BfcH 
regvesting info re autiliarg feed»:ater sgs, 

ROSSr D. F. Division of Sgs tens Integration. BO/04/24. SSpp. 


6012010510 Foruard 5 re<iuest for addl info re autiliarg sgs. as result of 
OC application review Notification of availabilitg of info 
reguested is needed. 

TEOESCO.R.L. Assistant Director for Licensing. BO/11/20. Upp- 
07070:069. 


8012020069 Forwards "Inlerin Cenfirmatorg Piping Analgsls" w/App A-E 
for decag beat reooval sgs ti spent fuel cooling sgs. per NRC 
791226 reguest. Analgsls will be updated when final as-built 
drawings are subnitted. 

BATES. J.O Rociwell International Corp. . Energg Sgstens Olv. 

BO/ll/24. 2pp. 07123:159. 


8012230030 Forwards IE Circular 00-23. "Potential Defects in Deloifc 
Power Sgs Cmergencg Generators. " No written response 
reguired. 

O'REILLV. J. P, Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 0/311:214. 


0012110066 Reguests assesrncnt t: corrective actions taken re control 
room ceiling constructed w/apparentlg f laisfnable tiles within 
20 dags. 

TEDESCO. R.U. Assistant Director for Licensing. 00/ i 1/04, 3pp. 
07223: 139, 


8012170471 Forwards IE Insp Repts 50-430/00-20 fe 50-439/00-22 on 
800729-1002. No noncomp 1 i ance noted. 

MURPHt'i C. E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 80/11/05. 2pp. 07264:210. 


--8012020073 “Inter in Confirmatorg Piping Analgsls.* w/App A-E. 
a Energg Technologg Engineering Center. 00/10/22. 2S00pp. 

07123; 161. 


0012090370 Forwards planned changes to FSAR Chapter 17 b TVA rept. 
TVA-TH7S-1 re const b prelininarg testing. 

NILLSiL.K. Tennessee 1/alleg Authorltg 00/12/01. 3pp. 07201:174. 


8012090347 Inferns that util will address NRC concerns re autiliarg 
feedwater sgi when responding to FSAR Question 410.20. 

KILIS.L.IL Ten.nessee Valleg Authorltg. 00/12/02. ip. 07199:351. 


8012160327 Responds to NRC 001001 request for info re environ 
gualif icaticn testing of safetg-related egulpaent. Info will 
be available bg 010201. 

HILL5.L.I1. Tennessee Valleg Authorltg 00/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Seguegah. 
Natts Bar I Bellefonte b TVA-TR75-IA. Changes supersede 
801201 Itr.Changes will be included in application for OL 
for Hartsville. Phipps Bend b Yellow Creek plants. 

HILLS. L. If Tennessee Valleg Authorltg. 80/12/09. Spp. 


F. Securitg. medical, energencg b fire protection plans 


8012080S3S (lotif ication of 001121 meeting w/util in Bethesda.HO to 
discuss util position on central energencg response ctr b 
plans for energencg cigt. 

STAHLE.C. Licensing Branch 2. 60/11/19. 6pp. 


—8012170473 IE Insp Repts 50-438/00-20 b 50-439/80-22 on 800929-1002. No 
noncomp 1 iance noted. Major areas Inspected: welds on 
vendor supplied pipe spools b RCPD piping. 

GIRARD. E.H. Region 2. Atlanta. Office of the Director. HERDT.A. R. 

Region 2. Atlanta. Reactor Construction b Engineering Support 
Branch, 80/11/03. 7pp. 07264:220, 


0012180163 Forwards IE Insp Repts 50-430/80-21 b 50-439/80-20 on 
0CO93G-1OO3. No none omp 1 lance noted. 

STOHR. J. P. Region 2. Atlanta. Fuel Facilitg b Materials Safetg 
Branch. 00/11/03. 2pp. 03791: 327. 


—0012100167 IE Insp Repts 50-430/80-21 b 50-439/00-20 on 000930-1003. 
No noncompliance noted. Major areas inspec ted ;(ng t controls, 
erosion b runoff con trot s> const effect monitoring b waste 
ngt. 

CUff.NlNOMAK. A. L. Region 2. Atlanta. Office of the Director. 
JcIMINSiC. Region 2. Atlanta. Fuel Facilitg b Materials 0afatg 
Branch. 00/11/04. 4pp. 03791:329. 


8012110S07 Forwards IE Bulletin 80-21. "Valve Yokes Supplied bg Halcola 
Foundry Co. Inc. " Nrltten response reguired. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 00/11/06. 
Ip. 07223: 100. 


6012030037 Forwards IE Info Notice 00-40. "Eicesslve Nitrogen Supply 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressuri lation " No written response required. 

□ 'REILLY. J. r. Region 2. Atlanta. Office of the Director. 80/11/07. 
Ip. 07150:005. 


0. Inspectien reports. IE Bulletins b correspondence 


8012080072 Forwards IE Insp Repts 50-438/80-23 b 50-439/00-23. on 000829 
-0926. No nonconpl iance noted. 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction b Engineering v 
Support Branch. 00/10/22. 2pp. 07186:356. 


—8012080082 IE Insp Repts 50-458/00-23 i 50-439/80-23. on D0OB29-O926. No 
noncoeipliance noted. Major areas Inspected: hardware in 
reactor bldgs b auiiliarg bldg. 

WILCOX. J. D. I CANTRELL. F. S, Region 2. Atlanta. Office of the 
Director. 00/10/22. 3pp. 07186:350. 


80121302.11 Forwards IE Info Notice 80-37. "Containment Cooler Leaks b 
Reactor Cavitg Flooding At Indian Point Unit 2." No written 
response reguired. 

O'REILLY. J, P. Region 2, Atlanta. Office of the Director. 80/10/24. 
Ip. 07240:279, 


eoiElSO^gg Forwards IE Mjt Meeting Repts 50-430/00-24.50-439/80-24. 
50-390/80-31 b 50-391/80-24 on 800925. No reply reguired. 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 00/10/27. 2pp. 03794:040. 


— B012180307 IE Mgt Meeting Repts 50-438/80-24.50-439/80-24,50-390/00-31 
b 50-391/80-24 on 800925. Major areas discussed: issues 
identified In Insp Repts 50-438/80-12,50-439/00-12, 

50-390/80-19 b 50-391/00-13. « 

COLEY. J.L Region 2. Atlanta. Office of the Director. MURPKY.C. E. 
Region 2. Atlenta. Reactor Construction b Engineering Supoort 
Branch. 00/10/24. 2pp 03794:042. 


8012100035 Forwards IE Info Notice 00-30. “Cracking in Charging Pump 
Casing Cladding. “ No written response reguired. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/10/30. 
•P- 


0012170004 Forwards IE Info Notice 00-39. 
Valves Mfg bg Valcor Engineering Corp. “ 
or response reguired. 

O'REILLY, J. P. Region 2, Atlanta. Office 
tp. 07264; 132. 


"Malfunction of Solenoid 
No specific action 

of the Director. 00/10/31, 


0012080276 Forwards IE Info Notice 00-41. "Failure of Swing Cheek Valve 
in Decag Heat nemoval Sgs at Davis Besse Unit i. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 00/11/10. 
Ip- 


8012040143 Forwards IE Bulletin 80-23. ''Failures of Solenoid Velvet 
Mfg bg Valcor Engineering Corp." Requires estimate of 
manpower associated u/corrective actions. 

O’REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/14. 
ip- 


6012080616 Forwards updated response to 16 Bulletin 80-09, "Hgdramotor 
Actuator Deficiencies." Util ulll contact major valve 
suppliers to determine if addl deficient actuators were 
supplied. 

MlLLS.L.tL Tennessee Valleg Authority. 80/11/17. Spp. 


8012050023 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Mater Leakage Inside Containment." No written response 
required. 

O'REILLY, J. P. Region 2< Atlanta, Office of the Director. 80/11/21. 
ip- 


8012310058 Forwards IE Insp Repts 50-438/80-25 b 50-439/00-25 on 
000927-1031. No noncomp liance noted. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch. 80/11/21. 2pp. 07369: 072. 


—8012310063 IE Insp Repts 50-438/00-25 b 50-439/80-25 on 800927-1031. 
No nonconpl iance noted, Major areas Inspected: const 
surveil lance, training b audita. 

WILCOX. J.D. Region 2. Atlanta. Office of the Director. 

CANTRELL. F.S Region 2. Atlanta, Reactor Construction b 
Engineering Support Branch. 00/11/20. 6pp. 07369,074. 


8012080004 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLV. J. P. Region 2. Atlanta, Office of the Director. 00/11/24. 
Ip- 
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6012090135 Acli receipl; o# 801105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-43B/B0--I9 t< 
50-439/80-1'?. 

HURPHlTi C. E. Region 3, Atlanta* Reactor Construction t Engineering 
Support Sranch. 80/11/35. Ip. 07199: 30&. 


— 80X8090143 Responds to NRC 801014 Itr re violations noted in IE Insp 
Repts 50-430/80-19 & 50-439/80-1 9. Correct ive acti ons: drawing 
changed to reflect as-built condition of trunnions & 
personnel race ived re braining . 

MILLS* L.K. Tennessee Val leg Authority, 80/11/05. 8pp. 

07199:807. 


■801809014.6 Forwards IE Insp Rep ts 50-438/00-19 fc 50-439/80-19 on 
800787—0839 & notice of violation. 

iWnPHV* C. E. Region S* Atlanta* Reactor Construction & Engineering 
Support Branch, 80/10/14. 8pp. 07199:809. 


— 8018090158 Notice of violation from insp on 800727-0889. 

* Regt 'n 2i Atlanta* Office of the Director. ao/fO/07. ip. 
07199:2.1. 


■8013090156 IE Insp Repts 50-438/80-19 fc 50-439/80-19 on 800727-0889. 
Noncomp J tance noted : invalid QC signoffs for upper steaai 
generator restraint installation. 

UILCOX* J. D. . Region 8* Atlanta* Office of the Director, 

CANTRELL* F. 8, Region 8* Atlanta* Reactor Construction '& 
Engineering Support Branch. 80/10/07. 5pp. 07199:812. 


80IS1703S9 Forwards IE Info Notice 80—89* Suppl t* "llrolen Btuds on 
Tarry Turbine Steam Inlet Flange. " No written response 
required. 

O'REILUy. J. F. Region 8* Atlanta* Office of the Director. 80/11/36, 
ip. 07269: 038. 


8018190716 Forwards IE Insp Rept 50-433/80-36 on 801113. No 
noncompllanee noted. 

KEtiRArU. B. Region 3* Atlanta* Safeguards Branch. 80/18/09. 3pp. 
07388:038. 


8018190719 IE Insp Rept 50-400/80-86 on 801113. Mo noncanp 1 lance noted. 
Mapor areas inspected: securl ty practices at fuel storage 
areas. Details withheld (ref lOCFRa.790). 

TILLMAN* A. I MALL* V. * HILL* A Region 8* Atlanta* Office of the 
Director. 80/12/03. Ip. 07280:040. 


S. Reportable occurrences* LERs is related correspondence 


8O121S0Z61 Part 31 rept re defective Transanerlca Oelaval diesel 
generators. Caused by shallow dowel coonterbone in link rod 
assenbly. Insp procedures implemented L repairs scheduled. 

HILLS* L.K. Tennessee Valley Authority. 80/11/25. 3pp. 07837:357. 


B012I004B6 Fourth interim deficiency rept re ITT controls of American 
Warming tc. Ventilating dampers* ori g inal ly reported 800417. 

American WarBilng 8< Ventilating yet to receive 8c approve rept 
by ITT. Nest util rept will be subnitted 810S08. 

MILLS* L.K. Tennessee Valley Authority. 80/11/86. tp. 07380:040. 


8012150266 Part 21 rept re ITT controls of American Uarolng fc 
Ventilating dampers. Rept will be sent pending receipt t 
approval of ITT evaluation. 

HILLS* L.K. Tannessoa Valley Authority. 80/11/86. 3pp. 07837:360. 


8012100467 Fourth interim deficiency rept re lack of internal purge on 
welds In chemical addition & boron recovery sys* initially 
reported on B004i7. Util will identify stainless steel welds 
requiring purge. Meet rept scheduled on 810634. 

HIU.S*L.M. Tennessee Valley Authority. 00/18/01. app. 07310:898. 


8018160/03 Part 21 rept re aicessive vibration in essential raw 
cooling water pump/motor while running* ini blal ly reported on 
BOOSl?. Uti 1 evaluating two solutions: add 1 motor weight or 
addltio*!* of braces. 

MILIS.L. K. Tennessee Valley Authority. 80/18/08, 3pp. 07361:315. 


8018100447 First interim deficiency rept re fillet weld 
specif ication. Amer lean Insp of Steel Const stds 6 
affected welds are being eve luated. (lest rept will be 
submitted by 810119. 

HILLS* L.K. Tennessee Valley Authority. 80/12/03. 8pp. 07319:034. 


0018100440 Forwards final deftcisney rept* or iginally reported 801107* 
re undersiiod fillet welds on high pressure fire protection 
sys supports. Util revised 4 reissued all questionable 
drawings detailing correct weld site. 

HILLS* t.M. Tennessee Valley Authority. 80/18/03. 8pp. 07819:038. 


601S16O67S Part 21 rept re DIW nonconservative analysis of neutron 
flui* initially reported an BOl 105. Util is awa i t ing vendor 
proposed resolu t i on. Ner 1 rept will be iutnitted by 810331. 

MILLS. L.M Tennessee Valley Authority, 00/18/03 3pp. 07854:332. 


8012170406 Second interim deficiency rept re 600-V 686 15-kV power 
cables* types CPO 6 CPSJ* instal Led in cable trays.noi 
qualified for IEEE 383-1977 flame test. Next rept to be 
submitted by QlOSSa. 

MILLS. L. II. Tennessee Valley Authority. DO /1 5/ 10. 2pp. OTSTO: 003, 


8018300496 Second interim dafieiency rept re socket weld misaligment 
on essential air sys welds. Inspectors uere reinstructed re 
roquirenents of 0-29K L applicable field const procedures. 

Std operating procedure Bia»-iiet<-S(JP-71 1 revised. 

HILLS. L. II. Tennessee Valley Authority. BO/lS/16, 3pp. 07359:818. 


B01S310388 First interim deficiency rept re seismic qualification of 
D6W oquipnent in free s tantf ing . open-, local instrument panels* 
initially reported 801184. Util Is evaluating sub j deficiency 
& is working u/86U toward resolution 

MILLS. L.M, Tennessee Valley Authority. 80/18/23, Spp. 07369; 0B6. 


8013310311 First interim deficiency rept re certified iratl test repts 
on anchorheads. INRYCO* Inc has inPorned util that certified 
matl test repts have been obtained from Tech Steel 6 Alloy 
Carp. Util will review adequacy upon receipt. 

MILLS. L.M, Tennessee Valley Authority, DO/ 13/84. Spp. 07361:889. 


DOCKET SO- 439 BELLEFONTE NUCLEAM PLAHT, UNIT 8 


A, App 1 i cat ion/canst rue t i on stage documents 6 correspondence 


8012160050 Ltr te operating plant lIcensecs.OL applicants t CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 inp 1 enen ta t i on dates will be net. 

EISENHUT.D.G Division of Licensing. 80/10/31. 7pp. 


8018010470 Forwards request for addi info re auiiliary sys in order to 
complete review of OL application 

TEOESOOiR.L Assistant Director for Licensing. GO/tl/SO. Itap. 
06915:001 


8012010510 Forwards request for add! info re auxiliary sys.as result of 
□L application revi eu. No tt f i cat ion of availability af info 
requested is needed. 

TEDESCO. R. L, Assistant Director for Licensing. 00/11/80. tipp. 
07098: 069. 


8013090370 Forwards planned changes to FSAR Chapter 17 6 TVA rept. 
TVA-TR75-1 re const 6 preliminary testing. 

M1LL3*L.H, Tennessee Valley Authority. 80/18/01. 3pp, 


8018090347 Informs that util will address NRC concerns re auxiliary 
feedwater sys when responding to FSAR Ouestlon 410,88. 

HILLS. L.M. Tennessee Valley Authority. BO/lS/Oa. Ip. 07199:351. 


0018160387 Responds to NRC 601001 request for info re environ 
qual i f ication testing of safety-related equ Ipment, Inf o will 
be available by QlOSOt. 

HILLS* L. M. Tennessee Valley Authority. QO/18/09, tp. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah* 
Natts Bar & Ballefonte it TVA— TR75-t A. Changes supersede 
801801 Itr. Changes will be included in application for GL 
far Martsvll I e. Phipps Bend & Vellou Creek plants. 

MILLS. L.M. Tennessee Valley Authority. 80/12/09. Spp. 


F, Security* medical* emergency A fire protection plans 


8012000035 Notification of 601181 meeting w/utll in Bethesda.HD to 
discuss util position on central enorgency response etr & 
plans for emergency mg t. 

STA-HLE.C. Licensing Branch 8. 80/11/19. App. 


0. Inspection reports. IE Bulletins i correspondence 


8012080-D7a Forwards IE Insp Repts 50-438/80-83 b 50-439/00-83* on 800839 
-0986 No noncomp tiance noted. 

MURPHY* C.E. Region 2* Atlanta. Reactor Construction fc Engineering 
Support Branch. BO/IO/83. 8pp. 07186:336. 


■8018080038 IE Insp Repts 50-433/80-83 L 50-439/80-23* on 800089-0986. Mo 
none onp 1 i anc e noted. Major areas inspec ted; hardware in 
reactor bldgs & auxiliary bldg. 

tflLCOK* V. 0. • CANTRELL I F. S. Region 2. Atlanta* Office of the 
Director. 80/10/88 3pp. 07186: 358. 
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5012150^0) Fcruarij IE Irir" Noticf S0-37i ' C on ta i nren t Cooler Leaks !< 

Realtor Cavit<j FlooOinj It..Jis)i Point Unit 2 '■ No uritten 
response require 1 

□ •REILLV.J.P Region 2. fctlatita. Office of the Director 90/10/24. 
Ip 


5012190274 Foruards IE Mg C Ideetinj Repti 50-439/80-24. 50-439/80-24. 
50-3'"0/e:-31 >. 50-391/33-24 on 300925. No reply recLuired. 

MURPHV. C E Region 2- Atlanta. Reactor Constrjction U Engineering 
Support Srancn e0/10.'27 2fp 03794 040 


— 80121B0307 IE Mgt Meeting Reptt 50-433/80-24.50-439/90-24,50-390/80-31 
fj 50-391/80-24 on 800925. Major areas d i sc u s sed : 1 ss ue e 
identified in Insp Rests 50-433/00-12.50-459/80-12. 

50-390/30-19 i 50-391/E0-I3 

OQLEf. J.L Region 2. Atlanta. Office of the Director MURPHY. C. E, 
Region 2. Atlanta. Reactoi Construe I ion 5 Engineering Support 
Sraf.ch. EO/10/24 2pp 03794.042 


S012tBC335 Foruardi IE Info Notice 80-33. "Cracking in Charging Pump 
Casing Cladding " Mo written response required, 

0 'REILi.V, J. P Region 2 Atlanta. Office of the Director. 30/10/30. 
Ip- 


301217C004 Forwards IE Info Notice 30-39. "Malfunction of Solenoid 
Valves llfg by Valcor Eng ineertr.'g Cerp. ' No specific action 
or response required, 

O’REI'JV, J P Region 2- Atlenta. Office of the Diretto.r, 80/10/31. 
ip 


6012230030 Forwards IE Circular 80-23. 'Potential Defects in Beloit 
Pooer Sys Emergency Senerat-ira, " No written response 
required. 

O'REILI V, J. P. Regiiin 2. /Atlanta. Office of the Director. 30/10/31. 
ip. 07311:214. 


6012110066 Requests assess.nent i corrective actions taken re control 
ro».T ceiling constructed w/apparently fla.nnable tiles oilhln 
20 days 

TEDESCO.R t. Assistant Director for Licensing. 00/11/04. 3pp. 
07233; 159. 


8012030616 Forwards updated response to IE Bulletin 80-09, "Hydraniotor 
Actuator De f i c i etic i es , U t i I will contact major valve 
suppliers to determine if eddt deficient actuators mere 
s upp 1 1 e d 

llILtS.L M Tennessee Valley Authority. 30/11/17 3pp, 


3013050023 Forwards IE Bulletin 80-24, 'Prevention of Damage Due to 
Water Leakage Inside Contatn.nent " No written response 
r equi red. 

O'REILLY, U P Region 2, Atlanta, Office of the Director. 00/11/21. 
Ip, 07173 072. 


3013310058 Forwards IE Insp (tepts 50-438/80-35 t, 50-439/80-35 on 
B 00927- 1031. No none omp liance noted. 

MURPHY, C, E, Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch. 30/11/21. 3pp. 07369; 072. 


—0012310063 IE Insp Repts 50-438/80-25 S< 50-439/80-35 on 800927-1031. 
No r.oncomp 1 ianc e noted Major ai'eas Ins pec ted ; c one t 
surve i 1 lance, tra in t ng h audits. 

WILCOY/J.D. Region 2- Atlanta, Office of the Director. 

CANTRELL, F, 5. Region 3, Atlanta, Reactor Construction i. 
Engineering Support Branch. 80/11/20. 6pp, 07369:074. 


6012080304 Forwards !E Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

□ 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/24. 

Ip 


S012090135 Ack receipt of 801105 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/80-19 ti 
50-439/80-19. 

MURPHY. C.E. Region 3. Atlanta, Reactor Construction 6 Englneerina 
Support Branch. 80/11/25, Ip. 07199:306. 


•aOlSOSOlRS Responds to NRC 001014 Itr re violations noted in IE Insp 
Repts 50-433/80-19 t. 50-439/00-19. Carr ec t i ve ac t ions; drawl ng 
changed to reflect as-built condition of trunnions & 
personnel received retraining. 

MILLS, L.H. Tennessee Valley Authority. 80/11/05. 2pp 
07199: 307 


6013170471 Forwards IF Insp Repts 50-433/60-20 t 50-439/80-22 on 
800924-1002 No ncrcomp I i anco noted 

HURPHVjC.E. Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 60/11/05 2p p 07264:218 


--6012170473 IE Insp Repts 50-433/8'j-20 4; 50-439/80-22 on 300929- 1002. No 
noncoihpl iance noted Major areas Inspec ted: welds on 
vendor supplied pipe spools 4 RCPB piping. 

OIRARD.EH Region 3, Atlanta, Office of the Director. HERDT, A, R. 

Region 2. Atlanta. Proctor Construction 4 Engineering Support 
Branch. 60/11/03 7pp 07264:220 


3012180163 Forwards IE Insp Repts 50-438/80-21 4 50-439/80-20 on 
8C0930- 1 003. No nonco.rp I i a nc e noted. 

STOHR, -J P Region 2 . Atlanta, Fuel Facility 4 Materials Safety 
Branch, 00/11/05 2pp, 03791:327. 


— 0012090146 Forwards IE Insp Repts 50-433/80-19 4 SO-439/00-19 on 
a00727-062y 4 notice of violation, 

MJRPHV, C.E. Region 2, Atlanta, Roactor Construction It Engineering 
Support Branch. 80/10/14 2pp 07199: 209. 


— 8012090152 Notice of violation from insp on 800727-0029. 

• Region 2, Atlanta. Office of the Director. 80/10/07, ip. 
07199:211, 


■8012090156 t£ Insp Repts 50-438/00-19 4 50-439/80-19 on 800727-0929, 
Noncompliance not ed : inva I id QC slgnoffs for upper steam 
generator restraint installation. 

WILCOX, J O Region 2, Atlanta, Office of the Director. 

CANTRELL, F, S, Region 2, Atlanta, Reactor Construction 4 
Engineering Support Branch, 80/10/07, 5pp. 07199:212. 


--801216'jl67 IE Insp Repts 50-43S/80-21 4 E0-439/B0-20 on 800930-1003. 
No nonesmp 1 i ance noted Major areas inspec ted: irgt controls, 
erosion i. runoff Cijntra 1 1, cons t effect monitoring t waste 
ngt. ‘ 

CONNINDHAM. A, U, Region 2- Atlanta, Office of the Director. 
Jah'.IlfS, 0. Region 2, Atlanta, Fuel Facility 4 Materials Safety 
Branch. 60/11/04 4pp. 03791:529. 


0012110337 Forwards IE Bulletin 80-21, Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written respanse required. 

O'REILLY, j.P Region 2. Atlanta. Office of the Director. 00/11/06. 

Ip 


8012170359 Forwards IE Info Notice 00-29, Soppi 1, "Broken Studs on 
Terry Turbine Steam Inlet Fla'ige. " No uritten response 
requir ed. 

a 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/26. 
Ip. 07269:022. 


S Reportable occurrences, l.ERs 4 related correspondence 


0012150261 Part 21 rept re defective Transamerica Delaval diesel 
genera tors. Caused by shallow dowel countenbone in link rod 
ass emb ly. Insp procedures implemented 4 repairs scheduled. 

MILLS, L.M Tennessee Valley Authority. 80/11/25, 3pp, 07237:357. 


0012030337 Forwards IE Info Notice 00-40, “Eicesslve Nitrogen Supply 
Pressure Actuates Safet.y Relief Valve Operation to Cause 
®®P*'®**''Tliatidn '■ No written response required. 

O’REILLY. JP Regions. Atlanta. Office of the Director, 00/11/07. 
Ip, 07l50;w85 


0O£21OO4S6 Fourth interim deficiency rept re ITT controls of American 
Warming 4 Ventilating dampers, or 1 g I na lly reported 800417, 

Ariierlcan Warming 4 Ventilating yet to receive 4 approve rept 
by ITT. Next util rept will be submitted 810508. 

mUS.L.M, Tennessee Valley Authority. 80/11/26, Ip. 07220; 040. 


0012090276 Forwards IE trfo Notice 00-41. "Failure of Suing 
in Decay Heat Removal Sys at Davis Besse Unit 1 " No 
response required. 

Q'REILLV. J P, Region 2 , AtUnta, Office of the Director 
*P. 


Chack Valve 


80/11/10. 


8012150266 Part 21 rept re ITT controls of American Warming 4 
Ventilating dampers. Rept will be sent pending receipt 4 
approval of ITT evaluation, 

MILI.S.L.M. Tennessee Valley Authority, 80/11/26, 2pp, 07237:360. 


Bulletin 80-23. "Failures of Solenoid Valves 
nrg ^aUor Engjn«9riTig Corp " Requires of 

nanpowtr Associated u/corrective actions. 

O^REILLY. J p Region 2. Atlanta. Office of the Director. 80/11/14. 


J"''®';!"' deficiency rept re lack of internal purge on 
welos in cbemical addition & boron recoveru sui* iTilfelallu 
reported or, 800417, UtH will identify stainl.ss steel welds 
requiring purge.Next rept scheduled on 610624. 

tllLl S, L, M. Tennessee Valley Authority. 00/18/01. 2pp. 07218:292. 
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3012100447 First interim defitisnc^ rept re fillet weld 
spec i f ico t ion. A.ner i c an Insp of Steel Const stds 4i 
affected uelds ere being eva lua ted. No » t t ept will be 
submitted bg 510119, 

Mll.l S. L. tl. Tennessee Valleg Authontg, 30/12/03, Spp, 07219:034. 


3012100445 Forwards final deficiency rep l> or ig ina 1 ly reported S01107i 
re underslied fillet welds on high pressure fire protection 
*ys supports. Uti 1 revised tf reissued all Hues t i onab 1 e 
drawings detailing correct weld siie 

tllLUS.L.M. Tennessee Oalieg Authority BO/12/03, 2pp, 07219:032. 


8012160675 Part 21 rept re nMl none ons ervat i ve analysis of neutron 
f lull ini tiat 1 y reported on BOitOS.Util is awaiting vendor 
proposed r eso I ut i on, Ne 1 1 rept will be submitted by 310331, 

HILI.SjL.M Tennessee Vallepj Authority 80/12/03, 3pp. 07254:332, 


6012170406 Second Interim deficiency rept re 600-1/ & 0 i 15-kV power 
cables, types CPJ t CP3J. installed in cable trays, not 
q,ualified for IEEE 393'1977 flame test.(4e«t rept to be 
submitted by 810323, 

I1IL*.8.L.M. Tennessee '/alley Authority. QO/12/10. 2pp. 07270:003. 


8012300496 Second interim deficiency rept re socket weld misalignment 
on essential air sys we I d s. Inspec tors were reinstructed re 
requirements of 0-29M t applicable field const procedures. 

Std operating procedure BMP-IJEU-S0P-7U revised, 

MILUSiU.H. Tennessee Valley Authority. □0/12/16. 2pp. 07359:212.' 


5012310311 First interim deficiency rept re certified natl test repts 
on anchorheads. INRYCQ' Inc has informed util that certified 
matl test repts have been obtained from Tech Steel V. Alloy 
Carp. Util will review adequacy upon receipt. 

HILLS. L, 11. Tennessee Valley Authority, 60/12/24, 2pp. 07361:239, 


OOCKEI 50-440 PERRY NUCLEAR PONER PLAUI , UNIT 1 


A. App 1 icati on/construc t ion stage documents t correspondence 


S0121600S0 Ltr to operating plant 1 tcensees. 01. applicants L CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I imp 1 omentat ion dates will be met. 

EISENHUT. D. 0, Division of Licensing. 0O/lO/3t, 7pp. 


601222035Q Ltr to all CP t QL holders for Qt/Rs re requirement for 
ioip 1 eman ta t i on of ODYN code for licensing basis calculations 
performed by GE. App 1 1 cab 1 e to all license applications b 
proposed amends. Inc lud 1 tig core reloads. 

EISENHUT. D. G. Division of Licensirg. 30/ 11/04 4pp. 


8012220141 Summary of 801001 meeting w/util in Cleveland. OH re 
systematic assessment of licensee per formant e, Regulatory 
perfoi'mance was adequate 

HOUSTON. M. 0, Licensing Branch S 30/12/01, 3pp. 07307:149, 


”8012220144 Advises that Systematic Assess.nent of Licensee Performance 
Boaid concluded licensee regulatory performance was 
adequate, Eval uation r esu 1 1 s. ac t ion plan 4 .meeting details 
end. 

KEPPLER. J. G, Region 3. Chicago. Office of the Director, 80/10/23. 
6pp. 07307:152. 


K. Utility Final Safety A.ialysis Report (FRAR) K amends 


S012030B41 Notifies that remaining portion of OL. application consisting 
of FSAR.Vols 1“10. Is being sent to Perry. OH Public Library 
under separate cover. 

SOUDER. J. L. Division of Roles and Records 80/11/18. Ip, 

07149. 25B. 


Q. Inspection reports. IE Bulletins K. correspondence 


8012110041 Forwards IE Insp Repts 50-440/00-20 b 50-441/80-10 on 
800917-19 i notice of violation, 

FIORELLI.G, Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 80/10/21, 2pp. 07223:279, 


-“8012110046 Notice of violation fro.m insp on 800917-19. 

•* Region 3. Chicago. Reactor Construction 4 Engineering Support 
Branch. 80/10/21, 2 pp. 07223: £31, 


—Q012110049 IE Insp Repts 50-440/00-20 b 50-441/00-18 on 800917-19. 
Noneompl lance noted: inadequate insp program re const 
qua 1 1 ty. f a i lure to follow procedures for concrete placement 
ft for certifying QA/GC personnel. 

LANOSHANi fi. B, Region 3. Chicago. Reactor Construction ft 
Engineering Support Branch. HAYES, D, W. Region 3, Chicago. Office 
of the Director, 00/10/2) 5pp. 07223.283. 


6012090130 Forwards If. Hgt ('.aetin.j Repts S'O- 4 4.0/ 80-24 4 50-441/00-22 
on BOlOOt No none omp I lane e noted 

KEPPI.ER. J, G, Ragion B, .Chicago. Office of the Director. 00/10/24. 
2pp 07199 269, 


— 8012090145 IE tig t Me.etir-; Ropts 50-440/30-24 4 50-441/80-22 on 801001. 
No none emp 1 1 ane e r.rtri tcajo. ai'eas discussed: regulatory 
performance as eeinc 1 Se-i in syitematic assess.rent of 
licensee per f ore anc e. 

/.PPPLER . J 0. I IJIL.LlAIi5.e e Region 2. Chicago. Office of the 
Director. FI DriEUt. I . C Region 3. Chicago. Reactor Construction ft 
Engineering Eupport Bvan.ih CO/lO/22 7pp 07199:271 


3012170649 Forwards IE I.nf.i thiti.;? SO- 3'/. "Containment Cooler Leaks 4 
Reactor Cavity Flooding jt l-iiian R-oint Unit 2 " No written 
response roquireJ 

KEPPLER, J. G. Region 3 Chica-j.d. Office of the Director. 00/10/24. 
Ip, 07266. 049. 


8012050425 Requests info lesuUing from review of application re 
inservice insp of press.. re isolatiiti valves Requests list of 
pressure isolation valves included in testing pTogram u/four 
sets of piping 4 i n ? t nv.ran ta t i on diagraits. 

TEDESCOiR.t, Assistant Director for l.icensing. 00/11/17, 4o, 

07175: 307. 


8012020/43 Forwards three Pet'f oi'manc e Appraisal Branch insp repts 4 
mg t evaluation tree w/uier g.jida so that facility can 
compa.'e program to program already reviewed 4 inake 
appropriate adjustments N/o encl 

KEPPLER. J, G. Region 3, Chicago. Office of the Director. 80/ii/lQ, 
4pp. 


8012240169 Forwards If Insp Repts 5C-440/8C-26 4 50-441/80-24 on 
801103-05. No none onp 1 i anc e noted 

FIORElLI.O, Region 3. Chiesgo, Reactoi Construction b Engineering 
Support Branch. 80/11 /2m 2pp 07325:026. 


--B012240172 IE Insp Repts 00-440/ 80-;>6 -V 50-441/80-24 on SOt 103-05. No 
noncompHatice noted. Hn j.'.r areas inspec ted : ut i l/OAl/OE design 
control interfaces. 

KDIiCLIN, J, E. , ERB.C (1 . WILL I Ai13. C C. Region 3, Chicago. Office of 
the Director. 0O/11.'IH •'pp. 07325 020. 


0012040671 Forwards IE Bulletin 80-24/ Pi'eventioti of Damage Due to 
Hater* Lea'jage Inside Centa inner, t '* No written responie 
requi red. 

KEPPLER, JO. Region 3. Chicago. Office of the Director. QO/11/21. 
2pp. 07169: 074 


8012080039 Forwards IE Irfa Notice. SC—42, 'Effect of Radiation on 
Hydraulic Snubboi' FI s' id No written response required. 

KEPPLER. J. 0. Region 3, Crica-go, Office of the Director. 30/11/24. 
2pp, 07102: 163. 


B0121705D7 Forwards IE Info Notiie 8C"-29/8uppi 1. "Broken Studs on 
Terry Turbine Steam Inlet Pls'i.je" Ho written response 
required 

KEPPLER, J.G Region 3. Office of the Director. 00/11/26. 

2pp, 07264: 290. 


001216036^ Responds to NR.? 6i>i)J7 request for info re inservice insp 
program for pressure Ideation valves Program will be 
developed at future date ut support af Hay 1963 licensing 
schedule. 

DAVIDSON. D.R Cleveland Electric Illuminating Co. B0/t2/lt, Ip. 
07261: 183, 


3012300464 Responds to IF. Bulletin 79-01B,Syppl 2, "Environ 
Qua I i f i ca t i on of Claos IE Equipioent. ' Required info 
supporting elecltical equipment qualification 'Jill be 
submitted 030101 . suppar t ing eipectsd Hay 1903 CL issuance. 
DAVIDSON. DR Cleveland Electric Illuminating Co. 80/12/16. Ip. 
07346; 127. 


S. Reportable occurrences, i ER s 4 related correspondence 


8012090300 Interim deficiency rept an drgradation of fual pool 
penetration p i p i ng. I n i t la I i y reported on SOI 103. Contractor 
was directed to Identify / investigate prob ! em. Final rapt 
will be s'jtmitted by 81C301 

DAVIDS6N, D R Cleveland Electric Illuminating Co 00/12/03. 2pp. 
07201: 103 


8012100421 Interim deficiency rept re degradation of fuel pool 
pe.ietratlon pipin.j G--41 sys Npneonf cirmanc e rept CQA~170 
documenting dof ie t enc i e j i status of 24 eddl assemblies 
being prepared Final rept will be submitted by 310301 
DAVIDSON, D.R ClrvrUn.J Electric Illuminating Co 83/12/03. 2pp. 
072)9: 033. 
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3012090337 fJotiHes of -IpUj JjntiJ 310201 for final deficiency rept re 
solu&iliiij of Mono-Sol 7-o:.15-3 CliS polyvinyl alcohol film. 

AddI tine is needed to •Jetsreilf'e eitent of problea fc 
resolution. 

OAVISsatl. 0. R Cleveland Electric Illuminating Co. B0/12/O-1. Ip, 
07201: 114 


6012240039 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces oi high resistance connection to 
panel surfaces sihere termination mppuies are mounted. 

SllCRUGOO 1 0 . C General Electric Co, 20/12/03 3pp. 


8012300599 Second interim jeficiency rep t* original ly reported on 
SOIIOSrre site qual ( f ico t i or testing of lillti-Kuit Bolts 
uhfch may not neet spec re gu i r emenfcs for 1.5 tiijes uorting 
load 1: ultimate capacity (mar pullout load!. 

DAVIOSOll.OR Clevelaiid Electric 1 1 1 umi mat i ng Co, 00/12/19. 3pp. 
073d6: 149 


DQCKEI SO-441 PERBV KUCLEaR FQlJEtl PlAUT. UllIT 2 


A App licat ion/c ons true t i-ou stage dc>cu>'3ents I correspondence 


eOt21&COSO Ltr to operating plant licenseesiOL applicants & CP holders. 
Foruards KUREG-0737 re TMI action plan reitu i rereenis. Reigues ta 
operating reactor licensaa conf i rmation in 45 days that 
Enel 1 ieip 1 eir.antation dales ai 1 1 be met. 

EISEliHUTi D G. Division of Licensing 00/10/31. 7pp. 


8012220350 Ltr to all CP i DL holders for BWSs re reguireMent for 
iirplementation of OOYS code for licensing basis calculations 
perforired by GE Applicable to all license applications & 
proposed amend Si including core reloads. 

ElEEUH'^Ti D. G. Division of Licensing. 0O/lt/O4. 4pp. 


B012220141 Svnmary of EOtvul meeting ic/util in Cleveland! OH re 
systematic assessment of licensee performance Regulatory 
perf Oi'ieamce was adequate 

>10>J3TD.9i!1. D Licensing Branch 2 00/13/01 3pp. 07307:149. 


— 0012220144 Advises that Systsmatic Assessment of Licensee Performance 
Board concluded licensee regulatory performance uas 
adeiiiate. Evalua tion res.i] ts. act! on plan & meeting details 
end. 

KFPPlERi J. 0 Regien 3. Chicag-j. Office of the Director. 30/10/23. 
6pp. 07307: 152 


K Utility Final Safety Analysis Report (FSrVIl 4 amends 


0012030341 tfotifies that remaining psrtion of OL application consisting 
of FS.ARiVoIs 1-lQi is being sent to PerryiOR Public Library 
under separate cover 

SOUUERi J. L. Pivislon of Rules and Records. 60/11/10. Ip. 

07149; 253. 


Q Inspection reportsi IE Bulletins 4 correspondence 


3012110041 Forwards IE Insp Repls 50-440/80-20 & 50-441/00-16 on 
000917-19 t notice of violaticn. 

FlGRELLIi G. Region 3. Chtesgo. Reactor Construction 4 Engineering 
Support Branch 03/10/21 2pp 07223:279, 


--6012I10046 Notice of violation fron insp on 000917-19. 

•* Region 3. Chicago. Reactor Construction 4 Engineering Support 
Branch. 80/10/21 2pp. 07223:281. 


— 8012110049 IE Insp Repts 50-440/00-20 4 50-441/00-18 on 600917-19. 
Nonconp 1 ianc e noted: inade.guate insp program re const 
yuali ty 1 fai lure to fcllss) procedures for concrete placement 
4 for certifying QA/S' personnel 

LANOSKAMiR B Region 3- Chicago, Reactor Construction & 
Engineering Support Branch KAYES. D W. Regions. Chicago/ Office 
of tlie Director, 60/10/21 5pp. 07223,203, 

8012090139 Forwards IE Mgt Meeting Repts 50-440/80-24 4 50-441/00-22 
on 801001. Ko noncoevp I iance noted 

KEPPLERiJ. 0. Region 3. Chicago, Office of the Director. 80/10/24. 
2pp. 07199 269. 


0OI3C9O14S IE Kgt Heettr.g Repts SC-440/60-24 i 50-441/80-22 on 001001. 
Ho none amp 1 lance noted Major areas discussed: regulatory 
performance as concluded in systeratic assess.cent of 
licensee performance. 

KEPPLER. J G . WILLIAIIS. C. C. RaglonS. Chicago, Office of the 
Director. FI0SELLI.5. Region 3. Chicago, Reactor Construction ti 
Engineering Support 3, aneh 80/10/22 7pp, 07199:271. 


80I21706‘!9 Forwards IE Info Notice 80-37, "Containment Cooler Leaks t< 
Reaetoi- Cavity Flooding at Ir.iian Point Unit 2. '■ No written 
response required , 

KEf'PLER, J, G. Region 3, Chicago, Office of the Director. 80/10/24. 
Ip. 07266.049. ' 


S012O50425 Requests info resulting from review of application re 
xnservice insp of pressure Isolation valves. Requests list of 
pressure isolation valves included in testing pragran u/four 
sots of piping i instrumentation diagrams. 

TEDEGCOiR.L. Assistant Director for Licensing. 00/11/17. 4p. 

07I7S: 307. 


8012020743 Forwards three PsrfOTmance Appraisal Branch Insp repts tc 
mgt evaluation tree w/usor guide so that facility can 
compare program to program already reviewed 2; nake 
appropriate ad justments. N/o encl. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Diroctor. 80/11/16. 
4pp. 


0012240169 Forwards IE Insp Repts 50-440/80-26 t 50-441/60-24 on 
601103-05. No noncomp I lance noted. 

FlDRELlliO. Region 3, Chicago, Reactor Construction Ct Engineering 
Support Branch. 00/11/20. 2pp. 07325:026. 


—6012240172 IE Insp Repts 50-440/80-26 «< 50-441/00-24 on 001103-03. No 
nonconp 1 lance noted. Major areas inspec ted: ut i 1/OAI/GE design 
control interfaces, 

K0N4LIN, U. E. , ERB, C. M. . UILLIAK3, C. C. Regions. Chicago. Office of 
the Director. 00/11/10. 7pp. 07325: 020. 


6012040671 Forwards IE Bulletin 60-24, ‘'Prevention of Damage Due to 
Uater Leakage Inside Containment." No uritten response 
required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 0O/il/2t. 
2pp. 07169:074, 


0012000939 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No uritten response required. 

KEPPLER. J.G. Region 3. Chicago, Office of the Director. 80/1 i/24. 
2pp. 07182; 183. 


6012170557 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
Terry Turbine Stea.m Inlet Flange. " No written response 
required. 

KEPPLCR, J. 0. Region 3, Chicago, Office of the Director. 00/11/26. 
2pp. 07264:298, 


6012160362 Responds to NHt' 601117 request for info re inservlce insp 
prograa for pressure location valves. Program will be 
developed at future date in support of May 1983 licensing 
schedule. 

DAl/IDSON, D. R. Cleveland Electric Illuminating Co. 00/12/11. Ip. 
07261: 183. 


6012300464 Responds to IE Bulletin 79-OlB, Suppl 2, “Environ 
Qual if Icati on of Class IE Equipment." Required info 
supporting electrical equipment qualification will be 
submitted 0.30101, supporting expected Miiy 1903 OL Issuance. 
DAVIDSON, D R. Cleveland Electric Illuminating Co. 80/12/16. Ip. 
07346: 127, 


S. Reportable occurrences, LERs t: related correspondence 


8012090300 Interim deficiency rapt on degradation of fuel pool 
penetration p i ping, ini t ially reported on QOt 103. Contractor 
uas directed to identify t investigate prob lem, Final rept 
will be submitted by 01C3OI 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. BO/12/03. 2pp. 
07201:108. 


8012100421 Interim deficiency rept re degradation of fuel pool 
penetration piping G-,11 sys, Nonconfornance rept C0A-17a 
documenting deficiencies i status of 24 addl assemblies 
being prepared Final rept will be submitted by 010301. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 00/12/03. 2pp. 
07219:038. 


6012090307 Notifies of delay until 810201 for final deficiency rept re 
solubility of Mono-Sol 7-0015-3 CNB polyvinyl alcohol film. 

Addl time is needed to determine extent of problem (i 
resolution. 

DAVIDSON, D R Cleveland Electric Illuminating Co. 80/12/04. Ip. 
07201: 114. 


8012240099 Part 21 rept re reactor protection sys flexible conduit 
dafect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERU’COD, 0. C. General Electric Co. 80/12/08. 3pp. 



DOCKETED ITER/IS 


8(}l£300S'f9 Second interim Jer'icienc^ nep or i g i na 1 1 1 | 
80110&>rc site qua! i f icetiott testing of Hilti-Kuit 
which (Key not meet spec requirements for 1.5 tir.es 
load ultimate capacity {mai pullout load) 
DAVIDSOth D. R. Cleveland Electric 1 1 1 timinat i no Co 
073<6: l<19. 


reported on 
Bol ts 
wort i ng 

BO/13/19. 


3pp. 


0 Adjudicatory correspondence 


a0IS29C007 Transcript cf toK a009?5 Affiimatjou Session G0-R2 re 
petition for review of Seai-ro.ji seis.-.ic issues Pp 1-4. 

Erhibits enc 1 , 

» Cor Tii ss i oners GO/09/35 tpp 07330:233 


DOCKET 50-443 SEASROOK NUCLEAR STATICdJ, UNIT I 


A. App I tea ti on/cons tr uc t ion stage documents t correspondence 


B0i21£0I>S0 Ltr to operating plant licensees. OL applicants & CP holders. 
Forwards NUnEG-0737 re Till action plan r equ i r e.scnts. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dales will be net 
EISENHUTi D. G. Division of Licensing, 80/10/31. 7pp. 


6011190371 Forwards Amend <11 to DL app 1 icat ion. Amond relates to 
applicant request for reinstatement of prior author i latian 
for transfer from CT Light t. Power Co to Fitchburg Gas S< 
Electric Light Co 

HITSHER.J. A. Ropes Ss Cray, 60/11/16. Ip. 07006; 209. 


8011190378 Amend 41 to application for QL requesting partial transfer 
of ownership from CT Light i: Pouer Co to Fitchburg Gas & 

Electric Light Co. Cert i f icate of Sve & applicant general 
Info end. 

KERRILLi D. N. Public Service Co of Neu Hampshire. 80/11/10 
15pp. 07006:220. 


8011190353 Order approving Montaop Electric Co acquisition of IX 
Interest In project from P5C of NH Fitchburg Cas & Electric 
Light Co acquisition of percentages of interest in project. 

POTE. D, R. Hassachusetts. Slate of, 80/t0/30. 303pp. 07006:823. 


8011190396 Order directing consolidation of instant petitions for 
further hearing. Investigation 6 consideration u/netition 
docketed as DPH 20055, 

POTE.D.n. Hassachuselts. State of. 79/06/20. 13 pp. 07007:168. 


8012110566 Requests author i lat ion to uso Code Case N-279 “Use of 
Torqulng as Locking Device for Section 3. Uiv t.Class 1.2 b 3 
It KC Component Supports. " Case N-879 not covered In Rea 
Guides 1, 84 b 1. 84. * 

DE^IKCENTia. J. Public Service Co. cf New Hampshire. 80/12/08. Ip. 


8012240135 Forwards Amends 4 t 4 to Licenses CPPR-13S 6 CPPR-136, 
respectively 6 notice of issuance i availability. 

EISElMUTi D. G. Division of Licensing. 80/12/12. 3pp. 07325:002. 


Bai22s0160 Amends 4 &. 4 to Licenses CPPR-135 6 CPPR-136. respect! vel y. 
providing for transfer of partial ownership shares. 

EISEHH’JT. D. G, Ui vis ion of Licensing, 80/12/12. Spp, 07325:005. 

8012240164 Notice of issuance 4 availability of Amends 4 4 4 to 
Licenses CPPR-135 4 CPPR-136 

VOUNOBlOOD, D, J. Licensing Branch 1, 80/12/09, 2pp. 07325:013. 

F. S ecurity, medical, emergency i fire protection plans 


8012080006 Releases public version of 'Seabrook Station Evacuation 
Analysis. Final Rept. Es timate of Evacuation Times-* 4 
“Seabrooi Station Evacuation Analys i s : Technic al Meraoranduiti 
ttSiiri^ary of Loca) 

FELTON, d.iH Division of Roles and Records, 80/12/01. lo 


8012020673 Request for lea-ve to reply to applicant 4 NHC answers to 
intervenar New England Coalition on Nuclear Pollution notion 
to suspend const -iue t-i newly acquired info. 

UEISS.E.R. I OORDAMiW. S New England Coalition on Nuclear Pollution. 
WEISS. E.R Sheldon. Harrron i Keiss. 80/11/26 2pp. 07145:360. 


8012a30010 Intcrrogs lor i as t-q be aiisuered by HA Ch ifinery. request i ng 
info re seismic lona def i o it ion. eaclhqual es occurring In 
seismic lone 4 elsewhere 4 use of SEE of XU for all US 
nuclear plan ts . Cer t if icate of Sve end. 

DIGNAW, T. G. Public Service Co of New Haoip shire. DIONAN, T. C. Ropes 
fc Cray, 00/11/26, 5pp 07311. 16-7. 


801224CG21 Order granting Hew England Coalition on Nuclear Pollution 
leave to reply to NRC >. applicant responses to WECNP I'aotion 
to suspend effectiveness of CPs pending outco.ne of renand on 
seismic issues Reply due Q012D4 

BISHOP, C.J, Atomic Safety and Licensing Appeal Panel. 80/12/01. 
Ip. 07324:207. 


6Olc:23CO07 Confirms SOI 210 deposition in Los AtigelesiCA re NRC 60-0925 
order. NRC 601017 memprandutn in response to ASLAB 800929 
order i previous testtTo-ny 

UES3Y, B.P, Antitrust Division. 60/12/03 2pp. 07311:163. 


8012170675 Response to Licensee 4 applicant argupieivts against motion to 
suspend cons t. Reques t s irtmadiote suspension of CPs. 

Certificate of Sve one I 

JORDAN. H.S. New England Coalition on Nuclear Pollution. JORDAN. U. 8. 
Sheldon. Harmon 4 Weiss. 00/12/04. Upp. 07264: 196. 


6012170652 Affidavit evaluating plant const « impact on changes ta 
safety-rel ated structures. 4- c ompenon t s. Prof qualifications 
4 list of publications encl 

MINOR. 0, C KHD Technical Associates, 00/12/02. 9pp 0726*1:807. 


00121S0P41 Denies 801015 request for Farrar participation in ASLAB 
procaeding or replacement of ASLA8 cembers w/eiperts In 
appropriate f i elds. Reques t denied due to resignation of 
Farrar 4 failure to she -a noe-i for reccn.posi tl on of A6LA8 
CHILK, S. J. Office of the Secretary of the Comml ss ion. 80/12/10. 
Ip. 07240: 120 


—6012150240 Requests Farrar participation as ASLAB member in seismic 
proceeding or replacement of ASLAB mooibers w/ecpvrts in 
fields of asismology, geology 4: earthquake engineering. 

'rJEIWHQLD, E. H. Affiliation Unknown 80/10/15. 2pp, 07240:121. 


8012230029 Discusses ASLAH 801209 memorandum 4: order {ALAQ-623) ruling 
that effectiveness of CPs should not be suspended pending 
r e cons iderdi 1 or^ of ^oismic i&sue>tf 

^07^1*^' 212 tiff ice of the Eiecuttve Legal Director. 80/12/12. 2pp. 


8012:^90522 Request for estenston to 610107 to respond to appHca-nt 
Interrogatories. Certi fUato of Sve end. 

JORDAN, H.S, New England Coalition on Nuclear Pollution. JORDAN, U. 6. 
Harmon 4 Weiss. 80/12/16 3pp 073,1-3:095, 


H, General correspandence 


-80I80B0007 Public version of "Seabrook Station Evacuation Analyst: 
Final Rept. Estimate of Evacuation Times,'* prepared for FEHA 
KAlirN.A., KW.ASH,H, , HERALD, H. PRC Planning 4 Economics, Alan » 
Woorhees 4 Associates Div. 00/08/31, '?2pp. 07190:078, 


8018050379 Requests immediate review of evacuation plan within 10-20 
mile radios of plant. Cites recent accident at Indian Point 
Fears political pressure wilt be eiertc# to expedite 
license issuatice. Demands immediate review 
DQUCHTV, J. Doherty. JF 60/1 1/24 Ip. 06915.001. 


80l?ODOOiP Public version of draft 'S&abrook Station Evacuation 
Ana 1 ysi Sf Final Rof tj of Evacuation Ticnesi prepared 

for FEMA. 

^ Economics, Alan « Voor.Sees 4 Associates Div. 
80/0//31. ISOpp. 07190:177. 


-80120^440 Public version of 'Seabroot Station Evacuation Analyst 
Technical .He-mo rand urn 1, Summary of Local Meetings,'* 
prepared for FEMA, 

^ Economics. Alan M Voorhees 4 Associates Div. 
80/09/31. 80pp. 07190:265. 


Q, Inspection reports. IE Bulletins 4 correspondence 

■8018060045 -Forwards IE Insp Repts 50-443,60-06 4 50-444/80-06 on 
800519-0627 L notice of violation. 

CARLSON, R.T. Region 1 , Philadelphia, Reactor Construction te 
Engineering Support Branch 8D/08/01. 2pp. 07180:324. 

—8012080049 Notice of viotatson fro.T insp on 600519-0687, 

07180 *^ 2 '' ^*'’ ’^'** * ’ *■ Office of the Director. 60/07/25. Ip. 
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--6012000050 IE Insp Pepts 5j--»43/ai5- 06 i 3C-4‘54/'B0“ 06 on Q00519-0627, 
NoncanpUsnc? noted failure to provide appropriate criteria 
for inop of e<^ijipioon t groutiriij. 

CEBt-trA C . VAHELAi A A Raj ion 1. Ph i 1 ade I p A sa< Office of the 
Director KCOAUGHV, P IJ Rejicn 1. Philadelphia, Reactor 
Construction 4: Engineering Support Hranch, S0/07/2S. 15pp. 

071B0: 327 


0012090234 Act receipt of 801007 1 tr informins NflC of steps taken to 
correct violations ncted in IE Insp Repts 50-443/60-07 It 
50-444/80-07 

CARLSOn. R T Region l< Ph 1 1 a d a 1 p h i a. Reactor Operations Nuclear 
Support Branch. QO/10/30 Ip 0/202:277, 


— 8012090232 Responds to N4C 600704 1 tr re violations noted in IE Insp 
Repts 50-443/80-07 t SO-444/60-07, Cor rec t Jve ac 1 1 ona : reinsg 
of stud leelds 4 issuance of none onf ornanc e repts performed. 
Increased surveillance 4 parsonnel re ins true t ion emphasiied. 

CEV INCENTIS, J. Public Service Co, of Neu Hampshire. 80/10/09. 

2pp. 07202:298. 


— 0O12O9O237 Forwards IE Insp Repts 50-443/60-07 4 50-444/80-07 on 
800530-0801 4 notice of violation 

CARLSON. R T Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/07/04 2pp 07202: 300. 


— 8012090240 Notice of violation fro.m insp on 300430-0901. 

a Region 1. Philadelphia, Office of the Director. BO/09/03. Ip. 
07202:302. 


DOCKEI 50-444 SEASRODiC NUCLEAR STATION, UNIT 2 


A. App I ica t lan/construc t i on stage documents 4 correspondence 


S012150050 Ltr to operating plant licensees, OL applicants & CP holders. 
Forwards NUREG-0737 re TMI action plan re^o i r emen ts . Requos ts 
operating reactor licensee confirmation in 4S dags that 
Enel 1 1 np lementat ion dales will be met. 

EISEIJHUT, 0, G Division of Liceosirg. 80/10/31. 7pp. 


9012110566 Requests a u th or i i at i on to use Code Case N-279 "Use of 
Torqulng as Locking Device far Section 3. Div liClass 1,2 t< 3 
4 14C Component Supports. " Case N-279 not covered in Reg 
Guides 1 . 64 4- 1 84. 

DEUINCENTIS, J. Public Service Co. of New Hampshire. 80/12/08. Ip. 
07223: 106. 


8012240155 Forwards Amends 4 4 4 to Licenses CPPR-13S 4, CPPR-136, 
respectivelg 4 notice of issuance 4 aval 1 ab i I i tg. 

EISEMHJT, D, 0. Division of Licensing. 80/12/12. 3pp. 07325:002. 


--6012240160 Amends 4 4 <1 to Licenses CPPR-133 4 CPPn-136, resp eetlvelij, 
providing for transfer of partial ownership shares. 

ElSENHUr, D. G. Division of Licensing. 60/12/12. Bpp. 07325:005, 


--6O12240164 Notice of Issuance 4 avallabilltg of Amends 4 t< 4 to 
Licenses CPPR-135 4 CPPR-136 

YOUNOSLOQDi B, J. Licensing Branch 1, 60/12/09. 2pp. 07325:013. 


—8012090242 IE insp Repts 50-443/80-07 4 50-444/00-07 on 800630-0601. 
Noncomp 1 ianc e noted : fai lure to initiate nonconformance rept 
4' to review 4 disposition stud weld iioneonf Dr.mi ng conditions 
u/procedural require, nents, 

CEHNc.A.C. Region 1. Ph i lad a 1 p h 1 a. Office of the DirectoT. 
HCOAUGHY. R K Region 1, Philadelphia, Reactor Construction 4 
Engineering Support Branch, SO/07/03 11pp. 07202.303. 


8012170334 Forwards IE Info Notice 80-36, "Cracking in Charging Pump 
Casing Cladding.” No written response required. 

CRIER, O.H. Region 1, Philadelphia, Office of the Director. 
80/10/30 Ip. 07269:070 


8012120121 Forwards IE SuUetln 80-21, “Valve Yokes Supplied bg Malcolm 
Foundry Co, Inc. “ Written response required. 

GRIER, EH Region 1, Philadelphia, Office of tha Director. 
aO/U/ 06 , ip 07230:210 


0012030777 Forwards IE Info Notice 90-40, "Eicesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri lation " No written response required 
GRIER, B.H Region 1, Philadelphia, Office of the Director. 
80/11/07. Ip 0/150:191 


8012080375 Forwards IE Info Notice 90-41, “Fat lure of Swing Check Valve 
in Decag Heal Removal S'JS at Davis fiesse Unit I." No 
response required 

GRIER, a H Region 1, 'Philadelphia, Office of the Director. 
eO/il/10. ip 07182.297, 


F Sec'ur i t iji medical, emevgoneg 4 fire protection plans 


8012030006 Releases public version of 'Seabrook Station Evacuation 
Analgs is, Final Rep t, Es t Ima te of Evacuation Times" it 
"Seabrook Station Evacuation Ana 1 gsi s : Techn ica 1 Memorandum 
1, Summary of Local Meetings.'' 

FELTON, J.M, Division of Roles and Records. 00/12/01. Ip. 

07190: 077. 


— 8012080007 Public version of "Seabrook Station Evacuation Analysis, 
Final Rep t, Es t ima te of Evacuation Times," prepared for FEMA. 
HANEN, A. I KULASH,(4. , HERALD, M. PRC Planning 4 Ecanomles, Alan M. 
Voorheos 4 Associates Div. 00/00/31. 92pp. 07190:070, 


— 6012090012 Public version of draft "Seabrook Station Evacuatidn 
Analgs i Si FI nal Rept, Estimate of Evacuation Times," prepared 
for FEMA. 

4 PRC Planning 4 Economics, Alan H Voorhees 4 Associates Div, 
80/07/31. 150pp, 07190: 177. 


--6012093440 Public version of "Seabrook Station Evacuation Analysis: 
Technical Memorandum tiSummarg of Local Meetings," 
prepared for FEMA. 

e PRC Planning 4 Economics, Alan M. Voorhees 4 Associates Olv. 
BO/00/31. 20pp, 07190: 265, 


0. Adjudicatory correspondence 


8012040007 Forwards IE Bulletin 80-23, ’’Failures of Solenoid Valves 
Mfg bg Valcoi Engineering Carp. " Requires estimate of 
manpower associated w/corrcctiv« actions. 

GRIER, B.H, Region I. Phi lade Iph i a. Office of the Director. 
80/11/14, Ip. 07169:260 


8012220697 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Hfg by Valcor 
Engineering Corp “ First paragraph erroneously stated no 
written response required 

GRIERiB.H. Region 1. Philadelphia, Office of the Director. 
SO/U/19. Ip; 07293:124 


0012040629 Forwards IE Bulletin 00-24, 'Prevention of Damage Due to 
Mater Leakage Inside Containment, Ho urltton response 
required, 

GRIER.B.H. Region 1, Philadelphia, afflce of the Director. 
BO/ll/21. 2pp 07165:334 


8012050596 Forwards Info Niptite 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
GRIERrB.H. Region 1, Ph i ladelph i a. Office of the Director. 
80/11/24. Ip. 07174:092 


6012290007 Transcript of NRC 800925 Affirmation Session 00-42 re 
petition for review of Seabrook seismic issues. Pp 1-4. 

Eshlblts end. 

* Comml S3 loners , 80/09/25. 6pp. 


9012020673 Request for leave to reply to applicant 4 NRC answers to 
intervenor New England Coalition on Nuclear Pollution motion 
to suspend const due to newly acquired info. 

NEISS, E. R. , JORDAN, H. 8. New England Coalition on Nuclear Pollution. 
I4EISS, E. R. Sheldon, Harmon 4 U'eiss. 80/11/26. 2pp. 07145:360. 


8012230010 Interrogatories to be answered by MA Ch innery, requesting 
info re seismic lone def ini t ion, ear thquakes occurring in 
SBismie lone 4 elsewhere & use of SEE of XII for all US 
nuclear plants. Cert if icate of Sve end. 

DIONAN.T. 0. Public Service Co. of New Hampshire, DIGNANiT. 0. Ropes 
4 Orag, 0O/fl/26 5pp. 07311:169. 


8012240021 Order granting New England Coalition on Nuclear Pollution 
leave to reply to NRC 4 applicant responses to NECNP motion 
to suspend effectiveness of CPs pending outcome of remand on 
seismic issues. Rep I y due 801204. 

DIEHOPiC, J. Atomic Safety and Licensing Appeal Panel. 80/12/01. 
Ip. 07324: 207. 


8012230007 Confirms 001210 deposition in Los Angeles, CA re NRC 800925 
order, NRC 801017 memorandum in response to ASLAB 000929 
order 4 previous testimony, 

LES5Y, R. P, Antitrust Division. 80/12/03. 2pp. 07311: 163. 



DOCKETED ITEMS 


0O1317O67S Response to Licensee if applicant arguments against motion to 
suspend const. Requests immediate suspension of CPs. 

Certificate of Svc end 

JORDAN. H. S, No'u England Coalition on Nuclear Pollution, JORDAN. W. 6, 
Sheldon. Harmon fc Weiss 80/12/04, llpp 07264; 196. 


— 8012170682 Affidavit evaluating plant const &; impact on changes to 
safetg-r elated structures components. Prof (lual If 1 ca t ions 
I list of publications encl. 

MINOR. O.C. MHB Technical Associates, 80/12/02. 9pp. 07264:207. 


8012150241 Denies 001015 request for Farrar participation in ASLAB 
proceeding or replacement of ASLAB members u/experts In 
appropriate f ie I ds. Reques t denied due to resignation of 
Farrar failure to shou need for recomposition of ASLAB. 

CHILK. B. J. Office of the Secretarg of the Commission, 00/12/10 
ip. 07240:120. 


— 8012150248 Requests Farrar participation as ASLAB member in seismic 
proceeding or replacement of ASLAB members ui/esperts in 
fields of scl smo logg. gcol ogg & earthquake engineering. 

HEINHOLD. E, H, Affiliation Unknoun 00/10/15, app. 07240:121, 


8012230029 Discusses ASLAB 801209 memorandum it order (ALAB-623) ruling 
that effectiveness of CPs should not be suspended pending 
■pecons ideratl on of seismic issues. 

GHAPAR. H. K. Office of the Esecotive Legal Director. 00/12/12. 2pp. 
07311:212. 


8012290322 Request for extension to 810107 to respond to applicant 
i nten ogator ies. Cor t if Icate of Svc encl. 

JORDAN. U. 8. Neui England Coalition on Nuclear Pollution. JORDAN. U. 8. 
Harmon ii Weiss. 80/12/16 3pp. 07343:095. 


H. General correspondence 


8012050379 Requests Immediate revleu of evacuation plan uithin 10-20 
mile radius of plant. Cites recent accident at Indian Point. 

Fears political pressure mill be exerted to expedite 
license i ssuance. Demands Im.iiediate ravieu. 

DOUOHTV. J. Dohertg.J. F. 00/11/24. Ip. 06915:001. 


I. Financial information 


0011190371 Forwards Amend 41 to OL app 1 icat ion, Amend relates to 
applicant request for reinstatement of prior authorl xati on 
for transfer from CT Light 1/ Power Co to Fitchburg Oas ti 
Electric Light Co. 

fllTSHSR.J. A Ropes t. Drag. 60/11/10, ip. 07006:209. 


8011190378 Amend 41 to application for OL requesting partial transfer 
of ownership from CT Light ti Power Co to Fitchburg Oas U 
Electric Light Co. Cer t i f icate of Svc 4 applicant general 
info encl. 

KFRRILL.D.N, Public Service Co, of New Hampsh ire, 80/11/10, 

15pp, 07006:220. 


— 8011190393 Order approving Montaup Electric Co acquisition of IX 
interest in project from PSC of NH Fitchburg Oas & Electric 
Light Co acquisition of percentages of interest in project. 

POTE-D. R. Massachusetts. State of. 00/10/30. 303pp. 07006:225. 


8011190396 Order directing conso I i da t ion of Instant petitions for 
further hear ing. Invest igat ion >/. consideration w/petitlon 
docketed as DPH 20055. 

POTEi D. R. Mas sach us e t ts. State of, 79/06/28. I3pp. 07007: 16S. 


0. Inspection reports. IE Bulletins It correspondence 


G0120BC045 Forwards IE Insp Repts 50-443/80-06 fc 50-444/80-06 on 
000519-0627 & notice of violation. 

CARLSQNiR.T. Region 1. Philadelphia. Reactor Construction (< 
Engineering Support Branch 00/08/01, 2pp, 07180:324, 


--8012080049 Notice of violation from Insp on 800519-0627. 

* Region li Philadelphia. Office of the Director, 00/07/25. Ip. 
07100; 326. 


—8012080060 IE Insp Repts 50-443/80-06 t,- 50-444/80-06 on 000519-0627, 
Noncompliance no ted ; f ai lur e to provide appropriate criteria 
for insp of equipment grouting. 

CERKE.A.C,, VARELA, A.A, Region 1, Philadelphia, Office of the 
Director. MCOAUOHV, R. W. Region i, Philadelphia. Reactor 
Construction *; Engineering Support Branch. 00/07/25, 15pp. 

07100:327, 


8012090?:'‘4 AeV receipt of 801009 Itr informing NHC of steps taken to 
correct violatiotis noted in IE insp Repts 50-443/00-07 & 
50-444/80-07 

CARLSON. B T. Region t, Philadelphia. Reactor Oparatlens Nuclear 
Support Branch. 60/10/30 Ip. 07202:297 


— 8012090232 Responds to NRC 800904 Itr re violations noted in IE Insp 
Repts 50-443/00-07 It 50-444/80-07. Correc tlve ac t i ons : retnsp 
of stud welds ff issuance of nonconformance repts performed. 
Increased s ur ve i 1 1 an.: e K person. .el re instruc tion emphasiied. 
DEVINCCNTIS. J. Public Service Co, of New Hampshire. 80/10/09. 
2pp. 07202; 290. 


—8012090237 Forwards IE Insp Repts SO-443/00-07 i 50-444/80-07 on 
000630-0801 6 notice of violation. 

CARLSON, n T Region 1. Pti i ladei ph ia. Reactor Operations Nuclear 
Support Branch 00/09/0.1 2pp. 07208:300. 


--8012090242 IE Insp Repts 50-443/80-07 t 50-444/80-07 on 800630-0001. 
Noncompliance noted : fai 1 ure to initiate nonconformance rept 
t< to review U disposition stud weld nonconf ormlng conditions 
u/procedural requirements 

CERNE. A. C. Region 1. Ph 1 lad e I p h la . Office of the Director. 
MCOAUGHv'. R W Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch. 80/09/03. llpp. 07202:303. 


8012170334 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRIER, B.H Region 1, Philadelphia, Office of the Director. 
80/10/30. Ip, 07269; 070, 


8012120121 Forwards IE Bulletin 80-21, "Valve Takes Supplied bg Malcolm 
Foundrg Co. Inc. " Written response required. 

GRIER. B.H, Region 1. Philadelphia, Office of the Director. 

BO/ll/06, ip. 07230: 210 


80120307/7 Forwards IE Info Notice 80-40, “Excessive Nitrogen Suppig 
Pressure Actuates Safetg Relief Valve Operation to Causa 
Reactor Deprossur i lat t gn. " No written response required. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director. 
00/11/07 Ip. 07150:191 


0012000375 Forwards IE Info Notice 90-41, “Failure of Suing Check Valve 
In Decag Heat Removal Ggs at Davis Bessc Unit 1." No 
response required. 

GRIER. B.H. Region 1. Ph i ladei ph ia. Office of the Director. 

00/11/10. Ip 07162: 297, 


B012040007 Forwards IE Dullotiii 80-23. “Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp. “ Requires estimate of 
manpouer associated w/correc t i ve actions 

GRIER, B.H Region 1, Philadelphia. Office of the Director. 
80/11/14. Ip. 07169:280, 


9012220697 Advises that written response Is required to IE Qulletin 
80-23. "Failures of Solenoid Valves Mfg bg Valcor 
Engineering Corp." First paragraph erroneouslg stated no 
written response required. 

GRIER. B.H. Region 1. Ph i 1 ade 1 p h 1 a . Office ef the Director. 
aO/ll/19. Ip. 07293: 124 


8012040629 Forwards IE Bulletin SO-a-l, 'Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 
required. 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
00/11/21. 2pp. 07165: 324. 


8012050598 Forwards Info Notice QO-4?,, "Effect of Radiation on 
Hgdraullc Snubber Fluid," No written response required, 

GRIER. B.H. Region i. Ph i ladelphla, Office of the Director. 
80/11/24. Ip. 07174:092 


DOCKET 50-449 COMANCHE PEAK STEAM ELECTRIC STA .UNIT I 


A. App 1 ica tion /cons true t i on stage documents L correspondence 


8012160050 Ltr to operating plant licensees, OL applicants ti CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Encl 1 Implementation dates will be net. 

EIBENHUT, D, G. Division of Licensing. 80/10/31. 7pp. 


6012010051 Confirms 001030 plans for 001125 meeting in Chicago, IL to 
discuss NRC evaluation of regutatoig performance. 

K6PPLEfl,J. 0 Region 3. Chicago, Office of the Director. 80/11/18. 
tp, 
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eOlSO'lO'JlT Forwards requast tor add! info required 
avaluation of application for oparatinp licansaa 
fac ilitias. Response shduld be sub.ritted uithin d> 
TEDESCQ.R.L, Assistant Director for ticersing 
07152:059 


to conpJete tJRC 

for 

uR s. 

aO/ll/EO. 25pp. 


8012290311 Denial of Citiiens for Fair Util Regulation BDO^ia motion 
for protec ti on. Grounds not stated w/par t ieu 1 ari tg t good 
cause rot stown. 

DEAI.E,V.B, Atomic Safety and Licensing Doard Panel. C0/i2/0S. 4 d» 

07341: 223 


8012040197 Discusses KRC retjeu scheduler re gu i roments for special low 
pouer test program t eitarjencg pr ocedur as, Pr ovt d es list of 
lead times to be mot in order to corpleta evaluations in 
conjanction u/pocicr ascension program schedule. 

TEOESCO.R L Assista.nt Director far Licensing. 30/11/20 2oo 
07170 217 


8012290647 Answer in opposition to Cititens Association fop Sound 
Energy 801120 motions for separate in t erven or' status £< 
alternatively for appointment as lead party on consolidated 
eontentlons. U/Certificate of Svc. 

REVhICLDSi N. S. I HORIN, W. A Texas Utilities Generating Co. 

REYNOLDS, (J. S, Debevoise t Libornian. 80/12/05. 6pp. 07332:333. 


8012100663 Discusses NRC requirements for organ! latl onal structure 6 
staff resources FSAR amend reflecting recent organ i rat 1 ona 1 
changes should be submitted by 810116 due to projected 
schedule for issuance of 5ER 

TEOESCO.R. L. Assistant Director for Licensing. eO/H/20. 3pp. 


6018300057 Uithdraual of motion to compel Citiiens Association for 
Sound Energy to respond to applicants' 000801 first 
interrogatories. Certificate of Svc end. 

REYNOLDS, 14. S < HORIN, W. A Texas Utilities Qeneratlng Co. 

REYNOLDS. U. S. Debevoise t< Liberman. 80/12/00. 5pp. 07356:160. 


8012150730 Forwards Hevislor 1 of Table I, providing scheduled 
documentation submittal dates to NRC for equipment 
qualification data packages includad in vendor equipment 
qualif ication program. Tab 1 e 2 re facility equip.ient end. 
AWOERSOK, T K Westinghouse Electric Corp. 00/11/26 6 e e 
07240:270 ^ PP 

/ 

6012300536 Reppar.ds to 801114 Itr requesting add I clarification re 
envlro. I review Commercial firmuill remove sludge to 
disposal area. Dead fish were removed from travelling 
screens as screens were rotata-cl once every 3-h. 

GARV.R.J Texas Utilities Generating Co. 80/12/22 Sod 

rt71f? ^ ' 


C. Uti Uty Environmental Report (ER», amends i correspondence 

SC12300338 Foruards A.Tiend 2 to erviran rept 

GARY.R.J. Texas Uti 1 ities Co. 80/12/22. 2 pp. 07350:005. 


8012150243 Response in opposition to Cititens Association for Bound 
Energy 801 120 motion for separate intervener status. CASE did 
not demonstrate that significant prejudice util result from 
consol i dat Ion. Certl f icato of Svc end. 

TURK.S E. Hearing Branch 1. 80/12/09. Bpp. 07837:339, 


6012290338 Response in opposition to Citiiens Association for Sound 
Energy (CASE) 801201 motion for protective order. Certl i catc 
0 ^ 8vc enc 1 

REYNOLDS, N. S. , HORIN, W, A Texas Utilities Generating Co. 

REYNOLDS, N.S Debevoise t< Liberman. 00/12/16. 6pp. 07343:189. 


8012290436 Order overruling Association of Community Organ i lati oni for 
Reform Kou S00911 objections to applicant 600013 
Interroga tor ies, deny ing ACORN motion for protective order & 
granting extension until 810105 for ACORN to respond. 

Safety and Licensing Doard Panel. 80/12/19, 6pp. 

07336 278 . 


80t23u0344 Amend 2 to environ rept. 

• Texas Utilities Co, 80/12/22 I6pp, 07350:007, 

F. Security, medical, emergency 6 fire protection plans 


Bvvvxiva movises tnac NRC will not , u.siiens 

Energy 801201 iTotioii for protective order re applicant 
interrogatory.Motlon set forth in 801201 suppl to answers to 
dppllcdnt first set of interrogatories. 

ROTHSvHILD, M U. Operations t: Administrative Division. 80 / 18 / 22 . 

1 p Q73S9 : lot. 


I ror oare 


8012160199 Notifies that util B00B18 safeguards contingency plan ; 
tat 1 e. I e licensing condition encl. 

^ Assistant Director for Licensing, 60/11/26. 3po. 

(^7362r3iO, 


69I231G0S8 Foruards response to NfiC comments re inter ia phusical 
security plan. Encl withheld tref IGCFR2. 790). 

GARY. R. J Texas Utilities Generating Co. 80/12/23 Goo 
07369:272. -hx.- 


Citiiens Association for Sound Energy 801204 
third set of interrogator ies 6 objection to TBiuordlng of 
Contention 5. Only ASLB can determine word ing. Support Ivo 
tab las. aff i davi t t, Certificate of Svc encl. 

REYNDlds'n « ' Utilities Generating Co. 

REYNOLDS, N.S Debevoise 6 Liberman 80/12/23, 14pp. 07362:006. 


H. Oenaiat correspotidenco 


G. Adjudicatory correspondence 


j!"!®''"’ '"*'"9randum t: order dismissing appe 

X .ttiiens for Fair Util Regulation, inbervenor in 

facili.y 01 . proceeding lotsrver.or sought to appeal rejaction 
of one contentton, lujvcsion 

O^sf'lBl''' Legal Director, BO/I 1/25, Ip 


original verification for 801201 suppl to answers 
to applicants first set of interrogatories A requests to 
produce re u^ii application for 0L«. IJ/o encl. 

07199!347 Association for Bound Energy. 80/12/01, 2pp. 


Citiiens Association for Sound Energy answer to 
applican.s first set of i ntei- r oga tor i es i requests to 
produce. Details info relied upon for Contention 3 re TE 
E^LDs'’? end. Related correspondence. 

0730a!o01 Atsociaticn for Sound Energy, 80/12/01. 28pp. 


B0U31 0500 Second set of interrogatories directed to applicants 6 
Contention 5 re failure'^to 
coJre^poMence '-'^Certificate of Svc. Related 

073m! 001,'^* **’*''' Sound Energy. 80/12/01. 29pp. 


^^apoUefnt’^Adi'^ *** interrogatories «, requests to produce to 
07335! 197 . for Sound Energy. 80/12/04. 2lp 


1^^30012 Informs that 800501 prohearing conferonce transcript U 
800*130 transcript were transmitted to 
(Tiirii PDR at Univ of TXi Arl ington, 

ROTHSCHILD, K^U. Operations 4; Administrative Division. 30/12/02. 


073iri6S* * Facilities Branch. 80/11/13, Ip, 


•tfiiDPA vsa rer publications 8c other reoti 

NUREGs available for sale from GP □, h'RC unable to locate ^ 

other requested repts. xvi-ave 

2?r^''o7337'^OOI, Administrative Division. 00 / 12 / 10 , 


Safety Analysis Report (FSAR) 4: amends 


8012190497 Foruards Amend 13 
GARY,R,J, Texas Utilities 
07275: 301, 


to FSAR, 

Generating Co. 60/12/lS. 2pp. 


"8012190493 Amend 13 to FSAR. 

« Texas Utilities Generating Co. 00/12/15. 400pp. 07279:303, 


... - - — ure rv|i4faiU9 ^madVlC 




«s arv ur 0 

acNKr’ir^S",''”'®?'’®'” environ state.ment FSAR. 

07346! 256 ® Utilities Generating Co. 80/12/22. 9pp. 
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M. Antitrust; correspondence 


S01S3102S8 P'^oii f ica t i on ot' contract e lec o t i on. Hod 2 to "Economic 
Assistance Re Antitrust ?: Comnanche Peak Antitrust 
Proceedinjs. " Contractor Trans c om.rii Inc. 

KAIRSTONi C. A. . GLACOLA. A F. Technical Assistance Contracts Branch. 
FIN :C-t553. BO/1 1/10, Ip, 07370:033 


'"flOISO 1 02.t2 Hod Siciteiidin 9 period of per f ormance. to "Economic 
Assistance Re Antitrust I CoiTtmanche Peak Antitrust 
Pr oc eed 1 ngs. " 

LERliER.U C Tr an sc omim. Inc OOUOHERTY . D. .7. Technical Assistance 
Contracts Branch FIM D-6SR3 30/11/10. Ip. 07370:034 


80120304SQ Request to uithdraci 6007J! petition to Intervene duo to 
agreed;ent reached u/Contral :t: South Host Corp re proposed dc 
t i es . Cer t ■ F 1 c a t e ot Svc eticl. 

0 'hi? ICi R . A. Te«as Border Cooperatives 00/11/24. ipp. 07149:347. 


GOl2tOC>39 Motice of appearance on behalf of Central 4: South West Corp. 
Central Power i: Light Co.PSC of CH. Sou thue stern Electric 
Power Co 4: West TX Utils Co. Cer t i f 1 ca t e of Svc end. 

THQRMTON.P, Isham. Llnicoln fy. Beale. THORNTCN. P. Central t Sooth 
Hast Corp, THORNTON. P Carolina Power 1. Light Co. 80/ 1 1 /2A. 5pp- 
07219: 0i7. 


8012300315 flemorandum in support of 800915 proposed settlement license 
conditions Si response to Public Utils Boarif of Citg of 
Brownsville B0II12 apposing comments. Car 1 1 f Ic ate of Svc enc. 

BOUP.IMQHTi J. A. Houston Lighting 4 Pouer Co BOUKNIOHr* J. A. Baker *t 
Dotts. 80/12/01. 22pp 07337:097, 


8012170672 Response to Public Utils Board of Brounsvllle 801112 
cor-iiients on proposed license conditions 4. statement 
pursuant to A5LQ 001024 requests at prehearing conference. 

Certificate of Svc eticl. 

WfOTTB. J.B.. AHEARNiC.D. Ten as Utilities Senerating Co. WhIOTTSi J, D. 
Datievalse & Liberman. 00/13/03. S9pp. 07264:063. 


8012300013 Comments on U request for approval of end settlement 
license conditions 

ClfANAillA.F. D. . BLUI1E. M. B. Antitrust Division. LEWIE. S. H. Hearing 
Dranth 2. 00/12/03. 65pp, 07331:301, 


— 8012303024 Forwards eiecuted stipulation re license conditions. 
BALOUGH.nC. Austin. TX 80/09/26 Ip. 07352:004. 


■SOL230B030 Order granting attached licensee co.T.mt tments. ag reed to bg 
utll.DOJ r.: HRC 

TUBHIDY^ J, F. . HALL/O.R,. FARHA'AI DFS. 0 R. Atomic Safety and 
Licensing Board Panel. 74/05/24 &lpp. 07352:015. 


— B0123C0040 Request for order directing licenses be amended per 
attached cond i t ions. DUJ 4 util join in mo ti on. Order would 
terminate HRC prosecutorial rolc.but NRC uould remain as 
party, Certi ficate of Svc end. 

VOGLFR, B.H. Atomic Energy Commission. LECKIE. D. A, . LEVIN. 11. H, 
Justice. Dept, of 74/03/13. 9pp. 07352:034. 


0012330325 Response to intervener Public Utils Board of City of 
Dr puns Vi 1 1 e I TX opposition to proposed settlement license 
cond 1 1 i ons , Cell tra 1 antitrust issues are adequately addressed 
in license conditions ASlB should approve conditions. 

STAKLt D. M. Central 4 South West Corp. STAHL. D.H. Isham. Lincoln tc 
Deale. 80/12/03, 16pp. 07357:009 


— 8012300229 Sopp I e.rental response, sut.mi t ted to FERC. on DQJ 900917 
petition to intervene DOJ position is Irrelevant to approval 
of supplemental offer of settlement t. should be denied w/o 
pre jud Ic e. Supporting info i Certificate of Svc end. 

STAWt.D. «. Central 4 South West Carp. STAHL. D. H. Isham, Lincoln 
* Seale. 80/11/25. 2'Jpp. 07357:025. 


8012300250 Response to intersenor Public Utils Soard of City of 
Brouinsville 001112 opposition to proposed settlement license 
condlt i ons . Cond i t ions are in public interest. Imposition will 
not damage I ntervenor, Certi f i cate of Svc end. 

FASRIKAMT.R . MCMILLEN, W H, , DDPSOV I C, D, A, Jus t i ce . De p t, n f . 
00/12/03. 24pp. 07358:086. 


0012230222 Order granting TX Border Cooperatives 801124 petition for 
leave to uithdrau 800731 petition to intervene. 

MIDER.II, E, Atomic Safety anj Licensing Board Panel, 80/12/04. 
2pp. 07317:079, 


:8012290163 Corrects typographical error in Certificate of Svc.encl to 
801203 memorandum in support of proposed settlement license 
eond itlons. Date of svc should be 80 1203. W/Cert i f t ca te of 
Bvc. 

GREEN. D. 0, Houston Lighting h Power Co 80/12/04, 5pp. 07344:144. 


8012300251 .Joint inotian t.i make c or rac t i cti s to G009IS proposed 
se 1 1 1 B.neii t fjcrnss coniitiocis Also moves f.ar leave to file 
encl confarired propasel license conditions Certificate of 
Svc end 

CHANANIA.F I) /intitruit Division -* Jus tic e. Dep t. Of . » Texas 
Utilities Generating C.i 80/12/7.2. 20?p 07358:110 


6012300469 Order granting laavo ta file 601222 conformed settlement 
license cotijitiens 4 a.iupting corrections to 603915 
proposed license conditions License conditions encl 
HILLER. IT E Atomic Safety and Licsnsirg Board Panel 80/12/24. 
17pp. 07357: 210 


<3 Ihspecticn reports. IE Bullotirs .5. correspondence 


3Q12170744 Forwards !E Circular 00-21, "Regulation of Refueling Crews. 
No written response required 

SEVHRlTtK V, Region 4, Dallas. Office of the Director. 00/09/10. 

Jp 07264: 168. 


6012030/98 Responds to ItC Bulletin 79-03A. “Longitudinal Weld Defects 
in A5"1S SA”3l2iType 204 Rtaitiless Steel Pipe ■" Etching ends 
of all aaf e ty-r e lated S/i-312 Type 333 series fusion welded 
pipe comp 1 e ted 

GAflV. R J. Teias Utilities Generating Co 80/10/07 Ip. 07149:270. 


8012020/39 Forwards IB Imp Repts 50-445/80-24 4 50-446/00-24 on 
001006-10. No none ofsp 1 i an c e noted 

SEIDLEW C. Regicn 4. Dallas. Reoctor Cons ti'uc ti on 4 Engineering 
Support Branch QO/lO/i'4 2pp 07143:160 


--0012020749 IE Insp Repts 50-44 5/G0-24 4 50-446/83-24 on 801006-10. No 
noncunp I i ance ncited llsjcii areas insp ec ted : safety-re lated 
const activities pertaining to installation of electrical 
cables. 

M.ARTlN.L E . C Ra^atdAW, N A, Region 4. Dallas. Office of the 
Director. JOHNSON. A R Region 4. Dallas. Reactor Construction 4 
Engineering Support Branch 80/10/22 3pp. 07143: 170. 


6012170340 Forwards ]£ Info Notice 90-3&. "'Cracking in Charging Pump 
Casing Cladding." No written response required. 

SEYFRSr.H V Region 4- D.allss. Office of the Director. 30/10/30. 
Ip. 07269: 025. 


6012170022 Forwards IE Info Notice 80-39. 'Hal func t ion of Solenoid 
Valvee llfg by Vslror Eng i naer i tig Corp. '• No written response 
is required. 

SEfrRITiHV. Region 4, Dallas. Office of the Director 00/10/31. 
Ip. 07266: 0!7, 


6012100544 Ac '< receipt of 301020 1 t c informing NRC of steps taken to 
coT'rect violation noted in It! Insp Repts S'0-445/30-20 4 
50-446/BO-20, 

SElDLEilJ C Region 4, Dal la 1 , Reactor Construction 4 Eng i iieei'i ng 
Support Branch 60/1 l/Ah ip 07218 140 


— S012I00550 Responds to NRC SC /924 Itr re violations noted In IE Insp 
Repts SO-445/B0-2O 4 1 0-446 / SO-l'D C orr ee t i ve actions. QA 
personnel will porforni iiipidcesi K release insp of future 
$ h 1 p.n.en ts from supplier 

OARV. R J. Teias Utilities Generating Co. 80/IO/20-. 3pp. 

072113: 141 . 


8012100606 Forwards IE Bulletin 80-21. "Valve Yoke* Supplied by 
Halcoln- Foundry Co, Inc ’’ Written response required. 

SEfhRIT.H. V Region 4, Dallas. Office of the Director 30/11/06. 
Ip 07220: lOS, 


EO12030D97 Forwards IE Info Notice 60-40, "Ercessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve aperetlon to Cause 
Reactor Dep r ess ur I I a t i ./>: " Nd written respcinse required. 

SEYfRIT.K V. fiogiori 4, r-nllas. Office of the Director. 30/11/07. 
ip 07150:155. 


80120SOSS4 Forwards 1£ Info Notice 00-41, "'Failure of Suing Check. Valve 
in Decay Heat Removal Eyi at Davis Bessc Unit 1." No 
response required 

SEYrRlT,H, V. Region 4. Dallas, Ciffica of the Director 80/11/10. 

Ip 07103: 008. 


8012180369 Forwerds U M-j t Meeting ftepti 5O-445/B0-25 4 50-446/80-25 
on 801030 Mb nontmip 1 lane e listed, 

SEIOLE.H. C. Region 4. Dallas, Reactor CoTistruction 4 Engineering 
Support Branch GO/lS/li‘ 2pp 037‘T4:213, 


--B012180372 IE M.jt Meeting Repts 50-445/00-25 4 50-446/80-25 on 801030. 
Major area d i s cus srd . s y stemat Ic assessment of licensee 
p er f orirarc e 

SEYFRIT. H. V, . CR 056 MAN, tj A. Region 4, Dallas. Office of the 
Director. SEIRLE.U. C Region 4. Dallas, Reactor Construction 4c 
Engineering Support Branch 6-5/1 1/12 lipp. 03794:215. 
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01-5 Ftrr’iiat-is If au)I'?'.i»i G''“30. 'Failures of Solenoid Valves 
iy Valuer Enj i n» :-r iny Coip. ' Requires estimate of 
O'jer asrociated u/ •; -or r e ; t i ve actions 

BIT.H V ttegion “J Pal las. Office of the Director. 00/11/14. 
071S9 v4.i 


C'41 1 Requests info ;■ e iu-t 1 1 nj from levieiu of application re 
rvice insp of pressure- iiclaltcn ■■•elves. Bequests list of 
sure isclatioM valvci incl'jde.l In testing progran u/#oup 
3f piping >. instr'jnsrication diagrams. 

SCQ-R i. Assistant Direct'Or f-ar Licensing. SO/11/17. 5pp 
5: 304. 


coil ForuaT'Js IE Evlletin BC-24, ' Pre ve nt i on of Oanage Doe to 

r Leakage Instde 'C-Mitainnent " No urslten response 
i red. 

RIl.K V Region 4. Dallas. Office of the Director, BO/11/21, 
07173 Q55. 


1371 For'aards IE Inf'S Notice 30-45- 'Effect -of Radiation on 
eulic Snubler Flvi-l " No response required 

>ri.lf.V. Region 4. Dallas- Office of the Director 00/11/24 
07262: 13*. 


>115 Foruar'ds Suppl ] t-o IE Info Notice 00-29. '’Broten Studs on 
I rurtiue Stea.n Inlet Flange. • No uritten response 
i red. 

UT.X.V Be-]ian 4. Dallas. Office of the Director. 00/11/26 
0/262 C9 5 


1531 Informs that roact-jr coolant isolation valve inservice insp 
.rements laill he a-llressed in facility inservlce insp 
■an. Inservice insp pro-gram Peing developed It uill be 
tted to NFC within sii ffl-enths of t o.n'OBrc ia! operation, 
fi J. Feias Utilities Oenerating Co. 00/12/03 Ip. 07263:093. 


irtahle occurrences. lERs ? related correspondence 


1745 Deficiency rep t. super seo in g 000421 sub.ni t tal . re installation 
illed-in eipansion anch-ors. initially reported on 
• / Installation prveeJure jas revised to reflect oin 
ng requ ireinerits between various anchor types. 

R vf. Teras Utilities Generating Co. 63/12/10. 2pp. 


il69 Inten.r deficiency rept re violation of piping min wall 
ness Eng i iieei I ng revieu { disposition of .nin wall 
iticns at ..ueids continuing Neit progress rept to he 
tted by 010*15 

fl .J. Teias Utilities Generating Co. 00/12/16. Ip 07343:361. 


50-446 CCIIANCHE PEAK Slff-M ELECTRIC STA .UNIT 2 


icaticn/cc-.)struct i-C'ir stage doc -jcieiit s t correspondence 


i■35D Ltr to -hperatir.g plan*. Sscensees.Qu applicants It CP holders, 
ir-ds MIJREG-0V37 re TKl action plan re qu irenents ft eques ts 
iting reactor liceniee cenf i ro>a t ion in 45 days that 
I imp lemeritat i on dates 'Jill be .net. 
n-iUT.D.G. Division of Licensing. 00/10/31. 7pp 


1017 FoT’vards request far a'lai info required to conplete NRC 
lation of app 1 1 ati-on for operating licenses for 
i t i es Response shc-old oe suhni tted. tii thin 6 laks. 
iCO. R 1. Assistant Dira-rtor for Licensing. BO/ll/20. 25pp. 

‘059 


ll'97 Discusses NSC re'.iew schedular requirenents for special lou 
■ test progra.m t, e.'iergenc-y procedur es Provid es list of 
tines to be met ir. order to complete evaluations in 
nction 'e/pouer ascension program schedule 

ICO. R. 1. Assistant Dirgstar for Licensing, 80/11/20. 2pp, 
1:217. 


ii63 Discusses i.'RC re tusre-Tsnts for oegani lationa I structure ti 
resources F5AR aren-J reflecting recent organi la tlona 1 
es should be submitted b'j 310116 due to projected 
ole for issuance of 3ER 

iCO. R 1 . Assistant Direstar for Licensing. 80/11/20. 3pp. 


‘S30 Forwards Rsvisson I c. f Table 1. providing scheduled 
le.rtatioii submittal daces to NRC for equipneht 
ficabien data packages included in vendor equipment 
Ticatlpn pr.j.gpsid Table 2 re facility equipment end 
■SON. T M Westinghouse Electric Corp SO/ 1 1 /26. 6pp. 
•;H70. 


9012103536 Responds to QO 1 1 1 4 ltr requesting addl e 1 ar i f 1 1 a I j ' 
environ re v i ew C o r-iie r c i a 1 fii'.n-uiill remove sludge to 
disposal area Deed fish were removed from traveHing 
screens as screens were rotated once every 0-h 
GARV.R.J Teras Utilities Gererating Co. 8'3/12/22 5p p 
073 't 6 a 71 . 


C Utility Environmental Report (ER)i amends i car respoti den r » 


60L233D336 Forwards Amend 2 to environ rept. 

GART. R, J. Teias Utilities Co. 00/12/22, 2pp. 07350:005 


— 0Oi21'53344 Amend 2 to environ rept. 

< Tcias Utilities Co. 00/12/22 16pp. 07350 007 


E Security, medical, emeryenej i fire protection plans 


0012160199 Notifies that util 8CO810 safeguards contingency pla’ . r 
acceptable. Samp le licensing cond i t ion end. 

TEOESCDaH.L. Assistant Director far Licensing. 80/11/26 'ids 
07262: 310 


801 231 0000 Foruards response to NRC comments re interim physical 
security plan. End withheld fref 10CFR2 7901. 

GARy.R J.. Tesas Utilities Generating Co. 00/12/23. 3pp 
07369: 272. 


G. Adjudicatory correspondence 


8012290529 Informs of ASt.AS 001124 me.’norandum U order dismiss I'-g »;).;'ev 
filed by Citiiens for Fair Util Regulation, intervenor in 
facility DL proceeding. Intervenor sought to appeal rejectism 
of one content i on. 

SHA.PAR.K, K. Office of the E»ecuti\e Legal Director. eG/ll.-i'5 ■ i.. 
07335: 101. 


0012090341 Fortuartfs opiginaJ verification for 001201 suppl tn 
to- applicants' first set of interrogatories 6 requests to 
produce re util application for OLs.K/o encl. 

ELLIS. U. Cltiiens Association for Sound Energy. 60/12/01 ■ Epp 

07199: 347. 


0012290318 Suppl to Citiiens Association for Sound Energy answer t. 
applicants' first set of interrogatories i: requests to 
p raduc e, De t ai Is info relied upon for Contention 5 re IE 
insp r e p ts . Cert i f i cate of Sve end. Related correspondence 
ELLIE. J. Cltiiens Association for Sound Energy. 80/12/01 
07308: OOl, 


8012310700 Second set of interrogatories directed to applicants t. 
requests to produce. Cone erns Contention 5 re failure to 
adhere to OA/QC pr ovis i ons. U/Cer t i f lea te of Svc. Related 
correspondence, 

ELLIS. J. Cltiiens Association for Sound Energy. 84/12/01 eSipp 
07308: OOl, 


8012290537 Third set of interrogatories i. requests to produce tu 
app Eicant. Addresses Contention S re failure to adhere to 
QA/QC provisions $- Contention 24 about cast/benefit balance 
W/Cer t i f ica t e of Svc. Related correspondence. 

ELLIS. J. Clti iens Assoc iation for Sound Energy. B0/12/Q4 Sipp 
07335: 197. 


8012290311 Denial af Cltiiens for Fair Util Regulation 804910 aa»i«'! 
for pro tec t i on. Grounds not stated u/partlculari ty & good 
cause not shewn 

DEAiE. V.B. Atonic Safety and Licensing Board Panel. 80/12/05 **■» 

07341:225. 


8012290647 Answer in opposition to Citiiens Association for Ea;.:rd 
Energy 301 ICO motions fo-r separate intervenor status U 
a 1 1 erna t ive 1 y far appointment as lead party on conso 1 ida bed 
sonten t i ons, IJ/Cer 1 1 f ica fe of 5vt. 

REVNOlDS. IL 8 . KORIN. 14. A Toias Utilities Generating Co. 
RETNOLDS. N. S Debevoise t- Liberman. 00/12/05. 6pp. 07332 Ori.'lt 


9012300057 Withdrawal of motion to compel Cibfiens Assoc iat ion 
Sound Energy to respond to applicants' 6C0301 first 
in t art ogatoT les . Cer 1 1 f i c ate of Sve end. 

RETNGLDS- W. S. . HORiN.W A Teias Utilities Generating Co. 

REVNOLDS. W. S Debevoise Liberman. 80/12/00. Spp. 07356 IsiH 


0012150243 Response in opposition to Citiiens Association for 
Energy 801120 motion for separate intervenor status. CASE did 
not demons tr ate that significant prejudice uill result from 
consolidation. Certificate of Svc end 

TUSK.B. E. Hearing Branch I 04/12/09. Spp. 07237:335. 
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S01S299339 Respanss in oppoaitisr to Citiisns Association for Sound 
Energij (CASE) 801301 motion i’or protoctivo or d or . Cor t i H ca t e 
of Svc encl. 

REVNQUOS.N, S , HORIN.lf A Toias Utilities Generating Co. 
REYNOLDSp N. 8. Debevoise 4 Liberman, 80/13/16, 6pp, 07343,129, 


8012390436 Order overruling Assoc latioii of Co.T.munitg Organ i jations for 
Reform Nou 800911 objections to applicant 800813 
interrogator 1 osp deng i ng ACORN pTiotion for protective order 4 
granting estension until SlOiOS for ACCRN to respond. 

DEAIE/V B. Atomic Safety and Licensing Board Panel. 00/12/19. 6pp. 
07336: 278, 


S01S3002S8 Advises that NRC uill not respond to Citiiens for Safe 
Energy 801201 motion for protective order re applicant 
i nterrogatory . Mo 1 1 on set forth in 801201 suppl to answers to 
applicant first set of interrogatories 

ROrHSCHILOp M U Operations I- Adini n i s tra t i ve Division. 80/12/22. 
Ip. 073581131, 


8012310290 Answers to Citiiens Association for Sound Energy S01204 
third set of interrogatories 4 objection to rewording of 
Contention S. Only ASL6 can determine word ing. Support ive 
tab lasp af f idavi t 4 Certificate of Svc encl, 

FlEytlOLDSp N. 8, p HORINpIf. A, Teras Utilities Generating Co. 
HErNDLOS.N, S. Debevoise 4 Liberman. 80/12/23. 14pp, 07362:006, 


H. General correspondence 


8012230012 Informs that 800501 prehearing conference transcript 4 
(hissing pages from 600430 trarpscript were transpoi tied to 
mini POR at Univ of TXpArlington 

ROTHSCHILD, M, U. Operations 4 Administrative Division. 00/18/02. 
ip. 07311:167, 


— 8012230015 Forwards transcript of 800501 hearing in Fort Worth, TX for 
placement in LPDR. 

* Records Services 4 Facilities Branch. 80/11/13. ip, 

07311: 166 


8012290424 Responds to request for NUREG publications 4 other repts. 
NUREOs available for sale fram OPO. h'RC unable to locate 
other requested repts. 

ROTHSCHILD, M. U. Operations 4 Ad,nini s tra t i ve Division, 00/12/10, 
2pp. 07337:001, 


K. Utility Final Safety Analysis Report (FSAR) 4 amends 


3012190487 Forwards Amend 13 to FSAR. 

OARY.R.J. Teias Utilities Generating Co. 00/12/15. app, 
07275: 301. 


■8012190493 A.hend 13 to FSAR, 

» Teias Utilities Generating Co. 80/12/15. 400pp. 07275:303. 


9012300551 Forwards affidavit af svc of copies of Amend 13 to 
conversion program sys environ staie,nDnt FSAR. 

SCIHlOTtH. C. Teras Utilities Generating Co. 00/12/22. Spp. 
07346:256. 


K. Antitrust correspoi Jente 


8012310258 Notification of contract eiecu 1 1 on, Mod 2 to "Econo(nlc 
Assistance Re Antitrust 4 Com.mancbe Peak Antitrust 
Proceedings. " Contractor; Transeomm, Inc. 

HAIRSTON, C. A. , GLAGOLA,A. F. Technical Assistance Contracts Branch 
FIN B-6593, 80/11/10. Ip, 07370:033, 


— a0l?310262 Mod 2, attending period of performance, to “Economic 
Assistance Re Antitrust 4 Commanehe Peak Antitrust 
Proceedings. '' 

LEBNfeRi H. C, Transcoir.n. Inc. DOUOHERTYr 0, J. Technical Assistance 
Contracts Branch. FIN B-6593, 00/11/10. Ip. 07370:034. 


8012030456 Request to withdraw 800731 petition to Intervene due to 
agreement reached w/Centra) 4 South llest Corp re proposed dc 
ties. Certl f icate of Svc encl. 

O'HtILiR A. Tejas Border Cooperatives. 00/11/84. 6pp. 07149:347. 


8012100039 Notice of appearance on behalf of Central 4 South West Corp< 
Central Power 4 Light Co, PSC of OK, Southwestern Electric 
Power Co 4 West TX Utils Co. Cer ti f tea te of Svc end 
THORNTON, P. I sham. Lincoln 4. Beale. THORNTON, P. Central 4 Sooth 
West Corp. THORNTON, P. Carolina Power 4 Light Co. SO/ll/26. Spp. 
07219:067, 


6012300310 llemDiiindym in lypp-Dr*. -if 000915 proposed settlement license 
conditicns i lesponio t!! f-uclic 'Jtils Hoard of City of 
Brownsville 301112 >jppP5iiig •; o nme n t s C e r t i f i c a t e of Svc cnc. 
BCUnNlGHT.J A Hpuif.of. S.ijhting f'owsi Co EOJKNtGHr, J A Baker 4 
Botts 30/12/01 22pp 117307:097 


201217067s! Rsiponsa to PvdK Utils Haai'd af Brownsville 601112 
cor.hsits on proposed license conditions t stats.nent 
pursuant to ASl.S 30102,; reqyesti at pieheariiig conference 
Certificate of Svc encl 

KNOTTS, J.E, AHcARK, C D Te.as Utilities Generating Co. KNOTTS, J.D 
Debevoise 1 Liberman, 20/111/03 59pp 07264:063. 


6012300013 CoiTi.Tients on 7v re.jtneit for eppioval of encl settleiment 
license conditions 

CHANANIA, F. D . DlUMEM S Antitrust Division LElllS.S.H. Hearing 
Branch 2. 60/12/03 65pp, 07351:301 


6012300225 Response to intervener Public Utils Boar,l of City of 
Q r owns vl 1 1 e, T X opposition to proposed s e 1 1 1 Cciierit license 
c ond i 1 1 ens Ceri t ra I antitrust issues are adequately addressed 
in license conditions A6'..B should approve conditions. 

STAHL, D. M Central % South West Corp STAHL, U. H. Isham, Lincoln 4 
Beale. 00/12/03. 16pp 07337:009, 


--8012300289 Supplemental respense, subni t ted to FEHCion DOJ 900917 
petition to intervene DOJ position is irrelevant to approval 
of supplemental offer of settlement 4 should be denied w/o 
pre jud i c e. Support ing into Certificate of 6vc end. 

STA!!L,D M Central t South West Corp STAHL, D. M Isham, Lincoln 
i: Beale. 80/11/85 isTpp, 07357 0,75 


60123002.50 Response to intervener Public Utils Board of City of 
Brownsville 601118 opp'ssitioii to pi oposed settlement license 
conditions Cdoditioiis are in public interest. 1 nposlt ion will 
not damage intervener Certificate of Svc end 
FASRIKAWr, R. . MOM I LLEW, N, H, , DOPSOUrC, 0 A Justice, Dept. af. 
00/12/03. 24pp, 07358: 086 


Q018530822 Order granting TX Bai ,ler Cooperatives 801124 petition for 
leave to withdraw 300731 petition to intervene 

MILLER, 11. E. Atomic. Safety and Licensing Board Panel. 60/18/04. 
2pp. 07317:079 


8012290163 Corrects t'jpo graph i ca I on or in Certificate of Svc, end to 
801203 memorandum in sLppott of proposed settlement license 
cond i t ions. Rate of svc should be 801S03 W/Cer 1 1 f i cate of 
Svc, 

GREEN, D 0 Houston Lighting 1 F'ewer Co 80/18/04 5pp 07344:144. 


6012300251 Joint motiPTi to make c-jr r sc t i oils to 600915 proposed 
settlement licsnio coinlitions Also r.ovos for leave to file 
encl conformed propuss, 1 licsnse c ond i t i Otis . Car t i f i ca te of 
Svc snd. 

CHANANIA, F R. Antitrust Division Justice, Dept of, * Texas 

Utilities Generating Co f0/12.'22, 20pp. 07359:110. 

8012300469 Order granting leave l,o file conformed settlement 

license conditions a.l,op‘iiig corrections to 000915 
proposed license c oini i tiori,' Li'csnse conditions end. 

MILLER, HE. Atomic Safety and Licensing Hoard Panel. 00/18/24 
17pp. 07357. 210 


0, Inspection reports, IE Hulletins K correspondence 


8012170744 Forwards IE Circulai' 00-21, Regulatlan of Refueling Crews. 
No written response required, 

SEYhRIT.K V, Region 4, Dallas. Office of the Director, 80/09/10, 
Ip. 07264: 160 


8018030798 Responds to If Bullet in 79-03A, “Longitudinal Weld Defects 
in ASihr SA-3l2i Type 304 Stainless Steel Pipe." Etching ends 
of all safety -r ell's ted SA-312 Typo 303 scries fusion welded 
pipe co.mp I eted 

GARY.R.J Teias Utilities Generating Co 80/10/07. tp. 07149:270. 


8012020739 Forwards IE Irsp Repts 50-445/90-24 ?. 50-446/60-24 on 
801006-10. No noncomp 1 lanc e noted. 

SEIBLE.W. C. Region 4, Dallas, Reactor Construction 4 Engineering 
Support Branch, eO/lO/«4. 2pp. 07143:168, 


—8012020749 IE Insp Repts 50-445/90-24 4 5O-446/05-24 on 801006-10. No 
noncompliance noted, Majur areas inspec ted : sa f e ty-related 
const activities pertaiiing to installation of electrical 
cab les. 

MARTIN, L.E., CR080MAN. W A Region 4, Dallas, Office of the 
Director. JOHNSON. A. R Region 4, Dallas, Reactor Construction 4 
Engineering Support Dran-'h 80/10/22 3pp. 07143:170. 
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S0l«!l70ii0 Fcr'gjst js Ip: Ir.r.? SO'-j'Si ’Cracfcing in Cfiarglng Pump 

Casing Cla'l'iii.g '' fio lesponse re-iuireJ, 

SEiPRlT.K n^jjoii 4, iialiii!. atfica of the Director. BO/10/30, 
Ip 07269 025 


SOI3l705’2a Foruerjs IE In*'o l.otice S0'39i ■'Malfunction of Solenoid 
Valves Itfg bg Valcor En ; j near i f.g Coi p ' Mo uritten response 
IS require J 

SEVepn.K V Region 4. Eallaa. Office of the Director. B0/10/3t, 
Ip 07266-017 


3012100544 Aci rBcsipt of £01020 Itr informing NRC of steps taken to 
correct violation nOVcl in 1£ Insp Rapts 50-445/30-20 & 

50-446/OC-20 

SEIDLE-l-'. C Region 4, D.'llas. Rcoctoi Construction 4 Enjineering 
Support Eranch e-OMl'C'!; Ip 07210.140 


5. Reportable occurrences. LERs 4 related correspondence 


8012180245 Deficiency rapt, supersed Ing 800421 subail tta 1 . re iilstal I a ti on. 
of drilled-in espanslon anc hors. i n 1 t ial 1 y reported on 
791 10/. Ins tallat ion procedure uias revised to reflect min 
spacing requirements betuiuen various anchor types. 

&ARY.R.J. Texas Utilities Oenerating Co. SO/12/10. 2pp. 

07272: 3S3. 


S012290169 Interim deficiency rept re violation of piping min uall 
thickness. Engineering revieu 4 disposition of min uiall 
violations at uelds cont i nu ing . Me s t progress rept to be 
s ubm i t ted by B1061 3. 

OARY.R.J. Texas Utilities Generating Co. 00/12/16, Ip, 07343:361. 


— 8012107550 ReipenCs to MSC 6'j79S-t Hr re violations noted in IE Insp 
flepts 50-445/80-20 50- 446/S0-20. Corrective actions :0A 

persirn.el uill perfoivn inprocass 4 release insp of future 
ship. rents from supplier 

GARY.R. U Teias Utilities venerating Co SC/10/20. 3pp. 

07218; 141 


DOCKET STN-50-447 0E5SAR-23a 

B. Utility Preliminary Safety Ana ly 5 is Report/ amends 


801215C095 Forwards Amend I to GESSAR II. 

SHERWOOD/ 0, 0 General Electric Co. 80/12/02. 3pp. 07241:303, 


8012100606 Forvards In Holletin SO-21. 'Valve Yokes Supplied by 
Kaltalm Foundry Co. Inc ' Written response required, 

SEYrRIT/K y. Re.gion 4 CallaSi Office of the Director. 80/11/06, 
Ip. 07220: 105 


S012030S97 Forwards IE Info Notice SO-40. 'Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressui i lati-jr No uritten response required. 

SEYFflIT/K.V Region 4, Dellas. Cffite of the Director. 00/11/07, 
Ip, 07150:155 


8012080534 Foruards IE Infc Notice 30-41, "Failure of Suing Cheek Valve 
in Decay Heat Removal Sy; at Davis Seise Unit 1." No 
response required 

SEVhRIT.K y. Region 4. .Dallas. Office of the Director. 30/11/10. 
ip 07163:008 


8012180369 Forwards IE Mg t Meeting Pepts 50-445/80-25 4 50-446/80-25 
on 841030. No nonco.np I i a-nc e noted 

SEiCLE.If C Region 4. Dallas, Reactor Construction !< Engineering 
Support Branch. 8.5'll/ls. wpp 03794; 213 


--B'D12183372 IE Mgt Meeting Repts 50-445/80-25 4 50-446/00-25 on S01030, 
Major area discussed systemattc assessment of licensee 
performance 

SEVFflIT, K V . CRasaKf-N.W A Region 4, Dallas, Office of the 
Director SEIDLE.W f. Region 4. Dallas. Reactor Construction 6 
Engineering Support Branch 30/11/12 llpp 03794:815. 


8012040125 Forwards IE H./lletin 80-23, "Failures of Solenoid Valves 
Kfg by Valcor Eng j nee .• i ii g Ccip " Requires esti.rate of 
manpouer associated w/ con ec 1 1 ve actions 

SEYrRlT/X.V Region 4 "ailas. Office of the Director. 80/11/14. 
Ip. 07159:046 


8012050411 Requests info resulting from review of application re 
inservice insp of pressure isclation ve Ives, Requests list of 
pressure isolaiion val'.ct in.riudc.d in testing program u/four 
sets of piping 4 iiiiCru ceiitat i on diagrams. 

TEOES'^O. R. I, Assistant Director for Licensing, 00/11/17. 2pp. 
07175; 304. 


G012050-D11 FoTwardi IE Bulletin 80-24, "Freveiit i on of Damage Duo to 
Idater Leakage Inside C i.ntni n.-en t , " No written I'esponsa 
required, 

SEYFPll.K.v. Regi-piNd. r/allasi Office of the Director. 00/11/21. 
Ip. 07173 055 


8012160071 Forwards IE Info Notice 80-42. ''Effect of Radiation on 
Hydraulic Snubber Fluid. " No response required. 

SEYrRITiK.V. Region 4, Dallas. Office of the Directors BO/lI/24. 
Ip. 07262; 136. 


8012160115 Forwards 8upp! 1 to IE Info Notice 80-29/ "Brokon Studs on 
Terry Turbine Steam Inlet Flange “ No written response 
required. 

SEYhRIT.K. V. Region 4, Dalisi, Office of the Director, 80/11/26. 
If, 07262 CaS. 


8012160531 Informs that leactor coolant isolation valve tnservice Inap 
requirements will be addressed in facility Inaervice insp 
program. Inservlce insp program being developed twill be 
submitted to NRC within sii ,norti/a of cof.merclal operation. 

GARY. R J Teias Utilities Generating Co, 80/12/08, ip. 07263:093, 


— 6012150096 Amend 1 to GESSAR-I I 

» General Electric Co 80/12/02. G25pp. 07241:300. 


0012170444 Forwards proprietary info for review of 230 Nuclear Island 
GESSAR-II. Info part of Amend 1/ responding to NRC 800722 
questions re safety relief valve actuation methodology. 

Affidavits end Rept withheld <ref I0CFR2,7901. 

SHERHOQD/ 0. C. General Electric Co 80/12/02, 5pp. 07269:143, 


DOCKS I 50-448 DDUOLAS POINI NUCLEAR STATION/ UNIT 1 


G. Adjudicatory correspondence 


B0123i0216 Motion for withdrawal of CR app 1 i cat Ions. Cert 1 fleate of 
Sve end. 

□LAKE. E. L Potomac Electric Po:jer Co. DLAKEiE. L. Shau/ Pittman/ 
Potts 4 Trowbridge, 80/12/24. 3pp, 07369: 2B6. 


OOCKEl 50-449 DOUGLAS POINT NUCLEAR STATION/ UNIT 2 


0 Adjudicatory correspondence 


8012310216 Motion for uiithdrawat of CP applications. Certificate of 
Sve end. 

BLAKE, E.L Potomac Electric Power Co. BLAKE. E.L. Shaw, Pittman/ 
Potts 4 Trowbridge. 80/12/24. 3pp, 07369:286. 


DOCKET 50-450 SUMMIT NUCLEAR PDNER STATION, UNIT 1 
G. Adjudicatory correspondence 


8012090263 Forwards motion withdrawing application for permit to 
construct twin HTGR units 4 terminating CP proceedings. 

IRNIN. D, P. Hunton 4 Williams, 80/12/05, 3pp, 07801; 136. 


--801209026S Motion to witlnfrnw application for CP 4; to terminate permit 
proceed 1 ngs. 

IRWIN, D P. Delmarva Power & Light Co, IRWIN. D. P. Hunton 4 
Williams. 80/12/05, 2pp. 07201:139, 


6012230058 Motion to withdraw CP application 4 terminate proceedings. 
Certificate of Sve end 

IRWIN, D.P. Delmarva Power 4 Light Co. IRWIN. O.P. Hunton 4 
Willia.ms. BO/12/05. 4pp. 07313:220. 


80'12300(34 NRC staff response to motion to uithdrau application 4 
terminate proceed 1 ng. Deter min.it ion on applicant motion 
should be held in abeyance until NRC has evaluated precise 
conditlo'P of site Certificate of Sve end. 

HARMAN, II. Koai'ing Branch 2. 80/12/17. 3pp. G7347: 198. 


DOC HE I 50-451 SUMMIT NUCLEAR POWER STATION, UNIT 3 


Q. Adjudicatory correspondence 


8012090263 Forwards motion withdrawing application for permit to 
construct twin HTGR units 4 terminating CP proceedings. 

IRWIN, D.P, Hunton 6 Williams. 80/18/05. 2pp. 07801,' 136. 



DOCKETED ITEMS 


2 


— 3012090265 Motion lo uj i th Irs’ii o p p 1 i ca C i on for CP h to torminate permit 
proceed Ing s . 

IHiilN. 0. P. Deltrarvd Poijer V l.ijht Co IHU’IN. D. P Hunton 6 
Hiiliams, 90/13/05 3pp 07201: 133 


9012230058 t'iotian to ujlth jrau CP application 6 terminate proceedings. 
Certificate of Svc enc 1 . 

IRWlNiD. P. Delmarva Power !< L.ight Co IRlJJNiD. P. Hunton Sc 
Mi mama, 80 / 12 / 05 . 4 pp 07313:223 


8012300134 line staff reaponee to motion to uithdrau application h 
terminate proceed i ng. De term! net i on on applicant motion 
should be held In abeijsnee until NRC has evaluated precise 
condition of si te. Cer 1 1 f ica t o of Svc sne 1 

KABMAN.Il Hearing Branch 2, 80/12/17 3pp. 07347:192, 


DOCKer 50-452 GSEENWOQD ENEfiG/ CENTER, UNIT 3 


A App 1 lea t i on /tana true t ion stage docuinents i-. correspondence 


8012244278 Act receipt of NRC SOI 110 1 tr S' invoice for alleged coat In 
revieua of uiithdrawn app 1 1 ca 1 1 ons. Ut 1 1 will not pag 
until ruleinaStlng to amend 10CFR170 is complete t legalltg of 
collecting invoiced amount is resolved. 

JENS. II. H. Detroit Edison Co. 80/12/12. 2pp, 07324:342 


DOCKET 50-453 GREENNQOD CNERGV CENTER, UNIT 3 


A. App Heat 1 on/c ons true t ton stage docunanls 1 correspondence 


8013240276 Ack receipt of NRC 801110 Itr i invoice for alleged cost in 
revleus of uilthdraun app 1 ica t ions. Ut i 1 will not pag 
until rulemaking to amend tOCFR170 Is complete 6 legalitg of 
collecting invoiced amount is resoK'od, 

JEN3.W. H. Detroit Edison Co, 90/12/12, 2pp. 07324:342. 


0 InapactioT, I'eporti IF 3..1l«tir.i i' ■:-M' i'« s p ond enc e 


8012170510 forwards IF I f' r r. N■■>t^ce 80-37, ‘Containment Cooler Leaks tc 
Reactor Cavity Flooding ut Indian Point Unit 2 ” Nc written 
response r e .lui r ed 

tFEPPLERi J. 0. Region 3, Chitago, Office af the Director. 00/10/24. 
Ip 


e0120ao:'27 Forwards IE Insp Repts Si>-454/aO- 1 9 4. 50-455/90-10 on 
800910-12 d 30 Nc non-cc.r p L iar.C s noted. 

F 1 C'RELL 1 , 0. Region 3, Chicaje. Reactor Construction 4 Eng iii.eer ing 
Support Branch eO.'tO/'3C< 2pp 07175 356 


--80120SOQ35 IE Insr Repts rO-454/eO-19 4 50-455/80-16, on 000910-12 t OC 
Nc noncompliance noted I'iujur areas iiisp e c t ed : s tat'US of 
previous Ig noted unieiplved i terns, s tatus of action 4< 
resolution 4 documentation of i teitis rapprted per IQCFRSO. 55. 

JOl/iS. C. E, , WILLIAMS G C. Re.giofi 3, Chicago, Office Of the 
Director. RO/10/29, 5pp 07175:358 


9012030279 Forwards IE [nsp Ffepts ^0-454/80-20 4 50-453/80-19 on 
80100/-09. No none omp 1 i an r; e noted. 

FI0RElL!, 0. Region 3, Chic.agu, Raactar Construction 6 Engineering 
Support Branch. 90/10/30 2pp 07186 233 


--B0120e02Si if: Insp Repts 5C-454/au~20 4 5C-45S/ea“19r on B01007-09. No 
noncomp I lance noted Majji areas inspected steam generator 
.mods, hardware, s life t g-re I at ed comp onent s. fabr i cat ion 6 fluM 
tube i ns t r u,ren t ah ion 

ER3,C.tl. Region 3, Chicago, Office of the Director. 

D/.(iIELS0Hi D. H Region 1, Chicago, Reactor Construction U 
Engineering Support Rtanch 80/10/28 4pp. 07106:235. 


0012190242 Forwards IE Itup Rep ts 50-454/00-21 i 5Q-4S5/e0-;20 on 
901022-24. No npnc omp 1 i anc e noted 

FIOREU.I.O, Region 3. Chicago, Reactor Construction 4 Engineering 
Support Branch. BO/1 1/13 l.'pp 072G2 125. 


— 8012190267 IE Insp Flephs 50-404/90-21 4 50-455/80-20 on 8010S2-24. No 
DOCKET SO-454 DVRON STATION, UNIT 1 none omp 1 1 a nc e noted. Major ai-eas i nspec ted ; sta tus of post- 

tensioning work 4 lufg of button heals. 

A. App 1 ieat 1 on/e ons true t i on stage docu.ments 4 correspondence JONES. C.E, , WILL I AI1S, C , C Region 3. Chicago, Qfflce of the 

Director, BG/ll/13 3pp 07282 127, 


0012160050 Ltr to operating plant licensees, OU applicants U CP holders. 
Forwards NUREQ-0737 ro TNI action plan r egu I r oments. Regu es ts 
opsrating reactor licensee confirmation in 45 dags that 
Enel 1 imp Lementat ion dates will be met 
EISENHUT, D. 0. Division of Licensing 80/10/31. 7pp. 


0012010051 Confirms 601030 plans for 001125 meeting in Chicago, IL to 
discuss MRC evaluation of regulatorg pcrforinance. 

KEPPLER, J, G, Region 3, Chicago, Office af the Director. 80/11/lB. 
Ip. 07096: 190, 


8012010034 Informs NRC of intentions ta use ASME Code Case N-27Sr 
"Repair of We J ds, Sec t ion IIIiDiv 1,” to utiliie alternate 
rules for examination of areas prepared for repair of uetds. 
Requests notice of acc eptab i 1 i tg of end code cate. 

7RAMM, T. R, Commonwealth Edison Co, 80/11/18. 2pp. 07098:206. 


8012030440 Informs of intent to use AS!1E Code Case M-275, “Repair of 
Me 1 ds> Sec t i on Itl.Dlv 1 > approved 300515, for utlliiatlon 
of alternate rules for esamination prepared for repair of 
welds. Requests acknowledgement of acceptability. 

TRAWM.T. R. Com.Tionuealth Edison Co, 80/11/16 2pp, 07183:053. 


8012010591 Confirms 801017 plans for 001120 meeting in Olen Ellgn, tU 
to discuss util evaluation of d e$ ign/eng ireer ing 
or gani lat I one 4. functions re significant const rework at 
facilities. 

REPPLER, J. G, Region 3, Chicago, Office of the Director. 80/tl/l9. 
ip. 07090; 106 


8012020301 Forwards tabulation of planned environ qual 1 f 1 c ation testing 
programs, in response bo NRC 601001 ltr. 

ABELi'J, 3, Commonweal tn Edison Co 80/11/26. 4pp. 


8012190034 Approves 801116 request for author 1 lation to use ASHE Code 
Casa ({-278. Use should be docufented in F8AR. 

YQUN08L0QD, 6. U. U1 ceti s i ng Branch 1, 80/12/09, 2pp, 03795:105. 


8012290390 Informs that meeting held to discuss util evaluation of 
design/engineering organiiation 4 functions proved effective 
in defining scope 4 explaining results of util evaluation. 
FIORELLIiO. Region 3, Chicago, Reactor Construction 4 Engineering 
Support Branch. 80/12/03 2pp, 07345:348, 


8012020/43 Forwards thiee Performance Appraisal Branch insp repts 1, 
mgt evaluation tree u/usci gFjide so that facility can 
compa.'e program to program alre-odij reviewe-d 4 rake 
appropriate ad jus Vmen ts, Sl/o «ncl, 

KEPPLER.J. 0, Region 3, Chicago. Offire of the DlreetO'r. 00/11/16. 
4pp. 


8012040637 F.jrwards Jo. ii'.ll.'Cin 60-24, ''prevention of Damage Due to 
Mater Leakage Inside Cor t;»i riirsnt, '' Nc written response 
r equ i red, 

KEkPLEH, J. 0. Region 3. Chicago, Office of tho Director. 00/11/21. 
2pp. 07165: 335. 


60120BO‘j 37 Forwards IE Info IJ.3 1 1 c e 60-42. "Effect of Radiation on 
Hydraulic 8r,ubb«r Flui'J " IJo v/itten tesponse required. 

KEPPLER.J. G Region ;i, Chicago, Office of the Director. BO/ti/S'l. 

2pp. 


3012170552 Forwards [E Info Notice 80-29. 8ypp I 1. “Broken Studs on 
Terry Turbine Steam Inlet Fla'ige. '' No written response 
required, 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 00/11/26. 

app. 


0012160520 Act receipt of 601113 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/B0-1B fc 
50-455/60-17. 

DAVIS. A. B, WegiPFi 3. Chicago, Fuel Ffltillty St Materials Safety 
Branch, 00/ 1 l.'Ilft Ip 07261 : 107. 


— G0121605S9 Forwards refponse to NRC 801016 ltr re violations noted in 
IE Insp Repts 50-404/00-18 t 50-455/80-17. Carr ec tlve 
ac t i ons : eroded area graded A proper use of dally const 
checkltsfcsreinstitoted 

ABEL, J, S Comraonwea 1 1 h Edison Co. 80/11/13. 3pp. 07261:180. 


0, Repo, table occurrences, LERs 4: related correspondence 


8012100432 Interim deficiency rspt Initially reported on 801106 re 
Hestinghouse El et t-o ••Mech anl e a I Otv mfg 3-inch gate valves. 

Model 307188 falling to close under preoperatlonal test 
c ond 1 1 lens. Wes ting nous e developing generic solution. 

THAMIl. T. ft. Com-monwea I th Edison Co. 60/12/02 3pp. 07220: 04*;. 
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DOCKri 5=5-4t>a SiKOU STATJi'.’, U!.’ I T 2 

A /ip p I it-a t ioti / c c'n* tr L'C t i dot u-.ent 5 h t orret p ondent e 


S01216C050 Ltr to operating pUint 1 1 1 eosoea i Ol, applicants !< CP holders. 
FariL'Qrda fdURE0’O7n7 re Tf'tl attion p 1 ari r equirenent a . Requests 
cpera'.»r.j reactor lico'ii-ee •Cvtif i r^a t i on in 45 days that 
Enel I i>ip lementat 1 on dotes will bo ret. 

E I'SEIJli'JTi D. G Division of Licensing 80/10/31 7pp. 


8012010084 Itiforir.s NFC Of intentions to use ASMS Code Case N-275 p 
"R epair of Ue 1 d s. 5«c 1 1 on llIiDiv 1.' to utiliie alternate 
rules for ei aoi nat i on of areas prepared for repair of welds. 
Requests notice of acceptability of end code case. 

»RAMI1, T. p CP'r-icnwealtn Ediicn Co QO/ll/ia, 2pp. 07078:206. 


30I20304-IQ InfoTt'S of intent to tiie ASHE Code Case N-275< "Repair of 
It'eldSrSection lIIiDiv I-" approved 8005 l5hfor utilliatior 
of alternate rules for ei a.rina 1 1 on prepared for repair of 
welds Requests ackncwledgeisent of ac c ep tab i 1 i t y . 

TRArtH. T R Ccv.ronwesltr- Edison Co. BO/11/18. 2pp. 07183:053. 


0012010591 ConfiT.rs 50101? plans for 801120 .reeting in Glen Ellyn. IL 
to discuss util evaluation of d e s t g r /eng in eer in g 
org ani 1 a t i ona -I: functions re significant const reworl at 
facilities 

KEPPLER.J.G. Region 3, Chicsjo. Office of the Director. 80/11/19. 
»P- 


8012020301 ■fCrrwards tabulsticn of planned environ qualification lestlnj 
prograciSf in response to NRC BvlODt ltr. 

ABEI . .1 3. Co.rT.onuaa 1 th Edison. Cc, BO/tl/26. 4pp. 


801219C'J04 Approves SOlliS request for a u thor i I a 1 1 on to use ASME Code 
Case lJ-275 Use should be documented in FSAR. 

VOUNG5LCOD. a. J Licensing Branch t. 90/12/08. 2pp, 03795:185. 


®01S59OO98 Infor-TTS that misting held to discuss util evaluation of 
des i gn /eng i neer ing argant rati on -t functions proved effective 
in defining scope h erjlainii.g results of util evaluation. 
FtCRFLLI.C. Region 3. Chicagd, Reactor Construction 4 Engineering 
Support Branch. 80/12/08 Kpp 


Q. Inspection reportsi IE Sulletins ccrrespcndence 


8012170310 Forwards IE Irfo iJstice SO-37. ''Containment Coaler Leals fc 
Reactor Cavity Flooding at Indian Point Unit 2. *' No written 
response required 

HEPPLCR. J O Region 3, Chicago. Office of the Director. 80/10/24. 
Ip 


8012030037 Foruiandi IE Insp Repts 50-454/80-19 i: 50-455/80-19 on 
800910-12 /< 30 No none snip 1 1 anc e noted 

FlORELi.I.G. Region 3. Chicago. Reactor Construction fc Engineering 
Support 3rsneh GD.'10/3(J 2pp 07175:356. 


— 8012080035 IE Insp Repts 50-454/80-19 5. 50-455/80-18. on 300910-12 t< 30. 
Ha none omp 1 i anc e noted, Major areas insp ec ted : s ta tus of 
previously noted unresolved i tens, s ta t us of action 4 
resolution i- documentation of items reported per 10CFR50. 55, 

JONcS.C. E. . WILLIAMS. uC Region 3, Chicago. Office of the 
Director. 60/10/29. 5pp 0/175:359. 


3012080279 Forviardi IF Imp Ropts 50-454/80-20 i, SO-455/80-19 on 
801007-09. Mo r.oncomp I ianc e noted 

FIORELi I . G. Region 3' Chicago. Reactor CnnstTUCtion 4 Engineering 
Support Qranch 80/10/30 2pp, 07186- 233, 


— 601208-3286 IE Insp Repts 50-4.54/80 -2-> 4; 50-456/80- 19, on 801007-09, No 
noncofip 1 la-nc e noted, Majci a.'cas ins pcc ted: steam generator 
mods, harduai-e, safety-re lated c exponent a, fabr icat Ion & flu* 
tube 1 ns trvjr.enta t i on. 

ERB.C.il. Region 3, Chicago. Office of the Director. 

DAMIELEQN, D. il. Region 3. 'Ihicago. Reactor Construction 4 
Erigineering Support Branch, 80/10/28 4pp. 07186:235. 


8012190242 Ferwarda JE Imp Repts 50-454/80-21 i 50-455/80-20 on 
6010S2-24.MO ricncompl iance noted, 

FICREUI I.O. Region 3, Chicago. Reactor Construction U Engineering 
Suppart Branch. 80/11/15. 2 pp. 07232 125, 


■8012190267 JE Insp Repts 50-454/30-21 t- 50-455/80-20 on 801022-24. No 
noncompliance noted. Ms jot areas inspec feed : status of post- 
tensisining wort 5. aifg of button heads. 

uaifSSiC. E. . M1LL1AI1S, C. C. Regiorn 3. Chicago. Office of the 
Director. 80/11/13 3pp. 07282:127. 


0012020743 Forwards three Perf or-marice Appraisal Branch insp repts 4 
.ngt evalu.stion tree w/user guide so that facility cah 
compare program to program already revie-wed 4 nake 
appropriate adjustments, 14 /o end. 

KERPLEfiiJ, 0, Region 3. Chicago. Office of the Director. 00/11/18, 
4pp. 


8012040637 Forwards IE Bulletin 80-24. 'Prevention of Damage Duo to 
ifater LeaJa^e Inside Containment. '' No written response 
required. 

KEPPLER, J. G Region 3. Chicago, Office of the Director, 80/11/21. 

2pp 


8012D90337 Foruiards IE Info Notice 90-42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

KEPPLER.J.G, Region 3, Chicago. Office of the Director. 80/11/24. 

2pp. 


8012170552 Forwards IE Info Notice 60-29fSuppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

KEPPLERiJ, 0. Region 3, Chicago. Office of the Director. 80/11/26. 

2pp. 


8012160520 Ack receipt of 801113 ltr informing NRC of steps taken to 
correct -.-iolations noted in IE Insp Repts 50-454/80-18 6 
50-455/80-17. 

DA'.'IS. A. S. Region 3, Chicago. Fuel Facility 6 Materials Safety 
Branch, 00/11/28. Ip, 07261:187. 


—8012160529 Forwards response to NRC 001016 ltr. re violations noted in 
IE Insp Repts 50-454/80-18 fe: 50-455/00-17. Corrective 
ac t i ons : erod ed area graded L proper use of daily const 
checklists r e inst i tuted, 

ABEL. J, S. Commonwealth Edison Co, 60/11/13. 3pp. 07261:108. 


S. Repoi'table occurrences. LERs 6 related correspondence 


6012I004B2 l-ntertm deficiency rept initially reported on 001106 re 
lie s t i ngh ou s e El ec tro-Mechanica I Dlv mfg 3-lnch gate valves. 

Model 3GM3B falling to close under preoperationa 1 test 
cond i 1 1 ens . Nos t Ing house develop Ing generic solution. 

TRAMI1, T, R. Conmonujealth Edison Co. 00/12/02. 2pp, 07220:044. 


DOCKET 50-456 DRAIOWDOD STATION, UNIT 1 


A, Ap p I icatl on/construc tion stage docu.ments L correspondence 


8012160050 Ltr to operating plant licensees. OL applicants 6 CP holdars. 
Fop'wards NUREO-0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation in 45 days that 
Enel I implementation dates will be net. 

EISENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


8O12O!00SI Confirms 801030 plans for 001125 meeting in Chicago. IL to 
discuss NSC evaluation of regulatory performance. 

WEPPLEfi, 0, G. Region 3. Chicago. Office of the Director. BO/tl/lB, 
Ip. 


8012010084 Informs NRC of intentions to use ASME Code Case N-275j 
"Repair of Welds. Section llI.Div l,“ to utitiie alternate 
rules for examination pf areas prepared for repair of welds. 
Requests notice of acceptability of end code case. 

TRAMM, T. R Commonwealth Edison Co. 80/11/18. 2pp, 07098:206. 


8012080448 Informs of intent to use ASME Code Case N-27Si "Repair of 
Maids, Sec t ion III, Dlv t," approved 800515. for utlHiatlon 
of alternate rules for examination prepared for repair of 
welds. Requests ac k nowl e d gemant of acceptability. 

TRAHM, T. R. Co.T.-nonwea Ith Edison Co. 80/ i i/lS. 2pp, 07 £03: 053, 


eoiroiossi Confirms 001017 plans for 801120 meeting in Olais EUyn.IL 
to discuss util evaluation of design/engineering 
organisations 4. funetitns re significant const rework at 
f ac i 1 i ties . 

KEPPLER.J. G. Region 3. Chicago, Office of the Director. 80/11/19. 
Ip. 


6012020301 Forwards tabulation of planned environ qualification testing 
programs, in response to NRC 801001 ltr. 

ABEL, /. S. Commonwealth Edison Co. 80/11/26. 4pp. 


8012190904 Approv'es 801 IIS request for author! ration to use ASME Code 
Case 14-275, Use should be documented in FSAR, 

YOUNOSLOOD, 8. J. Llceniing Branch 1. 80/12/08. 2pp, 03795:105. 
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0012290393 Informs that: rssting hald to discuss util evaluation of 
d s s Igii/eng i neer i ng organ i lat t oi< 4 functions proved effective 
in defining scope *• eiplainii-.g results of util evaluation. 
FID.RElLI^O. Region Chicago. Reactor Construction U Engineering 
Support Branch, SOflS/OB flpp. 


Q. Inspection reports. IF Bulletins K correspondence 


eoi21i0535 Forwards IE Insp Bepts 50-45if80-l3 fU 5O--457/B0- 1 1 on 
300922-35 t> notice of violation. 

FIORELLIiO. Region 3. Chicago. Reactor Construction i< Engineering 
Support Branch 80/10/23 2pp 072t>I : 191. 


—9012160541 Notice of violation from insp on 000922-25. 

« Region 3> Chicago. Reactor Construction h Engineering Support 
Branch, SO/IO/21, 2pp 07261: 193 


•8012160555 IE Insp Repts 50-456/80-12 4: 50-457/00-11 on 000922-25. 
Moncompl tance noted ; inadenuate control of stored ductwork t 
defective shop welds. 

MAIDU<K, R . SCHAPKER.J. Region 3. Chicago. Office of the Director. 

HAYEB. D. W. Region 3. Chicago. Reactor Construction Engineering 
Support Branch, 00/10/21 10pp. 07261:195. 


B012I70510 Forwards IF Info Notice 80-37. "Containment Cooler Leaks It 
Reactor Cavl tg Flooding at litdian Roint Url i t 2." Mo written 
respor.se required 

KCPPLER.J.G. Region 3. Chicago. Office of the Director, 80/10/24, 
if- 


3012190321 Forwards IE Insp Repts 50-456/00-13 It 50-457/30-12 on 
901022-23, No noncompliance noted. 

FIORELLIiO. Region 3. Chicago. Reactor Construction L Engineering 
Support Branch, 00/11/13. 2pp. 07202: 110. 


— 8012190227 IE Insp Repts 50-456/80-13 tt SO-457/80-12 on 801022-23. No 
noncompliance noted. Ka jor areas inspec ted : prepara t ion for 
reactor vessel move bo containment steam generator mod. 

ERB.C.I1. Region 3. Chicago. Office of the Director. 

DAM1FL60N) 0. H. Region 3. Chicago. Reactor Construction & 
Engineering Support Branch. 30/11/12. 4pp. 07282:112. 


8012020743 Forwards three Performance Appraisal Branch insp repts ti 
mgt evaluation tree w/user guide so that facilitg can 
comp are program to program alreadg reviewed it make 
appropriate ad jus tmen t s . N/o end. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 80/11/18. 
4pp. 


8012040637 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Mater Leakage Inside Containment " Mo written response 
r equlrod. 

KCPPLER.vl. Q. Region 3. Chicago. Office of the Director. 80/11/21. 

2pp. 


3012080037 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

HEPPLER, J. 0. Region 3, Chicago. Office of the Director, 0O/U/24, 

2flp. 


3012150223 Act receipt of 801106 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-456/80-11 l< 
50-457/00-10, 

FIORELLIiG. Region 3. Chicago. Reactor Construction It Engineering 
Support Branch. 00/11/26. Ip. 07237:351. 


■3012150223 Forwards response to NRC 801003 Itr re violation noted in IE 
Insp Repts 50-456/80-11 f/ 50-457/80-10, Correc tive actions: 
surveillance of storage is performed per DM-t03. site storage 
i nstructl on. 

ABEL. J. S. Commonwealth Edison Co. 80/11/06. 2pp. 07237:352. 


6012170552 Forwards IE Info Notice 80-29. SuppI 1. "Broken Studs on 
Terrg Turbine Steam Inlet Flange," No written response 
required. 

HEPPLER. J.O, Region 3. Chicago, Office of the Director. 00/11/26. 
2pp. 


8. Reportable occurrences. LERs >/. related correspondence 


60121004B2 Interiiti deficisneg rept initially reported on 801106 re 
Hestinghouse £1 ec tro-Machanlca 1 Div .mfg 3-inch gate valves, 
tiodel SOIISS falling to close under preoperat 1 onal test 
c onditiens. Uestlnghouse developing generic solution. 

TRAMH.T.R. Commonwealth Edison Co, 80/12/02. 2pp. 07220:044, 


DQCHFI 50-457 SRAlChODD ‘jTAIION, UNIT 2 

A App 1 i c a t i or. / c on s t r US 1 1 ft. itage docu.ments t correspondence 


60I216COSO Lti to operating plant 1 i c ensees . CIL applicants t- CP holders. 
Forwar'Js .’Ji.'ReG'0737 re TNI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be ret. 

EISENH'JTiD 0 Division of Licensing 80/10/31. 7pp. 


8Q12010051 ‘Confirms S01030 plans for Q01125 meeting in Chicago. IL to 
discuss NRC evaluation of regulator.j performance 

kEPPLER. J 0 Region 3. Chicago. Office of the Director BO/ii/lB. 
Ip 


6012010034 Informs NRC of intentions to use ASME Code Case N-275. 
"Repair of U’e Id s . Sec t ion III. Div l. ' to utiliie alternate 
rules fo.' eiamination of areas prepared for repair of welds. 
Requests notice of acceptabilitg of end code case. 

TRANNp T R Commonwealth Edison Co. 80/11/18, 2pp. 


6012030448 Informs of intent to use ASNE Code Case N-275r "Repair of 
Molds, Sec ti on III. Div 1." approved 800515, for ufctlliatlon 
of alternate rules for eiamination prepared for repair of 
we Ids. Requests acknowledgement of acceptability. 

TRANN, T, R Commonwealth Edison Co 80/11/18, 2pp. 


G012010581 Confirms 801017 plans for 801120 meatiitg in Olan Ellyn. IL 
to discuss uti! evaluation of design/engineering 
or gani lat ions i functions re significant const rework at 
facilities. 

KEPPLER. J. 0, Region 3. Chicago. Office of the Director. 00/11/19. 
Ip 


8012020301 Forwards tabulation of planned environ qualification testing 
programs. in response to NRC 301001 Itr. 

ABEL. J. S. Co.T.monwoa I th Edison Co 80/11/26. 4pp. 


8012190004 Approves 801118 request for auth or i ja t i on to use ASKE Code 
Case N-275. Use should bo documented in FSAR. 

VQUNGoLCGD. B J. Licensing Branch 1. 80/12/08. 2pp. 


8012290390 Informs that meeting held to discuss util evaluation of 
design /engines ring organiiatlon fv, functions proved effective 
in defining scope A oiplainirg results of util evaluation. 
FIORElLIiO. Region 3. Chicago. Reactor Construction t> Engineering 
Support Branch. 60/12/08, 2pp 


0. Inspection reports. IF Bulletins t correspondence 


8012160535 Forwards IE Insp Repts 50-456/80-12 ti S0-457/80-11 on 
800922-25 t notice of violation. 

FIOREli. 1,0. Region 3, Chicago. Reactor Construction i< Eng ineer ing 
Support Branch. 00/10/23 2pp 07261: 191. 


--8012160541 Notice of violation from insp on 800922-25. 

a Region 3. Chicago. Reactor Construction L Engineering Support 
Branch, 30/10/21 2pp 07261 193. 


--B012160555 IE Insp Repts 50-456/60-12 t. 50-457/80-11 on 800922-25. 
Nonconp 1 iance no ted : ina-iequa te control of stored ductwork ti 
defective shop welds. 

NAIDU.K R . SCNAPKEH.'J Region 3, Chicago. Office of the Director. 

HAYES. D. N. Region 3, Chicago, Reactor Construction it Engineering 
Support Branch 00/10/21, ICpp. 07861: 195. 


8012170510 Forwards IF Info Notice 90-37, "Containment Cooler Leaks It 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
resporsa r pqu ired. 

KEPPLER, J G, Region 3. Chicago, Office Of the Director. 80/10/24. 
Ip 


8012190221 Forwards IE Insp Repts 50-456/80-13 t 5O-4S7/B0-12 on 
801023-23. No noncompliance noted. 

FIORElLI.O, Region 3. Chicago. Reactor Construction 4; Engineering 
Support Branch, 80/11/13 2pp, 07282:110. 


--8012190227 IE Insp Repts 50-456/80-13 U 50-457/00-12 on 801022-23. No 
noncompliance noted. Hajor areas inspec ted: preparation for 
reactor vessel move to containment 4 steam generator mod. 

ERB, C II. Region 3. Chicago. Office of the Director. 

DANIFL80N. D. M. Region 3. Chicago. Reactor Construction fc 
Engineering Support Branch. BO/I 1/12. 4pp, 07282:112 



DOCKETED ITEMS 


4pp. <^^"'^90- t).Vice at the Director. 60/1 l/ie. 

:r- - " 

a, ci.,c*,., 0,-Mi. „ „. ao/u/21. 

KEPPLER.J Q Ffnni.... -j written reeponse requlrod. 

KL^PLER.J.O. Region 3. Chicego, Office of t„e Directer, BO/1 1/24. 

Support !iraneli*’'^aO/?i/ 2 t''^Ip' *=>*>'’ 4< Engineering 

imtrocUon* >» perferred per BM-103, site storage 

AnE(...J.S. Commonwealth Edison Co. 80/11/06. 3pp. 07S37: 352. 

113170552 Forwards IE i„fo Notice aO-29, Supp 1 1 , “nroien Studs m 
reS'irl^ "‘® *"'*'= Flo-’S®. " No wrl??en responsT 

KEPPLER.J.O, Regions, Ch.cego, Office of the Director. 60/81/26. 


Repor table octurreticoj. i.ERs i. releted 


c orr Bspond encB 


TRAHK^T^rr 9 d heM TaJ 1 Ct i on ^ ‘ 

TRAHK. T. rt CoinTionwea Ith Edison Co. 80/12/02. 2pp 


:KET 50-458 RIVER OEND SrATION, UNIT 1 

**^^3® documents k correspoadene e 

'o^^ard? WnEO-Orirre'?^/'^?* licensees, 01 . app U can t s 6 CP ho 1 ders. 
■ ff Till action plan r eqg i r enen ts. R e ques t s 

ipere.ing re.sctor Ijtenseo Confirmation in 45 days that 
:nci i inp lementattdn dates uili be net, 

LlSEIt*-<UT, I). G. Division of Licensing. 80/10/31. 7pp. 


’■epoi'ts, IE Bulletins i correspondence 

Forwards IE Circular 80-21, "Regulation of Refueling Crewi. ' 
Uo written response required, ''♦‘"a wrcwt. 

= ® °f the Director, 80/09/10. 

^'^70 0 ^ 11-2 Be rJna'^B IE Bulletin 00-20, "Failures of Westinghouso 
Return to Neutral Control Switches." 

Speeiried control switches are not used in safety-related 
applications at facility. 

DRAPER, E.L Gulf States Utilities Co. 80/09/19, ip. 07149:291, 

^°"LonoitLd?r!?‘(ViH‘'n'’l®'^!''‘^‘ response to IE Bulletin 79-03A. 

Steel PIbI h’J''®*'' in ASME SA-312,Type 304 Stainless 

Steel Pipe Fusion welds are not subj to greater than 05% 

□t code allowable stresses. 

DRAPER, E.L. Gulf States Utilities Co, 80/09/19. ip. 07299:268. 

8012220685 Responds to IE Bulletin 00-16, "Potential Mi saool Ication of 

W/Either A or D Output Codes." Investigations are 
I ncoiTip 1# ,e, Final response scheduled by 001103 

DRAPER. E.L, Gulf states Utilities Co. 80/10/06, Ip. 07299:269. 

®°i!}3?fMfo‘’bruatcor "M^l^^nctlon of Solenoid 

it required,^ Valror Engineering Corp, " No written response 

^^''‘’ 072 ^^ 021 ”*®“’" Director. 80/10/31. 

80-21. "Valve Votes Supplied by 
seif St Co, Inc." Written response required. 

Ip. 07220^110^*****'' Oallas, Office of the Director. 00/11/06. 

®°Prtstun IE I;;fo Notice 00-, 10, "Excessive Nitrogen Supply 

Pressure Actuates Safety Relief Valve Operation to Cause^ 

SE?Fn?t uT**!’'’' response required, 

£p 07150^129 of the Director. BO/11/07. 

"failure of Swing Check Valve 
in V9ca*4 Heat Removal Sys at Davis Qesse Unit 1 ’• Ho 
respof'Se required. 

” 071 53 )^ 011 ”*®*“" Ofl’I®® O# the Director. 80/11/10. 

8012040106 Forwards IE Bulletin 80-23, "Failures of Solenoid Velves 
Hfg by Valcor Engineering Corp. “ Requires estimate of 
manpower associated w/cgrrective actions. 

ir^”o7i5a!^03s''®’‘“" Ol’^iee of the Director, 80/11/14, 


2wa0398 Ltr to all CP * DL holders for QijRs re requirement for 

“tensing basis calculations 
erfcrmad by OE Appllcatla ta all license applications h 
ropased amends. Inc lud ing core reloads. 

ISEriHUl.n G Division of Licensing. 00/11/04, 4pp. 


IE Bulletin 80-24, "Prevention of Damage Due to 
require”^**^ Containment. " No written response 

Ip.'^*'”o7l ^3^063^^*^'’" Office of the Director. BO/il/21. 


2l60j3e Forwards info ra small dry transformer 6 4a0-volt load 
tri. ill response to NRC 801001 I tr re IEEE 323 environ 

P''°9'' am. Review should be complated bu 810115. 

BARER, C.L. Gulf States Utilities Co. 80/12/05. .2pp, 07263:141. 


B0I2160077 Forwards IE Info Notice 80-42, "Effect of Radiation on 
®'’*^tber Fluid " No response required. 

?P 07262^128 '’^**®*‘ of the Director, 80/11/24, 


2310332 Hospands to MBC 801125 publication, "Sub j: Cammi a s i on 
emorandif.-. 5 Drder of 800523." referencing IE Bulletin 
7 Oin#Syppl P. Irifo re.iueitfrd wUL b« s-ubmltbed during OL 
ppilcablofi * 

RAPBfliE.L. Oulf States Utilities Co, 00/12/22. ip. 07369:174. 


Forwards Suppl i to IE Info Notice 80-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange," No written response 
r equ I t ed . 

ip. *^*’'’ 07262 ^ 097 '’*®*'’" of the Director. 80/11/26. 


Becvrlty, medical, emergency i fire protectidn plans 

2090536 Forwards public version of "Evaeuatlon Time Estimates 
ar lO-Mile Emergency Planning Zone. " 

?t7r*35i*^ Division of Rules and Records, 80/12/01. Ip. 

' public version of "Evacuation Time Estimates for 
IO~nij 0 tmnrgcncy Pl^Tining 2o-ne. *’ 

ORAFERiE.L Oulf States Utilities Co. 00/08/29. Ip. 07171:352. 


800729.0910 4: 1003 Itrs Informing NRC of 
S0-4sa/a0-05 violations rtoted in IE tnsp Rept 

SErOLE.H. C, Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch. E0/I2/02. Ip. 07200:205. engineering 

—8012190633 Responds to NRC 000815 1 tr re violations noted in IE Jnsp 
Rep, 50-458/80-05, C larifies info submitted in 800710 Itr re 
usage of word qualified k supervision of technical 
peraonne 1. 

DRAPER, E, L, Oo I f Sta tes Ut i I i t i e s Co. 80/09/10. Spp. 07288:236. 


112050943 Public version of "Evacuation Time Estimates far 10-Milc 
Smeryency Planning Zoi^e, 

* Oulf States Utilities Co. 80/03/29. 36pp. 07171:353. 


^ request for clarification of Item B of 

800910 Itr re tests perfor.Tied by technical personnel under 
supervi Sion, Ass Istant technicians uill work u/Level II or 
above p ersonnel , 

DRAPER, E, L. Gulf States Utilities Co. 00/10/03. 2pp. 07208:291. 


DOCKETED ITEMS 
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B013l90^a9 Ac k racsipt of 30092^ t, 1021 Itrs informing NRC of steps 
tdken to correct violations notep in IE Insp Hept 
50-458/80-06 

SGIQLEilf. C, Region 4, Dallasr Reactor Construction U Engineering 
Support Branch. SO/12/03. Ip. 07237:214. 

— 80121^0534 Responds to NRC 800930 Itr re violations noted in IE Insp 
Rept 50-458/00-06. Add 1 info sulrritted as requested in 000720 
Itp. Random sample of concrete samples tested for air 
content 

DRAPER/ E 1. Oolf States Utilities Co. 80/10/21. 2pp. 07237:215, 


0012310332 Responds to NRC 001125 publication. "Sub j : Comm tss ion 
Kemarandum L Order of 800S23, " referencing IE Bulletin 
79 -01 B p Sup p 1 2. Info renuested le i 1 1 be subpHitted during OL 
application revleu. 

DRAPERiE. L. O'jlf States Utilities Co 80/12/22, ip. 07369:174. 


S. Reportable occurrentesi LERs related correspondence 


8012240009 Part 21 rept re reactor protection sgs fleiihle conduit 
defect causing hot shorts if improperlt; grounded. Caus ed bg 
paint on panel surfaces or high resistance connection to 
panol surfaces where termination modules are mounted. 

SHERWOOD/ 0. 0. General Electric Co. 80/12/00. 3pp. 


DOCKET 30-459 RIVER SEND STATION, UNIT 2 


A. App 1 icati on/construc t ion stage docupnants 6 correspondence 


6012160050 Utr to operating plant licensees, QL applicants 6 CP holders. 
Forwards NUREO-0737 re TMI action plan renuirocnen t s. Reqoes t s 
operating reactor licensee confirmation in45dagsthat n 

Enel I implementation dates will be met 
EISerJHUT/ D. 0. Division of Licensing, BO/10/31. 7pp. 


0O12O8’O591 Forwards IE Info Notice 00-41, “Failure of Swing Check Valve 
in Decaij Heat Removal Sgs at Davis Oesso Unit I." No 
response required, 

SEfFRir, K, V Region 4, Dallas. Office of the Director. QO/ll/lO. 

Ip. 07163; 011 . 


3012040106 Forwards IE Bulletin 30-23, "Failures of Solenoid Valves 
Mfj bg Valcor Engineering Corp " Requires estimate of 
manpouer associated w/corrective actions. 

SE/FF IT, K. V. Region 4. Dallas. Office of the Director. S0/U/I4. 
ip. 07150:035 


8012D5001S Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Nater Leakage Inside Containment. “ Ns written response 
requ ired. 

SE/FRlTiK V. Region 4, Dallas, Office of the Director. 00/ 11/21. 
Ip. 07173:063 


0012160077 Forwards IE Info Notice 80-42, “Effect of Radiation on 
Hgdraulic Snubber Fluid “ No response required. 

SE/FRIT/K, V. Region 4, Dallas. Office of the Director. 80/11/24. 
Ip, 07262: 128. 


3012160102 Forwards Bupp I 1 to IE lnf.a Notice 00-29. “Broken Studs on 
Terrg Turbine Steam Inlet Flange “ No written response 
rsqu ired. 

SE/hR IT, K. V. Region 4. Dallas. Office of the Director. 80/11/26. 
tp, 07262.097, 


S. Repoi'table occurrences, LERs 4 related correspondence 


3012240039 Part 21 rept re reactor protection sgs fleiible conduit 
defect causing hot shorts if imp roper Itj grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where tepmination modules are inounted. 

SHERWOOD, 0, G. General Electric Co. BO/12/OB, 3pp. 


8012220358 Ltr to all CP OL holders for BURs re raquirement for 
Implementation of ODVN code for licensing basis calculations 
performed bg GE, App 1 i cab l e to ail license applications 6 
proposed amends, inc lud ing core reloads. 

BISEUHUT, D. 0 Division of Licensing 80/11/04. 4pp. 


8012160338 Forwards info re small drg transformer U 400-va 1 t load 
ctrs. in response to NRC 801001 ltr re IEEE 323 environ 
qua 1 if i< at i on program Review should be completed bg SiOllS. 

DRAPER. E.L. Oolf States Utilities Co, 80/12/05. 2pp. 07263:141. 


DOCKEl 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. App 1 1 ca 1 1 on/c Otis t rue t i on stage docu.ments 4; correspondence 


0O1216O'?5O Ltr to operating plant licensees, OL applicants t CP holders. 
Forwards NUftE0-O737 re TMI action plan r aqo i remen bs, Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 imp lemonta t ion dates will be ret. 

EISENHJT, D, 0. Division of Lieensipg. 80/10/31. 7pp. 


0 Inspection reports, IE Bulletins i correspondence 


8012170737 Forwards IE Circular 30-21, "Regulation of Refueling Crews, 
No luritten response required. 

8EVfRlT,K. V. Region 4, Dallas, Office of the Director. 00/09/10. 
Ip. 07264: 150. 


8012030783 Responds to IE Bulletin 80-20, "Failures of Nestlnghouse 
Tgpe W-2 Spring Return to Neutral Control Bwltches." 

Specified control switches are nob used in saf etg-re latod 
applications at facllitg. 

DRAPER. E.t, Gulf States Utilities Co, 80/09/19. Ip. 07149:291. 


S01222O669 Submits supplemental response to IE Bulletin 79-03A, 
"Longitudinal Meld Defects In ASME SA-312, Tgpe 304 Stainless 
Steal Pipe,” Fusion welds are not sub j to greater than 05X 
of cede allowable stresses 

DRAPER, E L. Gulf States Utilities Co, 00/09/19, Ip. 07299:268. 


1. Financial i nf orira t ion 


3012160128 Forwards Annual Financial Rapt 1900. 

BOUCHEV, G, D. Washington Public Power Supplg Sgstem. B0/t2/U. Ip. 
07107: 001. 


— 0012160134 Annual Financial Rept 1930. 

a Washington Public Fewer Supplg Sg s t am. 80/12/11. 23pp. 

07187; 001. 


0, Inspection reports, IE Bulletins L correspondence 


0012170690 Forwards IE Info Notice 80-37, "Containment Cooler Leak* L 
Reactor Cavi tq Flooding at Indian Point Unit 2, “ No written 
response required. 

EN3£L«6J1, n, H Region 5, San Francisco, Office of the Director. 
80/10/24. Ip 07266: 069, 


8012220685 Responds to IE Bulletin 80-16, "Potential Misapplication of 
Rosemount, Inc Models 1151 4, 1152 Pressure Trans, nl tters 
N/Elther A or D Output Codes." Investigations are 
1 ncomp 1 et e . Flna I response scheduled bg 801103. 

DRAPER, E.L, Gulf States Utilities Co, 00/10/06. ip. 07299:269, 


8012170418 Forwards iE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

EliOELKEN, R H Region 5. San Franc isce. Office of the Director. 
60/10/30. Ip. 07266: 160. 


9012170826 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Hfg bg Valcor Engineering Corp " No written response 
is required. 

SEVFRir.K. V. Region 4, Dallas, Office of the Director. 00/10/31. 
Ip. 07266:021. 


3012100602 Forwards IE Bulletin 80-21, "Valve Yokes Supplied bg 
Malcolm Foundrg Co, Inc. " Written response required. 
aEYFRITrX. V. Region 4, Dallas. Office of the Director. 80/11/06. 
ip. 07220:110. 


8012030399 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supplg 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Oopressuri «a t ion " No written response required. 

SEYFRIT.K,. V. Region 4, Dallas, Office of the Director. 80/11/07. 
ip, 07150: 129, 


8012170347 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp." No written response 
is requ ired. 

ENCELKEtl, R H. Region 5, San Francisco, Office of the Director. ; 

00/ 1 0/3 1 . Ip, 07266: 035. 

8012120221 Forwards IE Bulletin 80-21, "Valve Yokes Supplied bg Malcolm; 
Foundrg Co, Inc." Written response required. 

ENCELKEN, fl, H Region 5, San Francisco, Office of the Director. ! 

80/11/06. tp. 07228: 284. I 


0012030914 Forwards IE Info Notice 80-40, "Ekcessive Nitrogen Supplg : 
Pressure Actuates Safetg Relief Vaivc Operation to Cause i 

Reactor Depres sue i ta t ion " No written response required. ! 

ENGELFFIJ, R. H Region 5. San Francisco, Office ef the Director. ! 

80/11/07. Ip. 07150:133 
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t"'2iyr.;3 F-.r!.arii IF Irr'y IJotIcs eC~4lj "Pajlurs Or S'jitij C^8Ck Valve 
in Heat Por'j.al ■; j s at favis Hasae Unit 1 ' fjo 

ne 4 p.-.-.'j? ra^vire; 

Er;-JEL>r:f‘, ff H fSsjicr Ean Francisco. OrVice of the Director. 
?0./U''lO 1; v';iS3 C4 1 


rcr-jsTds IE Dulletin Sil*S3i "P^iluree of SolenoiO Valves 
"fg O'j. Valcor Enjineerinj Coip " Peguires estimate of 
r'snpo._er a ss oc i a t e j ■.•/corrective ac 1 1 ’Sns 

EilUcLVEir.F i< Bejiar. 5. 5-jn Francisco. Office of the Director 
20/11/14 Ip 071 ta i“t. 


i:i.'iro-IOi>ai F.oruarls IE B'-Iletirr 2.j-r4. "Preventson of Danage Doe to 
Water Le-jlage InsiOe C.cr.tain.nent " (Jo uritten response 
r e igu 1 r e t 

FMSLFEri.B ri Region 5. San Francisco. Office of the Director, 
C-;r/Il/^l. Ip 07U,'f 2 7^ 


3ji2it':',3i Fcr'j,jrS5 IE ir-fc- Notice 90-42, "Effect of Raiiation on 
^'fjrfjlic Envlrfrer Fl.jiJ ' No response reguired. 
piSELBFN.P H Regi.in can Francisco. Office of the Director, 
civ/ 11/24 ]p v72c2 120' 


6012530227 Notice of appearance in proceeding. 

GODOARu.n.J. (fearing Dranch 3. eO/lS/04, 3pp. 07317:263. 


6013300114 Notice that enc 1 notices of appearances uere filed 
ui/Seci'Btarij of NftC . Ce r t i f i ca te of Sve end, 

WILLIWl, P.L. Illinoisi State of. 00/13/09. 6pp. 07350:324, 


6013300112 Memorandum tt order summariiing 001302 telephone confeT'ancv 
i directing special prehearing conference to be held 01012? 
in Urbana. IL. 

CLARK, H. K. Atomic Safety and Licensing Board Panel. 0O/1S/S2. 2pp 
07350: 330. 


K Vtility Final Safety Analysis Repent IFSAR) i amends 


6012310315 Forwards Amend 3 to F5AR, in response to NRC 600039 I tr. 
KOCH-L.J. Illinois Power Co. 00/13/30. Ip, 07361:004. 


"8012310317 Amend 2 to FSAR, 

KOCH. L, J. Illinois Power Co. 80/(3/31. 360pp, 07361:039, 


C;0l23l0203 Foruardl IE I n .• o s 1 1 jat i on fiepts 50-460/60-14 & 50-513/00-14 
on 800205-0717 Ns r,Diic.c.-p I larice noted. 

pENCCR.O.S Region 5. San Francisco. Reactor Construction «< 
cnjin^erjng S-jpport Branch 6v/ll/2S-. 2? p . 07365: 237. 


' -2012310S:'3 IE Investigation fiepts 50-460/30-14 i 50-513/80-14 on 
000305-0717. No noncorp 1 lance noted. (Tajor areas investigated- 
ano'iynjus aliegatis.is re const t reinforcing steelwork? 
activities 

TOTfS. A D , SHACK L ETON. Q C Region -5. San Francisco, Office of the 
Djract.jr HAtNES.fi C Region 5. San Frarrisen, Reactor 
Constr.jction g Engineering Support Branch. 60/11/25, t6pp 
07,.*;5 239 


0. Inspection roportSf IE Bulletins d: correspondenco 


8011250274 Forwards IE Insp Rept 50-461/00-17 on 000801-31 «t notice of 
violation, 

FIORElLIiO. Region 3, Chicago, Reactor Cons true 1 1 on (< Engineering 
Support Branch. 80/09/11. 2pp, 07056:293, 


B0112S0276 Notice of violation from insp on 0OO8Ol“3t, 

4 Region 3, Chicago, Office of the Director, 80/09/11. in 
07056:294. 


Forwards SuppI 1 to IE Info Notice 60-29, "Broken Studs 0 ( 
Terr'g Turbine Stean Inlet Flange," No written response 
regoired. 

lo/ft/26 ” jp ,nl 7 ^*'’ o' the Director, 


—8011250270 lE lnsp Rept 50-461/80-17 on 800801-31. Noncomp 1 1 are • nofcad: 
nonsBls.-nlt Category 1 floor drain lines in reactor fuel bldg 
installed t: rooted over V close to electrical power b cable 
trays. 

LIVERMORE, H, H. , KNOP.R.C, Region 3, Chicago, Office of the 
Director, 80/09/11 14pp. 07056: 29S. 


Cong.'essional/Eiecutivs Correspondence 


012100554 Respcfids to eCC4og Itr to COE requesting rept an Finley 
'^u-I/ed !t H patential for earthquake ». effect on facilities 
lOwid.eiJ Hanrcrd p b« i?rv^ t i on Sa i sni c i uilll be re- 
recent geologic discoveries. 

e"d/24: \,p;.^‘'^7j^7-C.0r’*"‘"’* Op.rations, 


FIORELLI.O. Region 3, Chicago, Reactor Construction 6 Cng 1 iioer tna 
Support Branch. 80/10/23. 2pp. 07283: 237 . 


8012110011 Notice of violation from insp on 801006-00. 

4 Region 3, Chicago, Reactor Construction 1< Engineering Suoaort 
Branch, 80/10/23, tp. 07223:239, g . uer ing ouppors 


CaCKEl 5J-461 CLINTON POUER STATION, UNIT 1 

^ correspondence 

8012050340 Advises that Baldwin Associates has been authorized tn 

per mfg instructions 
1E?2F06|d r jcco.mI 1E,2F014B, IE12F06gA, 

FPENCER J ' e*"" '"’‘H Available at site. 

-FfelwER.J III in-3is Power wa 50/10/23. Ip. 07194:109. 

For-wards Ni.'SE,)%737''re*TMI '^Iction'^an^**’ applicants 6 CP holders. 

be ret, 

ElSEt.-.-OT,D a Division of Licensirg. 80 / 10 / 31 , 7 pp. 07250 : 080 . 
. i '^1 license applications 6 






A"»^di, Including core reloads: 
eiSEf.njr. D (5 Division of Licensing, 60/11/04. 


^PP. 


E0l2l60'579 Su-Tviiru a.- .... 

status Charts graphs enriosed *'"’’ "'“bsl In Clinton, IL re const 
GRIMES, C I Licensing Branch s’ 63/12/04. 59pp. 07254:236. 

«< cimton-iL 

GR?«En";- ^ 'Hu!?? 0^ 

GRIMES.C 1 Uieenilng Branch 3. 0O/I2/io. 3pp, 07252 : 227 . 

Adjudicatory cerreipordenc e 

6012290165 Notice of aoeearj.,,. , 

FAZIO, P V. lllinois^PoierCc 

■— fvi \,o. eg/ll/2fe 07344:149. 


fc.. ..1 11.'^.; wii ovAwwo-uo. MQncomp i n 

failure to lecalibr ultrasonic instrument for performance 
Of nondestructive ezamina t I ons . 

fhl' n'i’"'' ' D, H. Region 3, Chicago. Office of 

the Director, 80/10/23. 7pp. 07223:240 s^rrsce or 

'v 80-37' "Containment Cooler Leaks b 

2. ■■ No written 

lp^'''’o7266fb61^*^*°'' of the Director, 00/10/24. 

®®S0-4M/8O-’o'’cn2r.*r noted in IE Insp Rept 

30 461/80 ^0. Corrective act ion: cons true tor Instructed to 

drvoall‘llne?“^‘®''' temporary attachment, f^om 

KOCH.L.J. Illinois Power Co, 80/11/10. 2pp, 07303:234. 

'"nfSti^n^r^o^ed" Meeting Rept 50-461/80-22 on 801020. No 
2pr'’^0379o:234.*®“’" O't'Jee Of the Director. 00/11/12, 

'I'l'",*!, - o, 

K»c".L j. ,n.n.„ p..“ 



DOCKETED ITEMS 


0012020743 Forwards three Performaace Appraisal Branch insp repts fc 
mgt evaluation tree le/user. gui do so that facility can 
compare program to program already reviewed 4; mate 
appropriate a d justments. U/o end. 

KEPPLCRi J. 0. Region 3i Chicagoi Office of the Director. SO/il/18. 
4pp. 


0012040236 Ack receipt of 601110 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-46!/ao-20. 

PIOREULIiG. Region 3i Chicago> Reactor Construction 6 Engineering 
Support Branch. 60/11/21. Ip. 07150: 161. 


•6012040247 Responds to N’RC 601010 1 tr re violations noted In IE Insp 
Rept 50-461/00-20. Correc t Ive actions stop work order issued 
000924 for all permanent nooselsnlc Category 1 structures 4 
components In containment bldg. 

KOCH, L. J. Illinois Po-uer Co. 80/11/10. 2pp. 07150:162. 


/. Utility Final Safety Analysis Depart CFSARI & amends 


S01231031S Forwards Amend 3 to FSAR. In response to NRC 800829 Itr. 
KOCH.L J. Illinois Powsr Co. 00/13/30. ip. 07361:054. 


--SO12310317 Amend 2 to FSAR. 

KOCH, L. J. Illinois Power Co 60/12/31, SAOpp. 07361:055. 


0 Inspection reportsi IE Bulletins I- correspondence 


8012170666 Forwards IE Info Notice 60-37. "Containment Cooler Ucaks 
Reactor Cavity Flooding at I'ndian Point Unit 2." No luritten 
response required. 

KEPPLER. J. G. Region 3. Chicago. Office of the Director. 00/10/2 
tp. 07266; 061. 


8012040646 Forwards IE Bulletin 00-24. "Prevention of Damage Due to 
Mater Leakage Inside Containment, " No written response 
ronulred. 

KEFPLER, J. 0, Region 3. Chicago. Office of the Director. 00/11/21. 
2pp. 07165:354. 


8012020743 Forwards three Performance Appraisal Branch insp repts 6 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4 make 
appropriate adjustments, W/o end. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 60/11/1 
4PP- 


0012080063 Forwards IE Info Notice 0O-42i “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response reciulred. 

KEPPLER. J. 0, Region-3, Chicago. Office of the Director. 80/1 1/24, 
2pp. 07102:213. 


0012170539 Forwards IE Info Notice 80-29. Soppl 1. “Broken Studs on 
Terry Turbine Steam Inlet Flange. '' No written response 
reRulred. > 

KEPPLER. d, 0, Region 3. Chicago. Office of the Director. 80/11/26. 
2pp. 07264:262. 


6012040646 Forwards IE Bulletin 80-34. "Prevention of Damage Due to 
Mater Leakage Inside Containment " No written response 
required . 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 80/11/2 
2pp. 07165: 3S4. 


8012090063 Forwards IE Info Notice 00—42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 80/11/2 
2pp. 07102.213. 


S. Reportable occurrences, LERs 4 related correspondence 


8012240039 Part 21 rept re reactor protection sys fleiible conduit 
defect causing hot shorts If improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERUCOD, 0. 0. General Electric Co. 00/12/08. 3pp. 


6012170539 Forwards IE Info Notice 80— 29. Supp I 1. "Qroten Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required, 

KEPPLER. J.G. Region 3. Chicago, Office of the Director. 00/11/2 
2pp. 07264: 262. 


S. Reportable occurrences. LERs 4 related correspondence 


DOCKS 1 50-462 CLINTON POWER STATION, UNIT 2 


A. App I ication/cons true t ion stage docu.ments 4 correspondence 


60120B0340 Advises that Baldwin Associates has been authorlied to 
rapalr disc/guide bar mi sa 1 1 gt.men ts per mfg Instructions 
(NRC 3455)on Valves 1SF004, 1E12F014A, IE, 2F014a. lE12F06gA. 
lEt2P068B 4 IFCO03A. Repair plan will be available at site. 
SPENCER. J, Illinois Power Co. 00/10/23. ip, 07194:169. 


6012160050 Ltr to operating plant lieensees.QL applicants 4 CP holders. 
Forwards NUREQ— 0737 re THI action plan requlremen ts. Requests 
operating reactor licensee confirmation In 45 days that 
End 1 Implementation dates will be net. 

EIBENHifTi D. 0. Division of Licensing, 00/10/31. 7pp. 


6012220350 Ltr to all CP 4 QL holders for BWRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by OE, Applicable to all license applications 4 
proposed amends. Inc lud Ing core reloads. 

EISENH'JT. D. 0. Division of Licensing. 60/11/04. 4pp. 


8012240089 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts If improperly gi'ounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination .nodules are mounted. 

SHERWaDD.0, 0. General Electric Co. SO/12/08. 3pp. 


DOCKET 50-463 FULTON GENERATING ST AT 10, N, UNIT 1 


0. Adjudicatory correspondence 


8012160144 Forwards SEC Form 10-Q, Qijar tori y Flnanctai Rept 4 suppor' 
mgt comments, in response to NRC 790921.1109 4 800011 
requests for Info re significant financial developments 
affecting utils in restart proceeding. 

CONDON, V.H, General Public Utilities. 00/11/26. 3pp. 


•8012160154 Quarterly Financial Rept Sept 1980 le supporting mgt 
com-T.onts. 

« General Public Utilities. 80/11/14. 44pp, 


6012160527 Notification of 810107-00 meeting u/ANL 4 util in Clinton. IC 
to obtain prellaiinary Info concerning design 4 layout of 
instruisent 4 control sys for facility, 

QRIMES.C. I. Licensing Branch 3. 80/12/10. 3pp, 07252-227. 


0. Adjudicatory correspondence 


6’012290165 Notice of appearance in proceed 1 ng. Cerli flea te of Sve encl. 
FAZIO, P.V. 1 1 J inois Power Co, 80/11/26, 5pp. 07344:149, 


0D1223O227 Notice of appearance in proceeding. 

GODDARD, R.J, Hearing Branch 2, 00/12/04. 2pp. 07317:263, 


6012300114 Notice that encl notices of appearances were filed 
w/Seeretary of NRC. Certificate of Sve end. 

WILLIIAN. P, L. Illinois, State of, 00/12/09. 6pp. 07380:324, 


6012300112 Memorandum 4 order su-'smar i i Ing 001202 telephone conference 
4 directing special prehearing conference to be held 010129 
in Urbana. IL. 

CLARK.H, K. Atomic Safety and Licensing Board Panel, 80/12/22. 2pp. 
07358:330, 


0012090297 Requests that util CP application be withdrawn w/o prejui 
4 CP proceedings be terminated. Motion encl, 

IRWIN. D. P. Honton 4 Williams. 00/12/03. Spp, 07201:129. 


•0012090298 Motion to withdraw application for CP & terminate 
proceed ings. 

IRNIN.D.P. Hunton 4 Wl 11 iam-:, IRMlN.D.P, Philadelphia Eleetri 
Co. 00/12/05, 2pp. 07201 : 131. 


8012100471 Motion to withdraw CP .app I ic at ion 4 terminate praceodlngi 
Certificate of Sve end 

IRWIN, D.P. Hunton 4 Williams. IRHIli.D. P. Philadelphia Electric 
80/12/08. 4pp, 07220; 036. 


8012290003 Response of intarvenors York Committee for Safe Environ;! 
Central PA Committee on Nuclear Power, in opposition to 
applicant eoiE-OS request bo withdraw CP application w/o 
pT e judi ce, Cer ti f i cate of Svt end. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 00/12/17. • 
4pp. 07342: 357, 


264 


DOCKETED ITEMS 


8012300350 Response to applicant 001205 motion to uithstrau application 
i! torninate proceeiJingi Raises no objection to notion. No 
tfetermination made to conditions of 'ji th dpaua I . Car t i f icate 
0 ? Sve end. 

OTAViJ. R Hearing Branch I ao/12/'24. 4pp. 07359:067, 


--8012030634 Metnorandom in support of applicant reouest to set date for 
connenternent of health fj. safety hearings. Certifieata of Bvc 

B 5, Houston Lighting t, Pouier Co. 

Reis, Are Irad &Toll, 80/11/86. Ip 

07 1 HO ! 019. ' r ■ 


BOCKer 50-4fi4 FOLTON OENERATINO STATIG^J- UlU T 2 
G. A4 ju^ica-torij corr«s(>ond«nc $ 


8018160144 Forwards SEC Form 10-0, Quar ter ly Financial Rept i supporting 
con^n^nts^in resp&nse to NRC 790921,110? 600811 

req.udst« for info re significant financial deve 1 opo^ents 
affecting utils In restart proceeding, 

CCN'ilON.V, H Genera! Public Utilities 80/11/26. 3pp. 


—8012160154 Quarterly Financial Rept Sept lOSO i supporting mat 
cor.acents » a 

* 0008X31 Public Utilities. 80/11/14, 44pp, 


8012090297 Requests that util CP application be withdrawn ti/o prejudice 
i> uP proceedings be terminated Notion end. ^ 

IRWlIf.D.P. Hunton tUliliams 80/12/05. 2pp. O7aoi’129 


-8012090298 Motion to withdraw application for CP tt terrninate 
proceedings . 

IRHIN.D. P. Philadelphia Electric 

Co. 80/12/05. 2pp 07201:131. 


BO 2050400 potion for summary disposition of consolidated contention 
1. Johnston 1, i Lemmer 5) as reworded by 
ASLQ t admitted pursuant to 800926 order. No genuine matl 
issue of fact remains to be litigated. 

BLACK, fi.L. Hearing Branch 3, 80/11/26, 6pp. 07173:245 


wwtevwvtvw or matl 


— - ~ . .w.va «i9 bw wiiftwii iiu genuine 

be heard on consolidated contention re NEPA Impacts of low 
level radiation, 

BLACKj R. L Hearing Branch 3 80/11/26. 4pp. 07173:251, 


CO 


8012050406 Affidavit re NEPA l.spacts of low level rad 1 atlon. Keallh 
risks associated w/LURs are insignificant Prof 
qualifications tf Certificate of Svc end. 

Radiological Assessment Branch. 80/11/26. Slpp. 

D/l7ot SoS. 


-w seiMsrrrsr VT PTOlfBCtlVe OTOer JIODrOVl 

settle.eent agreement on insp of OE Reed Rep t. Certificate of 
5vc She 1 . 

ecppi'*^un' I r' ' R Houston Lighting U Power Co. 

CCPELARD, J. 0. Baker Ji Batts. 80/12/02, 5pp. 07344:196. 


^^^fd^flcatrirsJl encK''"“ " application & terminate proceedings. ®°800uf = r''trirHoi^on!‘TX.“"’“'‘‘ before Commission on 

^33/12%s 4'^"*^'”'o722'o'o3^'"*' P'b i lad e 1 pb la E I ee tr i c Co, MA5EE.A.A, Af f i 1 iat ion Unknown, 80/18/04. Ip. 07359:214. 


0012290093 Response of interveners Vor k Committee for Safe Environ k 
Central PA Committee on Nuclear Powenin opposition to 
applicant 801205 request to withdraw CP application w/o 
pre judtee. Cert i f tea be of Svc and 

^PP ^^072+2 257 *'*°'^*''^**^^^ Coalition on Nuclear Power. 00/12/17. 


0012300350 Response to applicant 601205 motion to withdraw applieati 
6 terminate proc eed Ing s. Ra i ses no objection to motion. Mo 
determination made to conditions of withdrawal Certificate 
or Svc encl. 

GRAY. J R. Hearing Branch 1. 80/12/24. 4pp. 07359:067. 


DOCKEl 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 

documents 1 correspondence 


8012280350 Ltr to all CP I OL holders for SURs re requirement for 
implementation of ODVN code for licensing basis calculations 
perrormed by GE. App 1 ieab 1 e to all license applications & 
proposed drnen^s, inc I ud ihg cote reloads. 

EISENH'JT. D. 0. Division of Licensing. 80/11/04. 4pp. 


Statements, suppls t, correspondence 


O^ber granting applicant 001202 motion for amend of 
800627 protective order St amend to Attachment A re 
regarding disclosure of confidential info. 

078 B 7 °Q 57 Safety and Licensing Board Panel, 80/12/05. 8pp. 


8012300135 Response to first set of interrogatories 6 request for 
production of documents from util on health effects of low 
level radiation. Certificate of Svc end. Related 
correspondence. 

CUKhirhlGSi E. Affiliation Unknown. 00/12/05. 4pp. 07356:259, 


8012150100 Responds to ASLBP 001202 request for clarification 
eiclusion of TX PIRO Contention 30,1 from applicant 000004 
motion for summary disposition Unflltered leakage issue is 
relevant to HcCarkle Contention 17 only. 

COPELAND, J, 0, Baker k Botts. SO/12/06, 3pp. 07240:359, 


re 


8012150152 Requests to make limited appearance statement at CP hearings 
at Bates College of Law, Hous ton, TX, 

EIDMAN, V. Affiliation Unknown 80/12/08. Ip. 07237:223. 




on,,-,, V « wnv joint response ca 

B 01121 order re intervener failure to identify expert 
witnesses. Appl leant has deposed many identified witnesses. 
HINDERSTEIN, C. Affiliation Unknown. 80/12/00. 2pp. 07241:003. 


801:2190214 Draft Supp I 2 to FEB. 

» Office of Nuclear Reactor Regulation, 
80/12/31. I04pp. 07282: (53, 


Director, 


NUHEO-0470 32, 


G. Adjudicatory correspondence 


8012290641 Joint response of NRC L applicant to A8LD 001202 order to 
submit proposed schedule for commencement of hearings or 
health U safety issues. Lists 30 issues 4- requests S10501 
hearing on 16 i ssues. Cer t i f i ca te of Svc end. 

NEh’MAN, J. R, , COPELAND, J, 0. Houston Lighting & Power Co. NEWMAN, J. R. 
Lowe, ts teln, New.ran, Reis, Axelrad S: Toll. 80/12/08. 6pp. 07332:327. 


hearing re facility is scheduled to bag I 
Stl? SOOROriJr'’®'’** in 

BO/U/i":'' lp°’'^07t4?^55* Director for Operations. 


B0t23000ps Order rescinding all previous orders & issuances uhicli 
averted to it/or granted procedural assistance to anu 
intervenors. 

'^ 07356^109 Abomte Safety and Licensing Board Panel, 80/12/09. 2pp. 




lj^™07!73 303 '''“"“ Saf^-by and Licensing Appeal Panel. 80/11/24. 


Requests opportunity to make limited oral statement on 
800114 or 15 at Untv of Houston, 

MUELLER, E.E Affiliation Unknown. 00/12/10. Ip, 07243:355. 


8012020628 Forwards memorandum in support of applicai 
date for commencement of health «> safely hearinos 
Certiricate of Svc encl, ’ 

5' Lowens tel n, Newman, Reis, Aie Ira d 6 Toll. 

v7 1 ^8 i 017. 


request to set 


eO/1 1/26. 10pp. 


0012290344 Notification of 801210 conference call re Comptroller 
General ruling terminating procedural assistance to 
intervenors for copying t; serving direct testimony. Order 
Issued 001209. W/Certlfieate of Svc. 

COPELAND, J. 0. Houston Lighting k Power Co. QO/12/iO, Ip 


8012290627 Notice that CD Stutienbaker agreed to be ul tnes 1 . Certifieata 
of Svc end, 

HARRICK, D. Marrack.D, 00/12/10. Ip. 07308:001. 



DOCKETED ITEMS 


0O121OOSOO Eiprea^es desire to rpske limited appearance statement durinj) 
ASLD S10114 meeting in Hoosto.iiTX. 

POTTHOFF. F. Affillafcian Wnirnoun. 00/12/11. Ip, 07187: OOt. 


8012300474 Retiuests to maVc limited oral statement on 810114 or 15 < 
Dniv a# Houston. TX 

PIt'A.R. Affiliation UnSnoun 80/12/l<f Ip, 07359:144. 


6013300002 Clarifies redrafted Dohertg Contentiorr 24 re stud bolts. 
BLACK. R. U. Hearing Branch 1, BO/12/tl. app. 07334:002, 


8012290371 Notifies that CO Stutienbacier of TX Parks «< Wildlife Dept 
wilt testify on Contention 76 re presence & movements of 
migratory ulldfowl presented in 800730 job performance pept 
St 740521 special rept. 

MARRACK, D. Marraek.D. 00/12/14, Ip, 07341:101. 


6012290337 Memorandum S> order ruling that matters discussed or 
determined at ASL6 801202 second prehearing conference shall 
control subsequent course of proceeding unless modified for 
good cause. 

WOLFE. S. J. Atomic Safety and Licensing Board Panel. 00/13/14. 7pp, 
07343: 141. 


6012240384 Requests to make limited appearance statement at 010114 
hearings in Houston. TX, 

WHARTON. A. Citizens Anti-Nuclear Information Team, 00/12/17. Ip. 
07325: 144. 


8012300079 Request to make limited appearance statement at 010114 
hearing in Houston. TX. 

HOOKER. K. Aff 1 1 iatlon Unknown. 00/12/17, Ip. 07308:001. 


0012310277 Requests to appear for 10 minutes at HRC 010114 hearing i 
Dates College of Lau in Houston, TX 

QLIVEROS, a, Q, Affiliation Unlr.own, 00/12/19. Ip. 07300:001. 


80123004B5 Requests to make appearance before Commission on 310114 c 
IS in Houston.TX ra util request for CP. 

CRLI.MP.D. Affiliation Unknown. 00/12/20. Ip. 07359:244. 


8012300550 Response to intervetior Doherty first set of special 
interrogatories on Contention 50 Includes data on metal 
co.mpositlsn In jet pu.-np c omponents . Af f i da.'i t t: Certificate 
of Svc enc I . 

MOONiC.W. Licensing Branch 1. 00/12/24. 8pp. 07361:344. 

801231.32U1 Requests to appear in afternoon at 310114 hearing in 
Houston. T:< 

DURNSrOWE. <5. Affiliation Uni noun. 00/12/26, ip. 07300:001. 

601229039S Joint response to ASLB 001121 order requiring submittal o 
environ contentions & ASLB questions S: sequence in which 
issues will be hea r d. Proposed schedule is tentative. 

Certificate of 3vc encl. 

COPELAND. J. 0. , NEMHANi O. R. Houston Lighting & Power Co. 

COPELAND. J. 0. Baker «i Botts, 80/12/02, 7pp. 07341:206. 


6012290091 Response in support of NftC .motion for summary disposition of 
consolidated contention (Cummings 9. Griffith 1. Johnston t It 
Lermer 5) re health effects of low level radiation. 

NEWMAN. J. R . . CULP.R.H.i RASKIN. D.Q. Houston Lighting l< Power Co. 
80/12/18, 3pp. 07343:040. 


8012300587 Response in opposition to KRC motion for summary disposlt 
of CGMSoltdated coritantion (Cummings 9, (Srifftth I. Johnston I 
tn Lemmer 5) re NEPA impacts of low level radiation. 

Certificate of Svc sncl, 

DOOOETT.S. A. Doggett, S. A. 00/12/29. 2pp. 07303:001. 


— 6012290095 Affidavit re health effects of low level rad ia t ion. 8uppor ts 
NRC statement of ma t 1 facts re consolidated contention on 
NEPA impacts of low level rad iation. Prof qualifications ii 
Certificate of Svc end. 

HAMILTONrL D. Srookhavan National Laboratory. 00/12/17, 24pp, 

07343:030. 


60I230009S Requests to make I inti tad appearance statement at evidentiary 
hearings in Houston.TX. 

WATANABE. D. H, Affiliation Unknown. 80/12/10, Ip, 07356:206. 


6012300246 Forwards testimony of RL Oatchy.WS Bivins. OE Oears (< 
CW Moon. 

BLACK. R.L. Hearing Branch 1. 00/12/10, 2pp. 07353:241, 


— 8012300596 "1901 Reassessment of Health Haiards of Low Level lehii 
Radiation." Affidavit k curriculum vitae encl. 

BROSS.I.D, Roswell Park Memorial Institute. 00/10/09. AOpp. 
07308: 001 , 


H. General correspondence 


0012290534 Requests halt to const of facility. 

STAUINOKA. J. Affiliation Unknown. 00/11/13. 2pp. 07308:001. 


B0120'103S6 Forwards info in response to 801029 Itr requesting 
licensing categories L info re floating nuclear plants, 
PURPLE. R, A. Division of Llcenstr.g. 00/11/17. 4pp. 


— BO123OO260 Transcript of OE Gears supplemental testimony re 

transmission llnes/health effects (Marred Contention 2(b> i 
Rentfro Contention 21. Prof qualifications encl. 

OEARBi 0. E. Environmental Engineering Branch. 80/12/18. 14pp. 

07358:243, 


8012300271 Transcript of RL Ootehy supplemental testimony re 
radioactivity in cooling lake (Bishop Contentions 12 U 2l>. 
Prof qualifications encl, 

OOTCHV.R.L Radiological Assessment Branch. 80/12/10. 9pp. 
07338:240, 


8012300277 Transcript of kS Bivins testimony re potential requirements 
for dredging San Bernard river to transport reactor 
pressure vessel. Prof qualifications encl. 

3IU1NS.H. S. Hydrologic Geotechnical Engineering Branch. 

00/12/18. 9pp. 07358; 269. 


'30JP300279 Transcript of CW Moon supplemental testimony in response 
to ASLB Question 2 on use of WASH-l 400, Prof qualifications 
enc 1 . 

MDON.C.N. Licensing Branch 1, 00/12/lB. 3pp, 07350:279. 


•8019300203 Transcript of CM Moon supplemental testimony In response to 
ASLB Question 7 re onsite transportation acc i d ent. Prof 
qual Iflcations enc 1. 

MQON.C.U. Licensing Branch 1. 00/12/13 3pp, 07350:281. 


S018290030 Confirms 801217 fcelcon re availability of campus parking 
spaces on 0101 14-14. NRC will rot pay for parking during 
subsequent hearing sessions beginning 810202. 

WOLFE, 8. J. Atomic Safety and Licensing Board Panel, 00/12/19. Ip, 


8012290907 Appeal of ASLB 001113 order ruling marine biomass farm is 
not viable alternative to facility (Contention 4). Author 
should be readmitted as intervener it timely hearings on 
contention should be he Id. Cert i flea to of Svc end. 

POTTHOFF, F.H Affiliation Unknown. 80/12/19. 5pp. 07300:001, 


— 0012040290 Requests info re facilities w/aefcive CPs pend ing. 1 icons 
definitions it requirements for floating nuclear plants. 

DRETi L. A. Affiliation Unknown, 00/10/29. Ip. 07170:063. 


0012150147 Opposes facility const because engineering it technology n 
equal to task, it opposes owner company liability limits in 
event of major accident. 

HOWARD, H.J. Affiliation Unknown 00/12/03, Ip. 07237:227. 


8012}70S04 Requests cessation af nuclear plant 1 icens ing. Nuclear pla' 
believed to bo unhealthy, 

SCHMIDTiT. Affiliation Unknown. 80/13/09. Ip. 07107:001. 


S, Reportable occurreiic es, LER s i related correspondence 


8012240089 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts If i.nproperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERkQOD, 0, 0. General Electric Co. 80/12/08. 3pp. 


T, Hearing transcripts on non-anti tros t matters 


0012080204 Transcript of 801202 hearing in Houston.TX re environ imp. 
of const. Pp 1.003-2.004, 

« Atomic Safety and Llcenstr.g Board Panel. 00/12/02. 20lpp. ; 
07101:268. 


8012290154 Forwards L Hamilton 001318 testimony re Doggett Contentloi 
Kb) 4. ASLB Question 1 on health effects of coal it nuclear 
power it TX PIRO Contention 1(f) on comparative population 
risks. 

NEWMAN, J.R. Lowenste t n. Newman. Re is, A« B Irad fc Toll. 00/12/18. 3p{ 

07344; 055. 
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— S013290160 T«6timonif or Doggett Contention 1(b) (Bishop Contentinni 13) 
re health effects of coal 4 nuclear power. Pp l-i?. Prof 
4 ua] ifications ercl 

HAf’ilLTONj L Droolbaveii National Laboratorg. aO'/'ia/IS, 74pp. 

0734'1 : 058 


— 801SS7oiii7 Testimony re TX PIP(3 Contention l(f> re population rlslcs. 
Pp 1-B 

K■■^(^ILTOfJ. L D Hr ookhav'en National Cab ora 1 0 rg . 80/12/IB. 0pp. 

07344: 132, 


6013300&S4 Forwards applicant direct testi/nong in env^iron phase of 
proceeding scheduled to begin 810) 12. Tes t iirong addresses 
issues re cooling 1 a k.e. energg al tor nat i vesi transni s s ion 
1 ines I a 1 1 erna t ive sites i barge slips. 

COPELAND. J. (S. Baber i, Siotts. 80/12/18 Spp, 07347:193. 


— 80133006S9 Teslinong on behalf of u t i. 1 re TX PIRG Contentions 2 & 4 tc 
McCorile Contention 2 concerning cooling lake recreational 
benefits 6 iaT: ertension 

SCIti-ICH r. F. G. Houston Lighting 4; Power Co. 80/12/10, 34ap. 

07347 : 200 


■0O123CO&44 Testimony on bettalf of util re TX PIRG Contention 2. Griffith 
Contention 4 4 McCorkle Contention 2 concerning coaling lake 
receaticnal benefits Resume I: calculations of total 
dila.'ine residuals encl. 

TISCHLER.L F. Engineering Science. 80/12/18. a0pp. 07347:234. 


— 8013300&6S Testimony on tehalf of util re Bishop Contention 21. cooling 
lake radioactivity U Bishop Contention 12. cooling lake 
seepage. Resume encl. 

ARlISTfiO.NG, N. E. Teias. Univ, of, BO/12/10 53pp. 07347:322, 


-■•B0123u(J£75 Testimony on behalf of util re energy al t ernat i vei. Inf o re 
planned generation add i t i one. s ys eapab 1 1 i ty. 1 oad purchase 
pouer 4 reserve for 1977-1990 end. 

GUY.J. D. Houston Lighting 4 Pouer Co. 80/12/10. 30pp 
•07348:013 


■0012300677 Testimony on behalf of util re energy al t ernat i ves. Tab les of 
actual & projected sales 4 peak loads for S979. 1990 4 2000 
enc 1 . 

ANDERSON. K, P, Natioi>al Economic Research Assoc iates. Inc , 
aO/ia/IB, 27pp. 07340:033 


80123*u0682 Testimony on behalf of util re energy alternati vea. Charts re 
leveliied electricity cost from facility 4 coal 
alternatives encl, 

PERL. L. J. National Economic Research Associates. Inc. 80/12/16, 

96pp, 07340.060 


— 8012300668 Testimony on behalf of util re TX PIRO Contention 5 
concerning solid uaste combustion. 

IJQOOBGN. N. H. Texas, l/niv, of. 80/(2/18. I3pp. 07348:116. 


— 8012300692 Testimony on behalf of util re TX PIRO add I Contention 12 
concerning i nterconnec tion/p ure has# of pouer, Natl Electric 
Reliability Council annual rept encl. 

SIlir'iDNS. D. E Houston Lighting 4 Power Co. 80/12/10. 92pp 
07348:129, 


— BOI230C696 Testimony on behalf of util re Renlf ro/Marrac k contention 
concerning health effects of high voltage transmission 
1 tnas . 

IllCHAELSON. 8. Rochester. SJ-niw, of. Kedlcal Center, 00/12/18. 

39pp. 07348:221. 


8012300702 Testimony on behalf aP util re Marraci Co^ntentlon 2Cc) re 
transnl ssian lines 4 waterfowl 

SCH'_tCHT. F. 0. Houston Lighting 4 Pouer Co. 80/12/18. 28b p. 

07348:261 


— S0123’30706 Testi.hony on behalf of util re TX PIRO addl Contention I re 
barge slip. Damas i Idooro rapt "Environ Assessment 4. 

Responses to NRC Oues t i sns' Transpor ta t i on of Reactor 
Pressure Vessel." end. 

HtlSSSV.J.R California. Vriiv, of, Berkeley. 80/12/10. a7pb, 
07348:289. 


-B0123(3’37H Testimony on behalf of util re TX PIRO Contention 1 re South 
Teias Project 3 versus Allens Creek site Listing of cost 
savings end. 

K-:COI8rOW, fl. M Houston Lighting 4 Power Co. 80/12/10. 28pp. 

07349: *53 S 


--a0123'30719 Testimony on behalf of util re Hlnderstein Contention S 
corcernlng coastal sites, 

FIldLAY.R L, WS Co. 00/12/18 26pp. 07349:030. 


— 301230-0723 Testimony on behalf of util re Hlnderstein Contention 9 
concerning coastal sites. 

VAJJ3ICKLE. D. Turner Collie 4 Braden, Inc. 80/12/18, lOpp, 
07349:056 


--8012300728 Testimony on behalf of util re TX PIRO Contention 1 
concerning South Teias Project 3 versus Allens Creek t. 
Analysis of prime farmland soils encl. 

HUS£EV,.J.n, Dames 4 Hoore. 80/12/10. 20pp. 07349:066. 


— 6012300731 Testimony on behalf of util re Bishop Contention t 
concerningpopulationprojectlons. 

WHITE, N.T. Dames 4 Moore, 00/12/10. 51pp. 07349:006. 


—8012300733 Testimony on behalf of util re Hlnderstein Contention 5 
concerning coastal site. TERA Corp •'Coastal Site Comparison 
Rep t, " enc 1 

SCHOEItBERO, e. TERA Corp, 80/12/18. 200pp, 07349:136. 


DOCHET SO-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents 6 correspondence 


8012220358 Ltr to all CP 4, OL holders for BWRs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by OE. App 1 1 cab la to all license applications 4 
proposed amends. including core reloads. 

EISENH'JT, D. 0. Division of Licensing. 80/11/04. 4pp. 


0. Adjudicatory correspondence 


8012030S42 Advises that CP hearing re facility is scheduled to begin 
on 010112 in response to 60l0?0 ltr re concerns eipressed in 
util B00904 ltr. 

DtRCKS. (1. J. Office of the Executive Director for Operations. 
80/11/17. Ip . 07149: 253. 


DOCKET SrH-SO-470 CE8SAR SYSTEM 80 


A Application/construction stage documents i correspondence' 


SG12I60197 Requests that CES3AR preliminary design approval (PDA-al te 
ertended until NRC issues final design approval or 
application is ui thdraun. Lac k of approved ref design adds to 
uncertainty facing util. 

SCHFRER.A, E C-E Power Syste.T.s. 8-3/12/11. Ip. 07262:309, 


DOCKEI 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A. App 1 icat i on/cens true t i on stage documents 4; correspondence 


aO122?O405 Responds to 000711 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/ravised Agree.ment State burial site cond i t ions. Forward t 
results of IE survey, 

DENION, H. R. Office of N.jclear Reactor Regulation. Director. 
80/12/04, 2pp. 


-6012220506 Forwards tabulation 4 summary of IE survey on loic level 
waste at 51 reactors, Low love! waste storage facilities 
have been expanded at 37'/. of reactors surveyed w/71/< 
pla.tning or considering increasing storage capacity. 

BAN'GART, R. L. Effluent Treat.nent Systems Branch. 80/11/06, Bpp. 


0. Adjudicatory correspondence 


0012240027 Order receiving into record applicant Ekhiblts 23.24 4 25 i 
NRC Exhibit 67 subj to right of parties to file objections 
w/ASLB within tO days 

» Atomic Safety and Licensing Board Panel, 60/12/16. 2ap. 

07324: 218. 


H. Gonaral correspondence 


6012040296 Forwards info in response to 001029 ltr requesting 
licensing categories 4. info re floating nuclear plants. 

PURPLE. R. A. Division of t.tcenslng. 60/11/17. 4pp, 07170:039. 


■0012040293 Requests info re facilities iu/active CPs pending. 1 icenec 
de f ini 1 1 ons 4 requirements for floating nue 1 ear plants. 

DREY. L, A. Affi I iat ion Unknown. 00/10/29. ip. 07170:063. 
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DOCKET STH-50-4S2 WOLF CREtK GEhiSRAT I Nii STATION* 

A, App I ica tion/eons true t i an stags docuiTisnti 4; correspondence 


8012170349 Forwards IE Info Notice 90~38' 'Cracking in Charging Pump 
Casing Cladding. " No written Tssponse required. 

SEYfRIT.K V Region 4, Dalles. Office of the Director. BO/10/30. 
tp. 07289:004 


301S180050 Utr to operating plant licenseeSiGL applicants U CP holders. 
Foruiards NUnEO-0737 re TKI action plan requ Irements. Requests 
operating reactor licensee confirmation in 43 dags that 
Enel i Implementation dates will be met. 

EISENHUT. D. G. Division of Licensing. 80/10/31. 7pp. 


8012170S32 Forwards IE Info Notice 80-39. 'flal f unc t ion of Solenoid 
Valves lifg bg Valcor Ergineering Corp" No cjrltten response 
is required. 

SEYfRIT.K. V Region 4, Dallas. Office of the Director. 80/10/31. 
Ip. 07286:023. 


8012220358 Ltr to all CP tt OL holders for BU'fls re requirement for 
Implementation o'f ODYN code for licensing basis calculations 
performed by OE. App 1 i cab le to all license applications & 
proposed amends. Inc lud Ing core reloads. 

EISENHUT. D. 0. Division of Licensing. 80/11/04. 4pp. 


8012100613 Fijrwards IE Dullatin 80-?i. 'Valve Voles Supplied by 
Malcolm Foundry Co. Inc " Written response required. 

SEYfR IT. K. S'. Region 4. D.allas. Office of the Director. BO/il/06. 
Ip 07220: 100. 


8012080320 Informs that NRC uitl attend 801209-10 meeting re util 
internal technical revleo) of FSAR Chapter 8. Requests that 
panel members be chosen from both senior uorking levels & 
engineering mgt tt members of public be allowed to attend. 
TEDESCO. R. L. Assistant Director for Licensing, 80/11/21 Ip. 
07194; 196 


■S012080336 Eitends invitation to attend 801209-10 meeting re internal 
technical review of FSAR Chapter 8 concerning electric 

p DUer . 

PETRICK. N.A. Standard tied Nuclear Unit Power Plant System. 
SO/10/17. Ip. 07194; 197. 


8012110630 Notification of 601209-10 meeting w/util in Oaithersburg. MD 
to conduct Independent design review of FSAR. Chapter B. 

STARK. R.H. Licensing Dranch 1. 60/11/25. 2pp. 07224:315. 


— 6012110667 Confirms NRC attendance at util 801209-10 technical review 
of FSAR, Chapter 8. 

TEDESCO.R.L. Assistant Director for Licensing. BO/ll/21, 2pp. 


C. Utility Environmental Report (ER). amends t; correspondence 


80120B0577 Advises that 500219 OL stage environ rept is sufficiently 
complete based on evaluation of all info filed. 

eiSENHJT, D. 0. Division of Licensing. 80/11/21, 4pp. 07108:196. 


8012020093 Forwards environ rept.Vols 1 t. 2. For Wolf Creek 1. 

K0E3TER.0. L, Kansas Gas 4. Electric Co. 80/11/25, 2pp. 07137:037, 


— 8012020089 Environ rept.Vol l.for Wolf Creek 1. 

Kansas Gas 4; Electric Co, 00/11/25. 325pp, 07137:037, 


8012030901 Forwards IE Info Notice 80-40, 'Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactoi Depressur I la t i on '• No written response required. 

SEYhRIT. K. V. Region 4, Dallas. Office of the Director. 80/11/07. 
Ip, 07150: 163. 


60120S0675 Forwards IE Info Notice 80-41. “Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Scsse Unit L '' No 
rospoiise required. 

aeVfRIT.K. U, Region 4, Dallas, Office of the Director. BO/tl/tO. 

Ip. 07163:044, 


6012040129 Forwards IE Sulletin 80-23, “Failures of Solenoid Valves 
tifg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/c or t-ec t i ve actions. 

SEYFRIT.K.V. Region 4. Dallas. Office of the Director, 80/11/14. 
Ip. 07169:267. 


8012050013 Forwards IE Dulletin RQ-24. “Prevention of Damage Due to 
Water Leakage Inside Containment. *' No written response 
required. 

SEYFRIT.K.V. Region 4. Dallas. Office of the Director. 80/11/21. 
Ip. 07173:039. 


8012160070 Forwards IE Info Notice 30-42. “Effect of Radiation on 
Hydraulic Snubber Fluid ' No response requii'ed 

SEYfRIT.K. V, Region 4. Dallas. Office of the Director. 00/11/24, 
Ip. 07262:124. 


8012160112 Forwards Suppl 1 to IE Info Notice 80-29. “Droketi Studs on 
Terry Turbina Steam Inlet Flange. " No written response 
r equ 1 re d. 

SEYhRIT, K. V, Region 4. Dallas. Office of the Director. 80/11/26. 
Ip. 07282:088. 


•8012020093 Environ rept.Vol 2, for Nolf Creek 1. 

+ Kansas Gas i< Electric Co, 80/11/25. dOOpp. 07139:064. 


8012090239 Advises that distribution of environ rept was made to 
parties an end list. 

KOESTER.O, L, Kansas Oas 4. Electric Co. 00/12/03. 3pp. 07201:102. 


6012300371 Informs of docketing of environ rept, OL stage, for facility. 
Notices af receipt of application for facility CL. 
availability of applicant environ rept 6 consideration of 
issuance of facility DU encl. 

YOUNGS LOOD, D, J. Licensing Dranch 1, 80/12/08. 3pp. 07359:339, 


8012190318 Confirms receipt of G01125 ltr rs Work Hold Agreemont I3i 
issued 80112D to Daniel I nt 1 Corr ec ttve actions to be taken 
prior to agreement release include shifting I'cspons it 1 1 1 ty 
for pipe cleanliness to installing const craft 

SEYFRITiK. V. Region 4, Dallas, Office of the Director, 00/11/26. 
2pp. 07236: 080. 


8012300717 Updates S00820 response to IE Sul let in 79-03A. "Longltudl nal 
Weld Defects in A8KE. SA-312. Type 304 Stainless Steel Pipe " 

Fus 1 on— we 1 ded pipe supplied by minuf ac ture rs ether than 
four listed not subj to greater than allowable stresses. 

SEIKEN. S J Standardised Nuclear Unit Power Plant System. 80/11/26. 
2pp. 07357:274. 


— 8012300375 Notice of receipt of application for facility DL, of 
availability of applicant environ rept. of consideration of 
issuance of facility OL 4< of opportunity for hearing. 

VaUMGaLOOD, B. J. Licensing aranch 1. 80/12/08. 6pp. 07359:342. 


Q. Inspection reports, IE Bulletins 6 correspondence 


8012170731 Forwards IE Circular 00-21. "Regulation of Refueling Crews. 
No written response required. 

6EYFBIT.K. V. Region 4, Dallas, Office of the Director. 80/09/10. 
ip. 07264; 153. 


0012020757 Forwards IE Insp Rept 50-482/80-20 on 001007-10. No 
noncorsp 1 ianc e noted. 

SETDLE. U, C. Region 4. Dallas, Reactor Construction It Engineering 
Support Dranch. 80/10/23. Spp. 07143:330. 


—8012020762 IE Insp Rept 50-452/00-20 on 001007-10. No noncomp 1 lance 
noted. Mayor areas Inspec ted : cons t activities including site 
tour 6 observation of wor V, Records for RCPB pipe welding 
reviewed. 

OILBERT.L, D, , HALL. R. E Region 4, Dallas. Reactor Construction «< 
Engineering Support Branch. CROSSMAN. H. A. Region 4> Dallas. 
Office of the Director. 80/10/22. 4pp, 07143:340, 


5. Reportable occurrences. LER s i- related correspondence 


8012040403 Final deficiency rep t. or tg inal ly submitted 0OiO-27iro 
generic design inter fer eticei between Bergen-Fatterson 
pipe ctamp assemblies t Racific Scientific Co .rating snubber 
assent i ies Cla-ups will be modified or replaced. 

SEIKENi S. U. Standard I r ed Nuclear Unit Rover Plant System. 00/11/26. 
Spp. 07167:238, 


G012I00440 Interim deficiency rept re failure of Nestinghouse 3-ineh 
gate valves to close, first rt ported on 801030. Add 1 info is 
still being obtained 4 corrective mods are being developed. 
Followup or fln-il rept will be sent In first quarter 1781, 

PETRtCK, N. A Standardiied Nuclear Unit Power Plant System. 
80/11/26, 2pp, 07 250:159 


8012100174 PNO-IV-80-39: by Q0tlP5 ltr, util notified Region 4 that 
work-hold agreement re safety-related piping issued to 
Daniel Int! for corrective action to pipe cleanltneis 
cond i t i ons. Reac tor coolant piping excluded. 

HUBACFK, IL 0. , CROBStlAN, N, A. Region 4, Dallas, Office of the 
Director, GO/ 12/01 . ip 0721 G: 302. 
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DaCKET STN-50-483 CALIjH/*'. PlAUT, WIT I 


A. App I I c ati-oii ''con i ti'Ov 1 CjI' sts^e iocvnenti correspondence 


fl'MSlfcOOSO Ltr to operating plant 1 i ; e ne ee s . 01. applicants t; CP holders 
Forwards Nt.'f(ES-0737 re TI'.I action plan requ iv e.nents. Requests 
operating reactor licensee c anf i rira t ion in 45 dags that 
Enel I tnp 1 snentat ion dates tii I I te net. 

EtSEtiHUT.O 0 Civiaion of l.iccnsirg 85/10/31 7pp 


-■-001 21 202?3 Notice of violsition fror insp on 800930-1003. 

* Region 3 j Chicago. Office of the Director. 80/10/17. Ip. 
07231 : 289 


--8012120300 IE Insp Rept 50-483/80-25 on 800930- 1 003. None omp 1 i afice 
noted : pr ov i s i on o f 10CFR21 not included in purchase order li 
welding procedure spec not at wort location. 

HeSCOTT, H. H. , NElSuER.J.H , HKQP.R.C, Region 3, Chicago. Offioe of 
the Director. SO/10/17. 7pp. 07231:290. 


OOlSS^OSSfl Ltr to all CP Q>, holders for DNrts re r egu i renent for 
iirp le.nenta t i or. of ODYN code for licensing basis calculations 
performed bg 0£. Ap p 1 i c ab 1 e to all license applications !< 
proposed a.ssrid s. me iud 1 ng core i eloads. 

EISEI.:-i'JT. D. 0 Division of Licensing 00/11/04. 4pp. 


8012080320 Informs that N9C will attend 001209-10 meeting re util 
internal technical review of FSA'i Chapter 8 . Requests that 
panel nsmbers be chosen from both senior uorVtng levels ti 
engineering mgt monbei-s of public be allowed to attend. 
TEDESCO. R b. Assistant Dirsetor for Licensing. 80/11/21. ip, 
07194: 196. 


0012170503 Forwards !E Info Notice 80-37. “Containment Coaler Leaks & 
Reactor Cavitg Flooding at Indian Point Onit 8 .'’ No written 
response requ i r ed, 

KEPPUEfl. J. 0. Region 3. Chicago. Office of the OireetoT. BOfiO/SA. 
Ip 07264: 290 


0O12O2O/.13 Forwards three Performance Appraisal Dranch insp repts U 
mgt evaluation tree u/user guide so that facility can 
compare program to pt'ogra.m already reviewed it mate 
appropriate ad jus tmen t s. iJ/o end 

KERPLER.J, 0. Region 3. Chicago. Office of the Director. 80/11/16. 
4pp. 


— 8012080336 ftte.-idi invitation to attend 001209-10 meeting ro internal 
technical review of F2AR Chapter S concerning electric 
power. 

PETBICKiN A Standardiicd Nuclear t'nlt Power Plant System. 
BD/iO/17. Ip 07194 197 


0012040296 AeV receipt of 001030 Itr Informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-463/00-28. 

FIORELLI.O. Region 3. Chicago. Reactor Construction 4. Engineering 
Support Branch. 80/1 1/19 2pp 07163: 279. 


0012310136 Confirms agres-nent re C01518 meeting in St Louis. MO to 
disc-uss regional evalostinn of licensee regulatory 
perf or .nance 

KEPPLEH.J. 0. Region 3. Chicago. Office of the Director. 80/11/21. 
Ip 07371:180. 


--6012040303 Responds to NRC 000929 Itr re violations noted In IE Irsp 
Rept 50-483/90-22. Correc t ive ac ttons: indoctr Inati on film re 
conc.-ete vibrating 4 onsite guidance of craft personnel to 
be shown. 

BRYAN, J.K, Ijnion Electric Co. 80/10/30. 5pp. 07163:281. 


8012110659 Not i fic at i on of SOl.209-10 meeting w/utll in Oa t there burg. HD 
ta CO. .duct independent design review of FSAR. Chapter B. 

STARK. R It Licensing Branch 1 80/11/25, 2pp. 07224:315. 


9012240026 Forwards IE Insp Rept 50-4S3/90-26 on 801001-31. No 
nonconp llance rioted. 

FtORELl I. C Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch. 80/11/19. 2pp. 07384:203. 


--8O12110667 Confirms NRC attendance at util 801209-10 technical review 
of FSAR. Chapter 0, 

TEDESCO. R L. Assistant Direc tor for Licensing. 80/11/21. 2pp. 


Utility Environmental Report (EH), amends i; c or respandenee 


0012190665 Advises that environ rept is sufficiently complete for 
docketing u/r eal i ration that substantive deficiencies may 
eikst that uill need ta be corrected during review. 

Distribution list enc 1 

EISEL'HJT, D. G Division of Liceniiiig 90/11/26 4pp. 07273,308. 


9012190484 Forwards environ rept in i esponse to NRC 801126 request, Rept 
suppls 79I0I9 t. 900922 s u5,ti i b ta 1 s N/o end. 

BRYAN. J K Union Electri-: Co. 00/12/15. 3pp. 07275:298. 


—0012240030 IE Insp Rept 50-493/00-26 oh 801001-31, No non c omp 1 iance 
noted, Major areas inspec t ed pro tec t ion of reactor vasseli 
,matl lay down 6 storago areas. 

HANSEN, U. A.. KNQF.R. C. Region 3, Chicago, Office of the DireCtoT. 
ao/ll/ia, Qpp, 07324:210 


G01204066S Ac k receipt of G01105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/80-07. 

FI0RELLI,0. Region 3. Chicago, Reactor Construction 6 Engineering 
Support Branch 90/11/20. ip. 07169: 067. 


— 80120.)0672 Responds to NRC 000426 Itr re violations noted in IE Imp 
Rept 50-483/80-07. Co rr ed t i V e ac t ions: C lass IE cable tray 
sys has been designed 6 ins tal 1 ed. Use of commercial grade 
tray sys incorporated. 

BRYAN, J. K. Union Electric Co. 90/11/09, 2pp. 07169; 06D. 


S0I2190494 Forwards affidavit of sve re distribution of environ rept, 
in response to NBC 901126 request 

DRVAH,J K Union Electric Co 3.0/12/15, 3pp. 07205:317. 


G. Adjudicatory correspondence 


60'l£30Ci50S Petition to intsrv erve. s uo.- i tted by AH5 NO-KS Section, re 
issuance of facility Cll. Eoc members are caneerned as 
citiiens 4. profs in energy matters -I are aware of current 
natl c r Is i s . Res umrs of LH Miller < IJ Meyer onci. 

MIL* ER, L'. H A.mei'ican Nuclear Saciety BO/12/19. 2ipp 07399:215. 


H. General c orresj .■'udeTice 


6012300443 Forwatds M Hiercny,mus Itr apposing issuance of permit to 
dump radioactive matl into MO R i . ei Requests response. 

DAh'FORTH. w C Senate 60/12/16 Spp. 07300:001. 


6015300610 SJotifies that en.iron rept sent to Dept of Array. Corps of 
Eng 1 neers, KS City, MO, per l> Eisenhut 801126 request. 

BRYAIi, J.K Ufiion F.leccrj,: Co. 60/12/22. Ip 07346:154. 


G. Inspactioi, reports, lif Srlletins 5 correspondence 


9012120237 forwards IE Insp Rept 50-463/00-25 on 800930-1003 t, 
notice of violation 

FIORELLI, G. Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/10/30 5pp 07231 287. 


8012040664 Forwards IF Bulletin 80-24, “Prevention of Damage Due to 
Water Leakage Inside Containment.” No written response 
required. 

KEPPLER,J.G. Region 3. Chicago. Office of the Director. 80/11/21. 
2pp. 07166: 351. 


80120800/6 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " tJa written response required, 

KEPPLEH.J G, Region 3. Chicago. Office of the Director. BO/ll/24. 
2pp, 07102: 233, 


0012110630 Responds to NRC 801020 Itr re violations noted in IE Insp 
Rept 50-483/00-25 Corrective ac fci ons : change order to 
purchase number was initiated L controlled pamphlets are 
being issued to welders. 

BRYAN, J. K. Union Electric Co. 60/11/14. 3pp. 07227:191. 


0012110631 AeV receipt of 801U4 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 8O-403/SO-25. 

FIGRELLI.G. Region 3, Chicago, Reactor Construction h Engineering 
Support Branch 60/11/20 Ip. 07227:190. 


6012170754 Forwards IE Info Notice 60-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required 

KEPPLER,J. G. Region 3, Chicago, Office of the Director. 80/11/26, 
Ip. 07265:090, 


0012300717 Updates 900920 response to IE Bulletin 79-03Ai "Longitudinal 
Weld Defects in ASME SA-3t2, Type 304 Stainless Steel Pipe. " 

Fus ion-w« Ided pipe supplied by manuf ac turersotherthan 
four listed not subj to greater than all owab le stresses. 

SElKENr S. J. Standardiied Nuclear Unit Power Plant System. QO/lt/26, 
2pp, 07359- 2.94. 



DOCKETED ITEMS 


S. Ropor^abl^ oc c urr enc e 3 f LER3 4, I'dlated correspondence 


3012040403 Final deficiencij rept>i]i'i 9 inallg subiiiltted 00 1027( re 
generic design interferences between Ilergen-Patterson 
pipe clamp assemblies 4: Pacific Scientific Co mating snubber 
ass emb 1 i es. C lamps will be modified or replaced. 

SE 1KEN.I S. J. Btandardiied Nuclear Unit Power Plant System. 00/11/36, 
Bpp. 07167: 33S. 


&012100440 Interim deficiency rept re failure of Westinghouse 3-inch 
gats valves to closer first reported on 001030. Addl info is 
still being obtained 4: corrective mods are being developed. 
Followup or final rept will be sent in first quarter 1701. 
PETRICRiN. A, Standard lied Nuclear Uii i t Power Plant System, 
BO/ll/BA. 2pp. 07SS0 159, 


8012030726 Final deficiency rept re use of improper preheat of heavy 
structural members prior to wcldingr initially reported on 
800416. Pbys i ca 1 test program has been conduc t ed. Ne i ds are 
accepbafale as is 

ARYAN. J. K. Union Electric Co 00/11/23. 8pp. 07149:307, 


8013230702 Advises 
80-23. "Fai lures 
Engineer ing C orp 
written response 
OR I ER p B , N, R e g I 
aO/lI/17 Ip 


that i.ir iltoti respirnspip is required to IE Bulletin 
Pdf SolefWpid Valves Mfg by Valcor 
" First, .paragraph sri-jneausly stated no 
required 

on 1, Ph j 1 'id e 1 p h ; a p Office of the Director. 

07373 1.-.6 


6012040607 Forsiai ds IF livEivtiT. 3C-2 pIp P re*, on ti on of Damage Due to 
Water Leakage Inside C.rntainpTieiiv. ' written response 
required . 

QRIERpB II Region 1. Ph i I .pij.p l p h j a, Offt.dr of the Director. 
00/11/21. 3pp 07165 S7-i 


8012050601 Fc.rwai'ds IF Ir.r-d Nrtice 80—42* ''Effect of Radiation on 
Hydraulic Snubber Flui.i ti'j 'writtiTi response required. 
GRIERpB.H Region 1. Ph i ] a d e 1 p h i s . Office of the Director. 

80/ 11/34 Ip. 07174*073 


DOCKET STIJ-50-4B6 CALLOWAV PlANt. tNIT 2 

A. Ap p 1 i c a t i on/ c on s t r uc t i or at.ige d i>cu''ieiits 4 corresponden-c e 


DOCKET STN-SO-484 TYRONE ENERGV PARK, UNIT I 


0, Adjudicatory correspondence 


801210*0047 Notion in opposition to Dalota Commission's petition for 
reconsideration of 001103 or.dor denying Dakota request for 
hearing it refusing to defer revocation of CP. 

BAXTER. T. A. Shau. Pitimaiip Potts i: Trowbridge, BAXTER. T, A. 
Northern States Power Co 00/1 1/26 ?pp, 07219: 072. 


a012t001S4 Answer in opposition to Dakota Commissions' 801113 petition 
far recLHs idera t ion. Requos ts denial of petition t> 
affirmation of 601103 order declining to defer revocation 
of CP & denying hearing reque st , W/Cer t i f 1 c a te of Bvc. 

BURNS. 8. Rulemaking 4< Enforcement Division. 80/12/01, 12pp. 

07219:286, 


8012300399 Order denying Dakota Commissions' 801113 petition for 
r econsiderati on, 

CHILKi 8. J, Office of the Secretary of the Commi ss ion. 00/12/24. 
Ip. 07357:101. 


DOCKET STN- 50-405 SIEHUING POWER PROJECT NUCLEAR, UNIT I 
A. App J 1 cat 1 on/cons true t ion stage docupments i correspondence 


6012160050 Utr to operating plant I i censees, DL applicants 4; CP holders. 
Forwards NURE15-0737 re THI action plan roquireman t s. Requos ts 
operating reactor licensee conf irma t i on In 45 days that 
Enel I imp tementatioh dates wilt be .met. 

E1SENH‘JT« D, 0, Division of Licensing, 60/10/31, 7pp. 


6012160050 Ltr to operating pl;-int 1 i c ens ees , 01. applicants tt CP holder! 
Forwards NunEG-0737 re m action plan requtcemenbs Requests 
operating reactoi 1 icenseu c or,f i i na t i »h in 45 days that 
Enel 1 I mp 1 erne tita t i on iates will be .met. 

EISENHUT, D. G, Division of Liceliiing 80/10/31 7pp. 


8012320358 Ltr to all CP 1 >11. hollers f.ir SiivRs re requirement for 
i imp I c men tat I on of QDvN c.i-'de for licensing basis calculations 
perforimed by GE. App 1 ic ab 1 e be all license applications 6 
proposed amends, incl'Jdl.-g cere reloads 

E ISENN’JT. 1). 0. Division of Licensing 80/11/04. .{pp. 


8012060320 Informs that NRC will attend 601209-10 meeting re util 
internal technical reviaiu of r-'SAP Chapter 8, Requests that 
panel members be chosen fi .jim both senior wcrkir.g levels & 
engineeri'ng mgt i-. members of public be allowed to attend. 
TE0E6CQ.R I. Assistant IJivector for i.icensing 80/11/21. Ip. 
07194: 196 


— 6012050336 Eitsnds invitaiiion to attend 601209-10 irieeting re internii 
technical review af fCAU Chapter S cancerriing electric 
power. 

PETRICK.N. A. Standari) i r ed Nuclear '.init Power Plant System 
607 10/17 ip. 0719.1 197, 


8012110658 No t i f i c at i on ." f SOlE.jy-lC- .mp'i'ting w/utl 1 in Oaithersburg. M[ 
to coiiduct independent desi.gn ceview of FSARi Chap t er 6. 

STARK. R.H. Licensing liranch 1 &0/ll72ri Bpp. 07224:315. 


— 6012110667 Canfirii'i l.miC a 1 1 ur.d .irie e at util 301209-10 technical revie 
of FSAR. Ch.ip t e r 8 

TEDE3CD, H. L fissistart Director for l.icensing 60/11/21. «!pp 


Q. Inapecblon reports. IE Bulletins S: correspondence 


0012170331 Forwards IE Info Notice 00-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRIER. H.H. Region 1. Philadelphia. Office of the Director. 
90/10/30, ip. 07269:065 


0012120195 Forwards IE Bulletin 60-21. "Ualve Yokes Supplied by Malcolm 
Foundry Co. Inc." Written response required. 

CRIER. Q.H. Region i. Philadelphia. Office of the Director. 

80/11/06. Ip. 07220:303. 


C, Utility Envi ron .ne I! t a I Rebeit lER'.. amends 4 corr espondence 


0012190665 Advises that a.tvirpii rept is sufficiently complete for 
docketing w/rea I i. >a t i on that sub s tatifti ve .deficiencies nay 
exist that will ncj.J t. b <>■ coirepcted Juriiiy revie'.r 
Distribution list one I 

EI5ENMUT. D.O Division .if l.icefiiin.j 80/11/36 4pp. 07273:306. 


8012190434 Forwards envlr-cn rept in I'esponse to. IvflC 801126 request. Rop 
suppis 791019 4: 8006.12 subhittali l.'/o t-nc I 

BRYAN, J K, Union Electric Cu. BU/12/13, 3pp. 07275:290. 


8012030009 Forwards IE Info Notice 60-40. "Excessive Nitrogen 8upply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dep r e s sur i la 1 1 on " No written response required. 

GRIER. B. H. Region 1. Ph 1 1 ad e I p h i a, Office of the Director. 
80/11/07. Ip. 07150:256 


90I2080S68 Forwards IE Info Notice 00-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Pease Unit 1." No 
response required, 

GRIER. B.H. Region 1, Philadelphia. Office of the Director, 

80/11/10. Ip. 07102 303. 


0012040073 Forwards IE Bulletin 60-23, "Failures of Solenoid Valves 
(1#g by Valcor Engineering Corp. " Requires estipmate of 
ftianpOiser associated u/corre.; t i ve .set ions 

GRIERiB.H, Region 1, Ph i lade Iph ia. Office of the Director, 
BO/n/14. ip. 07157;£93, 


6012190494 Forwardu a f f i .lei . : t ..'if tv.: re distribution of environ rept. 
in response to NflC 601 iJ.'-h, r<.pqua5'. 

BRYAN. J. K. Union Electri.; 60/12/15 3pp. *07305:317. 


0 Adjudicatory co rro ip onden-; e 


8012300505 Petition to i r. te i ■.■•ine . sub nt t*.«d by AN8 MO-KS Section, re 
issuance of fnciitt.y OL. S::-; .’.ei'tbers ai*e concerned as 
citliens t: profs In enorgij mattei's it are aui.rre of current 
natl c p 1 s i s. Resumes of N4 Mi lie'- i if Heyn' end 

MILI.ER. 11. H. Aiierican Nvcle.sr S-ociety 80/12/19, 2Ipp, 07359:215, 


H Genera! correspondence 


8012300443 Forwards K H 1 er ..nijit.ij. ltr apposing issuance of permit to 
dump radloacti've ps.mtl into M.O R i vei*. Request s response. 

DAh'FORTH, J C. Senstte. 80,12/16 5pp 073013:001, 


270 


DOCKETED ITEMS 


o012300i>lC tnat ?iiviro;i i-pp*; sent <ro Dept of Ar(ny<Corps of 

Eiig ineersr K5 Citg.KOtp^r D Eiserhut 901 ro-queet. 

BRVAll.JK Union EUcti 1C Co 90/12/22 Ip 073'}6;154 


O. Inepecticn reports. IE 5'jiletins torresponderice 


0012170^33 For'iiards IE Info W.jlice SO- 37. “Contoi riinon t Cooler Leaks ?< 
Reactor Cavity Flooliivj at IpdioTi Point Unit 2 “ No uritten 
response requirej 

KEPPLER. J. 0. fiegson 3, Chjcago, Office of the Director. 00/10/24. 
Ip. 07264:270 


0012020743 Foruards three Perforipance Appraisal Branch ihsp repts V 
mgt evaluation tree 'jcu^er guide so that facility can 
co.-opare program to prograin alreedy revieu-ed t .rake 
appripriate adjustments If/o encl. 

KCPPLER.J C Region 3. Chicago. Office Of the Director. 00/11/18, 
4pp. 


9012040664 Foruards IE Bulletin 90-24. "Prevention of Danage Due to 
Hater Leakage Inside Cantalnment '' tlo uritten response 
required. 

KEPPLER. J. Q Region 3. Chicago, Office of the Director, 00/11/21, 
2pp. 07166:351 


8012090576 Forwards It Inf.o Motice 00-42. 'Effect of Radiation on 
Hydraulic Sn-jbter Fluid " No written, response required. 

KEPPLER.J.e. Region 3, Chicago Office of the Director. 00/11/24. 
2pp. 07102:230 


0012170754 Forwards IE Info Notice 00-27. Suppl 1. "Broken Studs on 
Terry Turbine Steam Inist Flange. '' Mo uritten response 
required. 

KEPPLCfl. J. C. Region 3, Chirago, Office of the Director 00/11/26. 
Ip. 07265:000. 


8012300717 Updates BOO0.1O response to IE Bulletin 79-03A, "Longitudinal 
Weld Defects in A5ME Sf,--3 1 2. Ty p e 304 Stainless Steel Pipe," 

Fus i on-uclded pipe supplied by .Tanufacturers other than 
four listed not sub j to greater than, allouable stresses. 

SEDKEN.S J. StandardLced Nuclear Unit Pouer Plant System. 00/11/26. 
2pp. 07359:274 


S. Reportable occ urrenc es, IFRs i related correspondence 


8012040403 Final defitiency rop t . oi ig i nal ly subiiiltted 001027, re 
generic design interferences between Herg en-Patter s en 
pipe clanp assenblies t- Pacific Scientific Co , rating snubber 
assemblies Cla.'nps will be inodifled o,r replaced. 

SElKEfiiS.J Standardiied Nuclear Unit Pouisr Plant System. 00/11/26. 
app 07169:230 


6012100440 Interim deficieiuy rept re failure cf Westinghouse 3-inch 
gate valves to close, first reported on 801030. Addl Info Is 
still being obtained 1' corrective nods are being developed. 
Follocup or final rept will be sent in first quarter 1901 
PETRICH.H. A Standard i i e 1 Nuclear U.nit Power Plant System. 
80/11/26, Rpp 07220 159 


DOCKEI 81(4-50-409 PERHIK3 NUCLEAR STATION, UNIT 1 


0. Adjudicatory correspondence 


8012230329 Order granting applicant rotion for ertension until 801231 
to file brief. Tine For NRC to file brief is eitended until 
01O11P. 

BISHOP. C.J. Adirinistratlve Branch. S0/11/2S, 2pp. 07310:329, 


H General correspondence 


801204QPS6 Forwards info in response to 801029 Itr requesting 
licensing categories 6 info re floating nuclear plants. 

PURPLE. R. A. Division of l.tcsnsing. 80/11/17. 4pp. 07170:059. 


— 80 12040E93 Requests info re facilities tu/actlve CPs pend ing. I Icense 
definitions fc requirerents for floating nuclear plants. 

DREViL. A. Affiliation Unknown, 00/10/29, Ip. 


0. Inspection reports. IE Bulletins i correspondence 


801215017? Forwards IE Info Notice 60-37, "Containment Cooler Leaks 1< 
Reactor Cavity Fioooing At Indian Point Unit 2. " No uritten 
response required 

O'iHEILLY, J. P. Region 2, Atlanta, Office of the Director. 80/10/24, 
Ip 07240:291. 


8012170903 Forwards IE Info Notice 00-30, "Cracking In Charging Pump 
Casing Cladding." No written response required. 

D'REILLVi U. P. Region 2, Atlanta. Office of the Director. 00/10/30. 
Ip. 07266: 256 


0012170595 Forwards IE Info Notice 80-39. "Mai f une t i on of Solenoid 
Valves Mfg by Valcor Engineering Corp. “ No written response 
required. 

Q'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip, 07264. 126. 

80122300S7 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power Sys Emergency Generators," No written response 
required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 07313: 226. 


8012110760 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Naicolm 
Foundry Co, Inc." Written response required. 

D 'REiLLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/06. 
ip. 07225:195. 


8012030362 Foruards IE Info Notice 30-40, "Ekcessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor De p res sur i la 1 1 on " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/07. 
Ip. 07150: 1 13. 


8012080248 Foruards IE Info Notice 80-41, "Failure of Buiing Chect 
Valve In Decay Heat Re.noval Sys at Davis Dessc Unit 1." No 
response required. 

O'REILI V, J. P. Region 2. Atlanta, Office of the Oiraetar. 00/11/10. 
ip. 07162:279, 


8012040164 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated u/corrective actions. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. B0/lt/l4. 

Ip. 0/158:077, 

8012050040 Forwards IE Bulletin 00-24, "Prevention of Djimage Due to 
Hater Leakage Inside Containment." No written response 
required, 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director, 00/11/21. 

Ip. 07173: 111. 


8012050626 Foruards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No uritten response required. 

O'REILLY, J, P, Region 2. Atlanta, Office of the Director. 00/11/24. 
Ip, 07174: 123, 


801217OS00 Foruards IE Info Notice 00-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange " No uritten response 
required. 

O'REILI V,J. P. Region 2, Atlanta. Office of the Director. 80/11/26. 
Ip. 07268: DBS. 


DOCKET 5TN-S0-48V PERKINS NUCLEAR STATION, UNIT 2 


0. Adjudicatory correspondence 


8012230329 Order granting applicant motion for eitenslon until 801231 
to file brief. Tim.e for NRC to file brief is extended until 
810112 

BISHOP, C.J. Administrative Branch. 80/11/23. 2pp. ' 0731&:329. 


H. General correspondence 


8012040256 Foruards info in response to 801029 Itr requesting 
licensing categories 6 info re floating nuclear plants. 
PURPLE. R. A, Division of Licensing. 80/11/17. 4pp. 


"8012040298 Requests info re facilities u/active CPs pend Ing, lie enef 
definitions ii requirements for floating nuclear plants. 

QREY.L. A. Affiliation Unknown. 00/10/29. Ip. 


0. Inspection reports, IE Bulletins t: correspondence 


8012150179 Foruards IE Info Notice 80-37, "Containment Cooler Leak* Si 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:291. 


8012170803 Forwards IE Info Notice 80-30. "Cracking In Charging Pump 
Casing Cladding. " No written response required. 

O’REILLY, J. P. Region 2, Atlanta, Office of the Director, 00/10/30. 
ip. 07266:236 



DOCKETED ITEMS 


8012170595 FoTuiards IE Info Notice 80-39, ‘'Malfunction of Solenoid 
Valvras I1fg bg Valcop Engineering Corp ' No uritten response 
required , 

0 'REILUVi J. P Region 2' Atlanta. Office of the Director. 80/10/31 
ip. 07264: 12d>. 


8012230OS7 Porwards IE Circular SO-23, "Potential Defects in Beloit 
Pouer Bgs Emergencg Generators " No written response 
required . 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director, 80/10/31 

IP 


8012110760 Poruards IE Bulletin 80-21, ‘Valve Yates Supplied bg Halcoltn 
Foondrg Co, Inc. '• Written response required. 

D 'REILLY, J. P, Region 2. Atlanta, Office of the Director, 00/11/06, 
Ip. 07289:193. 


9012030962 Forwards IE Info Notice 80-40, "Escessive ffitrogen Supply 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressuriiatlon " No uritten response required. 

0 'REILLY, d. P. Region 2, Atlanta, Office of the Director, 80/11/07. 

IP 


30120BO!’4a Forwards IE Info Notice ao-41i "Failure of Suing Check 
Valve in Decag Heat Removal Cgs at Davis Besse Vnlt 1. *' No 
respans e required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director, 00/11/10. 
Ip. 07102:279. 


9012040164 Forwards IE GuUetin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. '' Requires estimate of 
manpouei* associated u/corrective actions. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 00/11/14, 

Ip. 


9018050040 Forwards IE Bulletin 00-24, 'Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/81. 
Ip. 


801S0S0636 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director, 00/11/24. 
Ip. 07174:123. 


0O1817OSOO Forwards IE Info Notice 80-29, Suppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange," No written response 
required. 

O'REILLY, d. P, Region 2, Atlanta, Office of the Director. BO/ll/86. 
IP- 


DOCKET STN-SO-490 PERKINS NUCLEAR STATION, UNIT 3 


0. Adjudicatory correspondence 


8012230329 Order granting applicant motioTi for eitenslon until 001231 
to file brief. Tima for NRC to file brief Is extended until 
810112. 

BISHOP, C.J, Administrative Branch, 80/11/25. 2pp. 07310:329. 


H. Oeneral correspondence 


0O12O4Oi>56 Forwards info in response to 001029 Itr requesting 
licensing categories 1: info re floating nuclear plants. 
PURPLE, R. A. Division of Licensing. 00/11/17. 4pp, 


•8012040298 Requests info re facilities w/actlve CPs pend ing, I le ensa 
definitions i requirements for floating nuclear plants. 

DREY, L. A, Affiliation Unkno'wn. 80/10/29. ip. 


0, Inspection reports, IE Bulletins t correspondence 


0012150179 Forwards IE Info Notice 00-37, "Containment Cooler Leaks 4, 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:291, 


0012170803 Forwards IE Info Notice 80-30, "Cracking in Charging Pomp 
Casing Cladding, " No uritten response required. 

O'RBIU.Y, J. P. Region 2, Atlanta, Office of the Director, 80/10/30. 
ip. 07266:296. 


8012170595 Forwards IE Info Notice 00-39, "t-ial f unct i on of Solenoid 
Valves lifg by Valcor Engineering Corp “ No written response 
required. 

O'REILLY, J P Region 2. Atlanta, Office af the Director. 80/10/31. 
Ip. 07264: 126 


8012230057 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sgs Emergency Generators, '* No -written response 
required . 

Q'RElLLY.J.P Region 2, Atlanta. Office of the Director. 60/10/31. 
IP 


8012110/60 Forwards IE Bulletin 80-21, ''Valve Yokes Supplied by hlalco' 
Foundry Co, Inc " Written response required. 

O 'REILLY, J. P. Region. 2, Atlanta. Office of the Director. 60/11/06- 
Ip. 07225: 195. 


30I2030S62 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safet'j Relief Valve Operation to Cause 
Reactor Depr essur I la i 1 on '' No uritten response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/07. 
IP 


8012090248 Forwards IE Info Notice 80-41, "Failure of Swing Check . 
Valve In Decay Heat Removal Sys at Davis Hesse Unit 1. " Mo 
response required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 60/11/10, 
Ip. 07182:279, 


8012040164 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated u/covrectivo actions, 

O'REILLY, J. P. Region 2- Atlanta. Office of the Director. 80/11/14- 

Ip 


8012050048 Forwards IE Bulletin 80-24, "Prevention of Damage Doe to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY, J.P Region 2. Atlanta. Office of the Director. 00/11/81. 

‘P 


8012050626 Forwar-ds IE Info Notice 80-42, "Effect of Radiation an 
Hydraulic Snubber Fluid. " No written response required. 

O'REILl Yi J. P. Region 2, Atlanta, Office of the Director. 60/11/84. 
Ip. 07174:123. 


8012170500 Forwards IE Cnfo Notice 80-29, Suppl I, "Brokon Studs on 
Tarry Turbine Steam Inlet Flange " No urltlen response 
required. 

Q'RElLLY.J.P. Region 2, Atlanta, Office of the Director. B0/ll/2i. 
If. 


DOCKET 8rN-S0-491 CHEROKEE NUCLEAR STATION. 0111 T I 


A, App ! i cat! oii/constr uc tion stage docu.ments i correspondence 


901216C050 Lbr to operating plant licenseesiOL applicants & CP holder' 
Forwards H0flSi3-0737 re TMI action plan requ I remants. Requests 
operating reactor licensee c anf irn>a t ion in 49 days that 
Enel 1 implementation dates will be met. 

EISENHJT, D. G. Division of Licensing. 80/10/31. 7pp. 


<J, Inspection reports, IE Bulletins t; correspondence 


8012150179 ForuiarifS IE Info Notice 00-37, "Containment Cooler Leaks I: 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response r equired. 

Q'RElLLY.J.P. Region 2. Atlanta, Office of the Director. 80/10/24 
Ip. 


8012170803 Forwards IE Info Notice 00-38. "Cracking in Charging Pump. 
Casing Cladding." No written response required. 

Q'RElLLY.J.P. Region 2, Atlanta, Office of the Director. 00/10/30 

Ip. I 


801217OS95 Forwards IE Info Notice 80-39. "ila Ifunc t Ion of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
required. 

O'RbILLY, J, P. Region 2, Atlanta. Office of the Director. 60/10/31 
ip. 


8012230057 Forwards IE Circular 80-23, "Potential Defects in Beloit i 
Pouer Sys Emergency Generators." No written response 
required. ' 

O'REILLY. .7. P. Region 2, Atlanta, Office of the Director. BO/lO/31 


272 


DOCKETED ITEMS 


5i3l3ll0/£0 Fdriuavds IE Sulletin 00-31. “'yalve Vokas Supplied b<j Malcolm 
Foundrij Co. Inc. " Idrittan responio I'e^uired. 

O'REILLV. J P Jiegioti 2, Atlanta. QfFice of the DIractor. B0/'ll/06. 
Ip. 


0012030953 Foruiards IE Info Notice 00-40. "Eiceesive Nitrogen Suppli; 
Pressure Actuated Safety Relief Valve Dperation to Cause 
Reactor Depress uri la t i on. ” No luritten. response required. 

O'REIU-V.J P. Region 3, Atlanta. Office of the Director. BO/11/07. 
Ip. 07160; 113. 


B'OJSOaOS'JS Forwards IE Info Notice 00—11. '‘Failure of Scutns Check 
Vajvfi in Decay Heat Removal Sys at Davis Resse Unit 1." No 
response required. 

O'REILCVf J. P. Region 2. Atlanta. Office of the Director. BO/ll/lO. 
Ip 


0013040154 Forwards IE Duiletin SO-33 “Failures of Solenoid Valves 
Mfg t).g Valeo.!" Engineering Coi p “ Requires estimate of 
manpower associated ui/c opiec t i ve actions. 

□ ’’REIU-V. J F. Region 2. Atlanta- Office of the Directo-r. 30/11/14 
Ip. 07159:077 


9013050048 Forwards TE Sulletin BO-24. “Frevention of Damage Due to 
Mater Leakage Inside Containment. '■ iJo written response 
required. 

O 'REILLY. J. P, Region 3, Atlanta. Office of the Director. 80/11/31 
Ip 


9013050636 Forwards IE Ir.fn Notice BO-43. "Effect of Radiation 
Hydraulic: Snubber Flui-d, ** No written response required, 
a 'REILLY. J. P. Region 3, Atlantar Office of the Director. SO/11/24 
»P 


8013170500 Forwards IE Info Notice 80-39. Suppl I. "BroliBi! Studs on 
Terry Turbine Steam inlet Flange " No written response 
required. 

O'REILLY. JP. Region 2 . Atlanta. Office of the Director. 80/11/36 
Ip. 07269:065 


8012030248 Forwards IE Info Notice 00-41. "Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Resse Unit i . " No 
response r equ t r ed. 

0 'REI LLY, J. P. Region 2. Atlanta. Office of the Director. BO/U/10. 


8012040164 Forwards IE Bulletin 00-33, ‘'Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp" Requires estimate of 
manpower associated u/corrective actions. 

0 'RE ILLY. J. P. Region 3. Atlanta. Office of the Director. 60/tt/I4. 


0012050048 Forwards IE Bulletin 00-34, ‘Prevention of Damage Due to 
Water Leakage Inside Containment, " No written response 
requ 1 red. 

fl'REIUl Y, J, P. Region 2, Atlanta, Office of tha Director. BO/11/31 
Ip. 07173: 111. 


8013050626 Forwards IE Info Notice 00-42, "Effect of Radiation 
Hydraulic Snubber Fluid. " No written response required. 

O'REILLY. J. P, Region 3. Atlanta, Office of the Director. 00/11/34. 
Ip- 


0012170500 Forwards IE Info Notice 80-29, Buppl 1, ‘‘Broken Btuds on 
Terry Turbine Steam Inlet Flange, " No written response 
required. 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. BO/tI/36. 
Ip. 07268:035 


DOCKET SrN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 
A App 1 icat ionf cons t rue t ion stage documents 6 correspondence 


6013160050 Ltr to operating plant 1 1 censees, OL applicants & CP holders. 
For'uards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End t implementation dates will be met. 

EISENHJT, D. 0. Division of Licensing. BO/10/31, 7pp, 


DOCKET STI<-50-493 CHEROKEE NUCLEAR STATION. UNIT 3 

A. App 1 ication/construc tio.n stage doe u-ment s i: correspondence 


0013160050 Ltr to operating plant licensees, OL applicants it CP holders. 
Foi wards MUREC-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I i.mp 1 ementa t ion dates will Oe met. 

EIEENHJT. D. 0 Division of Licensing, 00/10/31. 7pp, 


0. Inspection reports. IE Bulletins 6 correspondence 


S013150179 Forwards IE Info Notice 90-37, "C onta i nment Cooler Leaks S, 
Reactor Cavity Fiooding At Indian Point Unit 3." No written 
response required. 

O'REILLY.J.P Region 2 Atlanta, Office of the Director. 60/10/34. 
1 P 


8013170003 Forwards IE Info Notice 80-30, ‘‘Cracking in Charging Pump 
Casing Cladding." No uiTitten response required. 

O'REILLY.J.P. Region 2. Atlanta, Office of the Director. BO/IO/30. 


8013170595 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Co-rp. " No written response 
required. 

O'REILLY.J.P. Region 2, Atlanta. Office of tha Director, B0/10/3i, 


Q. Inspection reports, IE Bulletins 1: correspondence 


6013150179 Forwards IE Info Notice 80-37, "Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2," No written 
reap onse required 

O'REILLY.J.P, Region 3, Atlanta. Office of the Director. 00/10/84. 
ip- 


0013170803 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REH LV, J, P, Region 3, Atlanta, Office of the Director. 00/10/30. 

Ip. 


8012170595 Forwards IE Info Notice 80-39, "Malfunction of Soltnoid 
Valves Mfg by Valcor Engineering Corp." No uritben response 
required, 

O'REILLY, J. P. Region 3, Ablanta, Office of the Director. 00/10/31. 
IP- 


80123300S7 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emergency Generators. “ No written response 
required. 

0 'RtILLV, J. P, Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip, 073131336, 


6012110760 Forwards IE Bulletin 80-31, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Nrltben response required. 

O'REILLY.J.P Region 2, Atlanta, Office of the Director. 00/11/06. 
IP- 


8013330057 Forwards IE Circular 80-33, “Potential Defects in Beloit 
Po'jer Sys Emergency Oenaratory “ No written response 
required. 

O'REILLY.J.P. Region 3. Atlanta, Office of tha Director. 00/10/31, 


8013030868 Forwards IE Info Notice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization. " No written response required. 
O'REILLY.J.P. Region 2, Atlanta, Office of the Director. 80/11/07, 
Ip- 


8013110/60 Forwards IE Bulletin 00-31, "Valve 
Foundry Co« Inc. ” Written response required. 
0 'REII.I Y. J. P Region 2. Atlanta, Office of 
tp. 


Yokes Supplied by Malcolm 
the Director, 80/11/06. 


80130309o3 Forwards IE Info Nobice 00-40, "Ercessive Nitrogen Buoplu 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri jatton " No written response required. 

0 'REIi.l Y. J, P. Region 3. Atlanta, Office of tha Director. 80/11/07, 
• 07 1 5’Oi 113, 


8013090346 Forwards IE Info Notice 00-41, "Failure of Swing Check 
Valve In Decay Heat Removal Sys at Davis Resse Unit 1." No 
response required, 

0'REII.,I Y, J, P. Region 2, Atlanta. Office of the Director, 80/11/10, 
tp- 


8013040164 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/correctlve actions. 

O'REILLY, J. P, Region 2, Atlanta. Office of the Director. 80/11/14. 
Ip. 07159:077. 



DOCKETED ITEMS 


2 


BOISOSOO-'IS F-ot*uards IE Gulletir 80-34p ’Prevention of Danone Doe to 
Uoter Leakage Ineide Containment. "* No written response 
reiiuiretf. 

Q 'fiEILLT. J, P. Region 3r Attanto. Office of the Director, 80/11/21 
ip. 07173:111, 


80IS09062& Forwards IE Info Motice 90— 42r "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

O 'REILi. V. J. P. Region 2. Atlanta. Office of the Director, 00/11/24 
tp- 


8012170500 Forwards IE Info Notice 00-29. Suppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required, 

0 'SeiLLV. J. P. Region 2. Atlanta. Office of the Director. 00/11/26. 
Ip- 


DOCKET STN- 50-490 SOUTH TEXAS PROJECT, UNIT I 


A. Application/construction stage documents i. correspondence 


8012160050 Ltr to operating plant licensees. QL applicants i CP holders. 
Forwards NUBEO-0737 re TMI action plan requir e.nen t s. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be .met. 

EISEIIH'JT. D. C, Division of Licensing. 00/10/31. 7pp, 


6012000350 Discusses 600728 response to 800430 show cause order. Llml ted 
taark restart in certain selected areas has been authorlred. 
Safety-related corrplei concrete const corrective actions are 
being reviewed. 

STELLO. V, Office of Inspection t; Enforcement. Office of the 
Director. 60/11/21, 3pp. 07196:064. 


8012100638 Ac I receipt of 601002 i 1119 Itrs re actions taken 
concerning initiating ASKE welding ac tivi 1 1 es. Correct Ive 
actions have been verified t. approved. 

SEXPRIT. Si, V. Region 4, Dallas. Office of the Director, 60/11/21. 
2pp. 07220:066. 


0 Adjudicatory correspondence 


8012240006 Notices of withdrawal from S: appearance In proceeding, 
LO'JERRE. R. U. , BERWICK, D. E. Tetas, State of. 60/11/24. 2pp 
07324: 196, 


BOI20BOOOS Requests advice re Cltiiens Concerned About Nuclear Poueri 
Inc discovery requests for names of inspectors 4 employees 
involved In harassment. St e I lo clo,sod door statement & 
investigator identified items. Views needed by 601201. 

CHRISTENBURV, E, Hearings Division. 60/11/25. 4pp. 07167:001. 


8012290112 Response to Citiiens COncarnad About Nuclear Power 901111 
request for info. Request does not comply w/ 1 0CFR2. Documents 
should be available at LPDR, Cer 1 1 f iia te of 8vc end. 

BORDEN I CK. B. H, Hearing Branch 4, 60/12/01. 4pp. 07343:085. 


8012300477 Second prehearing conference order setting forth issues 
accepted for consideration at erpedited OA/OC hearing. 

Hearings will be held in Say City, TX. List of OA/OC Issues 
end. 

BECMMDEFER. C. Atomic Safety and Licensing Board Panel. 00/12/02, 
12pp. 07399: MS, 


90i22?0023 Aek receipt of 800910 ltr informing NRC of steps taken bo 
correct violations noted in 16 Insp Repts 50-498/79-19 fc 
50-499/79-19 in response to NRC 600430 order to show 
cause. 

SEiDLEiM. C. Region 4* Dallas. Recictor Construction & Engineering 
Support Branch. 80/12/03. Ip. 07336:315. 


— 0012220030 Discusses violations noted in IE Insp Repts 50-498/79-19 i. 
90-499/79—19 t-. to 600430 order to show cause, in preparation 
for 800913 meeting. H/o enc I documentation re welding 
program. 

DPREAj 0, W, Houston Lighting L Power Co. 80/09/10. 2ap. 

07306:316 


6012230053 Third set of interrogatories tc requests for production of 
documents to Citiiens Concerned About Nuclear Power. Inc. 
Certificate of Sve end. 


6012300004 Respend's ta 601201 request for intervention, tOCFH2 encl.U/o 
enc 1 , 

REIS. E. J. Hearing Branch 3 80/12/11, Ip. 07356:034, 


K. iJtility Final Safety Analysis Report (FSARI 4. amends 


3012170329 Forwards Amend 14 to FSAR. 

OPREA. 9. U. Houston Lighting 1: Power Co, 80/12/15 4pp 07270:032. 


— 6012170333 Amend 14 to FSAR. 

OPREA, 0. N Houston Lighting t Power Co 90/12/15. lOOpp. 
07270: 036. 


M. Antitrust correspondence 


6012030458 Request to withdraw 600731 peti tid'd to intervene due to 
agreement reached w/Central i South lies t Corp re proposed dc 
ties. Certificate of Sve encl 

0 'iNFIL.. ft, A. Tesas Border Cooperatives. SO/11/24. 6pp. 07149:347. 


6012100039 Notice of appearance on behalf of Central 4 South West Corp< 
Central Power 4 Light Co.PSC of GA. Sauthuestern Electric 
Power Co S< Hast TX Utils Co Cor tif i cate of Sve end, 

THORNTON, P. I sham, Lincoln 4 Beale. THORNTON. P, Central * Sooth 
West Corp. THORNTON. P. Carolina Power 1: Light Co. 30/11/36. 5pa. 
07219:067, 


S012300318 Memorandum in support of 003915 proposed settlement license 
conditions 4 response to Public Utils Board of City of 
Brownsville 601113 opposing co.rments. Cer t if i ca te of Sve enc. 
DQU/.lllGHT. J. A. Houston Lighting 4 Power Co. BQUKhllGHT, J. A. Baker 4 
Bot ts. 80/ 12/01. 22pp 07357: 097. 


6012170672 Response to Public Utils Board Gf Brownsville 801112 
comments on proposed license conditions 4. statement 
pursuant to ASLB B0I024 requests at prehsaring conference. 
Certificate of Sve enc!. 

KNOTTS. J.B.. AHEARNfC. 0 Tetas Utilities Generating Co. KNOTTS. J. B. 
Debevolse 4 Liberman. 60/12/03, 69pp. 07264:063. 


6012300013 ''om.ment 3 on 4 request for approval of encl settlement 
lico'nse conditions. 

CMANANIA. F. D . SLUME, M. S Ant i t rus t Oi V i s t on . UEW13.S.H, Hearing 
Branch 2. 60/12/03. 65pp. 07351:301, 


•8012300024 Forw'ards etecutod stipulation re license conditions. 
BALOUGH. R. C. Austin. TX. 60/09/26. Ip, 07352:004. 


6012300225 Response to inlervenor Public Utils Board of City of 
Drowr.svi 1 1 e, TX oppositian to pr oposed settlement license 
cond i t Ions Ceil tra 5 antitrust Issues are adequately addressed 
in license cond I ti ons ASLI3 should approve conditions. 

STAHL. D. 11. Central 4 South Hast Corp. STAHL. D.H, Isham. Lincoln 4 
Bealo. 80/12/03, 16pp. 07357:009, 


— 8012050229 Supplemental response. subml tted to FERC. on DQJ 000917 
petition to intervene DQJ position Is irrelevant to approval 
of supplemental offer of settlement 4 should be denied w/q 
pre judlce. Supporting info 4 Certificate of Svq end. 

STAHl. D. M. Central 4 South West Corp. STAHL, D, M, Isham, Lincoln 
4 Beale. 80/11/25 23pp, 07357:025 


3012300250 Response to intervanor Public Utils Board of City of 
Crouins Vi 1 1 e 601112 opposition to preposed settlement license 
cond it ions . Cond i t ions are in public interest. Inpesltlon will 
not damage intervenor. C«i tl f i cate cf Sve encl. 

FAnRIKAlif.R, , MCKILLEN.N, H, . DOPSOVIC , D, A. Jus 1 1 ee. Dept, o f. 
80/12/03. 24pp. 07350:006. 


3012230223 Order granting TX Border Cooperatives 601124 petition for 
leave ta withdraw 600731 petition to intervene. 

MILLER. II, E. Atomic Safety and Licensing Board Panel. 80/12/04. 
2pp. -07317: 079, 


8012290163 Corrects typographi ca I error in Certificate of &vc.encl to 
601203 memorandum In support of proposed settlement license 
conditions. Bate of sve should be 801203, W/Certlflcate of 
Svc. 

GREEN. D. 0. Houston Lighting 4, ('ewer Cg. 00/12/04. 5pp, 07344; 144. 


HUDSON. T.Q. Houston Lighti ng i. Power Co, 00/12/05. 3pp. 
07311:250. 


BOI2310005 Addl response to Citiiens Concerned About Nuclear Power 
001024 4 28 requests for In f o. D isc usses & forwards requested 
insp repts 4 related inf o. Cert i flea be of Svc encl, 

BORDENICK. B. K. Hearing Branch 4. 80/12/03. 200pp. 07362:020, 


6012300251 Joint motion fcij make corrections lo SC0915 proposed 
settlement license cond i 1 1 ons. Also moves for leave to file 
encl conformed proposed license c-ondl t ions. Cert i f i cate of 
Svc encl. 

CHANANIA, F. D. Antitrust Division Jos t i ce. Dept, of , « Teias 

Utilities Generating Co. 00/12/22, 20pp, 07353:110, 



DOCKETED ITEMS 


G012D3063S Thiri interim dePiciencv rept. first reported on B00411>re 
stop uork order on sof etij-relsted u«l d ing. Oi scusses current 
status of sa f e ty-re la ted ijelding Forwards chronotogy of 
ASMS /AWS Dl.l welding restart correspondence. 

OPREA< 0. U, Houston Lighting 4 Power Co. 00/11/25. 7pp 07151:259. 


e0ia03066A Fifth interim deficiency rept. first reported on 800330( re 
broken tie-down studs in containment btdg polar crane rail 
sys. Repairs in progress 4 completion expected by late t>ec 
IWO. Next rept to be submitted by B1 0*101. 

OPR£A. C. If. Houston Lighting 4 Power Co. BO/11/25. 4pp. 07151:271. 


0012190418 Third interim deficiency rep t * or ig inal I y reported on 80032li 
re noiieonf arming backfill matl areas around power block. 

Provides status of structural backfill 1 nves ti gat ion 4 notes 
activities completed by independent review committee. 

OPREAiG W. Houston Lighting 4 Power Co. BO/12/12. 6pp. 07235:308. 


DOCKEl STM-SO-499 SOUTH TEXAS PROJECT. UNIT 2 


A. App 1 ic a 1 1 on/cons tr uc t i on stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees. QL applicants & CP holders. 
Forwards NUREO-0737 re TMl action plan regutrements. Heiiucsts 
operating reactor licensee confirmation in 45 days that 
End 3 Implementation dates will be met. 

EISEUHUT, D. 0, Oivisloii of Licensing. BO/10/31. 7pp, 


3012080350 Discusses S0072B response to 800430 shoui cause order. Lini ted 
work restart in certain selected areas has been authorited. 

Saf ety-related complex concrete const corrective actions are 
being reviewed. 

STELLOj y. Office of Inspection 4 Enforcement* Office of the 
Director. 00/11/21 3pp. 07196:064. 


8012100633 Ack receipt of B01002 4 1119 Itrs re actions taken 
concerning initiating ASMS welding ac t ivi t les. Correct Ive 
actions have been verified 4 approved. 

SETF RIT, 'A. V, Region 4. Dallas. Office of the Director. 80/11/21. 
2pp. 07220:068. 


0. Adjudicatory correspondence 


0012240000 Notices of withdrawal from 4 appearance in proceeding. 
LOtTERRE,. R. W. . BERWICK. B E. Texas. State of. aO/ll/BA. 8pp. 
07324: 196. 


8012080005 Requests advice re Citliens Concerned About Nuclear Power. 
Inc discovery requests for names of inspectors 4 employees 
Involved In harassment. 8tel 1 o closed door statement 4 
Investigator Identified items. Views needed by 601201. 

CHRISTENBURY. E, Hearings Division. 30/11/25. 4pp. 07107:001. 


0012290112 Response to Citliens Concerned About Nuclear Power BOllll 
request for Info Request does not comply W/10CFR2. Documents 
should be available at LPDR. Cer 1 1 f lea te of Sve end. 

EDRDENICK. a. M. Hearing Branch 4. 80/12/01. 4pp. 07343:085. 


8012300477 Becond prehearing conference order setting forth issues 
accepted for consideration at expedited OA/QC hearing. 

Hearings will be held in Bay City. TX. List of OA/QC issues 
end. 

BECKHOEFERi C. Atomic Safety and Licensing Board Panel. 80/12/02. 
12pp. 07359; 145. 


8012220023 Ac k receipt of 800910 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rap ts 50-493/79-19 4 
30-499/79-19 &; in response to NRC 000430 order to show 
cause. 

SEIOLEiW. C. Region 4. Dallas. Reactor Construction 4 Engineering 
Support Branch. 80/18/03. Ip. 


— 6012220030 Discusses violations noted in IE Insp Repts 50-498/79-19 4 
30-499/79-19 4 to 000430 order to show cause. in proparatlon 
for 800913 meeting. W/o end documentation re welding 
program. 

OPREAiO.W. Houston Lighting 4. Power Co. SFN-V-0110. 30/09/10. 

2pp. 


B0122300S3 Third set of interrogatories 4 requests for production of 
documents to Citliens Concerned About Nuclear Power* Inc. 
Certificate of 3vc and 

HUDaOM, T. D. Houston Lighting 4 Power Co. 80/12/05. 3pp. 

0731 t : 250. 


801231000S Addl response to Citliens Concerned About Nuclear Power 
001024 4 83 requests for inf o. Disc usses 4 forwards requested 
Insp repts 4 related info. Cert I f icate of Sve end. 
aORDEMICJt* B. M. Hearing Branch 4. 00/12/09. 800pp. 07362:020. 


B0123000D4 Responds to 001201 request for intervention 10CFR2 end. W/o 
end . 

REIS. E. J, hearing Branch 3 00/12/11, tp. 07356:094. 

K Utility Final 3afety Analysis Report tFSARI 4 amends 


8012170329 Forwards Amend I'l to FSAR 

OPREA, 0. U. Houston Lighting 4 Power Co 00/12/15. 4pp. 07.270:032 


--0012170333 Amend 14 to FSAR. 

CPREA, O. W Houston Lighting 4 Power Co 00/12/15. lOOpp- 
07270; 036. 


M. Antitrust cor i esp otidenc e 


8012030+SB Request to withdraw S0O731 petition to intervene due to 
agreement reached u/Central 4 South Uest Corp ra proposed dc 
t i es. Cer t i f i ca t e of Sve eiic 1 

O'NhlLiR.A. Texas Dorder Cooperatives 30/11/84, 6pp. 


801210C039 Notice of appearance on behalf of Central 4 South West Corp 
Central Power 4 Light Co.PSC of OK* Southue stern Electric 
Power Ce 4 Rest TX Utils Co Cer t i f Ic a te of Sve end. 

THCRNTON.P, Isham. Lincoln i Seale. THORNTON. P. Public Service Co 
of Dklahsma, rHORNTON.P. West Teias Utilities Co. 00/11/26. 5pp. 


a0t230G3i8 flexorendum in support of BOORIS proposed settlement license 
conditions 4 responso to Public Utils Board of City of 
Brownsville 801112 opposing comments. Cur t I f tea te of Sve 
end . 

BOWNIGHT, J.A, Houston Lighting 4 Power Co. 80/12/01. 88pp. 


0012170672 Response to Public Utils Board o^f Brownsville 801112 
conme.its on proposed license conditions 4 statement 
pursuant to ASl.R 60103.1 requests at prehearing conference. 
Certificate of Sve enel, 

KNOTTS. J. 8. Texas Utilities Generating Co AHEARN.C. D. Debevoise 
Liberman, 80/1 2/03. 59pp 

8012300013 Comments on 4 request for approval of cnc I Settlement 
i lcer.ee c and i t i ons 

CHANANIA, F. D. . HODGDON. A Antitrust Division. 00/12/03, 65pp. 


--3012300024 Forwards executed stipulation re license conditions. 
BAtOUGK. R.C, Austin. TX. BO/09/26. ip. 07352:004. 


6012300225 Response to intsi verier Public Utils Board of City of 
Browns V I i I e. TX opposition to proposed settlement license 
CO ndltio.TS, Central antitrust issues are adequately addressed 
in license condi t i ons . ASLB should approve conditions. 

STAHL, n. H. Central 4 South West Corp. 80/12/03. t6pfl. 


801830022? Supplemental r espouse. s ubmi t ted to PERC. on DQJ 800917 
petition to in t ervene. DOJ position is irrelevant to approval 
of supplemental offer of settlement 4 should be denied ui/o 
pre jud t c e Support lug info 4 Certificate of Sve end. 

STAHw. D. H. Central 4 Sooth Hast Carp. 80/11/85. 83pp. 


8012300250 Response bo inbervanor Public Utils Board of City of 
Brownsville 001112 opposition to proposed settlement license 
cond 1 1 i ons. Co.ndi 1 1 ons are in public interest. Emposition will 
not damage inter venor Cei t I f Icate of 3vc encl, 

FADRtKAKT. R. . CALHOUN. 11 L . . IJH I TLER, J. D, Jus tic 9. Dept, of . BO/18/01 

24pp. 


8012230322 Order granting TX Border Caoperatlves 001124 petition for 
leave to withdraw 800731 petition to intervene. 

MILLER* II, E. Alo.nic Safety and Licensing Board Panel. 00/12/04. 

2pp 


8012290163 Corrects typographical error in Certificate of Bve* anc I to 
601203 memorandum in support of proposed settlement license 
cand i 1 1 0(13. Date of sve should be 601203. W/Certl f icate of 
Sve, 

GREEN* D. 0. Houston Lighting 4 Power Co. 80/12/04. 5pp. 


0012300251 Joint imcxtlon to make corrections to 800.715 proposed 
settlement license c cxnd I t i ons A J so moves for leave to file 
end conformed proposed license c ond 1 1 i ons . Cert 1 f icate of 
Sve arc I, 

CHANAN ( A. F. D. Antitrust Division ■* Houston Lighting 4 Power Co. 

« Central Power 4 Light Co. 80/(2/22. 20pp. 


8012300469 Order granting leave bo file 801222 conformed settlement 
license conditions 4 adopting corrections to 60091S 
proposed license cond i t i ons. L i cense conditions end. 

HILLERiH. E. Atomic Safot.j and Licensing Board Panel. 60/12/24. 
17pp. 


276 


DOCKETED ITEMS 


<5 Inspecticn reports. IE Ii>.i I 1 e *, i ns i cor r sspond ence 


S012I70740' Forwards ft Circular 00-21. Regulation of Refuel inj Crews." 
Ko written response re-juired 

SEVi-RIT. K. y. Region 4. OsUas. Office of the Director, 80/09/10. 

Ip. 072&4: liO 


801204003? Forwards IE I:iv e it i g a t i on Rspts 50-498/80-26 << 50-499/80-26, 
No none eirp I ianc e noted 

SEIDLC^ll.C. Region 4. Dallas. Rejctor Construction 6 Engineering 
Support Sranch. 80/ 10/24 2pp. 07169: 331 


8012190664 ForwarJs IE Ir.sp Rspts 50-498/80-32 h. 50-499/80-32 on 
60102 1 -23. No none oiTip ) i anc $ noted. 

BRCWM, 0 U Region 4.' Dellas, Fuel Facility i. tiaterials Safety 
Branch. 50/ll/!3 2pp 07237:305. 


—8012190668 IE Insp Repts 50-458/80-32 t/ 50-499/80-32 on 801021-23. Na 
noncor.p 1 isnee noted Major areas ( napoc ted : cons t phase 
environ protection programs, 

HlLOQRli, L Region 1, Ph i I ad e 1 p h 1 a , Office of the Director, 

BROUN. 0 D. Region i, Philadelphia. Fuel Facility t< Materials 

Safety Branch. 80/11/12. 7pp, 07287:307. 


— eO12040(}39 3E Investigation Repts 50-498/80-26 6 50-499/30-26 on 
300904-05 6 09 No none 0 inp I i anc c noted , tTa jot areas 
investigated aliegaticiTii that audit followups were 
Inappropi' ia te . eng 1 near s unqualified 5 alleger intinidated. 

HERR.R. K. Region 4, Dallas. Office of the Director. TAPIA. J. I.. 
CR03614AN. 14. A Region 4. Dallas. Reactor Construction it Engineering 
Support Branch 80/10/03 9pp 07169.323, 


6012t607'99 Responds to IE Bulletin 79-03A. "Longitudinal Weld Defects 
in ASNE SA-3]2.Tigpe 304 Stainless Steel Pipe. " Lists 
affected equipment. .Qnl.j co.-nponents affected are cylindrical 
portions of deti ner a 1 i ler shells. 

DPREArC.lI. Houston Lighting t Power Co. 80/10/27. 2pp, 07248:245. 


8012190539 Forwards IE Insp Repts 50-498/80-25 A 50-499/80-25 on 
800701-30 No noncomp 1 1 anc e noted 

SEIDLE'lf C Region 4. Dallas. Reactor Construction U Engineering 
Bopport Branch. 00/10/28 2pp 07288: 103. 


— 8012190544 IE Insp Hepts 50-498/80-25 k 50-499/80-25 on 800901-30.61# 
noncocip 1 lane e noted. Major areas ins pee ted : none amp i ianc e 
f ol lawup s< unr e so) ved ma tt er s . c ons t deficiencies shou cause 
order Items. 

PHILLIPS, H.S . CRQSSMAN, W. A Region 4, Dallas, Office of the 
Director. BO/lO/29. 13pp 07263: lOS. 


8012170356 Forwards IE info Notice 80-30, "Cracliing in Charging Pump 
Casing Gladding '* No written response required 

BEfhRlT.K.V. Region 4. Dsllas. Office of the Dlreetar. 60/10/30. 
Ip. 07269:017 


8012170825 Fanjiards IE Info Notice 00-39. "Idal f unc t ion of Solenoid 
Valves hfg by Valcor Engineering Corp." No written response 
is required. 

SETFRIT.K.V Region 4, Dallas, Office of the Director, 80/10/31. 
Ip. 07264:019, 


3012100615 Forwards IE Dullotin 80-21. "Valve Yoles Supplied by 
hlalcoln Foundry Co. Inc. " Uritten response required 
SEYhRlT.l\ V Region 4. Dallas. Office of the Director. 80/11/06. 
Ip. 07220:095. 


8012040123 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpouer associated w/corrective actions. 

SEVhR IT, K, V. Region 4, Dallas, Office of the Director, 30/11/14. 
Ip. 07158: 041. 


8012110239 Foruards Mechanical Engineering Branch position b requests 
addl info re inservlce insp of pressure isolation valves. 

List of valves I P4.1D a.'e required. 

TEOESCO.R L. Assistant Director for Licensing. 00/11/17. 3pp. 
07234: 123. 


8012050016 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment." No uritten response 
required. 

SEyrR IT, K. V. Region 4, Dallas, Office of the Director. 80/11/21, 
Ip, 07173:067 


8012080350 Discusses 800728 response to 800430 show cause order , Uimltsd 
work restart in certain selected areas has been authorlted. 
Safety-related complei concrete const corrective actions are 
be ing revi eued. 

5TELL0, V. Office of Inspection 1; Enforcement, Office of the 
Director, 60/11/21 3pp 07196: 064, 


8012160003 Forwards IE Info Notice 80-42. "Effect of Radiation on, 
Hydraulic Snubber Fluid," No response required, 

SEVfRIT.K V. Region 4, Dallas, Office of the Director. 30/11/24. 
Ip. 07255:031 


0012160111 Forwards Supp! t to IE Info Notice 80-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written hesponse 
required. 

SEVfRIT.K, V, Region 4, Dallas, Office of the Director. 80/11/26. 
Ip. 07262: 091 


6012190642 Ack receipt of 800918 Itr informing NRC of steps talen to 
correct violations noted in IE Insp Repts 50-498/79-19 ii 
50-499/79-19, 

8EIDLE.U. C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch. 80/12/03. Ip. 07287: 293, 


3012190407 Forwards IE Insp Repts 50-498/80-24 6 SO-499/00-24, on 
800818-22,0902-03 I- 16-19. No no n c onp 1 i ance noted. 

SEIDLE/M-C Region 4. Dallas, Reactor Construction t Engineering 
Support Branch. 30/11/08 2pp 07286:22 5. 


■8012190416 IE Insp Repts 50-498/80-24 li 50-499/80-24 on 800810-22, 
0902-05 it 16-19. No noncomp i ianc e noted. Major areas 
inspected ; cons t actl*.*ities U records re responses to Insp 
Repfc 50-498/79-19, 

TAPIA.-J. I., TOKUINSOti, D P , HUB ACEH , M, 3. Region 4. Dallas, Office 
of the Director. 80/11/05 I9pp. 07286:227. 


8012030394 Foruards IE Info NO'tice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 sat i an " No written response required. 

SEVrRIT.K y. Region 4, Dallas, Office of the Director, 80/11/07, 
Ip. 07150: 125. 


3012190618 Forwards IE Insp Repts 50-498/80-28 U 50-499/80-28 on 
001006-10 Jfc 14-17. No noncompliance noted. 

SEIDLE- li. C. Region 4, Dallas, Reactor Construction t< Engineering 
Support Branch. E0/11/G7 2pp, 07288:262. 


— 8012190623 IE Insp Repts 50-490/80-28 50-499/80-23 on 801006-10 ti 

14-17. Mo noncomp I iant e noted. Major areas inspec ted; const 
activities pertaining to resumption of AWS uelding. 

TOKlSNSON, D. P. , HALL. R E Region 4. Dallas, Reactor Construction & 
Engineering Support Branch CROESMAM, H, A. Region 4, Dallas, 

Office of the Director, Bu/tl/06 4pp. 07289:264. 


6012680580 forwards IE Info Notice 0O-41» "Failure of Swing Check 
Valve in Decay Heat Reevovoi 8ys at Davis Besse Unit 1. " No 
respo.iSe required. 

aEVrRIT,H.V. Region 4, Dallas. Office of the Director. 00/11/10. 
tp. 07163:005 


— 8012190647 Responds to NRC 800430 Itr re violations noted In IE Insp 
Repts 50-498/79-19 4. 50-499/79- 1 9. C lar i f I es statements made 
in 800523 Itr re concrete place, rent activities 4 caduelder 
reesrti f I cation. 

OPREA. 0. M Houston Lighting U Po'wer Co, 80/09/18. 3pp. 

07287: 294. 


0012220,023 Ack receipt of 800910 Itr Informing NRC of steps taken to 
torre,:t violations noted in IE Insp Repts 50-498/79-19 ti 
50-499/79-19 4 in response to NRC 800430 order to shou 
cause. 

SEtOLE,M. C. Region 4, Dallas, Reactor Construction 4 Engineering 
Support Branch. 80/12/03. Ip. 07306:315. 


—3012220030 Discusses violations noted in IE Insp Repts 30-498/79-19 4 
50-499/79-19 4 to 800430 order to show cause, in preparation, 
for 600913 meeting. M/o end documentation re ueldlng 
prograiTi, 

DPRliA,0. M. Houston Lighting 4 Pouer Co. 80/09/10. 2pp. 

07306: 316. 


0012170420 Responds to NRC 801201 request for addl info re inservlct 
insp of pressure isolation valves. Not all details availabla. 

Request to be addressed in future submittal of inservice 
testing program on pumps 4 valves. 

OPREA, G. M. Houston Lighting 4 Power Co, 80/12/11. 2pp. 07268:148-. 


S. Repo, table occurrences, LERs 4 related correspondence 


8012100P00 PN0-IV-80-34B: uti I 001119 Itr requested llmltod restart of 
ASKii safety-related weld ing. Request for new production 
welding is specific to site fabrication shop ueldlng. 

Reeu,tip tion permissible. 

HUeACEHi if. G, I CROSSMAN, « A, Region 4, Dallas, Office of the 
Director, 80/11/24, tp 07218:298. 
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aoiS030&5a third interim deficiency rept, firdt reported on 800411. re 
stop ufork order on saf etyre leted ue 1 d i ny . Di ;c ueses current 
status of saf ety-rela ted uo 1 tJ inj, Forward s chronolagy of 
ASi^-fe/AWS Dl, 1 welding restart correspondence. 

QPREA.O.U. Houston tighting i: Power Co BO/11/25. 7pp. 07151:259, 


aO12030&£.4 Fifth interim deficiency rept. first reported on 000320. re 
brotan tie-down studs in containment bldg polar crane rail 
sys.fiepairs in progress 4: completion eipected by late Dec 
19B0. Meet repb to be submitted by 810401. 

OPREAi O. H Houston Lighting t; Pouer Co. B0/11/S5. 4pp. 07151:271. 


801219-0416 Third interim deficiency r ep t. or Ig iiia I ly reported on 600321. 
re nonconforming backfill matl areas around power block. 

Provides status of structural backfill investigation U nates 
activities completed by Independent review committee. 

OPREA. O. W. Houston Lighting 4 Power Co. 80/12/12. 6pp. 07205:308, 


COCKE I 30-500 OAVIS-DESSE NlfCLEAP PQlvEfl STATION, UrllT 2 


A. App 1 i ca t i oii/c on s t r uc 1 1 0 n stage documents 4 correspondence 


8012090414 Forwards description of status of work authorised under 
LWA— 1 it LWA-2 l( plans to redress portions of site affected 
by facility const ac t i vi t le s. i n connection w/800123 decision 
to cancel f ae i 1 i t i es. Drawing enc I 

CRDUSE. R P. Toledo Edison Co, 80/11/26. 6pp. 07207: 126. 


8-012220495 Responds to 800911 memo rcciuesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsod Agreement State burial site cond 1 tlons. Forwards 
results of IE survey, 

CEMIOlf. )-!. R. Office of Nuclear Reactor Regulation. Director 
BO/12/04. 2pp. 


8012220S06 Forwards tabulation 6 summary of IE survey on lou level 
waste a-t 51 reactors. Lou level waste storage facilities 
have been expanded at 37X of reactors surveyed w/71k! 
planning or considering increasing storage capacity, 

BANOARTiH.L, Effluent Treatment Systems Branch. 80/11/06. 0pp. 


O. Adjudicatory correspondence 


90124Q0C13 Discusses util 801117 Itr to H Denton withdrawing joint 
applications for CPs.NRC will conduct site Insp before 
prasenbing views to A5LQ re whether termination requires 
imposition of special conditions. 

ROTHSCHILD. M. U. Hearing Branch 1 80/11/26. 2pp. 07175:354. 


8012180162 Memorandum 4 order granting Ij.nited relief to applicants' 
ra request to withdraw applications for CPs. Request for full 
termination of CP proceedings most be addressed to A8LB. 

BlEHOPv C. J. Atomic Safety and Licensing Appeal Panel. 80/12/0i. 
Spp. 03791:291. 


BOI2290124 Confirms li Rothschild 001125 teleon w/0 Florelli re request 
for insp of facilities to ascertain site conditions In view 
of withdrawal of CP app 1 i ca t i ons. Raques t s all insp repts re 
LHA activities, 

TRESV. 8. A. Hearing Branch I. 80/12/03, 3pp. 07300:001, 


00123D0218 Forwards util 601126 Itr to BJ Youngblood describing status 
of all activities performed by applicant pursuant to LHAs 4 
plans to redress portions of site affected by const 
activities. 

ROTKSCHILn, M. U, Operations 4 Ad.nin I s bra t i ve Division. 00/12/22, 

Ip. 07357:001. 


8012310276 Motion for termination of all further proceed Ings. CP 
applications withdrawn Certificate of 8vc end. 

SILDEROtJ.E. Toledo Ediaon Co. SILBERG.J E. Shaw. Pittman. Potts 4 
Trowbridge. 00/12/29, Spp. 07370: 053 


L. Limited work authorisation 4 related correspondence 


8012090414 Forwards description of status of work authoriied under 
LHA“1 4 LldA-2 4 plans to redress portions of site affected 
by facility const ac t i vi t i os . in connection w/S00123 decision 
to cancel facilities. Drawing end. 

CROUSE.R.P. Toledo Edison Co. 80/11/26. 6pp. 07207:126. 


O. Inspection reports. IE Bulletins 4 correspondence 


8012190910 Forwards third bimonthly status rept on IE Bulletin 79-010 
re environ quail ficatlcn of Class IE equipment. 

HAVE8iO.|f. Region 3. Chicago. Reactor Construction U Engineering 
Support Branch. 00/12/09. 2pp. 


DOCKET 50-501 D A',' 1 3- BESSE NUCLEAR PDl.'ER STATIQN, UNIT 3 


A App 1 i ca 1 1 on/ c on s t r uc 1 1 .in stage docupients t. correspondence 


S0120904I4 Forwards desci iptian of status of work authoriied under 
LU'A-I 4 Ll-fA-2 4 plans to vedresi portions of site affected 
by facility const a c t i v i 1 1 e s , i f. caniettl-do t‘/6C0123 decision 
to cancel facilities. Drawing encl 

CROUSE. R.P. Toledo Edison Co, 00/11/26. 6pp. 07207:126 


80122204S5 Responds to 800911 memo requesting that Dfc of Nuclear 
Reactor Regulation inf-jrm licanseas of need to comply 
w/revissd Agree.nent yiete huriai site cond i tlons. Forwards 
results of !E survey. 

DENTON. H, R, Office of Nuclear Reactor Regulation. Director. 
00/12/04, 2pp 


— 80122205-36 Foi'wards tabulati-sr. 4 sur..-sai-y of IE survey on low level 
waste at 51 reactors. Low le.el waste storage facilities 
have been expanded at 3^1. cf t escloi'f surveyed u/7r/, 
planning or c ons i dor i .tg me .'ea s ir.g itorage capacity. 

BAN-3ART. R. L. Effluent Treatment Systems Branch, 00/11/06, Bpp. 


0. Adjudicatory correspondence 


8012080013 Discusses uftl 801117 Itr tc H Denton withdrawing joint 
applications for CPs.NRC will conduct site insp before 
presenting views to A5Lt- re whether termination requires 
imposition of special conditic-ns 

ROTHSCHILD, M. U. Hearing Branch 1, 00/11/26. 2pp. 07175:354. 


8012180162 Hemorafidum 1. order granting limited relief to applicants' 
re request to withdraw aoplicatiens for CPs. Request for full 
termination of CP proceedings must be addressed to ASLB. 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel, 00/12/01. 
Spp. 03791:291. 


8012290124 Confirms M Rothschild 801125 teleon w/0 Florelli re request 
for Insp of facilities tc ascertain site conditions In view 
of withdrawal of CP app 1 i a 1 1 c ns Requests all insp repts re 
LIfA activities 

TREUY, S.A, Hearing Branch 1 00/12/03. 3pp. 07308:001. 


0012300215 Forwards util 001126 itr to DJ Youngblood describing status 
of all activities perform.^d by applicant pursuant to LKAs 4 
plans to redress portioi'S of site affected by const 
ac t ivl ties. 

ROTriSCH I LDi H. U Uperation s I .tdmini s tra t i ve Division. 80/12/22. 

Ip. 07357:00!, 


8012310276 Hottan for t eiMiina 1 1 an of all f.jrther proceedings. CP 
applications ui thd rawn . Cor 1 1 f i c a te of 8vc encl. 

SILBERO. J. E. Toledo Edison Cc SILGEIIG.J E. Shag. Pittman. Potts 4 
Troubridge, 80/12/29. 5pp 07370:053 


L. Limited work au t h ori i q t pin i related c orrespondence 


0012090414 Forwards description of status of work authorired under 
LifA-l 4 i.HA-2 4 plans to redress portiuns of site affected 
by facility const ac t i 1 t i e s. i n con.ioction W/SC0123 decision 
to cancel fac 1 1 i 1 1 es. Dr jwi ng encl 

CROUSE. R H. Toledo Edison Co BO/U/26, 6pp. 07207:126. 


0. Inspection reports. IE Bullotiiis 4 c arr espond ence 


8012190210 Forwards third blmotithly status rept on IE Bulletin 79-018 
re env'ir-pii qualification cf Class IE equipment. 

HAYtSi D. N. Region 3. Chi-.-ago, Reactor Construction ft Engineering 
Support Branch. 80/12/09, 2pp 


DOCKET STti-50-S0a is'FPSS I-IUClEAR PROJECT. UtdlT 3 


A, Application/construction stage docu.ments 4 correspondence 


B0121600S0 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Forwards MUREO-OV37 re Tcti action plan require.msnts. Requests 
operating reactor licensee confi rmat ion in .15 ifays that 
Encl 1 imp lementa t i on dates wilt be net. 

EISSNHUTi D. 0. Di vision of Licensing. 60/10/31, 7pp. 


I. Financial informatibii 


8012160128 Forwards Annual Financial Rept 1980. 

BOUCHEY, 0. O. Washington Public Power Supply System, 80/12/11, Ip. 
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-80I2li0134 ^nriual FifianciaJ F?ept 

■> i ngtan PoUic Po'jie'' '3uppl^ 80/13/11. 33pp. 


0 Inapctior. reports. IF. Sulleiin; i: c pr r ps pondpnc e 


9013040-677 Foruarili IE Insp Fe-pt? 50-503/90-00 6 SO-SO^/SO-OB on 
900304-39 No none cmp 1 1 ifit 4 noted. 

SPENCEfl.O.S Hegicr 5. San Frantiaco; Reactor Construction 6 
Engineering Support llranch. SD/09/36, 2pp. 07169:039. 


--8012160134 Annual Financial Rept 1990 

» Idashlngton Pubt.lc Power Supply System, 60/iS/ll. 33pp. 


0. Inspection reports. IE Sulletins 4: correspondence 


8013040677 Forwards IE Insp Repts 5O-SO0/9O-O9 «< S0-309/G0-0S on 
000304-33. No none oirp I iance noted. 

SPENCER. 0. S. Region S. San Francisco. Reactor Construction & 
Engineering Support Branch. 90/09/26. 3pp. 07169: 0B9. 


—9012040679 IE Insp lieptj 50-503/90-09 t 50-509/03-00, on BOO8O4-20. No 
nonconp 1 ] anc e noted I'sg-or areas inspected: const activities. 
BISliOP.T.IJ Region 5. Sar Francisco, Orfice o/ the Director. 
HAVNSS. fi C Region 5. San Francisco. Reactor Construction 6 

Engineering Support Branch. 90/09/26 7pp. 07169:091. 


--9012040679 IE Insp Repts 50-509/60-03 4, 30-509/90-08. on 800904-20. No 
none omp 1 i ance noted. Major a. eas inspee ted: const activities. 

SI Si lOP I T. W. Region S. San Francisco, Office of the Director. 
H.\Y(d£S. R. C Region S, San Francisco, Reactor Construction t* 
Engirteerlng Support Branch. 80/09/26. 7pp. 07169:091. 


9012170630 Forwards IE Info Notice 00-37, "Containment Cooler Leaks ic 
Reactor Cavity Fleo-linj at Indian Point Unit 2. '' No uritten 
response r«g,uiTed 

ENSELiiEli. R H Region 5. San Francisco. Office of the Director. 
80/10/24. Ip 0/266; 069, 


8012170418 Forwards If. Info Notice 80-38. ‘Crack Ing in Charging Pump 
Casing Claddii'g " No written response required 

EN3ELKEH, R H Region 5. San Francisco, Office of the Director. 
80/10/30. ip, 07266: 160 


601S1706S0 Forwards IE Info Notice 80-37. "Containment Cooler Leak* tc 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

EN-3ELKEN, fi. H Region 5, San Francisco, Office of the Director. 
80/10/24. Ip. 


8012170410 Forwards IE Info Notice 80-39, "Cracking in Charging Pomp 
Casing Cladding." No written response required. 

ENSELREN, R. H, Region 5, San Francisco, Office of the Director. 
80/10/30. Ip. 07266: 160. 


8012170347 Forwards IE Info Notice 60-39, 'Malfunction of Solenoid 
Valves lifg hy Valcor Engineering Cerp. " No written response 
is required. 

EN'SELiiEN. R , H Region 5, Sar Fiancisco, Office of the Director. 

00/10/31. Ip. 07266:0.19 


8012170847 Forwards IE Info Notice 90-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Carp," No written response 
is required. 

EN8ELKEU, R. H. Region 5. Ban Francisco, Office of the Director. 
00/10/31. Ip, 


a0l2l202»l Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc '' Written response required, 

ENSELSiEN, R. li Region 5. San Francisco. Office of the Director. 
80/11/06. Ip. 07229 2U4 


8012120221 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by HalcoLm 
Foundry Co. Inc " Written response required, 

ENOELFEN, R, H, Region 3, San Francisco, Office of the Director. 

eO/ll /06 ip. 


8012030914 Forwards IE Info Notice 80-40. 'Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dapressur i lat i on ' N-a written response required. 

EN-SELPEN, R , H negiori 5. San Francisco. Office of the Director. 
aO/n/07. Ip, 07150:133 


8012080656 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1. " No 
response roquired. 

ENSELKEN, R. H Region 5. San Francisco, Office of the Director. 
eO/il/lO. ip. 07183:041. 


6012040233 Forwards IE Quiletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp. " Requires estimate of 
manpower associated w/corrective actions. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

eo/ii/14. Ip. 


8012040631 Forwards IE Bulletin 00-24. "Pravention of Damage Due to 
Mater Leakage Inside Centa i nmen t. '' No uritten response 
required, 

EliOELHFH, R, H, Region 5. San Francisco. Office of the Director. 
80/11/21. ip. 07169:272. 


9012160091 Forwards IE Inf.i Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid," No response required. 

ENCELKEN, R. H. Region 5, San Francisco. Office of the Director. 
80/11/24. Ip. 07262 120. 


9012160133 Forwards Suppl 1 to IE Info Notice 80-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required, 

ENSELKEH, R. H Region 5. San Francisco. Office of the Director. 
eO/ll/26, Ip, 07262:067, 


8012030914 Forwards IE Info Notice 80-40, "Eseessivo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri latlon. " No uritten response required. 

ENOELKt-M, R. H, Region 5, San Francisco, Office of the Director. 
00/11/07. Ip. 


8012080658 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Besse Unit 1, " No 
response required. 

ENOELHFN, R. H Region 5, San Francisco, Office of the Director. 

ao/ii/io. ip. 


8012040233 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

ENGELKEN, fi. H. Region 5. San Francisco, Office of the Director. 
eO/ll/14. Ip. 07150; 1S6. 


8012040681 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment, " No written response 
required. 

ENCELKFN, R. H, Region 3, San Francisco, Office of the Director. 
80/11/21, ip. 


9012160031 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No response required. 

ENGELKEN, R. H Region 5, San Francisco, Office of the Director. 
80/11/24. Ip, 


80 12160133. Forwards 3uppl 1 to If Info Notice 00-29, “Broken Btude on 
Terry Turbine Steam Inlet Flange. “ No written response 
required. 

ENGELKEN, R. M Region 5, San Francisco, Office of the Director. 
80/11/26. Ip. 


NVCLEAR PROJECT, VHI f 5 


DOCKET SO-510 BLUE HILLS STATION. UNIT 1 


tion stage documents 6 correspondence 


A. App 1 Icati oti/eons true t ion stage documents i; eomspontfencB 


lent licensees, OL applicants CP holders, 
action plan requirements. Reques ts 
confirmation in 45 days that 
ui 1 I be .net. 

-icenslng. 80/10/31. 7pp, 


8012160398 Forwards info re small dry transformer fc 400-volt toad 
ctrs. in response to NRC 801001 i tr re IEEE 323 environ 
qua! if ieat ion pr ogram. Revl ew should be completed by 010113. 

DRAPER, E.L. Gulf States Utilities Co. 00/18/05. 2pp. 07263:141. 


sane ial Rept 1980. 

like Power Supply System. 80/12/11. ip. 
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DOCKEl 50-511 auJE MILLS STATION, UNIT 2 


A. Application/con struct! on sta^o docuinents I correspondence 


5012160338 Foruards info le small dri^ transformer it 480-volt load 
ctrs.ln response to NRC 001001 1 tr re IEEE 3S3 environ 
qual i f lea t i on prog ram. Re vleui should be completed by B10115. 
DRAPER, E.L, Ou 1 f States Utilities Co. 80/12/05, 2pp. 


DOCKET SO-513 WPP8S NUCLEAR PROJECT. UNIT 4 


A, App 1 ica 1 1 on/c o>) s true 1 1 s n stage docu.ments 4: correspondence 


--8012310503 IE Investigation Repts 50-460/00-14 t, 50-513/00-14 on 
000306-0717 No none 0 iip 1 i anc e noted. Major areas investigated: 
anonymous allegations ro const 4. reinforcing steeluork 
activities 

TOTH. A. D . SiMACKLETClti, 0 C Region 5. Sam Francisco. Office of tho 
Director HAVNES. R. C Region 5. San Francisco. Reactor 
Construction 4 Engineering Support liranch Q0/11/2S, 16pp, , 

07365: 237 


801216003 Forwards Suppl I to IE Info Notice 00-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

ENOEL/EN.R.H Region 5. San Francisco. Office of the Director 

ao/11/26. ip 


8012160050 Ltr to operating plant licensees.OL applicants tc CP holders. 
Forwards NUREO-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implementation dates ui I 1 be net. 

EISEMKUT. 0, 0. Division of Licensing, 0O/lO/3f, 7pp. 


I. Financial information 


0012160128 Foruards Annual Financial Rept 1900. 

BOUOHEV, 0. D. Washington Public Pouer Supply System, 00/12/11. Ip 
07187: 001. 


U Cong I es s 1 dha I /E I oc u t i ve Correspondence 


8012100654 Responds to 000409 ltr to BQE requesting rept on Finley 
Quarry fault potential for earthquaie 4 effect on facilities 
located at Hanford reservation Seismicity tulil be re- 
evaluated as result of recent geologic disco ve Ties, 

OIRCKS. W J. Office of the Enecutive Director for aperations. 
00/11/24. llpp. 07187: 001, 


DOCKEl 50-514 PEBBLE SPRINSS NUCLEAR PLANT. UNIT I 


—8012160134 Annual Financial Rept 1930. 

* Washington Public Pouer Supply Systo.m. 80/12/11, 23pp. 

07187:001, 


Q. Inspection reports. IE Bulletins 1: correspondence 


8012170600 Forwards IE Info Notice 80-37. "Containment Cooler Leaks I. 
Reactor Cavity Flooding at Indian Point Unit 2," No uritten 
response required. 

ENOELKFN. R, H Region 5. Ssn Francisco. Office of the Director. 
00/10/24. Ip, 


6012170418 Forwards IE Info Notice 80-38# "Cracking in Charging Pump 
Casing Cladding." No written response required. 

ENOELKFN. R. H, Region 5. San Francisco. Office of the Director, 
80/10/30, Ip. 


A. App 1 ica tlon/cons true t i nn stage documents 4- corres p ondeneo 


0012290384 Responds to 800930 ltr re util desire to continue 
w/licensing effort of facility in United fash ion. Proposal 
to proceed w/limitsd effort <icc op ted. bu t .ray be problem 
w/t ime al I oca t i on 

DENIGN.H. R. Office of Nuclear Reactor Regulation. Director. 
00/12/! I, 6pp. 07345: 109. 


0. Adjudicatory correspondence 


8012170609 Proposed findings of fact 4: conclusions of law in form of 
limited partial initial decision on environ 6 site 
suitability mat tors. Cert i flea te of Sve end. 

BDRDCNICK, D M. Hearing Branch 3, 80/12/02, 39pp, 07264; 012, 


H Ocneral correspond enco 


801217084? Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Nfg by Valcor Engineering Corp. " No wrltben response 
is required. 

ENOELKFN, fi, H. Region 5, San Francisco. Office of the Director, 
80/10/31. ip. 


601P040P56 Forwards info in response to 801029 i tr requesting 
licensing categories ti info le floating nuclear plants. 
PURPLE. R. A Division of Licensing. 80/11/17, 4pp. 


8012120221 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Coi Inc, " Written response required. 

ENOELKFN. R. H Region 3. San Francisco. Office of the Director. 
□0/11/06. Ip. 


--6012040258 Requests info re facilities u/aettve CPs pend Ing# license 
definitions 4 requirements for floating nuclear plants 
DREf.L.A. Affiliation Unknown. 0O/1O/S9, ip. 


8012030914 Forwards IE Info Notice 80-40. "Ekcessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i la t ion. " No 'written respotiso required. 

ENOELKFN, R. H. Region 5, San Francisco. Office of the Director. 
80/11/07. Ip. 


6012080658 Forwards IE Info Notice 00-41. “Failure of Bwtng Check Valve 
In Decag Heat Removal Sys at Davis Oessc Unit 1. " No 
response required. 

ENOELKFN, R, H. Region 3. San Francisco. Office of the Director. 

80/11/10, Ip, 


8012040233 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp," Requires estimate of 
manpower associated u/corroctive actions. 

ENOELKEN.fi. H Region 5, San Francisco. Office of the Dlroetop. 
00/11/14. Ip. 


DOCKEl 50-515 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 2 


A. App I icat lon/cofistruc t ion stage documents 4., corresp ondenco 


80122903S4 Responds to 800930 Hr re util desire to contiikuo 
u/licensing effort of facility ir ll.mited fash ion. Proposal 
to proceed w/ limited effort accepted. but may be problem 
u/ 1 ime a 1 1 oca t ion. 

DENION.H. R Office of Nuclear Reactor Regulation. Director. 
80/12/U. 6pp. 07345: lO'V 


G. Ad judicatory correspondence 


6012170699 Proposed findings of fact t conclusions of law in form of 
limited partial initial decision on environ & site 
suitability matt era. Cert i f ica te of 6vc encl, 

DDRDEK'ICK. D. 11, Hearing Branch 3. 00/12/02. 39pp. 07264:012, 


0012040681 Forwards IE Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

ENOELKFN, R, H, Region 5. San Francisco. Office of the Director. 
80/11/21, Ip, 


8012160081 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENOELKFN, R. H Region 5. San Francisco. Office of the Director. 
80/11/24, ip. 


6012310503 Forwards IE Investigation Repts 50-460/80-14 4t 50-513/80-14 
on 800306-0717. No none omp 1 i anc e noted. 

SPfeNCCRi 0. S Region 5. San Francisco. Reactor Construction & 
Engineering Support Branch. 00/11/25. 2pp. 07365:237. 


H. General correspondaiice 


8012040256 Forwards info in response to 001029 ltr requesting 
licensing categories 4. info re floating nuclear plants. 
PURPLE. R.A. Division of Licensing. 80/11/17, 4pp , 


--8012040293 Requests info re facilities w/active CPs pend Ing. 1 icense 
definitions 4: requirements for floating nuclear plants. 

DSEy.L.A. Affiliation Unknown. 80/10/29. Ip. 
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DOCKETED ITEMS 


DOCKET STK-50 -516 T Ul.iCI.EAR STATiON- U.'UT I 


Q. Adjudicatory correspondence 


6012300572 Status Rapt t, i request that proceeding be terminated. Issues 
are noot due to util decision to end nuclear project. 

Cer ti r' i cate of Sue sncl 

BEVELEY.IJ T Long Island Uighting Co REVELEV. W.T. Hunton t 
Williars. 30/12/19 =pp, 07362 304, 


0. Inspection reports. IE Sullettns i; correspondence 


6012170376 Forwards IE Info Notice 30-30. 'Cracting in Charging Pump 
Casing Cladding." No uritten response required. 

CRIER. C.M. Region 1. Philadelphia. Office of the Director. 
00/10/30. Ip 07269 040 


6012120173 Forwards IE bulletin 6u-2 1 t "Valve YaVes Supplied by Malcolm 
Foundry Co. Inc. " Uritten response required. 

CRIER. D H Region 1. Philadelphia. Office of the Director. 
eO/lt/06 ip 07228 324 


E0120307S2 Forwards IE Info Notice 80—40. 'Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Ospressur 1 t a t ion “ No uritten response required. 

CRIERiO.H. Region 1, Philadelphia. Office of the Director. 
eO/ll/07. Ip. OViSOilRv, 


6012080441 Forwards IE Info Notice 00-41. "Failure of Suing Check Valve 
in Decay Heat Remcval Sy s at Davis Sesse Unit t. '' No 
response required. 

CRIER. 8. H Region 1. Philadelphia. Office of the Director. 

60/11/ iO, Ip 07102; 318, 


8012040077 Forwards IE Dulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp '■ Requires estimate of 
otanpauer associated u/c.j rr et t i ve actions. 

GRIERi.B.>l Region 1, Philadelphia. Office of the Director, 
00/11/14 ]p 07tS7;2'?a 


80I2220&37 Advises that written response is required to IE Dulletin 
00-33. “Failures of Solenoid Valves (Ifg by Valcor 
Engineering Corp •' First paragraph erroneously stated no 
written response required, 

GRIER. Q.H Region 1. Philadelphia. Office of the Director. 
80/11/19 ip. 07293 133 


8012040614 Forwards IE Oulletin 00-24, "Prevention of Danags Due to 
Water Leakage Inside Containment. " No written response 
required 

CRIER. Q.H Region 1. Ph 1 1 ade 1 p b ia . Office of tha Director. 
80/11/31. 2pp. 0716S 290 


8012030566 Forwards Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid " Mo written response required, 
GRIER, 8. H. Region 1, Philadelphia. Office of the Director. 
aO/ll/24. Ip. 07174:053 


DOCKEI Sri!-S0-S17 JAHESPORT NUCLEAR STATIDN, UNIT 2 


O Adjudicatory ■eoriespo.'sdenc e 


301S3D0572 Status Ropt 6 i request that proceeding be terml nated. Issues 
are moot due to util decision to end nuclear project. 

Certificate of S<,-c enc I 

REVELEV. W.T. Long Island Lighting Co, REVELEV, U. T. Hunton U 
Wi Ilian'S, 00/ 12/19, 3pp 07362.30 4. 


D Inspecticn reports. IE Quilotins correspondence 


901 S 170378 Foruar d s IE Info Notice 00-38, "Cracking in Charging Pump 
Casing Cladding," No written response required 
GRIER. Q.H. Region 1. Ph i 1 adeiph i a. Office of the Director. 
00/10/30. ip. 07269.060, 


8012120173 Forwards IE Dulletin 60-21. “Valve Yokes Supplied by Malcolm 
Foundry Co. Inc." Written response required. 

CRIER. 0.H Region 1. Philadelphia, Office of the Director, 

60/11/06. Ip. 07226:324. 


8012030762 Forwards IE Info Notice 80-40. “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri iati on " No written response required. 

GRIER. B.H Region 1, Ph 1 1 ade Iph i a. Office of the Director. 
eO/ll/07 Ip. 07150:199 


8012080441 Forward! IE Info Notice 00-41. “Failure of Swing Chock Valve 
in Decay Heat Removal Sye at Davis Basse Unit 1. “ He 
response required, 

GRIER. 8 H, Region 1, Philadelphia. Office of the Director, 

80/11/10. Ip 07182: 318 


6012040077 Forwards IE Dulletin 60-23. “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpower associated w/currective actions, 

GRIER. Q. H. Region 1. P h i 1 a d e 1 p h i a . Office of the Director. 
80/11/14. ip. 07157:298 


8012220637 Advises that written response is required to IE Bulletin 
00-23, “Fa llores of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required 

GRIER. Q.H Region 1, Ph i lade Iph ia. Office of Che Director. 

00/11 / 19. Ip. 07293: 133. 


6012040614 Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Hater Leakage Inside Containment. “ No written response 
required. 

ORIER.B.H. Region t. Philadelphia, Office of the Director. 
80/11/21, 2pp, 07165:290. 


80120S0S66 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIER.B.H. Region i. Philadelphia. Office of the Director. 
00/11/24. ip. 07174:053, 


DOCKET STN-gO-S 18 HARTSVILt E NUCLEAR PLANT, UNIT i 


A. App I i c at lon/cons true t ion stage documents k correspondence 


8012160050 Ltr to operating plant llcensees.OL applicants ti CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be net. 

EISENH'JT, D. G, Division of Licensing, SO/lO/31. 7pp, 


3012220350 Ltr to all CP OL holders for DNHs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by GE. App 1 icab le to all license applications & 
proposed amends. including core reloads. 

EISEfiHUT, D. 0. Division of Licensing. 00/11/04. 4pp, 


B012090370 Forwards planned changes to FBAR Chapter 17 & TVA rept, 
TVA-TR73-1 re const I5< preliminary testing. 

MILLS. L.M. Tennessee Valley Authority. 00/12/01. 3pp. 


9012160327 Responds to NRC 801001 requast for info re environ 
qual if i ca t i on testing of safety-related equipment. Info will 
be available by 81020i. 

MILLS, L, M. Tennessee Valley Authority. 00/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FBAR for Sequoyah, 
Uatts Bar 4: Bellefonte 4 TVA-TR75- 1 A, Changes supersede 
001201 ltr. Changes will be Included in application for OL 
for Hartsvl 1 le, Phipps Bend 4 Yellow Creek plants. 

MILLS. L.M, Tennessee Valley Authority, 60/12/09. 3pp. 


F. Security, medical, emergency 4 fire protection plans 


8O12OS083S Notification of BOllSt meeting u/utll In Bethesda.MD to 
discuss util position on central emergency response c tr 4 
plans for emergency mgt. 

STAHLE, C. Licensing Branch 2, 80/11/19, 6pp, 


0. Inspection reports. IE Bulletins 4 correspondence 


8012150201 Forwards IE Info Notice 00-37, "Containment Cooler Leaks fc 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/10/24. 

Ip 


8012110840 Forwards IE tnsp Repts 50-518/00-20,50-519/80-19, 
50-520/60-20 4 50-521/80-16 on 900929-1001, No noncompliance 
noted. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction it Engineering 
Support Branch. 00/10/27, 2pp. 07225: 135. 


— 6012110847 IE Insp Repts 50-518/00-20,50-519/00-19,50-520/60-20 4 
50-521/00-10 on 800929- 1 001 . No noncompliance noted. Mejor 
areas inspected: previous insp f indings, 1 Icensee Identified 
iOCFRSO. 55e items 4 welding. 

CRONLEYiD.R. Region 2. Atlanta, Office of the Director. 

HtRDTrA. R. Region 2, Atlanta. Reactor Construction 4 Engineering 
euppoFt Branch. 00/10/24. 7pp. 07225: 137, 



DOCKETED ITEMS 


0012160730 Forwards IE Insp Repts 50-518/30-21 , SO-SlO/eO-SO, 
5O-3SO/B0-21 i, SO-521/90-19 on 000902-27. No none omp 1 iant e 
noted . 

rtURPHyi C. E. Region 2< At]anta> Reactor Construction U Engineering 
Support Branch, eO/10/20 2p p 07261:310. 


— 0013160750 I£ Insp Repts 50-516/00-21,50-519/00-20.50-520/00-21 & 
50-331/00-19 on 600902-27. No r.onco.np 1 lance noted. Major areas 
ins p ec ted : car th compac t ion. roc k 7ill t; concrete for sprag 
pond' s. 

SMAtd, IV. B. Region 2, Atlanta, Office of the Director 
CAN TRELL. F, S, Region 2, Atlanta. Reactor Construction 6 
Engineering Support Branch. 00/10/27. 5pp. 07261:320. 


8012170004 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Kfg bg Valcor Engineering Corp. " No specific action 
or response required. 

0 'REILLY. J, P. Region 2, Atlanta. Office of the Director. 00/10/31. 

>P 


S01S230030 Forwards IE Circular 80-23. "Potential Defects in Qclolt 
Power Sgs Emergent^ Generators. " No written response 
requl-r c d. 

0 'REILLY. J, P, Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip- 


0012110066 Requests assessment I corrective actions taken re control 
room ceiling constructed u/apparentlg flammable tiles within 
20 daejs. 

TEDESCOi R. t. Assistant Director for Licensing. 00/11/04. 3pp. 


8013110807 Forwards IE Bulletin 80-21. "Valve Yokes Supplied big Malcolm 
Foundrv Co. Inc. " Written response required. 

0 'HEIU Y> J. P. Region 2. Atlanta. Office of the Director. 00/11/06. 
Ip. 


6013030837 Forwards IE Info Notice 00-40. "Excessive Nitregan Supplij 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprcssurliation. " No 'written response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/07. 
Ip 


8013000376 Forwards IE Info Notice 00-41, "Failure of Swing Chock Valve 
in Decay Heat Removal Dys at Davis Basse Unit 1," No 
response required. 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director. 00/11/10. 
tP- 


8013040143 Forwards IE Bulletin 30-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corroctive actions. 

O'REILIY.J. P. Region 2. Atlanta, Office of the Director. 00/11/14. 
Ip, 


0012000601 Forwards third interim response to IE Bulletin 00-09. 
“Mydramotor Actuator Deficiencies. " Actuators may have been 
used as part of valve ac tua tors . Supp 1 tors will be contacted, 

(ilLI S, L li. Tennessee Valley Authority, 00/11/17. 3pp. 07188:200, 


8012050033 Forwards IE Bulletin 00-24. "Prevention of Danage Due to 
Water Leakage Inside Containment. " No written response 
required. 

O'REIU.Yi J. P. Region 2, Atlanta. Office of the Director. 00/11/21. 
Ip. 07173:072. 


8013080004 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'HEILUV, J. P. Region 2. Atlanta. Office af the Director. 80/11/24. 

Ip. 


8012080660 Aek receipt of 001110 Itr informing NRC of steps taken to 
correct violations noted in IF insp Repts 50-310/60-18. 
50-519/80-17,50-520/80-18 50-521/00-16, 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction I Engineering 
Support Branch. 80/11/25, ip. 07187:042. 


•B0tP0eO66a Responds to NRC 001016 Ur re violations noted in IE Insp 
Repts 50-510/00-18,50-519/00-17,50-520/80-18 It 50-521/00-16. 
Corrective as t ions : drawing files updated i revised. List of 
current drawings revisions issued. 

MILLS. L. M. Tennessee Valley Authority, GO/li/iO, 3dp 
07107:043, 


•8012080670 Forwards IE Insp Repts 50-510/80-10,50-519/00-17. 
50-520/00-18 50-521/80-16 on 800001-29 L notice of 

V iota ti on 

MORPHY. C.E Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch, 80/10/16. 2pp. 07107:046. 


— 6012000684 Notice of vialatLon fi'om insp on 000801—29. 

a Region 2 . Atlanta, Office of the Director. 00/10/02. ip. 
07 187: 048 


--8012080695 IE Insp Repts 50-516/80-13,30-519/60-17,50-520/00-18 «e 
S0-52I/60-16 on 800801 -29 Nor. c omp 1 i anc e noted : f ai I ure to 
take timely corrective action on drawing control findings. 

SWAN, W D. Region 2. Atlanta, Office of the Director. 

CANTRELL, F S. Region 2. Atlanta, Reactor Construction fc 
Engineering Support tlranch 00/10/02 6pp. 07187:049. 


8012170359 Forwards IE Info Notice 60— 29. Suppl 1. "Broken Studs on 
Tarry Turbine Steam Inlet Flange " No written response 
required. 

Q 'RE Ii-LY, J. P. Region 2, Atlanta. Office of the Director. 00/11/31 

Ip 


R. Periodic operating reports 4 related correspondence 


6012300652 Forwards Oct 1930 soc i oeconcinlc nofiltoring 4 mitigation 
rept. 

MIi.LS.L.n. Tennessee Valley Authority 89/12/23. Ip, 07359:091. 


--60123C0665 "Hartsville Nuclear Plants Socioeconomic Monitoring k 
Mitigation Rept," 001031 

» Tennessee Valley Authority. UNP SMR-S. 80/10/31. 50pp. 

07359: 092. 


5 Repoi'table occurrences. l.ERs S: related correspondatic e 


0012040657 Part 31 rept re reactor protection sys panel design 
d e f i c i enc i es. i II i t i a I 1 y reported on 800307.140 add! info 
received from GE. therefore, no further progress to rept. Final 
rept to be transmitted by 810213. 

MILLS. L. M. Tennessee Va lley Authority. BO/ll/lS, 2pp. 07166:337 


0012050369 Deficiency rept re I ini r-Jd assembly In Delaval diesels. 
Do’we 1 eo'jnterbore of link rod assembly may be too shallow. 
Transamertca Delaval described insp method required. Onsite 
diesels will be placed on hold pending Insp. 

MILLS, L. II. Tennessee Valley Authority. N. 80/11/36. Spo, 
07173: 340. 


0012050331 Third in-terim deficiency rept re standby gas treatment sys 
charcoal adsorber. Cl 1 nuclear submitted rept requiring 
review by util before final corrective actions can be 
prescr ibed, F1 «a 1 rept by 810302. 

MILLS, L.M. Tennessee Valley Authority 00/11/26, Ip. 07173:330, 


8012100470 First interim deficiency rept re defective link rod assemb 
in Delaval diesel genera tors, ini tia I ly reported on B0I027. 

Onsite diesels will be placed on hold 4. inspected for 
def Bc t. Flna I deficiency rapt will be provided by 001135. 

MILLS, L.M. Tennessee Valley Authority, 00/11/36. 3pp. 07218:306 


00132301 10 Part 21 rep t . or ig i na 1 1 y reported 001106, re inadequate uedg 
bolt eipansioii anchors by Raw I p I ug. Caused by mfg deficiency. 
One-inch anchor design loads will bo r ed uced. F Inal rapt by 
010335. 

MIUS.L.M. Tennessee Valley Authority, 00/13/04. 3pp, 


5912240099 Part 31 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly g rounded. Catisod by 
paint on panel surfaces or high resistance connactloh to 
panel surfaces where termination modules are mounted. 

SHEHHOODi 0. G. General Electric Co 00/12/06. 3pp. 


0012309484 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate we 1 d, ini t ial 1 y reported on 000505. Caused by 
Inadequacy of manufac turor QA p r ogram. Mi s sing weld has been 
added 4 Inspected. QA program audit co,nducted. 

MIUSiL.M. Tennessee Valley Authority. 80/12/10. 3pp. 07359:162 


0012319335 Fourth interim deficiency rept initially reported 80&ai5 
re reactor pressure vessel shield wall do f ic I enc les. Add! 
unacceptable wolds found it d-cicumaiited in HNP-A-l 15. Fina I 
rapt by 810602. 

MILLS, L.M, Tennessee Valley Authority, 80/12/32, Ip. 07361:047. 


DOCKET STN-SO-519 HARTSVILI E NUCLEAR PLANT. UNIT 3 


A. Ap p 1 i ca t i on /c ons tr uc 1 1 on stage docu.iients 4: cori'espondence 
[ 

0012160950 Ltr to operating plant 1 Icensees , Dl. applicants fc CP holder 
Forwards NL'REG“0737 re TMl action plan re qu irements. Requests 
operating reactor licensea confirmation in 45 days that 
End t implementation dates will bo net, : 

EtSENHUTiD G Division of Licensing. 00/10/31. 7pp ; 
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DOCKETED ITEMS 


3013320356 Ctr tc all CP I OL holder-s for BlvS'S re r e q,uirc-fnent for 
imp 1 enen tat i on of OD/fJ co-Js for lSc»tising basis ea I cula 1 1 gos 
performed by GG Ppplicstle to all liceitse applications U 
proposed amends. i?ic lud sng core reloads 
EJSEUHUT.D.C Division of Licensirg. BO/11/04, 4pp. 


S01209'Q370 Fovuiards planned changes to FSftR Chapter 17 & TVA rcpt< 
TVA-TR75-1 re const t- preliminary testing. 

MILLS. L.(i Tennessee Valle.) Authority BO/12/Ot. 3pf. 


8013lf>0327 Responds to NRC 8G1001 request for info re environ 
qua 1 i f ioa t i on testing of safety-related e<iulp.nent Info util 
be available by 610201 

MtLI.SrL.lt. Tennossee Valley Authority. SO/13/09. Ip. 


eOI217031d> Portuards planned changes to Chapter 17 of F8AR for Sequoyah, 
tfatts Oar 5 aellefonte t. TVA-THTS- 1 A. Cha ng es supersede 
601201 Itr Changes gii I 1 be included in application for QL 
for Har t s VI 1 1 e. Phi p p s Bend ? Vellov Creek plants. 

MIi.'S.L.If. Tennessee Valley Authority. 60/12/0'?. 5pp. 


F. Security, medical, emergency i fire protection plans 


8012060835 tiot i f i cat i on of S01121 meeting u/uttl in aethesda^MD to 
discuss util position on central emergency response etr & 
plans far emorgency mgt. 

STAHLE.C, Licensing Branch 2 BO/ll/1?. bpp- 


Q. Inspection reports. IE Sulletins 4 correspondence 


S0121S020I Forwards IE Info Notice 80-37. 'Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2, “ No uritten 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director, BO/lG/24. 
IP- 

6012110640 Forwards IE Ir.sp Repts 50-518/80-20,50-519/60-19. 
50-520/80-20 t 50-521 /fiD-lB on 600929- 1001 . No non comp 1 1 anc e 
noted . 

MURPHY. C. £. Region 2, Atlanta. Reactor Cons true t ton it Engineering 
Support Branch. 60/10/27. 2pp 07225- 135, 


—8012110847 IE Insp Repts 50-516/80-20,50-519/80-19,50-520/80-20 it 
50-521 /BO-ie on 800929-1001 , No n one omp I iane e noted. Major 
areas inspec t ed : prev i ous insp f i nd i ngs, 1 ic ensee Identified 
lOCFKSO. 550 items &; welding. 

CHOHlEY.D.R, Region 2. Atlanta. Office of the Director. 

HEROT, A. R. Region 2. Atlanta. Reactor Constructlen fc Engineering 
Support Branch. 80/ 10/24 7pp 07223; 137. 


0012160730 Forwards IE Insp Repts £0-516/80-21,50-519/80-20. 
50-320/80-21 L 50-521/60-19 on 600902-27, No none bmp 1 i a nee 
noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch. 80/10/26. 2pp 07261:318. 


— 8012160750 IE Insp Repts 50-51 6/80-21 , 50-319/80-20. 50-520/80-21 t. 
50-521/80-19 on 300902-27. No non conp 1 lane e noted. Major areas 
Insp ec ted : earth tompac t ion, roc k fill t. concrete for spray 
pond s. 

SWAIN 14 B, Regicin 2. Atlanta. Office of the Director. 

CANTRELL , F. S Region 2, Atlanta, Reactor Construction & 
Enginaering Support Branch. E0/10/S7. 5pp. 07261:320. 


8012170004 Forwards IE Info Notice 80-39, "Half unc t ion of Solenoid 
Valves Kfg by Valcor Engineering Carp. " No specific action 
or response required. 

O'REtLLV. U. P, Region 2. Atlanta, Office of the Director. 00/10/31. 

tp. 

8012230030 Forwards IE Circular 80-23, "Potential Dofedts in Beloit 
Power 8ye Emergency Generators. " No written response 
requ I red. 

0''RE1LLY. U, P. Region 2, Atlanta, Office of the Director. 80/10/31. 

IP- 

80121 10'}&6 Requests assessment & corrective actions taken re control 
room celling constructed w/apparent 3 y flammable tiles within 
20 days. 

TEDESCD.R.L, Assistant Director f or Licens Ing. 80/11/04. 3pp, 


3012110807 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. ” Written response required, 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. BO/ll/06, 
IP- 


8012030337 Forwards IF. Info Notice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safet'j Relief Valve Operation to Causa 
Reactor Depress ur i rat ion " No written response required. 

O'REILLY, J. P. Region 2., Atlanta. Office of the Director. 00/11/07. 
Ip 

8012080376 Forwards IE Info Notice 80-41, "Failure of Suing Cheek Valvo 
in Decay Heat Removal Sys at Davis Dosse Unit 1. " No 
respocse reyuired . 

0 'REILLY. J, P. Region 2, Atlanta. Office of the Director, 80/11/10. 

ip. 

8012040143 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp " Requires estimate of 
manpauer associated u/ corrective actions. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/14. 

IP- 

B0120B0601 Forwards third interim response to IE Bulletin 80-09, 
"Hydramotor Actuator Deficiencies." Actuators may have been 
used as part of valve ac tua tors. Supp 1 iers will be contacted. 

MILLS, L.M. Tennessee Valley Authority. 00/11/17, 3pp. 07183r20a. 


8012050023 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/11/21. 
Ip- 


8012080004 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 

O'REILLY, V, P. Region 2- Atlanta, Office of the Director. 80/11/24. 
Ip- 


8012080640 Ack receipt of 801110 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-518/00-10, 
50-319/80-17,50-520/00-18 tt 50-521/80-16. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch. 80/11/25. Ip. 07187:042, 


— 0012080669 Responds to NRC 801016 Itr re violations noted In IE Insp 
Repts SO-SlB/eO-ie, 50-519/80-17, 50-520/80-18 it 50-521/80-16. 
Corrective ac t ions: drawing files updated t, revised. List of 
current drawings & revisions issued. 

MILLS.L M Tennessee Valley Authority, QO/ll/tO. 3pp, 

07107: 043. 


— 8012030676 Forwards IE Insp Repts 50-518/00-18,50-519/80-17, 
50-520/80-19 i 50-521/80-16 on 800601-29 fc notice of 
■violation 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction L: Engineering 
Support Branch, 80/10/16. Epp. 07167:046. 


8012060684 Notice of violation from insp on 000001-29. 

a Region 2, Atlanta, Office of the Director. 80/ 10/02, 1 p. 
07187: 048. 


— 8012080695 IE Insp Repts 50-318/80-18.50-519/80-17,50-520/80-18 >< 
50-521/00-16 on 800001-29, Noncorap I lance no ted ; f al lure to 
take timely corrective action on drawing control findings, 

SHAN. H. 5. Region 2, Atlanta. Office of the Director. 

CANTRELL, F.S Region 2. Atlanta, Reactor Construction It 
Engineering Support Branch. 00/10/02, 6pp. 07187:049. 


8012170339 Forwards IE Info Notice 00-29, Boppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

Q 'REILLY, J, P. Region 2. Atlanta, Office of the Director. 80/11/26. 

Ip 


R, Periodic operating repoi ts 4, related correspondence 


6012300652 Forwards Oct 1980 socioeconomic monitoring U mitigation 
rep t. 

MILLSiL.M Tennessee Valley Authority. 80/12/23. Ip, 07359:091. 


--8012300665 "Hartsville Nuclear Plants Socioeconomic Monitoring t 
Mitlgaticn Rept, " 801031, 

* Tennessee Valley Authority, HNP SMR-0, 00/10/31. SOpp. 
07359: 092 


S. Repoi'table occurrences. LERs related correspondence 


8012030369 Deficiency rept re link rod assembly in Delaval dleeels. 
Deuel cuunterbore of link rod assembly may be too shallow. 
Transamerica Delaval described insp method required. Qnslte 
diesels will be placed on hold pending Insp. 

MILLS, L.M Tennessee Valley Authority. U. 00/11/26. 2pp, 
07173:340. 



DOCKETED ITEMS 


8012050031 Third interim defitiencq rept ra standbg gas treatment sgs 
charcoal adsorber, CII nuclear submitted rept requiring 
rovleu by util before final corrective actions can be 
prescribed, Fine I rept by 810302, 

t11U.S<L. It. Tennessee Valley Authority, 80/11/26. Ip, 07173:338, 


3012100478 First interim deficiency rept re defective link rod assembly 
in Delaval diesel genera t orsi in j t i a 11 y reported on 601027. 

Onsite diesels ui 1 1 be placed on hold Inspected for 
defect. Final deficiency rept will be provided by G0112S. 

HIl-LSi L. K. Tennessee Valley Authority. 80/11/26. 2pp. 07216:306. 


80'12230110 Part 21 rep tr or ig ina 1 ly reported 801106»re Inadequate wedge 
bolt eipanslon anchors by Raw! p lug . Caused by mfg deficiency. 

One-inch anchor design loads will be reduced. Fina 1 rept by 
610325. 

H1LL8>L. H Tennessee Valley Authority. 60/12/04 3pp. 


601224003? Part 21 rept re reactor protection sys flecible conduit 
defect causing hot shorts if improperly grounded, Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERWOOD, 0. 0. General Electric Co, 80/12/08. 3pp. 


8012300484 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate we 1 d, ini t ia 1 ly reported on 800S05. Caused by 
Inadequacy of manufacturer QA program. Mi ssing ueld has been 
added i-. inspected. OA program audit conducted. 

MILLS, L. M. Tennessee Valley Authority. 80/12/18, 3pp. 07359:182. 


8012310335 Fourth interim deficiency rept initially reported 600215 
re reactor pressure vessel shield wall def ic ienc les. Add 1 
unacceptable welds found it documented in HWP-A-1 1 5. Final 
rept by 810602. 

MILLS, L.H. Tennessee Valley Authority. 80/12/22. Ip. 07361:047. 


8012160730 Forwards IE Ir.sp Repts 50-510/00-21.50-519/30-20. 
50-520/63-21 t 50-521 /QC-IR or. S00902-27 Mo none omp U a ne c 
noted. 

MORPHy, C. E Region 2 Atlanta- Reactor Construction h Engineering 
Support Branch. 00/10/28 2pp 07261:318. 


■6012160750 IE Insp Hepts 50-516/60-21,50-519/00-20.50-520/60-21 fc 
50 - 5 /’ 1 /60- 19 on 600902-27 Mo none omp ! i anc e noted. Major areas 
i nsp ec ted : ear bh cempac t i on. t ac b fill i concrete for spray 
ponds. 

SUAM. W. B. Region 2. Atlanta. Office of the Director. 

CANTRELL, F 3, Region 2. Atlanta, Reactor Constructlan 
Engineering Support Branch 60/10/27 Spp. ■07261:320. 


8012170004 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves .Mfg by Valcor Engineering Corp No specific action 
or response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 60/10/31. 

Ip 

6012230030 Forwards IE Circular 60-23. "Potential Defects In Deloit 
Power Sys Emergency Generators " No 'written response 
required. 

0 'REILLY. J, P. Region 2. Atlanta. Office of the Director. 00/10/31. 

Ip 


8012110066 Requests assessment i. corrective actions taken re control 
room ceiling constructed w/apparently fla.mmable tiles within 
20 days. 

TEDESCOiR.L. Assistant Director for Licensing. aO/fl/04. 3pp. 


8012110307 Forwards IE Dulletin 80-21, "Valve Yokes Supplied by Malcolm 
Found, y Co, Inc. Written resp'onse required, 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/06. 
IP- 


DOCKET 8TH-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


A. App 1 i cat lon/cons true t ion stage documents 4, correspondence 


6012160050 Ltr to operating plant licensees, OL applicants 6 CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation 'In 45 days that 
Enel 1 implementation dates will be ,'net. 

EI6EN.4UT, D, G. Division of Licensing. 00/10/31. 7pp, 


8012030337 Forwards IE Info Notice 80-40, “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur t la t ion" No written response required. 

O'flElLLY, J, P, Region 2. Atlanta, Office of the Director, 80/11/07. 

Ip 


S0120S0276 Forwards IE Info Notice 60-41, "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit I " No 
response required. 

0 'REILi Y, J. P, Region 2. Atlanta, Office cf the Director. 80/11/10. 

Ip 


8012290358 Ltr to all CP ti QL holders for OWRs re requirement for 
imp le.menta t ion of ODYN code for licensing basis calculations 
performed by OE. App 1 1 cab 1 e to all license applications b 
proposed amends, Inc lud Ing core reloads. 

EtSBKHOT, D. 0, Division of Llcenslrg. 00/11/04. 4pp. 


8012040143 Forwards IE Dulletin 60-23, '"Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

O'nEILLY, J. P. Region 2, Atlanta, Office of the Director, 60/J1/14. 

Ip 


B012090370 Forwards planned changes to FSAR Chapter 17 Vl TVA rept, 
TVA-TR75-1 re const ti preliminary testing, 

MILLS, L.M, Tennessee Valley Authority. S0/12/0I. 3pp, 


3012160327 Responds to NRC 601001 request 
qualification testing of safety-related 
be aval labU by 610201. 

MILLS. L.M. Tennessee Valley Authority 


for info re environ 
equipment. Info will 

80/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah, 
Watts Bar Dellefonte t TVA-TR75-IA. Changes supersede 
601201 ltr. Changes will be Included in application for OL 
for Har tsvi I le, Ph Ipps Dend Yellow Creek plants, 

MILLS, L. M. Tennessee Valley Authority. 80/12/09. Spp, 


0, Inspection reports, IE Bulletins 4: correspondence 


8012030601 Forwards third irteri.m response to IE Dulletin 80-09, 
"Hydranotor Actuator Deficiencies ' Actuators may have been 
used as part of valve actuator s. Suppl 1 ers will be contacted. 

MILLS, L.M. Tennessee Valley Authority. 80/11/17. Spp. 07188:208. 


S012050023 Forwards IE Dulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Nc written response 
required, 

O'REILLY, J.P Region 2, Atlanta. Office of the Director. 60/11/21, 

Ip 


8012080004 Forwards IE Info Notice 60-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 00/11/24. 

Ip 


a0121502*'>l Forwards IE Info Notice 80-37, "Containment Cooler Leaks i 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director, 00/10/24. 
tp. 


8012M0840 Forwards IE Insp Repts 50-518/80-20,50-519/80-19, 
50-320/60-20 fc 30-521/00-19 on 800929-1001, No noncompliance 
noted. 

MURPHY, C. E, Region 2, Atlanta. Reactor Cons tr'jc t Ion 4 Engineering 
Support Draneh. 80/10/27. 2pp. 07225: 133. 


8012030660 Ac k receipt of 601110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-318/80-10, 
50-319/80-17.50-520/80-10 4 50-521 /8'5-16, 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction U Engineering 
Support Branch, 0O/lt/2S. 1?. 07167:042 


--0012030663 Responds to NRC 001016 ltr re violations noted in IE Insp 
Repts S'0-516/eo-18, 50-519/80-17. 50-520/80-16 & 50-521/80-16. 
Corrective ac t ions: drawing files updated !< revi sed. List of 
current drawings revisions issued. 

MILLS, L. M. Tennessee Valley Authority. 60/11/10, 3pp. 

07167:043 


—8012110847 IE Insp Repts 50-510/00-20, 50-519/80-19, 50-520/80-20 t 
50-521/00-18 on 800929-1001 . No noncompliance noted. Major 
areas inspec ted: previ ous insp P ind ings, I icensee identified 
10CFR50. 55e items 4 welding. 

CROWLEY, B.R. Region 2, Atlanta, Office of the Director. 

HERDTrA. R. Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch. 00/10/24. 7pp, 07225: 137. 


--0O12OSO670 Forwards IE Insp Repts 5‘D-5lB/83-ia, 50-519/80-17. 
50-520/60-18 4 50-521/80-16 on 800301-29 4 notice of 
violation. 

M'JRrHV, C.E Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch. eo/lO/16. 2pp. 07107: 046. 
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-801 2;030tiS>4 Kotice of violation fnori inap on BOOSOl-a*?. 

Region Sr Atlanta. Offiee of ths Director 60/10/08 Ip- 
07107:048. 


--e01?OB0*9’5 IE Insp Ropti 50-513/00-18.50-519/30-17,50-320/00-18 1 
S0-S21/S0-16 on 80000 1 -29, flo nc otr.p 1 1 anc 9 no t e d : f a i 1 ure to 
talie tinelg corfective action on draejing control findings. 
SMAtDU. B. Region 2. Atlanta, Office of the Director, 

CAtlTKELU, F S Region S. Atlanta, Reactor Construction t, 
Engineering Support Branch, GO/ 10/02 6pp, 07137:049. 


00121.70359 Foruarda IE Info Notice 00-29. Soppl 1. "Drolen Studs on 
Terry Turbine Steam Inlet Flange " No uritten response 
required. 

D'f»EIi.i.Y, J. P Region 2. Atlanta. Office of the Director. SO/ll/ai. 
ip 

R. Periodic operating reports i related correspondence 


00123004,32 Foruards Oct 1930 socioeconomic iiionitoring fc mitigation 
rept. 

jllt.LS. L 11. Tennessee Valley Authority 60/ 12/23. ip. 07359:091. 


— S0123006&3 "Hartsville Nuclear Plants Socioeconomic Honitoring t< 
Mitigation Rept," 301031, 

* Tennessee Valley Authority, IlMR SMfi-B, 00/10/31. SOpp. 
07359: 092. 


S. Reportable ocEurrences, LEP s i related correspondence 


0O12OSO369 Deficiencii rept re lint rod assembly in Delaval diesels. 
Doiael counterbore of link rod assembly may he too shallow. 
Transamerlca Delaval described insp method required. Qns ite 
diesels util be placed cn hold pending insp. 
nlULS, L M Tennessee Valley Authority, N. BO/ll/84i. 2pp. 
07173: 340, 


8012050231 Third interim deficiency rept re standby gas treatment sys 
charcoal adsorber.CJI nuclear submitted rept requiring 
rsvie -4 by util before final corrective actions can be 
presc r ib ed , Fine 1 rept by 010302 

HILLS, U. n Tennessee Valley Authority 80/11/26 Ip. 07173:330. 


0012100470 First interim deficiency rept re defective link rod assembly 
in Delaval diesel generator s, in i t ial ly reported on 901027. 

Onsite diesels will be placed on hold 4 Inspected for 
defect. Final deficiency rept will ba provided by 901135. 

HILLS, L. H Tennessee Valley Authority. 80/11/26. 2pp. 07210:306. 

SQ12230110 Part 21 rep t , or i g i tia 1 1 y reported 901 106, re Inadequate wedge 
bolt axponsion anchors by Rawl p 1 ug. Caused by mfg deficiency. 

One-inch atichor doslgn loads mill be reduced. Final rept by 
910325 

nit ) S, L. II. Tennessee Valley Authority 80/12/04. 3pp. 


6012240039 Part 21 rept re reactor protection sys flerlble conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where ter.mination .nodules are mounted. 

SHERWOOD. C. 0. Oeneral electric Co. 80/12/08 3pp, 


0012300404 Final deficiency rept re lack of steam tunnel embedment 
stlffner plate ue ) d , i n 1 1 i al ly reported on 800S05. Caused by 
Inadetuacy of manufat turer QA p rogra.n. Hiss ing weld has been 
added .5; Inspected. OA program audit conducted. 

KILLS.L 11. Tennessee Valley Authority 80/12/10. 3pp. 07359:188. 


0012310335 Fourth interim deficiency rept Initially reported 800815 
re reactor pressure vessel shield wall def Ic 1 enc les. Add I 
unacceptable welds found 4 documented in i!NP-A-l 15. Final 
rept by 610602 

HILISiL. 11. Tennossee Valley Authority. 00/18/22. tp. 07361:047. 


BOI2160327 Responds to NRC 801001 request for info re environ 
qua 1 1 f 1 c at i on testing of safety-related equipment. Info will 
be available by 010201. 

MILLS. L. 11 Tennessee Valley Authority. 80/12/09. Ip. 


3012170316 Forwards planned changes to Chapter 17 of F8AR for Bequoyah, 
Watts Bar 4 Dellefonte 4 TVA— TR7S- t A. Chang es supersede 
001201 Itr. Changes will bo included in application for OL 
far Mar tsvi 1 1 e, Ph 1 pps Bend tt Vellou Creek plants. 

MILi. S, U.M. Tennessee Valley Authority. 30/12/09. 5pp. 


F Security, cnedical, emergency 4. fire protection plans 


80120B0S39 Notification of 001121 meeting u/util In DethesdaiMD to 
discuss util position on central emergency response ctr 4 
plans for emergency mgt 

STAHLE. C, , Licensing Branch 2. 00/11/19, 6pp. 


Q Inspection reports, IE Dulletins 4. correspondence 


00121502,71 Forwards IE Info Notice 30-37, “Containment Cooler Leaks 4t 
Reactoi- Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/10/24. 

Ip. 


0012110040 Forwards IE Insp Repts 50-518/80-20,50-519/00-19, 
50-580/80-20 4 50-521/80-18 on 800929-1001 . No noncotttp 1 1 anc e 
noted. 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Qranc h. 00/10/27. 2pp. 


--8O1211O047 IE Insp Repts 50-510/00-80,50-519/80-19,50-530/80-204 
SO-591/BO-ie on 800989- lOOt , No noncompHanee noted. Major 
areas inspec ted: previous insp f 1 nd ings, 1 1 censee identified 
10CFR50 55e Items 4 welding, 

CRGIjlEViB R, Region 2, Atlanta, Office of the Director. 00/10/24, 
7pp. 


0013160/30 Forwards IE Insp Repts 50-518/80-21,50-319/00-80, 
S0-S80/BO-S1 4 50-321/80-19 on 800903-27, No none offlp 1 la nc e ' 
noted. 

HURPHV, C.E. Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch. 30/10/28. 2pp. 


—8012160750 IE Insp Repts 50-510/00-21,50-519/80-20,30-520/00-21 4 
30-521/90-19 on 000902-27. No none o.mp 1 lane e noted. Major areas 
inspected: earth compac 1 1 on, rock fill 4 concrete for spray 
ponds. 

SHAN, W 0. Region 3. Atlanta. Office of the Director. 80/10/27. 
5pp. 

8018170004 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Hfg by Valcor Engineering Corp “ No specific action 
or response required. 

0 'REILLY. J. P, .Region 2. Atlanta, Office of the Director. 00/10/31. 

Ip. 

8012230030 Forwards IE Circular 80-23, "Potential Defects In Beloit 
Power Bys Emergency Oenerators. “ No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/10/31. 

Ip. 

8012110066 Requests assessment 4 corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEOESCO, R L, Assistant Director for Licensing. 80/11/04. 3pp. 


0012110907 Forwards IE Bulletin 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. '' Written response required. 

O'REILLY, V.P Region 2. Atlanta, Office of the Dlraebor. a0/ll/'06. 
Ip. 


DOCKET SrH-50-52l HARTSV1L1 E NUCLEAR PLANT, UNIT 4 


A. Appn cation/construct ion siege documents 4 correspondence 


8012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Fo.rwaird5 HUREG-0737 re TKI action plan requirements. Reques ts 
opeiatlng reactor licensee eoaf Srtnation in 45 days that 
End 1 Implementation dates will be ret. 

EISENKUT, 0.0 Division of Licensing. 80/10/31. 7pp. 


9012090370 Forwards planned changes to FSAR Chapter 17 4 TVA rept, 
TVA-TR75-1 ro const 4 preilniinary testing, 

MILLS, L. IV Tennessee Valley Authority. 80/12/01. 3pp. 


8012030337 Forwards IE Info Notice 80-40, "Eicesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depnessur I la t ion . “ No written response required. 

0 'REILLY, U. P, Region 2, Atlanta, Office of the Director. 00/11/07. 
Ip. 

8012080876 Forwards IE Info Notice BO-41, "Failure of Swing Check Valve 
in Decay Heat Remova I Sys at Dav Is Besse Un It 1 . No 
rasp on a e required, 

Q 'REILLY, J. P. Region 3, Atlanta, Office of the Director. 80/11/10. 
ip. 
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601S040143 Foruards IE Oullotin B0-53< "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp " Requires estiirate of 
manpouer associated uj/correc t i ve actions 

0 'REILI Yi J. P, Region £• Atlanta^ Office of the Director, 60/11/14. 

Jp 


S013080601 Forwards third interim response to IE Bulletin 0O“O9i 
"Hgdramotor Actuator Deficiencies." Actuators mag have been 
used as part of valve ac tua tars. Supp 1 iers will be contacted. 
HILLSiL.fi. Tennessee Valleg Authoritg. 80/11/17. 3pp. 


801SOS00P3 Forwards IE Bulletin 80-24i "Prevention of Damage Due to 
Water Leakage Inside Containment " No written response 
required. 

O 'REILLY. J, P. Region S. Atlanta, Office of the Director. 00/11/21. 
tp. 


6012080004 Forwards IE Info Notice 80-42' "Effect of Radiation on 
Hgiiraulic Snubber Fluid " No written response required. 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director. 00/11/24. 
Ip. 


8012080660 Ack receipt of SOIllO Itr Informing NRC of stops taken to 
correct violations noted in IF Insp Repts 30-319/00-16. 
50-319/60-17.30-520/80-10 50-521/80-16, 

MURPHV.C.E, Region 3, Atlanta, Reactor Construction 4; Engineering 
Support Sranch. 80/11/25. Ip. 


— 80120306&8 Responds to NRC 00)016 Itr re violations noted in IE Insp 
Repts 30-318/00-10,50-519/80-17,50-520/00-18 4 50-521/80-16, 
Corrective ac t ions : draiiing files updated 4 revised. List of 
current drawings 4 revisions issued, 

HILLS, L. tl. Tennessee Valleg Authoritg, 80/11/10. 3pp. 


•8012030673 Forwards IE Insp Repts 50-518/80-13,50-519/80-17, 
50-520/30-10 V 50-521/00-16 on 000301-29 4 notice of 
violation. 

K'JRPHV.C.E. Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch. 00/10/16. 2pp. 


•8012080684 Notice of violation from insp on 800801-29. 

« Region 2, Atlanta, Office of the Director. 80/10/02, ip. 


—0012080695 IE Insp Repts 50-510/80-18,50-519/00-17,50-520/90-18 4 
50-321/80-16 on 800801-29, Noncomp I ianc e noted; fai lure to 
take tlmolg corrective action on drawing control findings. 
SWAd.W. D, Region 2. Atlanta. Office of the Director. 80/10/02. 

6 pp. 


B0121703S9 Forwards IE Info Notice 80-29, Suppl I, "Broken Studs on 
Terrg Turbine Steam Inlet Flange. " No written response 
required. 

O'REIUY, J. P. Region 2. Atlanta, Office of the Director. 80/11/36. 
Ip- 


R. Periodic operating reports 4 related correspondence 


0012300652 Forwards Oct 1930 socioeconomic monitoring 4 mitigation 
rept. 

MILLS.L. M. Tennessee Valleg Authoritg. 80/12/23. Ip. 


•8012300665 “Hartsville Nuclear Plants Soe i oetonoraic Monitoring 4 
Mitigation Rept, " 801031. 

* Tennessee Valleg Authoritg, HVP SMR- 8 , 80/10/31. 50pp. 


S, Reportable occurrences, LERs 4 related correspondence 


0012030369 Deficieneg rept re link rod assemblg In Oelaval diesels. 
Dowel counterbore of link rod assemblg mag be too shallow. 
Transamerlca Delaval described insp method required. Onsi te 
diesels will be placed on hold pending insp. 

HILL 8 ,L.H. Tennessee Valleg Authoritg. N. 00/11/26. 2pp. 


8012050381 Third interim deficieneg rept re standbg gas treatment sgs 
charcoal adsorber, Cll nuclear submitted ropt requiring 
review bg util before final corrective actions can be 
prescribed. Final rept bg 810302. 

MILI 81 L.H. Tennessee Valleg Authoritg. 80/11/26. Ip, 


0012100478 First interim deficieneg rept re defective link rod assemblg 
in Delaval diesel genera tor s, ini t ia I Ig reported on 001027, 

Onsite diesels will be placed on hold 4 inspected fdr 
defect. Final deficieneg rept will be provided bg 801125, 

MILLS. L.M. Tennessee Valleg Authoritg. 80/11/26. 2pp. 


6012230110 Part 21 r ep t , or t g i ra 1 1 g r, 3 ported 801106, re inadequate wedge 
bolt eipansion anchors bg Rawiplug. Caused bg mfg deficieneg. 

One-irch anchor design loads will be reduced. Flna 1 rept tg 
810325. 

I1ILIS,L t1. Tennessee Valleg Authoritg 80/12/04. 3pp 


8012240039 Part 21 rept re reactor protection sgs fleiible conduit 
defect causing hot shorts if improperlg grounded . Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces •jhere tarminatior modules are mounted. 

SHERU'OOD, C. 0. General Electric Co 80/12/08. 3pp. 


8012300484 Final deficieneg rept re lack of steam tunnel embedment 
stiffner plate uel d. in i liallg reported on 0COSO5. Caused bg 
inadequacg of manufacturer QA program, Mi ss Ing weld has been 
added 4 inspected. OA program audit conducted. 

MILLS.L. M. Tennessee Valleg Authoritg. 80/12/18. 3pp 


DOCKET STN-50-522 SKAGIT NVCLEAR POWER PROJECT, UNIT 1 


A App 1 ication/construc t ion stage documents 4 correspondence 


0012220358 Lir to all CP t OL holders for SWSs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed bg GE. App 1 1 cab Is to all license applications 4 
proposed amends, including core reloads. 

EISEIJH'JTi D, 0. Division of Licensing. 60/11/04. 4pp, 


8012310380 Submits applicant second quarberlg statue rept per A 8 LD 
order of 000827. Oeolog i ca I 4 geophgsical program Involved 
substantial field work bg consu 1 tants, inc lud ing drilling, 
trenching 4 geological mapping Related correspondence. 

THOMSEN, F.T, Puget Sound Power 4 Light Co. THOMSEN, F. T Perkins. 
Coie, Stone, Olsen 4 Williams. 80/12/24. 3pp. 07369; 038. 


G. Adjudicatorg correspondence 


8012230001 Requests permission to withdraw from proceeding based on 
revised licensee application 4 A 8 LG 600827 order. 

H03ER,C.T. Scaglt Countg, WA. 80/11/24. Ip. 07311;14S. 


8012240446 Requests return, per 10CFR2. 790, of previouslg submitted 
proprietarg geophgsical data re facilltg licensing 
procedure. Info concerns proposed site in Skagit Countg. WA, 
Attachments withheldiref 10CFR2.790I, 

LITTLE, D.S. Perl ins, Caie, Stone, Olson 4 Williams. 00/12/15. 2pp. 
07327: 334. 


8012310386 Submits applicant second quarterlg status rept per ASLO 
order of 800827. Geolog ica 1 4 geophgsical program, involved 
substantial field work bg consu I tan ts, Inc lud ing drilling, 
trenching 4 geological mapp 1 ng, Re la ted correspondance, 

THOMSEW.F, T Puget Sound Power 4 Light Co. THOMSEN, F. T, Perkins, 
Coie, Stone, Olsen 4 Williams 90/12/24. 3pp. 07369:088 


H. General correspondence 


60t2'')402S6 Forwards info in response to 001029 Itr requesting 
licensing categories 4 info re floating nuclear plants. 
PURPLE.R A. Division of Licensing. 00/11/17. 4pp. 


--aoi?040B9S Requests info re fapilltles w/aettve CPs pending, license 
definitions 4 requirements for floating nuclear plants. 

DREY.L, A. Affiliation Unknown. 80/10/29. Ip. 


S. Reportable occurrences, LERs 4 related correspondence 


801224C089 Part 21 rept re reactor protection sgs fteslble conduit 
defect causing hot shorts if improperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where teimination modules are mounted. 

SHdRWDDD, 0, 0. General Electric Cq. 80/12/08 3pp. 


DOCKET STN-SO-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. Application/construction stage documents 4 correspondence 


8012220350 Ltr to all CP 4 CL holders for SWRs re requirement for 
implementation of OUVN code for licensing basis calculations 
performed bg GE. App 1 icat 1 e to all license applications & 
proposed amends, including core reloads, 

EISENHUT, D. 0. Olvislor of Licensing. 80/11/04. 4pp. 




DOCKETED ITEMS 


6013590333 Response in opposition to all PL Hourihan cont en t ions> save 
Contention 6D re postulated ATIJS event. Other contentions 
do not contain proper subj mat ter. Cert i f icate of Sve end. 

MCeURREN, H. J, Hearing Branch 1. 60/13/19, ISpp. 073-15:043, 


801S300467 Response in opposition to disputed Contention 6A re 
conse-iuenc es of Class 9 acc idents. Contenti on 63 re safety 
measures to mitigate postulated ATliS event Contention 14 
re effects of radlation.il/Certiflcate of Svc. 

OEHK.A, C. . UISCHOFF. C, A. Ariiona Public Service Co, OEHR, A. C. 
Snail Si Kilmer. 00/13/19, I7pp. 07359:165. 


K. Utility Final Safety Analysis Report (FSARI 4 amends 


8012330303 Forwards Amend 3 to Palo Verde 1,3 4 3 F9AR, 

VAN BRUNT. E E. Ariiona Public Service Co. 60/13/18, Ip. 
07308, 001, 


■6012230307 Amend 3 to Palo Verde 1,3 i 3 FSAR, 

* Ariiona Pub 1 1 c 'Servl ce Co 80/12/18, 2S0pp. 07306:001. 


0. Inspection reports, IE Bulletins i. correspondence 


B01317073S Fortuards IE Info Notice 80-37. ''Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response repuired. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
aO/10/34. Ip, 07266:089. 


8012170757 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding. " No written response reijuired. 

ENOELKEN, R . H. Region 5, San Francisco, Office of the Director. 
80/10/30. ip. 07265:075, 


8012010010 Forwards IE Insp Repts 50-528/80-15,50-539/80-15 4 
SO-S30/80-1S on 800909-12. No noncompliance noted. 

SPENCER, 0. 6 Region 5, San Franclscg, Reactor Construction 4 
Engineering Support Branch. 80/10/31, Spp. 07092:097. 


—8013010014 IE Insp Repts 5O-52a/0O-15i 50-529/80-15 4 50-530/80-15 on 
600909-12. No noncomp 1 lance noted. Hagor areas inspected: 
licensee action on previous insp findings 4 Part 31 repts 4 
installation of pipe supports 4 restraints. 

ECKHARDT. J. H. , HERNANDEZ, G. , D 'ANOELO, A. J. Regions, San 
Franelscoi Office of the Director. 80/10/29. 0pp. 07092:099. 


8012170944 Forwards IE Info Notice 00-39, "Halfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

ENGELKEN, R. H Region 5, San Francisco, Office of the Director, 
00/10/31. ip. 07266; 033. 


8012120209 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. “ Written response required. 

ENOELKENi R. H. Region 5, San Francisco, Office of the Director. 
00/11/06, Ip, 07228:292, 


8012030920 Forwards IE Info Notice 00-40, "Ejcessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprossur 1 u tlon. " No 'written response required. 

ENOELKFNiR H Regi'h 5, San Francisco, Office of the Director. 
80/11/07. tp. 071 0: 179, 


8012080638 Forwards IE Info Notice 80-41, “Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Sessa Unit 1. " No 
response required. 

ENCELKEN, R . H. Region 5, San Francisco, Office of the Director. 
80/11/10. Ip. 07103:035, 


8012040215 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

ENOELKEN, R. H, Region 5, San Francisco, Office of the Director. 
00/11/14. Ip. 07I5B: 131. 


8012040538 Forwards IE Bulletin 80-24, ''Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Diraetor. 
80/11/21. ip. 07169:156, 


8012160095 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No response required. 

ENOELKFN, R, H Region 5, San Francisco, Office of theDtrector. 
80/11/24, ip, 07362: 104, 


6012160127 Forwards Supp! 1 to IE Info Notice 60-39, "Broken Studs on 
Terry Turbin* Steam Inlet Flange. " No written response 
required. 

ENGELl-EN, R H Region 5. San Francisco, Office of the Director. 
eO/ll/36 Ip, 07262: 073 


0012310231 Forwards IF. Insp Repts 50-528/00-18.50-529/80-18 4 
50-530/80-10 on 001001-31 No noncomp I lane e noted, 

SPENCFRiO. s Region 5. San Francisco, Reactor Construction 4 
Engineering Support Branch 60/12/03, 2pp. 07370:038. 


— 8012310234 IE Insp Repts 50-553/80-18.50-529/80-10 4 50-530/80-16 on 
001001-31 No noncomp 1 lance no ted. Ha jor areas inspected: 
reactor vessel protec t i on, anchor bolt tensioning 4 RCPB 
Instal lation. 

VQRDERCRUEOGEN Region 5. San Francisco, Office of the Director. 
HAYNES, R.C. Region 5. San Francisco, Reactor Construction 4 
Engineering Support Branch 80/12/01 5pp 07370:040, 


B. Reportable occurrences. LERs fx related correspondence 


8012100384 Interim deficiency rept updating 801120 tetcon re sway 
struts, snubbers 4 shoe', suppressors found fro contain 
partially or totally disengaged self-aligning rod end 
bush Ings, F t nal rept to be submitted by 610301, 

VAN BRUNT, E E, Ariiona Public Service Co. 00/13/01. 3pp. 
07219; 046. 


8012100414 Second interim deficiency rept rc loose bushings on Corner 4 
Lada sway s tru ts. Inves t i ga t ion c ontinuing. Resolution 4 
completion plan will be implemented by 010201. Final rept 
will be submitted by 810331 

VAN BRUNT. E E. Ariiona Public Service Co. 00/13/01. 4pp, 

07219; 040, 


6012330399 Interim deficiency rept re eicesslve shear stresses In 
concrete slabs supporting Safety Injection Tanks lBi2A 420. 
Final rept completion date reforecasted to 010301. 

VAN BRUNT, E.E Ariiona Public Service Co. 00/12/12, Spp, 
07310: 266 


6012230496 Requests eval'jation of deficiency repts within 30 days re 
weld overstress caused by pulled pipe spools.cable tray 
supports not meeting dra-wing requirements k class IE 
conductors too close to non-C lass IE conductors 
VAN BRUNT, E.E, Ariiona Public Service Co. 80/12/12 Spp. 

07316: 239. 


8012230449 Interim deficiency lept re inadequate concrete strength 
acheived u/pneumatically placed .mortar repairs, Final rept 
incomplete 4 will be sent by 601229. 

VAN BRUNT.E.E, Ariiona Public Service Co 00/12/16 Spp. 
07318:285. 


T. Hearing transcripts on non-ant i trust matters 


0012030199 Transcript of 801202 prehearing conference in Phoenis.AZ on 
f ac 1 1 i ty Ol.s, Pp l-SO. 

a Ato.mlc Safety and Licensing Board Panel. 60/12/02. SOpp. 

07181: 217. 


8012160499 Forwards Vais 1 4 11 of transcript, "Sys Review of Palo 
Verde Nuclear Generating Station Equipment Dual 1 f Icatlon, 

Before Equipment Oual i f i cat t on Review Board." Vol III will 
be submitted u/reso lu t ions to open items. 

VAN BRUNT, E E Ariiona Public Service Co 80/12/05. tp. 

07249: 039. 


--8012160506 Vol II of III of transcript of 800925 4 26 "Sys Review of 
Palo Verde Nuclear Generating Station Equip.ment 
Qua 1 if icat ion, Before Equipment Qualification Review Board." 

Pp 214-389. 

Ariiona Public Service Co, 80/09/25. ia2pp. 07249:040. 


—8012170530 Vol I of III of transcript of S00925 4 26 "Sys Review of 
Palo '/erde Nuclear Generating Station Equipment 
Qualification Before frlquipment Qualification Review Board." 

Pp 1-213. 

* Ariiona Public Service Co 80/09/25. 22lpp, 07249:221. 


DOCREI STIl-50-527 PALO VF.fiOE NU-CLEAfi STATION, UNIT 2 


A. App 1 i cat ion/cons true t ion stage documents i correspondence 


8012160050 Ltr to operating plant licensees, OL applicants 4 CP holders. 
Forwards NUREG~0737 re Tilt action plan requ ire, ments. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 imp 1 ementati on dates util be met. 

EISENH'JTi D, G. Division of Licensing. 00/10/31. 7pp, 
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DOCKETED ITEMS 


Q0131CC^46 !lol 1 f i cat. Ion of sc.iijS meetirg u/util in Sethesda.MD to 
discvsa tWC position on location of tschnical support etr. 
KERRIOAIJ, J. Licansing Ei sn.:?. 3 HO/ll/10, 3pp 07217:322. 


8012S20319 Foriaards util >, Epcttel Poc-er Corp SCI 1 13 8. 05 responses to 
opan items re Class IE sc pouar sgs revie-j t as continuation 
of rev i o'u rec ord. Final resolution to be submitted upon 
reso lu t Icn. 

VAN BRUUr. E E. Apiiona P-jblic Service Co 63/12/09. 32pp. 

&7ia3:001. 


C Utilitv Environmental Report lER). amends 8 correspondence 


6012S304Sii Requests removal of DllA Soil Conservation Svc from OL stage 
environ rept distribution list, per end DQA B0U20 Itr to 
Bechtel, 

VAN BRONr.E. E, Ariions Public Service Co. 60/12/16. 2pp. 
07312:272. 


D. WttC t)ra f t/Fi na L Eiivi r.jn.iicnta 1 Statements, suppls ^ correspondence 


S012160?04 Discusses G0I125 meeting le enc I environ pevlenf schedule. 
Project manager should be contacted if Accident Evaluation 
Branch revieui of Class 9 accidents is delated. 

KIRAOLIA. F. Ljcenslns Branch 3 83/12/04, 2pp. 07262:313. 


8012160237 Bunpiarij of SOI 125 meeting w/AiJL re environ revieiu. 
KERRIG/itl.J Licensing Hr.anch 3 83/12/04 6pp. 07252:230. 


F. Eecuritg. iredical, emergency t: fire protection plans 


B012020693 Notification of 601119 meeting u/util in QethesdaiMD td 
discuss facility fire protection sijs. 

PERRIGiAIl.J. Licensing Branch 3 S3/I1/17, 3pp 06916:001. 


8012090364 Fortuards info 8 draujin-ga of fire detection 6 suppression sgs 
used in facility auriiiaiii bldg, per agreement of B01119 
meeting, Phgs i cal security drauJings withheld from 
putlic disclosure (ref lOCFRS. 790 ) Ap er ture cards in PDR . 

WAN SRUMTiE E. Ariiona Public Service Co. 80/12/03. 9p p , 

07167; 001 , 


0. Adjudicatory correspondence 


0012290423 Foiuiards intervener, joint applicants i NRC updated 
stipulations s'e language of interi-enor remaining 
contentions. 

KCGURRENiH.J Hearing Branch 3 03/12/12. 2pp. 07336:254, 


60]229043'3 Updated stipulations re intervenors PU Hourihan,K Oahl 6 C 
Shueg content ions, Part les agreed to language its accepted 
Contentions 1.,5,7 1 : iT i disputed Contentions 6A, 6D, 1 4, 17, 18, 

23A. 23S 6 2Q. 

OEHR.A.C, Snell iWilmer HtltiKIHAN, P. L Af f i 1 1 a 1 1 on Unknown. 
HCG’JRREM. H, J. Hearing Branch 3 80/12/18, 16pp. 07336:256. 


8012290232 Response in opposition to all PL Hourihan content ions, save 
Contention 63 re postulated ATlfS ei'ent. Other contentions 
do not contain proper subj ma t ter. Cert i f icate of Svc end. 
t4CeURREN.^H .J Hearing Branch 1. 60/12/19. I5pp, 07343:043. 


8412300487 Response in opposition to disputed Contention 6A re 
canseAuences of Class 9 acc i d enti. Content ion 68 re safety 
measures t-j mitigate postulated AlliS event 4 Contention 14 
re effects of radiation. N/Cer ti f icate of Svc. 

GEHR.A.C. . BISCHOFF, C A Ariiona Public Service Co, OEHR.AC, 
Sr.ell 4;Nllir,Br 80/12/19 I7pp 07359:185. 


i<. Utility Final Safety Analysis Report IFSAR) 4 amends 


a01233030'2 Foruardi Ame.md 3 to Palo Verde 1,2 4 3 FSA9, 

VAN BRUNT, E E. Ariiona Public Service Co 60/12/18. Ip 
07306: <501, 


— 801323<5307 Amend 3 to Palo Verde 1.2 4 3 FSAR. 

+ Ariiona Public Service Co. 80/12/18, 2S0pp. 07308:001, 


Q. Inspection reports. IF Bolletins .5: correspondence 


8012170/25 Forwards IE Info Notice 80-37, 'Containment Cooler Leaks 4 
Reactor Cavity Flooding at Indian Point Unit 2.'' No upitten 
response required, 

ENOELKEIl, R. H Rogiori 5. San Francisco, Office of the Director. 
80/10/24. Ip. 07266:069, 


9012170/37 Forwards IF Info Notice 80-38. 'Cracking in Charging Pump 
Casing Cladding. " No written response required. 

6NGEL/.FN, R. H Region 5. San Francisco, Office of the Director. 
eO/10/30. Ip 0/265: 075. 


8012010010 Forwards IE Insp Repts 50-528/00-15,50-529/80-13 6 
S0-53O/80-1S on 600909-12. No none omp 1 i an c e noted, 

SPENCER. G. 5 Region 5, San Francisco. Reactor Construction 4 
Engineering Support Branch 00/10/31 3pp 07092:097. 


--6012010014 le Insp Repts 50-528/80-15,50-529/80-15 4 50-530/60-15 on 
600909-12. No none omp I 1 anc o noted. Major areas inspected: 
licensee action on previous insp findings 4 Part 21 repts 4 
installation of pipe supports 4 restraints, 

ECKHARDT, J, H , HERNANDEZ. G, , D ' AN'OELD, A. J. Region S, San 
Francisco. Office of the Director. 60/10/29. 0pp. 07092:099, 


8012170344 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves I'fg by Valcor Engineering Corp " No written response 
is required. 

EN3ELMEN, n H Region 5, San Francisco, Office of the Director. 
00/10/31. Ip. 07266: 033. 


801212020? Forwards IE Bulletin 60-21, "Waive Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response requirod. 

ENOELKFII, R. H. Region 5, San Francisco, Office of the Director, 
00/11/06. Ip, 07228: 292, 


8012030920 Forwards IE Info Notice 80-40, "Escessivc Nitrogen Supply 
Pressure Actuates Safety Relief Waive Operation to Causa 
Reactor Oepressur i lat i on. " No written response required. 

ENOELKFN, R. H Region 5, San Francisco, Office of the Director. 
80/11/07, Ip, 07150: 179. 


3012080638 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Oys at Davis Besse Unit 1. " No 
response required. 

EN3SLKEN, R. H Region 5, San Francisco, Office of the Director. 
SO/ll/10. Ip. 07163: 035. 


8012040315 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpower associated w/c.drr ec t i ve actions. 

ENOELKFN, R. H. Region 5, San Francisco, Office of the Director, 
60/11/14 Ip. 07153: 131. 


8012040538 Forwards IF Bulletin 60-24, "Prevention of Damage Due to 
Water Leakage Inside Cqnt<slnment. " No written response 
required, 

ENSELKFN, R. H. Region 5. San Francisco, Office of the Director. 
60/11/21, Ip. 07169:156, 


8012160095 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No response required. 

ENOSLKFN, R. H. Region 5, San Francisco, Office of the Director. 
00/11/24. Ip, 07262: 104, 


6012160127 Forwards Suppl I to IE Info Notice 80-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange, " No written response 
requir ed. 

EN9ELKFN, R. H, Region 5, San Francisco, Office of the Director, 
80/11/26, Ip. 07262: 073. 


3012310231 Forwards IE Insp Repts 50-528/60-10,50-529/80-16 4 
50-530/80-lS on 301001-31. No noncomp 1 ianc e noted. 

SPENCER, G.S. Region 5. San Francisco, Reactor Construction 4 
Englnaering Support Branch, 80/12/03. 2pp. 07370: 03B, 


, --6012310234 .IE Insp Repts 50-528/80-18,50-529/90-18 4 50-530/80-10 on 
001001-31. No noncompliance noted, Major areas inspected: 
reactor vessel protect ion, anchor bolt tensioning 4 RCPB 
instal la t ion 

VORObRDRUEGGEN Region S, San Francisco, Office of the Director. 
HAYNES, R. C, Region 5, San Francisco, Reactor Construction 4 
Engineering Support Branch, 90/12/01. 5pp. 07370:040. 


S, Reportable occurrences, LERs 4: related correspondence 


8012100334 Interim deficiency rept updating 601120 telcon re sway 
s trutsi snubbers 4 shock suppressors found to contain 
partially or totally disengaged self-aligning rod end 
bushings. Final rept to be sub.nltted by 810301. 

VAN BRUNT, E 6, Ariiona Public Service Co. 80/12/01. 3dd 
07219: 046, 


8012100414 Second interim deficiency rept re loose bushings on Corner 4 
Lada sway struts. Invest i gat ion con t liiuing. Reso 1 ut ion 4 
completion plan will be imple, rented by 810201. Final rept 
will be sub.miitted by 610331, 

VAN BRUNT, E E, Ariiona public Service Co. 80/12/01. 4dd 
07219:040. epp. 



DOCKETED ITEMS 


801253039“? Interim deficiency rept re etcessivs shear stresses in 
concrete slabs supporting Safety Injection Tanks 1B<2A t 2B, 
Final rapt completion date reforecasted to S103O1 
VAN BRyUT. E E. Aruona Public Service Co. 80/12/12. 2pp. 
07318: 2S&. 


e0t2230‘196 Rei^ussts evaloation o# deficiencv repts within 30 days re 
ueld averstress caused by pulled pipe spocls> cable tray 
supports not meeting drawing regu i remenls class IE 
conductors too close to nan-Class IE conductors. 

VAN BRUNFi E, E, Ariiona Public Service Co. 00/12/12. 2pp. 

07316: 237. 


e012230‘149 Interim deficiency rept re inadenoate concrete strength 
aeheived u/pneu.na t ica 1 ly placed mortar repa i rs. Final rept 
incoPiplete fn uill be sent by 801229. 

VAN BRyWTi E. E Ariiona Public Service Co. 00/12/16. 2pp. 
07318: 289. 


T. Hearing transcripts on non-ant i trust matters 


8012080199 Transcript of B01202 prehearing conference In Phoenix. AZ on 
facility OLs. Pp 1-50. 

* Atomic Safety and Licensing Board Panel. B0/I2/02, SOpp. 

07191: 217. 


8012160499 Forwards Vols I 11 of transcript. "Sys Review of Palo 
Verde Nuclear Generating Station Equipment Qualification. 

Before Equipment Qua I i f i ca t i on Hevieu Hoard '' Vol III oill 
be suhdiltted w/resolut 1 ons to open items. 

VAN SHUNT, E.E. Ariiona Public Service Co. 00/12/05. Ip. 

07249: 039. 


— 8012160S06 Vol II of III of transcript of B0092S & 26 "8y s Review of 
Palo Verde Nuclear Generating Station Equipment 
Qua I i f i cat 1 on. Be fore Equipment Qua 1 i f ica t ion Revieu Board. “ 

Pp 214-389. 

•e Ariiona Public Service Co. 80/09/25. 162pp. 07249:040. 


— 8012170530 Vol I of III of ' t ransc r ip t of B00925 ti 26 “'Sys Review of 
Palo Verde Nuclear Generating Station Equip.Tient 
Qualification Before Equipment Qua 1 i f icat ion Revieu Board. '' 

Pp 1-213. 

a Ariiona Public Service Co. 80/09/25. 22tpp. 07249:221. 


DOCKET 8TN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. Ap p 1 1 c at i on /c ons tr uc t i on stage docuiments i, correspondence 


6012160050 Ltr to operating plant licensees. QL applicants 4: CP holders. 
Forwards NUREO-0737 re TMC action plan requirements. Reques ts 
operating reactor licensee confirmation in 45 days that 
Etie 1 1 Implementation dates will be net. 

EISENHUT. D. G. Division of Licensing. BO/tO/31. 7pp. 


8012100246 Notification of 801118 meeting w/util in Qettvesda. ND to 
discuss NRC position on location of technical support etr. 
KERRIOAN.J, Licensing Branch 3. 8D/11/18 3pp. 07217:322. 


8012290319 Forwards util 2 Bechtel Power Csrp 801113 It 05 responses to 
open Ite.KS re Class IE ac power sys review t as continuation 
of revieu record, Final resolution to be submitted upon 
re so lu 1 1 on. 

VAN BRUNT. E. E. Ariiona Public Service Co. 80/12/09. a2pp. 

071B3; 001. 


C. Utility Environmental Report (ER). amends i correspondence 


8012230496 Requests removal of DOA Soil Conservation Svc from OL stage 
environ rept distribution list. per enc 1 DDA 801120 ltr to 
Bechtel . 

VAN BRUNT. E E. Ariiona Public Service Co. 90/12/16. 2pp. 
07312:272, 


D. NftC Draft/Final Environmental Statements, suppls St correspondence 


8012160204 Discusses 801125 meeting re end environ review schedule, 
PrO'jeet manager should be contacted if Accident Evaluation 
Branch review of Class 9 accidents is delayed. 

MIRAOLrA, F. Licensing Branch 3. 80/12/04, 2pp. 07262:313. 


3012160237 Bummary of 801125 meeting o/ANL re environ review, 
KERRIOANtJ. Licensing Branch 3. 80/12/04. 6pp. 07252:230. 


F. Security, .■’ledicdl. e.iieT gency fire protection plans 


S012020693 Notification of 801119 meeting ti/util in Bcthesda.NO to 
discuss facility fire prutvction sys 

P,ERRIGAN..J Llccr.sing Hfanch 3 QO/ll/17. 3pp 06916:001. 


8012090064 Forwards iJifu .'rawinj? of fire detection t suppressio 
used in fac 1 1 i ty audliary bldg, per agreement of 801119 
mee 1 1 ng Ph y s i c a I security drawin.js .withheld from 
public disclosure (ref lOCFR.-! 7901 Aperture cards in PDR. 

VAN BRUNT. EE. Aricora Public Sersica Co. 60/12/03. 9pp. 

07187: 001 


G Adjudicatory cor respon donee 


8012290423 Forwards i nte >•■. erict , joint applicants t: NRC updated 
stipulations re language of iiitervenei rsiraiiiing 
content Ions. 

I'iCOURfttN, H. J. Hearing Itrsnch 3 90/12/12 2pp. 07336:254. 


— 8012290430 Updated stipulatidns re i nterverior s PL Hourihan.K Dah 
Shuey content i ons Part ies agreed to language in accepted 
Contentions 1.5.7 t 8 f disputed Con tent ions 6A> 6B. 14. 17, 16. 
23A,23B L 28 

GEHH.A.C. Gtiell LWil.rer HOUR IHAN. P. L Aff il t atioA Unknown 
MCOUSHEN.H J. Hearirrj Rrancn 3 30/12/12 I6pp. 07336:256. 


9012290232 Response in apposition to all PL Hourihan c ar>t en t lone . s. 
Contention 6B re postulsteu ATiiS event. Other cantcntlons 
do not contain proper subj .natter Certificate ef Gve end. 
I1CGURREN. H. J Hearing Rranch I 80/12/19. 15pp. 07345:043. 


8012300437 Response in opposition to disputed Gonletitlon 6A ro 
consequences of Class f ac-.' i d en 1 5 . Co nten 1 1 on 63 re safety 
measures to mitigate p os ru I .t ted ATliS event 4 Convention 14 
re affects of radiation ll/C e r fc if ica te of Svc. 

OEHH.A.C.. BIGCHOFF. C. a Ariiona Public Service Co, OEKR.A.C. 
SnsU i: Nilmer. Q0/12MV 17pp 07359:185. 


K Utility Final Safety An.sJyiis Report iFSARI 4 amends 


0012230302 Forwards Amend 3 to Palo Verde 1.2 6 3 F9AH. 

VAN QKUI4T.E E. .Ariiona Public Service Co, 00/12/18. Ip. 
07308: 001. 


--□012230307 Ame,-,d 3 to Fata Ve: do 1 . 2 •! 3 FSAR. 

•» Ariiona Public Reivi:? < 80/12/18. 25Dpp, 07308:001. 


Q. Inspection reports, IE Bullet ins i correspondence 


8012170725 Forwards IE Info (Pities' 80-37, ‘Conta itimerit Cooler Leak' 
Reactor Cavity Flaedin} ai Indian Point Unit 2. No uritteii 
response required 

ENOELFFN. R, H Region 5, San Franc i s c e, Office of the Director. 
80/10/24. ip. 07266, OBv 


8012170757 Forwards IE Irfj Notice 90*39. 'Cracking in Charging Pu. 
Casing Cladding. " No written response required 

EN'OELKEN. R K Region 5, ?an Francisco. Office of the Director. 
80/10/30, Ip. 07265. vV 5 


9012010010 Forwards IE tnsp Repts 50-52S/QO- 1 5, 50-529/90- 1 5 ft 
50-530/80-15 on 600'90’¥-12 No noncompliance natetf. 

SPENCFH.O.S Region 5. San Francisco. Reactor Construction ft 
Engineering Support Hraiicli, t’O/ 10/31, 2pp 07092:097. 


--8012010014 IE Insp Repts 50-523/60-15,50-529/00-15 ft 50-530/B0-1 
800909-12. No 11 one omp 1 I anc « noted. Major arras inspected; 
licensee action on pre.ioui insp findings ft Part 2t repts ft 
installation of pipe supports restraints. 

ECKHARDT, J. H. . HERNANDEZ. 0, , D'ANGELO. A J, Region 5, Ban 
Francisco. Office of t.ho Director, 00/10/29, Bpp. 07092:099 


8012170B44 Forwards IE Info Notice 80-39, "Ma I fuivc ti on of Solenoid 
Valves ttfg by Valeor Engineering Carp. " Ho written response 
is rsqo I red. 

ENOELKFN, R. H. Region 5, San Francisco. Office of the Direct'Or. . 
80/10/31. ip. 07266.033 


0Oi8(2O2O'9 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Ha 
Foundry Co, Inc." Written response required. 

EN0ELK6N, R.H Region 5. San Francisco. Office of the Director.' 
00/11/06. ip, 07220; 292. 
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DOCKETED ITEMS 


SOi2O30t^O Ffrujardf- IF Inro Mj’iit? aO-Ji). "Excessive Mitrojen Suppli^ 
Pressure A..tvst«i Safet'j ReUs'f Valve Operation to Cause 
Beaetor Depro s s tt i s a i i cn ' Mo jritten response required. 

ENOELltFIl. a. H Rc-aSvr. r. iar. Frsisciscti, Office of tlie Director. 
S0/U/’07. ip, 07150: l/'f 


GQlSOSOoaa Poryarts IE Into Notice 30-41. Tailure of Suing Check Valve 
in Hecaa Heat ftemaval S^s at Davis Eesse Unit 1. " Ho 
respoi^'se required 

EH5£l.t*eH. B it I’ejinn 5. San Francisco. Office of the Director, 
BO/ll/lO. Ip 07133 O’? 


— aOiSlfiOSDi Vo I 11 of tn -Jf transcript of 300925 t< 26 “Sijs Revleti of 
Palo Verde Mod ear Generating Station Equip.rent 
Qua I If i c at i on. Defer e Equipment Qjal J f i cat ion Revt eu Hoard. " 

Pp 2t4-3E9. 

a Ariiona Public Service Co 80/09/25. 132pp. 07249:090. 


— 3012170530 Vol I of III of transcript of B0092S 4 26 "3gs Review of 
Palo Verde Nuclear Generating Station Equipment 
Qua 1 1 f i c a 1 1 or Defore Equipment Qualification ftevieu Board. " 

Pp 1-213. 

e Ariiona Put lie Service Co 80/09/25. 22lpp. 07249:221. 


e0120.40?15 F.jruards IE Bulletin e0-23< 'Failures of Solenoid Valves 
Mfg bi| Valcor Engineering Corp." Requires estimate of 
iranpojer associated w/enrrective ac*dDns 

ENOEtUffl.B H Regloi. 5 fen Francisco. Office of the Director. 
80/11/14. Ip. 07158 131 


8012040533 Forwards IE Bulletin GO-2'li 'Prevention of Damage Due to 
Hater Leakage Inside C atita i nmer t " Ho written response 
required , 

EN3£LS»PH. R. H Region 5, San Francisco. Office of the Director. 
eO/ll/21. ip. 07169 tso 


80l2t60'39S Forwards IE Info Nccice 30-42. "Effect of Radiation on 
Hgdraulic Snubber Fluid " No response required. 

ENSELKEH. R. H. Region 5, San Francisco. Office of the Director, 
80/11/24 Ip. 07262:104 


8012160127 Forwards Suppl 1 1.) IE Info Notice 80-29. "Broken Studs on 
Terry Turbine 5tea.n Inlet flange." Ho written response 
required . 

ENSELKEHtR.H Region S. San Francisco, Office of the Director. 
80/11/26 Ip. 07262: 0/.3 


6012310231 Forwards 16 Insp Hepts 50-528/BG-lS. 50-529/60-lB 4 
50-530/63-18 on 30100! -31 Ho non c onp 1 1 an c e noted 
SPENCERiO.S Region S. San Francisco. Reactor Construction (c 
Engineering Support Branch E3/I2/03 2pp. 07370:033. 


—8012310234 16 Insp Rep ts SC-526faO" 18. 50-529/60-18 4 50-530/30-18 on 
801001-31. Ho iioucomp ] ianc a noted. Ha lOr areas inspected: 
reactor vessel protectiuft. anchor bolt tensioning 4 RCPO 
tnstal lation. 

VORDEfiCRUEQQEN Region 5. San Francisco, Office of the Director. 
H.'.VNES. fi C Region 5. San Francistu, Reactor Construction U 
Engineering Support Branch 3D/52/0I. 5pp 07370:040. 


S. Repfl.rtable oc curienc es. l.Efts 4 related c orresp ordence 


8012100334 Interim deficiency rept updating 801120 telcon re sway 
struts, snubbers !: shoe * suppressors found to contain 
partially or totally disengaged self-aligning rad end 
bush tngs. Final rept to be submitted by 810301. 

VAN SBUHT'E E. Ariiona Public bervice Co. 80/12/01 3pp 
07219; 046 


3012100414 Second iiileriin deficiency sept re loose bushings on Corner & 
Lada sway struts Investigation c ont i nuing. Resol ut ion h 
conpletion plan will be l.aplenented by 810201. Final rept 
will be submitted by 31033) 

VAH BRUNI.E E. An lona PubI i c Service Co, 90/12/01. 4pp. 

07219 : 040 


3012230.196 Requests evaluation of deficiency repts within 30 deys re 
weld overstress caused by pulled pipe spools. cable tray 
supports not meeting di4.jjnj vequir eirents i- class IE 
conductors too close to ron-Cless IE conductors. 

VAM DSUHT.E. E. Ar 1 1 one Pu b I i c Srrv i c e C o , 80/12/12, 2pp, 

07316 ; 239 . 


60125 30449 Interim deficieii-y rept re inedequate concrete strength 
achelved u/pneuina t i c a 1 ly placed msrter repairs. Fine 1 rept 
incomplete i ul 11 be sent by 601229 

VAM DRUKT. E E. Art lona Pub I ic Service Co. 80/12/16. 2pp. 
07319:285. 


T. Hearing transcripts on non-an t i trus t natters 


8012030199 Transcript of GC1202 piehaariiig conference in PhoeniiiAZ on 
facility OLs. Pp 1-50, 

a Ato-nlc Safety and Lijetititig Board Fane! 80/12/0S. 50pp. 

07131:817. 


6012160499 Foruards Vels I 4 II of transcript. '“Sys Review of Palo 
Verde Nuclear Generating Station Equipment Qualification. 

Before Equipment Qua 1 j f icaticui Reviej Board," Vol III will 
be submitted lu/resolutions to ope.n items 

VAM BRUMF. E £ An tuna Public Service Co. 80/12/05, Ip. 

07249- 037. 


DOCKEl 50-537 CLINCH RIVER BREEDER REACTOR 


A. App 1 1 ca t i on/ c ons 1 1 ' uc t i o n stage documents 4. correspondence 


8012190161 "Thermal Hydraulic LKFRFt Safety Eiperimentsi " monthly 
highlight Itr for Oct 1930 

OIHSBEHO, T, Brook haven National Laboratory. FIH A-3024. 
3012190161 , 30/10/31. 4pp. 07232: 044. 


, SO12020497 Forwards "Prediction of FFTF Natural Circulation Test 

Results Using Clinch River Dreader Reactor Plant Project 
Methodology." 4 "Dotno Pretest Predictions for FFTF Natural 
Circulation Tests," Info available in Central Files only. 

COPELAND. P.L En e rg y . Oep t. o f . Clinch River Breeder Reactor Plant. 
30/11/28. 2pp, 07131 : 012 


D. Utility Preliminary Safety Analysis Reporti amends 


8012050383 Forwards Certificate of Bve confirming distribution of 
Amend 58 t o P5AR. 

COPELAND. R. U Ene rgy . De p t, 0 f , Clinch River Breeder Reactor Plant, 
SO/12/02. 2pp. 07175:070. 


8012310303 Forwards Amend 59 to PSAR. Service list end. 

COPELAND, R, L. En ergy . De p t of . Clinch River Oreedor Reactor Plant. 
30/12/30, 4pp, 07366:040. 


3012310305 Amend 59 to PSAR. 

4 Ener g y . Dep t. of . Clinch River Breeder Reacter Plant. 80/12/30. 
1600pp, 07366: 048. 


9. Reportable occurrences, LERs 4 related correspondence 


G012100408 Part 21 rept re inoperable prototype va tve, reported on 
80101 5. Procuremen t controls are in place to prevent 
fabrication of plant valves prior to design verification. 

Evaluation determined malfunction nonreportab I e. 

KCOEnMOTT, R. J. Rockuell International Corp., Atomics International 
Dlv. 80/1 1/14. 3pp. 07218: 005. 


DOCitET aTfi-SO-546 tCARDLE HILL tJiJCLEAH STATION. UNIT I 


A. App I ica 1 1 on/cons t rue t i cn stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees. QL eppllcants 6 CP holders. 
Forwards NUREO-OVa? re Tilt ection plan requirements. Requests 
operating reactor licensee cclifirmation in 45 days that 
Enel t implementation dates will be met. 

EISEIM'JT, D. 0, Division of Ltcenaing, 80/10/31. 7pp. 


8012190427 Confirms 301209 meeting u/utll at site to discuss HRC 
evaluation of regulatory performance. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 80/12/02. 
Ip. 07236:261. 


8012310165 Notl f ica tlon of 810103 meeting w/utU In BelhesdaiMD on Insp 
it testing re cadwetd deficiencies at facilities. 

MONO.H.U, Assistant Director for Components 6 Structures 
Engineering. 80/12/18. 3pp 07369.277. 


H. General cos-respondence 


8012300657 Supports operation of fae 1 1 ity. Requests info on nuclear 
power plants. Co ngress Iona I Itr enc 1 

WALKEfi.C.H. Affiliation Unknown, 30/12/24, 2pp. 07308:001. 


0. Inspection reports, IE Bulletins 4; correspondence 


8012170498 Forwards IE Info Notice 80-37, "Containment Coaler Leaks 6 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLER. J.O. Region 3, Chicago, Office of the Director. 60/10/84. 
Ip. 07268:081. 



DOCKETED ITEMS 


eO12O3039i Foruards IE Insp Repts 50-54i>/80-37 t 50-547/80-37 on 
800901— 30. No none omp 1 1 anc e noted 

FIOREt-LI(G, Region 3. Chicago. Reactor Cons true t ion it Engineering 
Support Branch, SO/JO/Sa. Spp, 07149:333. 


— 8012030409 IE Insp fiepts 50-54t/a0-37 t. 50-547/80-37 on 000901-30. No 
nonconp 1 iance noted. Major areas tnspec t ed : au Jt 1 1 iarg bldg< 
fuel handling b Idgr storage of safetg-re lated items ^ 
licetisee program for receiving insp. 

HhRniSO.N. J J. . WlLLIAItB. C C. Region 3, Chicago. Office of the 
Diractor, SO/IO/27. 4pp 07149.340 


6012230163 Reigue^ts eitenslon 'jntll 010101 re corrective action 
implementation dale for Item of Noncompliance 80-28-01, 

SHIELDS. B.W Public Service Co, of Indiana, Inc. 80/11/07. Ip. 
07303: 238, 


8012020743 Forwards three Performance Appraisal Branch Insp repts t; 
mgt evaluation treo w/oser guide so that facilitg can 
co.Tipare program to program alreadg reviewed k nake 
appropriate ad justments. Vi/o enc I 

KEPPUEflj J. 0. Region 3. Chicago, Office of the Director. BO/ll/lS. 
4pp. 


6012040343 Ac k receipt of S01107 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-S46/80-28 St 
50-347/80-28. 

FIQRELLl.O. Region 3, 'Zhlcago, Reactor Construction it Engineering 
Support Branch, 80/11/20. 2pp 07163:221. 


8012040347 Responds to NRC 800924 Itr re violations noted in IE Insp 
Repts 50-546/80-28 Si 50-S47/B0-2S. Roques ts eitenslon of 
compliance date from 801031 to SiOlOl. 

SHlELDSiS N. Public Service Co. of Indiana. Inc. 80/11/07. Ip. 
07163:222 


8012240066 Forwards IE Insp Repts 50-546/80-38 Si 50-547/80-30 on 
BOlOOB-10, 17 Si 27, No noncompliance noted. 

FIORELLl.O. Region 3, Chicago, Reactor Construction S< Engineering 
Support Branch. 80/11/20, 2pp, 07324:270, 


•8012240072 IE Insp Repts 50-546/80-38 S( 50-547/80-38 on 001000-10.17 S< 
27. No noncomp 1 iance noted. Major areas itispa c ted : revised 
document control sgs. 

HARRISON, J. J, , SCHNEIBINZ, E. R. . mLLIAMS.C.C, Regions. Chicago, 
Office of the Director 80/11/17. 4pp. 07324:272. 


8012040641 Forwards IE Bulletin 00-24, ‘'Prevention of Damage Due to 
Mater Leakage Inside Containment." No written response 
required. 

KEPPLER, J. 0, Region 3. Chicago. Office of the Director. 00/11/21. 
2pp. 07165: 340. 


8012080071 Forwards IE Info Notice 00-42. "Effect of Radaition on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLER# J. 0. Regions, Chicago, Office of the Director. BO/11/24, 
2pp. 07182:228. 


6012180154 Responds to IF. Bulletin 80-22 re Automation Industries Model 
200-SPO-008 sealed source c onne c tors. No connecters used. 

Radiographers informed of situation 

OEROENSfC. Cherne Contracting Corp, 80/1 1/24. Ip. 03791:285, 


8012170328 Forwards IE Info Notice 80-29, Suppl I, "Broken Studs on 
Terrg Turbine Steam Inlet Flange " Ho written response 
required. 

KEPPLER, J.O, Region 3. Chicago, Office of the Director, 80/11/26. 
2pp. 07268: 128 


6012230296 Authorizes Cherne Contracting Corp k Commonweal th-Lord to 
resume alectrical k piping work on si te. Condi t ions set for 
resumption of const work. 

BTElLO, y. Office of Inspection (t Enforcement, Office of the 
Director. 80/12/05. 2pp. 073tB: 05t. 


8012300701 Notification of 810108 meeting u/utll to discuss results of 
insps i: addl testing performed. 

UONO, H. 0. Office of Inspection k Enforcement, Office of the 
Director. BO/12/ia, 3pp. 07363:029, 


6012310165 Notification of 810108 meeting w/util in BethesdarMO on insp 
ti testing re cadweld deficiencies at facilities. 

MONCiH. 0, Assistant Director for Components & Structures 
Engineering. SO/12/ia. 3pp, 07369,277, 


S.. Repoitable oc c urrenc e i . t.ER s 6 related correspond ene e 


8012040394 Fln.tl deficiency rept re potential doflciencq reported 
600923 involving SECY V-2t766 stairilesa steel liner work. 

Matl substitution submitted by CB L 14 AE Sargent it Lundy, 
found not reportable per 10CFR50. 55e. 

SHIELDS. S.N Public Service Co. of Indiana. Inc. 60/11/19. Spp. 
07163: 359, 


80120404.30 Final deficiency rep t, orig tnal 1 y submitted 790606, re shot 0 
stud placed in embedment plates Coi-monwealth-Lord instructed 
not to place studs in plates u/o prioi wi'itten authorization 
from util. 

SHIELDS, S. U Public Bervtco Co of Indiana, Inc. 60/11/25. Bppi. 
07169: 246. 


6012220:^26 Interim deficiency vept re radiographs of steam generator 
upper lateral support embcdme'its not meeting density 
r equ z r ements, 1 n i t i a 1 I y reported on 8307 1 7. Re— ei ami nation has 
been p erf ormed. Re su 1 1 s will he available by BtOllS. 

SHIELDS, S.U. Public Service Co of Indiana. Inc. 80/12/10, Ip. 
07303: 249. 


0012220323 Finil doflciency rept re potential failure of auxiliary 
steel at fac i 1 i t y . in 1 1 zal I y reported on S00D13. Correct! ve 
actlons:atl affected pieces will be reworked per approved 
procedures k receipt insp program strengthened. 

SHIELDS, S.W Public Service Co of Indiana, Inc. 80/12/15. 2pp. 
07303. 189, 


0012220337 Interim deficiency rept re discrepancies In ciatl test repts 
for weld filler matl, initially reported on 800326. 

Investigation of addl i ecords will be p er f orised. u/resul t s 
provided in final rept by 610201. 

SHIELDS, 3 N, Public Service Co. of Indiana. Inc. 60/12/15. Ip. 
07301: 204. 


DOCKS t STIJ-SO-547 MARDLE HILL NUCLEAR STATtCH, UNIT S 


A. Ap p I i c a t i on/ c ons true t i on stage documents & correspondence 


8012160050 Ltr to operating plant licensees, OL applicants k CP holders. 
Forwards NUf!EO-0737 re Till action plan r equlvements. Reque sts 
eperat ing reactor licensee eonf Irma 1 1 on in 45 days that 
Enel 1 implementation dates will be mot. 

EISENHUT, D. 0, Division of Licensing, 80/10/31. 7pp, 


6012190427 Confirms 801209 meeting u/utll at site to discuss NRC 
evaluatlO'n of regulatory performance. 

KEPPLER, J O, Region 3, Chicago, Office of the Director. 00/12/02. 
Ip. 07296:261. 


H. Genera 1 eorrespondenco 


0012300657 Supports aperatton of f as I 1 1 ty. Reques ts Info on nuclear 
power plants. C on gressic. no lltrencl. 

WALKER. C.R. Af f 1 1 lat I on Un k nown. 60/12/24. 2pp. 07300:001, 


0. Inspection reports, IE Bullatlns correspondence 


8012170498 Forwards IE Info Notice 80-37, ''Conta Inmont Cooler Leaks ti 
Reactor Cavity Flooding at Indian Point Unit 2, '• No written 
response requ i red. 

KEPPLER, J. 0. Region 3. Chicago, Office of the OlrBCfcor, 30/10/24. 
Ip. 07268:081. 


8012030396 Forwards IE Insp Repts 50-546/80-37 *i 50-547/80-37 on 
800901— 30. No noncomp I i a nc 0 noted. 

FIORELLl.G. Region 3, Chicago. Reactor Construction U Engineering 
Support Branch. e0/10/2H. app. 07149:330. 


— 8012030409 IE Insp Repts 50-546/80-37 k 50-547/80-37 on 600901-30, No 
noncomp I lance noted. Major areas i ttsp ec t ed : au i i 1 iar y bldg, 
fuel handling bldgrstorage of safe ty-re I ated items ti 
licensee program for receiving insp. 

HARRISON, J, 0. , WILLIAMS, C. C, Regions, Chicago, Office of the 
Director, 60/10/27. 4pp, 07149: 340. 


6012220169 Requests eiteivsion until 810101 re corrective action 
implementation date for Item of Noncompliance 80-28-01. 

SHIELDS, 6 W Public Service Co. of Indiana, Inc, 80/11/07, Ip. 
07303:236. 


8012020/43 Forwards three Performance Appraisal Branch Insp repts «< 
mgt evaluation tree w/gsar guide so that facility can 
compaie program to program already reviewed imaVe i 

appropriate ad justmenti, N/o end, ! 

KEPPLER, J. 0, Region 3. Chicago. Office of the Director. 80/11/16. : 

4PP- i 
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8012040343 Aclt r^csipt of SOI 107 1 fer informing NRC oA steps taken to 
correct violations not«ii in !£ Insp Repts 50-546/60-28 t; 
80-547/80-28 

FIGRELLI/O- Region 3. ChicagOr Reactor Construction L Engineering 
Support Branch. SO/ll/SO 2 fp. 07163.221 


6012040347 Responds to tJRC 000724 itr re violations noted in IE Insp 
Repts 50-546/00-23 5 50-947/80-28 Renuests ectenslon of 
conpliance date from E01O31 to SIOIOI. 

SHIELDS- S IJ. Public Service Co if Indiana. Inc. 80/ 1 1/07. Ip. 
07163:222 


8012340C-46 Foruaids IE Inep Repts 50-546/60-36 t 5O-S47/0O-3B or> 
601003-10.17 I- 27. fio ncnc omp I i a nc e noted. 

FICRELLI.O Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 60/11/20. 2p p 07324:270 


— 6013240072 IE Insp Repts 50-546/80-33 t; 50-347/30-38 on 001008-10.17 it 
27. No noxcomp 1 lance noted Major areas inspected : r evi sed 
document control sgs 

HAnfllSO!l.J J , SCHKEI3INZ. E. R. . WILL I AliS, C. C, Regions. Chicago, 
Office of the Director. 30/11/17. 4pp 07324:273. 


8012040641 Forwards IE Bulletin 60-24, "Prevention of Damage Due to 
Water Leakage inside CoTitainment. " Ko written response 
re«iu i red. 

KEPPLEfl.J.C. Region 3, Chicago. Office of the Director. 80/11/21. 
3pp. 07163.340. 


8012060071 Forwards IE Info Notice 00-42, "Effect of Radaition on 
Hydraulic Snubber Fluid. No written response ret^uired. 

KEPPLCH.J. 0. Region 3, Chicago, Office of the Director, 80/11/24. 
2pp. 07132:228. 


€012160154 Respcnds to IE Bulletin 00-22 re Automation Industries Model 
200-520-006 sealed source connec tors. No connecters used. 

Radiographers informed of situation. 

JEAGENS.C. Cherne Contracting Corp, SO/11/24. Ip. 03791:233. 


6012170520 Forwards IE Info Notice 00-29, Suppl I, "Broken Studs on 
ferry Turbine Steam Inlet Flange." No written response 
r equ i red. 

KEPPLER.J.G. Region 3. Chicago, Office of the Director. 00/11/26. 
2pp. 07268: 126, 


8012230276 Avthorlies Cherne Contracting Corp 4: Commonwealth-Lord to 
resume electrical t piping work on si te. Cond 1 1 ions set for 
resumption of const work, 

STGLLO. V. Office of Inspection S; Enforcement, Office of the 
Director 00/12/05, 2pp. 07310:051. 


8012300/01 Notification of BIOIOS meeting w/util to discuss results of 
insps 4: addl testing performed. 

I40.*»8, H. 0. Office of Inspection i; Enforcement, Office of the 
Director. 80/12/18, 3pp, 07363:029. 


8012310165 Notification of 310103 meeting w/util in Qethesda.MD on insp 
t: testing re cadueld deficiencies at facilities. 

WGNO.H. J. Assistant Director for Co.mponents &t Structures 
Engineering. 03/12/18. 3pp. 07369:277, 


S. Reportable occurrences. LERs i related correspondence 


8012'C'40374 Final deficiency rapt re potential daficiency reported 
S00723 involving SECV V-21766 stainless steel liner work, 

Matl sobstltubion submitted by CB i 14 AE Sargent fc Lundy, 
found not reportable per 10CFR5&. 55e. 

SHIELDS, S.W Public Service Co, of Indiana, Inc, BO/ll/19 2dp 
07163:359. 


8012040400 Fina I tfaficiency repl, arig Inally submitted 790806, re shot on 
stud plated in embedment p la tes . Coff.moneueal th-Lord instructed 
not to place studs in plates w/o prior written authorization 
from util. 

SHIELDS. S.W, Public Service Co. of Indiana, Inc. 80/11/29. Sopi . 

rt*7 1 AO' ClalA ^ ^ 


8012220528 Interim deficiency rept re radiographs of steam generator 
upper lateral support embedments not meeting density 
raquirements, ini tial ly reported on 000717. fie-eiamlnat ion has 
been performed. Resui ts will be available by 810119. 

SHIELDS, S. Id. Public Service Co, of Indiana, Inc, 80/12/10 lo 


8DI2220323 Final deficiency rept re potential failure of aubillary 
steel at fac i 1 1 ty . ini t iai ly reported on 000813. Correc 1 1 VB 
actions:all afrected pieces will be reworked per approved 
procedures li receipt insp program strengthened, 

SHIELDS, S. Id. Public Service Co. of Indiana, Inc. 80/12/18. 2pp, 
07303; 189 


SOI 22203 ./7 Interi.T, deficiency rept re discrepancies in matl test repts 
for weld filler ma 1 1 , in i t ia 1 1 ij reported on 800320. 

Investigation of addl, records will be performed, ui/results 
provided in final rept by 810201. 

shields, 8 U Public Service Co. of Indiana, Inc. 80/12/lS, tp, 
07301: 204, 


DOCKET 50-548 FORT CALHOUJd STATION, UNIT 2 


O. Adjudicatory correspondence 


8012000507 Response in support of applicant 801114 request for 
withdrawal of CP app 1 ica t ion. No LHA or CP Issued tt no site 
work done. Certificate of Svc end. 

TUHK.S.E, Hearing Branch 1. 80/12/03 App. 03767:266. 


8012300370 Order dismissing A3L3 hearing on application for CP upon, 
consideration of applicant 801113 request for wl thdraua 1 
of application & NRC 001203 response. 

LAZO. R. 11, Atomic Safety and Licensing Board Panel. 00/12/22, ip. 
07357: JBO. 


DOCKET STfd-50-593 PHIPPS REND NUCLEAR PLANT, UNIT 1 


A. App 1 lean on/construc t ion stage documents i correspondence 


0O1216OOSO Ltr to operating plant licensees, OL applicants it CP holders. 
Forwards NUfiGO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I implementation dates will be net. 

EISENMUT, D. 0. Division of Licensing, 00/10/31, 7pp. 


S012S2D358 Ltr to all CP i. OL holders for ONRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE, App 1 icab ke to all license applications ti 
proposed amends, inc lud 1 r.g core reloads. 

EtSEOHUT, D. 0. Division of Licensing. 80/11/04. 4pp, 


8012070370 Forwards planned changes to FSAR Chapter 17 i TVA rept, 
TVA-TR75-1 re const t, preliminary testing. 

MILLS, L, H. Tennessee Valley Authority. 80/12/01. 3pp. 


0012160327 Responds to NRC 801001 request for info re environ 
qualification testing of saf ety-ro lated equipment. Info wilt 
be available by 810201. 

HILLS- L. M, Tennessee Valley Authority. 00/12/09 tp. 


8012170316 Forwards planned changes to Chapter 17 of F9AR for Sequoyah, 
Watts Bar t Bellefonte it TVA-TR75-tA. Changes supersede 
801201 ltr. Changes will be Included in application for OL 
for Har tsvi 1 1 e, Phipps Bend fe Yellow Creek plants. 

MILtS, L, H, Tennessee Valley Authority. 00/12/09. Spp. 


0. Inspection reports, IE Bulletins It correspondence 


8012130201 Forwards IE Info Notice 00-37, "Containment Cooler Leaks i 
Reactor Cavity Flooding At Indian Point Unit S. " No written 
res pons e requ i red. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director, 60/10/24. 
Ip- 


8012170004 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No specific action 
or response required. 

O'REILLY, J, P. Region 2, Atlanta. Office of the Director. 60/10/31. 
tp. 


8012230030 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
required. 

O'REILLY, J. P, Region 2- Atlanta, Office of tha Director. 00/10/31. 
tp. 


8012110046 Requests assessment it corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEDESCO.R.L. Assistant Director for Licensing. BO/ll/04. 3pp. 


8012110307 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundi'y Co, Inc. " Written response required, 

O'REIlLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/04. 
tp. 


8012030037 Forwards IE Info Notice 80-40, "Excessive Nitrogen Bopplu 
Pressure Actuates Safety Relief Valve Operation to Causa 
Reactor Depressurization.'' No written response required. 

0 'REILLY, J, P, Region 2, Atlanta, Office of the Director. 80/11/07 
tp- 


DOCKETED ITEMS 


2 


BQ1SO80S76 Forwards IE Info Notice S0"4li "Failure of Swing Check Valve 
in Decag Heat Removal Sgs at Davis Sesse Unit I. “ No 
response required. 

0 'REILUV. J. P. Region S. Atlanta. Office of the Director. BO/Il/10, 

tp 


8012040143 Forwards IE Dullettn S0~23. "Failures of Solenoid Valves 
Kfg bg Valcor Engineering Corp •' Requires estimate of 
manpo'wer associated u/correctlve actions. 

0 'Reri..l. Y. J, P. Region 2. Atlanta. Office of the Director. 60/11/14. 
Ip. 


0Ot2O0OiOl Forwards third interim response to I£ Bulletin B0-09( 
"Hgdranotor Actuator Deficiencies. " Actuators mag have been 
used as part of valve actuators. Suppliers will be contacted. 
M1 U.SjL.I 1. Tennessee Valleg Apjthoritg. 30/11/17. 3pp. 


B01SOSOOS3 Forwards IE Bulletin 0O~2‘ti "Prevention of Damage Doe to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director, 80/11/21. 
»P- 


6012060004 Forwards IE Info Notice 20-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written respanae required. 

O'REILUYi J, P. Region 2. Atlanta. Office of the Director, 00/11/24. 
Ip. 


B012I703S9 Forwards IE Info Notice BO-29. Suppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director, 80/11/26. 
Ip. 


3012160169 Ac k receipt of 601112 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-SS3/0O-13 L 
90-554/60-13. 

8T0HR. J.P. Region 2. Atlanta. Fuel Fac ility L Materials Safety 
Branch. 80/12/01. Ip, 03791:343. 


— 6012180179 Responds to NRC S01020 Itr re violations noted in IE Insp 
Repts 5O-S53/S0-13 t< 50-554/80-1 3, Correc t ive actlonsisite 
holding pond discharge records placed in standardlied format 
St spill prevent control S counter measure procedure revised. 
mills* L. M, Tennessee Valley Authority, 80/11/12, 3pp. 

03791: 344, 


■8012180170 Forwards IE Insp Repts 50-553/80-13 U 90-554/60-13 on 
800312-15 it notice of violation. 

STOHRi J. P. Region 2. Atlanta. Fuel Facility L Materials Safety 
Branch. 60/10/20, 2pp, 03791:347. 


•80i21S0tB0 Notice of violation fro.m insp on 800012-15. 

* Region 2. Atlanta. Office of the Director. 00/10/20, Ip. 
03791:349. 


•0012180164 IE Insp Repts 50-593/80-13 i> 90-954/B0-13 on 600612-19. 
None amp 1 1 a nc e noted: fa i lure to maintain records of site 
holding pond discharges 5. failure to provide required 
conditions for effective control of haiardous matl. 

CUNNINGHAM. A. L. Region 2. Atlanta. Office of the Director. 
JENKINS. O.R. Region 2. Atlanta. Fuel Facility Materials Safety 
Branch. 30/10/20. 5pp. 03791:350. 


R. Periodic operating reports related correspondence 


3012230355 Forwards ’’Phipps Rend Nuclear Plant. Const Effects Monitoring 
Rept. 791019-8010101 " per Part I II, Section I, of NFOES Permit 
TN0029301. 

EU-ASKRY. M. T. Tennessee Valley Authority. 00/12/17. Ip, 

07183; 001. 


■3012230360 "Phipps Bend Nuclear Plant. Const Effects Monitoring Rept 
791019-001018," per Part III. Section I of NPDES Permit 
' TN0029301. 

CARDEN. D. M. . OARR ISON. J. M, . TOQUE. T. W. Tennessee Valley Authority. 
30/12/31. 41pp. 07103:001, 


8. Reportable occurrences. LERs L related correspondence 


8012040657 Part 21 rept re reactor protection sys panel design 
deflcioncies, ini tially reported on 000807. No addl info 
received from OE. therefore, no further progress to rept. Final 
rept to be transmi t ted by B10913, 

MiLta.L, t1. Tennessee Valley Authority. 80/11/18. 2pp. 07166:337. 


8012040432 Second interim deficiency rept re deficient welds on weir 
wall liner plates originally reported on 000620, 

Investlpatlon 6 evaluation continuing. 

MILLS, L.M, Tennessee Valley Authority. 80/11/24. Ip. 07170:121. 


8012040435 Forwards first interim deficiency rept re inadequate welds 
on embedded pipe sleeves tn plates, Initial notification 
made on 801024 . 8 1 e eve s having end plates installed before 
801024 placed on hold. Util rewarking accessible sleeves 
mills. L. 11 Te.inossee Valley Authority 80/11/24. 3pp 07170:118. 

6012050369 Deficiency rept re link rod assembly in Delaval diesels. 
Dowel counterborc of link rod assembly .nay be too shallow. 
Transamerica Delaval described insp method required. Gnsito 
diesels will be placed on hold pending insp 
MILLS. L.M, Tennessee Valley Authority N 30/11/26. 2pp. 


6012090301 Third interim deficiency rept re standby gas treatment sys 
charcoal adsorber Cl I nuclear submitted rept requiring 
review by util before final corrective actions can be 
prescr t bed. FI na 1 rept by 810302. 

Mil. LS. L M. Tennessee Valley Authority 50/11/26 Ip. 


0012100473 First interim deflcic.icy rept re defective link rod assembly 
in Delaval diesel generators. initially reported on 801027. 

Onsite diesels will be pKscod on hold i: inspected for 
defect. Final deficiency rept will ba provided by 601125, 

MILI. S.L 11, Tennessee Valley Authority. 60/11/26. 2pp, 


6012240069 Part 21 rept re reactor protection sys fleilble conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel s.jrfaces where termination modules are mounted. 

SHFRIJCaS. 0. G. General Eiectrlc Co. 00/12/06 3pp. 


8012300484 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate uie 1 d . i n 1 1 i a ! I y reported on 600S05. Caused by 
inadequacy of manufacturer QA p rogram. Miss ing weld has been 
added 4. inspected. QA program audit conducted. 

MILLS. L.M. Tennessee Valley Authority. 00/12/18. 3pp. 


S01231O529 Forwards final deficiency rep t. ini t i al ly reported on 800613, 
re reactor pressure vessel shroud head 4 moisture assembly 
f ire. Cor ret t i ve ae t ions, inc 1 ud i ng claaning procedures 6 
liquid penetrant e ramitia t ions, t o be completed by 610501. 

MILLS, L.M. Tennessee Valley Authority. 00/12/19. Ip. 07361:040. 


DOCKEI STN-50-554 PHIPPS SEND NJCLEAR PLANT, UNIT 2 


A. App 1 ica t ion/cons true t ion stage documents 4 correspondence 


8012160050 Ltr to operating plant licensees. QL applicants it CP holders. 
Forwards NUREO-0737 re TMI action plan requirenents. Requests 
operating reactor licensee confirmation in 45 days that 
End i i .-ip temenia t i on dates will be met 
EISEI'KVT, D. G, Division of Licensing, 80/10/31. 7pp. 


BOl 2220358 Ltr to alt CP S OL holders for BURs re requirement for 
i (np lomen t a t ion of ODYN cotie fo, licensing basis calculations 
performed by GE. App 1 i cati le to all license applications L 
proposed amend s* including core reloads. 

EISENHNTi D, G, Division of Licensing, 00/11/04. 4pp. 


8012090370 Forwards planned changes to FSAR Chapter 17 it TVA rept. 
TVA-TR75-I re const 6 preliminary testing, 

MILLS. L. IV Tennessee Valley Authority 00/12/01. Qpp. 


8012160327 Responds to NRC 801001 request far info re environ 
qual i f 1 1 a t ion testiny of saf ety -rel a ted equipment. Info will 
be available by 810201. 

I11LI0. L.I1. Tennessee Valley Authority. 80/12/09. tp. 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah. 
Matts Bar L Sellefonta t TVA-TR7S-1 A. Changes supersede 
001201 ltr. Changes will be included in application for OL 
for Hartsvi 1 1 e. Ph j pps Bend 4 Veltou Creek plants. 

MILLS, L. (1. Tennessee Valley Authority. 60/12/09. Spp. 


0. Inspection reports, IE Suiletins 4 correspondence 


8012150201 Forwards IE Info Notice 30-37, '•Containment Cooler Leaks U 
Reactor Cavity Flooding At Indian Point Unit 2.’' No written 
response required . 

O'REUXY, J. P. Region 2, Atlanta. Office of the Director. BO/IO/24. 
Ip. 


6012170004 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Englnesring Corp. ’ No specific action 
or response required. 

O'REILLV, J. P, Region 2. Atlanta, Office of the Director. 00/10/31. 

1 p. 
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DOCKETED ITEMS 


0012530030 Forwards IF- Circular 00-23. "Potential Defects in Beloit 
Power Sys Emeryency Genoratoi s, " No written response 
roqu i red. 

O'REILLY, J. P. Resloii 2. Atlanta. Office of the Director. 00/10/31. 
>P- 

B0t2tl00fi& Rei^ueste assessment ft; corrective actions taken re control 
roan ceiling constructed w/apparent ly flamxable tiles within 
20 d s . 

TEOES’ZO* . L. Director for Licensing 60/tI/04, 3pp, 

0012110307 Forwards IE 3u!lat!ii 00-21. ' Ya I ve Votes Supplied by Malcolm 
Foundry Coi Inc " IJritten response required. 

O 'REILLY. J P Region 2. Atlanta. Office of the Director. 80/11/06. 

ip 

8012030337 Forwards IE Info Notice 80—10. "Ereesslvo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuv i *ia tion *' Mo writton response ranuired. 

O’REILLY. J.P Region 2. Atlanta. Office of the Director. 80/11/07, 
Ip. 

80120'8027*. Forwards IE Info Notice 00-41. "Failure of 8'jin.g Check Valve 
In Decay Heat Removal Eys at Davis Basse Unit 1. '' No 
response required. 

O'REILLY.J P. Region 2. Atlanta. Office of the Director. 00/11/10. 
IP 

8012040143 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. *’ Requires estimate of 
manpO'jer associated u/corrective actions. 

O'REILLY.J P Region 2. Atlanta. Office of the Director. 60/11/14, 
Ip 

801208060! Forwards third intcri.n response to IE Bulletin 00-09. 
"Hydpamotor Actuator Def Ic ianc 1 es , " Actuators may have been 
used as part of valve ac tuato r s, Sopp 1 i er i will be contacted. 

MIlLS.L. 15 Tennessee Valley Authority 60/11/17. 3pp. 


8012050023 Forwards IE Bulletin 80-24. 'Prevention of Damaga Duo to 
Mater Leakage Inside Containment." No written response 
reqtuir ed . _ , , 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 80/11/21. 

tp 

0012080004 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required 
O'REILLY. J.P Region 2. Atlanta. Office of the Director, 80/11/24, 
Ip- 

8012170399 Forwards IE Info Notice 00-29, Supp 1 1. "Droien Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'REILLY.J P. Region 2, Atlanta. Office of the Director. 00/11/26. 

Ip. 

8012180169 AcV receipt of 801112 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rspts 50-353/80-13 t» 
50-554/80-13. 

STOHR. J.P. Region 2. Atlanta, Fuel Facility L llaieriaU Safety 
Branch. 60/12/01. Ip. 03791:343, 


— 801218-3175 Responds to NRC 801020 Itr re violations noted in IE Insp 
Repts 50-553/00-13 & 50-554/80-13 Corrective actions: site 
holding pond discharge records placed in s tandardi led format 
$! spill prevent control t counter measure procedure revised. 
MILLS.L.M Tennessee Valley Authority. 80/11/12. 3pp. 

03791:344 


— 0019180176 Forwards I£ Insp Repts 50-933/80-13 6 90-554/80-13 on 
e00ai2-tS & notice of violation. 

STOHR. J.P. Region 2, Atlanta. Fuel Facility 4 Materials Safety 
Branch. SO/10/20. 2pp. 03791:347. 


— 8012180180 Notice of viola 1 1 on jf ron insp on 800012-15, 

a Region 2. Atlanta, Office of the Director. 60/10/20. Ip. 
03791:349, 


•8012180184 IE Insp Repts 50-653/80-13 50-5S4/80-I3 on 800912-19. 

Ndncompllance noted : fai 1 ure to mainfcain records of site 
holding pend discharges i failure to provide required 
conditions for effective control of hazardous natl. 

CUNMIlfOHAM. A L. Region 2. Atlanta, Office of the Director. 
JtKXfIfS.O R. Region 2. Atlanta, Fuel Facility A Materials Safety 
Branch. 00/10/20. 9pp, 03791:350, 


R. Periodic operating reports V related correspondence 


80122.30355 Forwards "Phipps Bend Nuclear Plant. Const Effects Monitoring 
Rep t. 791019-801019, " per Part III, Section I. of NPOES Permit 
TNO 029301. 

EL-ASHRY. M. T. Tennessee Valley Authority 80/12/17. Ip. 

07103; OOl. 


— 0012230360 "Phipps Bend Nuclear Plant, Const Effects Monitoring Rept 
791019-001010," per Part III, Section 1 of NPDES Permit 
7(10029301. 

CARDEN, D. M. , OARR I SON . J M, , TOOLE, T W. Tennessee Valley Authority. 
80/12/31, 4tpp. 07103:001. 


S Repo I- table occurrences. LERs 4. related correspondence 


8012040432 Second interim deficiency rept re deficient wolds on weir 
wall liner plates originally reported on 800020. 

Investigation i evaluation continuing. 

MILLS. L.M. Tennessee Valley Authority. 80/11/24. Ip. 07170:121. 


8012040435 Forwards first interim deficiency rept re inadequate welds 
on smbedded pipe sleeves to p lates. Ini t ial notification 
made on 001024. Sleeves having end plates installed before 
801024 placed on hold.Vtil reworking accessible sleeves. 

Mti.18. L.M. Tennessee Valley Authority 80/11/24. 3pp. 07170:118. 


3012050369 Deficiency rept re link rod assembly in Delaval diesels. 
Do'wel -counterbore of link rod assembly may be too shallow, 
Transamerica Delaval described insp method required, Qns ite 
diesals ulll be placed on hold pending insp. 

MILLS, L.M. Tennessee Valley Authority. N. 80/11/26. 2pp. 


8012050381 Third interim deficiency rept re standby gas treatment lys 
charcoal adsorber . C 1 1 nuclear sub.mltted rept requiring 
review by util before final corrective actions can be 
pr s scr I bed. Fi nal rept by 810302 

MILLS. L.M Tennessee Valley Authority, 80/11/26. Ip. 


8012100470 First interim deficiency rept re defective link rod' assembly 
in Delaval diesel generators. initially reported on 601027. 

Qnslto diesels will be placed on hold ti Inspected for 
defect. Final deficiency rept will be provided by 801125. 

MILLS. L.M. Tennessee Valley Authority. 80/11/26. Hpp. 


8012240089 Part 21 rept re reactor protection sys fleiible conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
pane! surfaces where termination modules are mounted. 

SMERNDOD. 0. 0. General Electric Co. 80/12/08. 3pp. 


8012300484 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate wel d. in i t ial ly reported on 600909. Caused by 
inadequacy of manufacturer QA program. Miss Ing weld has been 
added 1: Inspee ted. GA program audit conducted. 

MILLS. L. M. Tennessee Valley Authority. BO/12/10, 3pp. 


DOCKET 5TN-50-996 SLACK FOX STATION. UNIT I 


A. Ap p 1 i cat i-on/cons true t i on stage documents & correspondence 


8012220396 Ltr to all CP 4-. OL holders for BNRs re requirement for 
i.mp lemsntat ion of ODVN code for licensing basis calculations 
performed by G€. App 1 Icab Ic to all license applications b 
proposed amends. Inc lud 1 ng core reloads. 

EISEMHVT, D. 0. Dlvisloni of Licensing. BO/lI/04. 4pp. 


G. Adyu-d 1 catorg correspondence 


8012120470 Responds to 001010 ltr requesting return of Reed rept to 0E> 
per 1CCFft2. 790, Based on interpretation of FOIA. Commission 
has denied request. Separate views of Commissioners Hendrie b 
Ahearne end. 

BICKNIT.L. Office of the General Counsel. 80/11/05. 9pp. 

07230: 315. 


H. General correspondence 


8012040296 Forwards Info In response to 801029 ltr requesting 
licensing categories b info re floating nuclear plants. 
PURPLEiR.A. Division of Licensing. 80/11/17. 4pp. 


— B012040298 Requests Info re facilities u/aetlve CPs pending* license 
definitions b requirements for floating nuclear plants. 

DREY, L. A, Affiliation Unknown, 00/10/29, 1 p. 



DOCKETED ITEMS 


29B 


Q. Inspection mportsi IE Bulletins t'. correspondence 


8OfSt0OO3S Foruards IE In’fo Notice 80'-38< "Cracking in CKarglng Pump 
Casing Cladding." No urittsn response required. 

O 'REILLY. J. P, Region 2- Atlanta. Office of the Director. 60/10/30. 

tp 


S. Reportable occurrences. UERs i related correspondence 


6012S40039 Part SI rept re reactor protection sgs flexible conduit 
dafect causing hot shorts if (iiproperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERh'OnD. 0. O. Oeneral Electric Co. 60/12/08 3pp. 


DOCKET STN-50-557 SLACK FOX STATION, UNIT 3 


A. Appl ication/construc tisn stage documents .1: correspondonce 


8012SS03S8 Ltr to all CP 3: OL holders for ONRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
perfoimed bg QE, App I i cab le to ail license applications & 
proposed amends, inc lud ing core reloads. 

EISENHlfTi D. 0. Division of Licensing. 80/11/04. 4pp. 


H. General correspondence 


6012040396 Forwards info in response to B010S9 ltr requesting 
licensing categories k info re floating nuclear plants. 
PURPLE.R.A. Division of Licensing. 80/11/17. App 


801217C004 Fororards IE Info Notice 80-39. "Halfunetion of Solenoid 
Valves llfg bg Valcor Engineering Corp " No specific action 
or response required 

0 'REll.LVi J. P, Region 3, Atlanta. Office .j f the Director. 00/10/31. 

Ip 


S0I2S3003O Forwards IE Circular SO-23. "Potential Defects in Beloit 
Pouer Sgs Emergcncg Generators." No written response 
required. 

□ 'REILLY, J.P Region 2. Atlanta- Office of the Director. 80/10/31. 

•P 


8012110066 Requests assessment f. corrective actions taken re control 
room ceiling constructed u/appareri't Ig flammable tiles uithln 
20 dags. 

TEDESCO, R U Assistant Dirac tor for Licensing. 80/11/04. 3pp. 


8012110807 Forwards IE Qullatin 80-21. "Valve Yokes Supplied bg Malcolm 
Foundrg Co. Inc. " Written response required. 

O'REILIY, J P. Region 2. Atlant.i. Office of the Director 80/11/06. 

IP 


8012030837 Forwards IF Info Notice 80-40. "Eicessive Nitrogen Supply 
Pressure Actuates Safetg Relief Valve Operation to Cause 
Reactor Depressur 1 ta fcion. " No written response required. 

0 'REIU< Y, J. P. Region 2- Atlanta. Office of the Direc tor, 80/11/07. 
ip. 


8012030276 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal tigs at Davis Basse Unit 1 " No 
response required, 

0 'REILLY. J. P. Region 2. Atlanta. Qffice of the Director, 80/11/10. 
Ip 


--8012040398 Requests info re facilities w/actlve CPs pending, 1 Icens e 
definitions k requirements for floating nuclear plants. 

DREYiL.A. Affiliation Unknown. 80/10/29, Ip, 


S. Repoftatle occurrences. LERs k related correspondence 


8012340069 Part 21 rept re reactor protection sgs flexible conduit 
defect causing hot shorts if improperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHEHMOOD. 0, 0. General Electric Co, 60/12/08. 3pp. 


DOCKET STM- 50- 566 YELLOW CREEK NUCLEAR PLANT. UNIT I 


A. Application/construction stage documents 6 correspondence 


8012160050 Ltr to operating plant 1 ieensces. OL applicants k CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Reques ts 
operating reactor I icensee confirmation in 45 dags that 
Enel 1 implementation dates will be net. 

BISEHHUT, D. 0. Division of Licensing. 80/10/31. 7pp, 


8012090370 Forwords planned changes to FSAR Chapter 17 i TVA rept. 
TUA-TR79-1 re const t> prellminarg testing. 

HILLS. L.lli Tennessee Vallog Authorltg. 80/12/01. 3pp. 


6012040143 Forwards IE Bulletin 60-23, "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp," Requires estimate of 
manpower associated w /corrective actions. 

Q'REIUY, J.P. Rogioiii 2. Atlanta. Office of the Director. 00/11/14. 
Ip- 


80121203S4 Ack receipt of 801021 ltr informing NRC of steps taken to 
corroct violations noted in IE Insp Ropts 30-566/00-14 tc 
30-967/80-14. 

MUfIPHY.C.E Region 2. Atlanta. Reactor Construction U Engineering 
Support Branch. BO/lt/14. Ip 07236:305. 


■801212036.6 Forwards IE Insp Repts 50-966/80-14 k 50-567/80-14, on 
800902-09 t< notice of violation. 

KURPHYiC E. Region 2. Atlanta, Reactor Construction S: Engineering 
Supper t Branch . 80/09/26 2?p. 07236; 306. 


— a0l2{=’036S Notice of violation from insp on 600902-05. 

a Region 2. Atlanta. Office of the Director. 60/09/S6. Ip. 
07236: 310. 


■8012120377 IE Insp Rept 90-566/80-14 k 50-967/00-14, on 000902-05. 
Noncorp 1 iatice noted evaluation not made of concrete best 
egkinders that break below specified requirements 
KARilIS. J, R. Region 2. Atlanta. Office of the Director. 

CONLOK. T E Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. eO/09/26 6pp. 07236:311. 


8012160327 Responds to NRC 801001 request for info re environ 
qualification testing of safety-related equipment. Info ulll 
be available bg 810201. 

niLlS.L. M. Tennessee Valleg Authority. 80/12/09. Ip. 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah. 
Watts Bar t. Bellefonte k TVA-TR76-1A, Changes supersede 
801201 ltr. Changes will ba included in application for OL 
For Hartsvi 1 le. Phipps Bend k Yellow Creek plants. 

M1LL3.L.H. Tennessee Valley Authority. 80/12/09, Spp. 


6012080616 Forwards updated response to IE Bulletin 60-09. "Hydramotor 
Actuator Deficiencies, " Util will contact major valve 
suppliers to determine if add I deficient actuators uere 
sopp lied. 

MILLS. L. II Tennessee Vp I leg Author i ty, 80/11/17. 3pp. 


0012310050 Forwards EE Insp Repts 50-566/80-16 k 50-567/80-16 on 
801020-21 . No none amp I 1 ance noted. 

MURPHY, C . E. Region a. Atlanta. Reactor Construction 6 Engineering 
Support Branch, 80/1 1/20 Spp. 07369, 067, 


F, Security, medical, emergency k fire protection plans 


80120BOS35 Notification of 801121 meeting u/util In Dethesda.HO bo 
discuss util position on central eraergoneg response ctr l< 
plans for emergency mgb. 

STAHLE.C. Licensing Branch 2 80/11/19, 6pp, 


O, Inspection reports. IE Bulletins 6 correspondence 


8012150201 Forwards IE Info Notice 80-37, "Containment Cooler Leaks & 
Rcactar Cavity Flooding At Indian Point Unit 2." No written 
rosponse required, 

Q'BEILLY. J. P. Region 2, Atlanta, Office of the Director, 80/10/24. 

IP 


8012310053 IE Insp Repts 50-566/50-16 k 50-567/60-16 on 501020-21, No 
nonconp 1 lance notud. Major areas 1 nspec ted ; previ ous insp 
f ind ing Si 1 1 censeo Identified items i, const status. 

BLAKE, J. J, Region 2, Atlanta. Office of the Director, HERDT.A.R. 
Region 2. Atlanta. Reactor Construction 6 Engineering Support 
Branch, 60/11/19, 3pp 07369: 069. 


8012050023 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Mater Leakage Inside Cen tai ninen t, " Ho written rasponse 
required 

□ 'REILLY. J, P. Region 2. Atlanta, Office of the Director. 80/11/21. 
Ip. 


8012030004 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

□ 'REILLY, JP, Regiosi 2. Atlanta. Qffice of the Director. BO/lt/24, 
tp. 
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DOCKETED ITEMS 


a0l217i>359 ForiLiarifs. IE Info /Jotice SO-29. Suppl "Brolen Sti/rfs on 
Terry Turbine Irleb Flanye " No written response 

reiju i red. 

O'REtLLV.J P Region 2. Atlanta. Clffice of tSe Dlreotor. 80/11/26. 
Ip. 


R Periodic cpetating lepoi ts t: related correspondence 


801216014'? Foriiiards "Soc loec ononi c Monitoring 6 Mitigation Repti" 
ser.iannual rept for JoL-tec Hep t prepared for FES. 

MlLI-Si L M. Tennessee t’alley Author itg 80/IS/0&. Ip. 07353:001. 


— 8012160152 ''Sot i oecanonic Monitanrig t: Mitigation fiept." se^iiannual 
rept t'or Jul-Oac IffT? 

« Tennessee Valley Aij thor i t ij , 8D/10/31 35pp, 07353:002. 


Q0121B0035 Foriirards IE Info Notice 80-38. "Cracting In Charging Pu®p 
Casing Cladding " No uritten response roguired. 

O'REtLLVi J, P, Region 2» 'Atlanta, Office of the Director. 00/10/30. 
ip. 


S012J70004 Forwards IE Info Notice 80-39. '‘Malfunction of Solenoid 
Valves Mfg Pg Valcor Engineering Corp. " No specific action 
or response raguiied 

O'REILUY. J P. Region 2, Atlanta. Office of the Director. 0O/iO/OI. 
Ip 


8012230030 Forwards IE Circular 80-33. ''Potential Defects in Qaloit 
Power Sgs Emergency Generators." No written response 
requ i red . 

□ 'REILLVi J P. Region 2. Atlanta. Office of the Director. QO/iO/31. 
ip- 


S Reportable occurrences. LERs i: related correspondence 


8012040337 Second interim deficieneg rept re QA Audit MSO-? 
Oeficcencles 2.3.5 (. 14 initially reported on 800933. Same 
conditions adverse to guality are being reported on 
procedure revision reguest forms. 

MILLS. L. M Tennessee '/all eg Author itg, 80/11/25. Ip. 07170:152. 


8012090369 Final significant deficiency rept initially reported on 
800421 re const OA aud 1 1. QC e.npl ogees have been instructed 
to obtain natl corret 1 1 g. CC [ C-2<74 revised 6 retest 
required. DC ve.rinded of new requ i renents, 

MlLl S. L. M. Tennessee Vallsg Authorltg. BO/12/01. 3pp. 07207:143. 


8012170466 Final deficieneg rept originallg reported 801113 re 
noncc-nservative app 1 i cation for TPIPE computer pr ogran. Pip ing 
analgses to be submitted for re-anaigsls u/factars to be 
inserted to ensure conservative output 

MILLS. L, II. Tennessee Valleg Authorltg. 80/12/11. 2pp, 07369:234. 


8013310374 Deficiency Hepts 50-566/80-17-01 4 50-567/80- 1 7-05, Dlv of 
Power Prcductien operetional QA cnanuat found not clearly 
applicable for preservice insp in vendor shops. Manual 
rewritten bg ut 1 1 . Changes to be incerporated by 810228. 

MILLS. L. M. Tennessee ‘/alley Authority. 00/12/23. 2pp. 07369:092. 


8912310322 Revised final deficiency rep t . in i t ial ly reported 801113. re 
none snserva ti VC application of TPSPE co.npoter program. Piping 
analyses affected by incapability to meet design criteria 
to be resubmitted for reanalysis. 

MIU3.L.M. Tennessee Valley Authority. 80/12/34. 2pp. 07361:052. 


6O1211C066 Requests assessment 4 corrective actions taien re control 
room celling constructed w/apparently flammable tllos uithin 
30 days. 

TELiE&CO. R. L. Assistant Director for Lice.ising. 80/11/04. 3pp- 


6012110307 Foruards IE 8ul Ictin 60-21. "Valve Votes Supplied by Halcola 
Foundry Co. Inc," Written response required. 

Q'REfU V. cf P Region 2. Atlanta. Office of the Director. 80/11/06. 
ip. 


8012030337 Forwards TE Info Notice B0-40( "Eicossivo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprossur i j at i on. ■' No uritten response raquirerf. 

□ 'REILLYi J. P. Region 2. Atlanta. Office of the DlrBetor, 99/11/07. 

ip 


S013080376 Forwards IE Info Notice 60—41/ "Falluro of Suing Check Vaivi 
in Decay Heat Removal Sys at Davis Hesse Unit t. *' No 
rosponse requ i red . 

O'SEIU Yi J. P. Region 2. Atla.nta. Office of the Director. 80/11/10. 
Ip- 


8012040143 Forwards IE Bulletin 80-23. ''Failures of Solenoid ValVet 
Mfg by Valcor Engineering Corp," Requires estimate of 
manpeuer associated w/correc t ive actions. 

0 'REILl Vi J. P, Region 3. Atlanta. Office of the Dlroctor, 90/11/14. 
Ip. 


8012130334 Ac i: receipt of 8'3102l Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Ropts 50-566/60-14 4 
50-367/80-14. 

KUNPH/i C. E. Region 2. Atlanta. Reactor Construction 4 Engineerinj 
Support Dranch. 60/1 1/14. Ip. 07236: 305. 


DOCKer STH-50-567 VELLOti CREEK NUCLEAR PLANT. ONIT 2 


A. Application/construction stage documents 4 correspondence 


60I2I600SO Ltr to operating plant licenseesiOL applicants 4 CP holders. 
Forwards N'tJflEG-0737 re 7M1 acticn plan requ 1 remen ts. Requests 
operating reactor licensee cenf i rmat i on in 45 days that 
Enel I imp I emen t a b i or dates will be net 
EISENH'JT.D G Division of Licensing 80/(0/31, 7pp. 


8012090370 Forwards planned changes to FBAB Chapter 17 & TVA repti 
TVA-TR7S-1 re const 4 preliminary testing. 

HILkS.L. H. Te.snessee '/alley Authority 80/12/01, 3p p , 


8012160327 Responds to NRC 601001 request 
qua 1 i f icat i on testing af safety-related 
be available by 910201 

HILLS. L.M. Tennessee '/alley Authority. 


for info re environ 
equipment, Info mill 

BO/12/09, Ip, 


--801212.1316 Forwards IE Insp Ropts 50-566/80-14 4 50-567/80-14. on 
600902-05 4 notice of violation 

iVJfiPHY/C.E. Region 2. Atlanta. Reactor Construction it Eng Ineerlng 
Support Branch. 80/C9/26, 2pp. 07236:308. 


—801212037 7 IE Insp Rept SO-366/00-14 4 30-567/00- 1 4, on 800902-03, 
None amp I lane e no ted : evaluation not made of concrete tast 
cylinders that break below specified r equ Iremon t s. 

HARRIS. U.R. Region 2. Atlanta. Office of the Director. 

CONLQN. T. E. Region 2. Atlanta/ Reactor Construction 4 Engineering 

Support Branch. 80/09/36 6pp, 07236:311. 


8013080616 Forwards updated response to IE Bulletin 90-09/ "Hydraosotof 
Actuator Deficiencies." Util ui 1 1 contact major valve 
suppliers to determine if addl deflciont actuators tuere 
supplied. 

tllDS/L. M. Tennessee Valley Authority. 80/11/17. 3pp. 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah/ 
Matts Bar 4 Bellefonte 4 TVA-TR75-IA Changes supersede 
301201 Itr. Changes will be included in application for QL 
for Hartsvi He. Ph tpps Bend 4 Vellou CS'eeb plants. 

MILLS. L. II Tennessee valley Autherlty. 80/12/09. 5pp. 


F. Security/ medical, emergency 4 fire protection plans 


8012000335 Not i fi ea 1 1 on of GOllBl meeting u/util in Sethesda/MD to 
discuss util position on central emnrgency response ctr U 
plans for emergency m g t 

STAHLE. C. Licensing Branch 2. 89/11/19, 6pp. 


0 Inspection reports. IE Bulletins 4 correspondente 


GOt21SO?9l Foruards IE Itifj Notice 0O-37i "Containment Cooler Leaks t: 
Reactor Cavity Flooding At Indian Point Unit 3." No written 
respohse required. 

O'REILLY. J. P. Region S, Atlanta/ Office of the Director. 80/10/84. 
ip 


8012310050 Forwards IE Insp Repts 5O-S66/0O-16 4: 50-567/80-16 on 
801 020-21. No noncompliance noted. 

MURPHY/ C.E. Region 3, Atlanta. Reactor Construction U Engineering 
Support Branch. 80/1 1 / 20 . Spp, 07369: 067, 


•8012310053 IE Insp Ropts 50-566/80-16 4 50-567/80-16 on 80 1039-21. Mo 
none ompl i ance noted. Major areas inspec ted : previous insp 
findings/ licensee identified i tens 6 const status. 

SLAKE. U. J. Region 2. Atlanta. Office of the Director. HERDTiA, R. 
Region 2. Atlanta< Reactor Construction 6 Engineering Support 
Branch. 00/11/19, Spp. 07369:069. 


8012050023 Foruards IE Bulletin 60-24. "Preventlori of Damage Due to 
Mater Leakage Inside Containment." No written response 
required. 

0 'REILLY. U. P, Region 3. Atlanta/ Office of the Director. 80/11/31. 
Ip. 


SO1SO0OOO4 Forwards 1£ Info Notice 80-42/ "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 

0 'REIt I V/ J. P, Region 2. Atlanta. Office of tha Director. 80/11/24. 
5p- 



DOCKETED ITEMS 


0012170339 Foriuards IE Inro Notice 60-29, Suppl I, "Broken Studs on 
Ternv Turbine Steam Inlet Flange." No written response 
Teqwired, 

0 'REIULV. J. P. Region 2. Atlanta. Office of the Director. 0O/ll/2i 
JP 


fl. Periodic operating reports related correspondence 


8012160149 Forwards ’'So,c i o oc onomic Konltorinj it Mitigation Rept. '* 
senlannual ropt for Jul-Dec Rept prepared for FES. 

MICLS, L. M. Tennessee Valleg Authority. BO/12/05. ip. 07255:001. 


•B012I60152 "Socioeconomic Monitoring tt Mitigation Rept." semiannual 
rapt for Jul-Dec 19'79. 

* Tennessee Valley Authority eO/lOfSl. 35pp. 07235:002. 


S. Reportable occurrences. LERs 1: related correspondence 


8012040337 Second interim deficiency rept re QA Audit M80-7 
Deficiencies 2> 3, 5 1,. H initially reported on 800923. Some 
conditiens adverse to quality aro being reported on 
procedure revision request forms. 

Mli.l B. L. II. Tennessee Valley Authority, 80/11/25. tp. 07170:152. 


6012090369 Final significarit deficiency lept initially reported on 
600421 re const QA audit. QC employees have been instructed 
to obtain matl c or rec 1 1 y . OC I C-204 revised 6 retest 
required. QC reminded of new requirements 

MH-1-S.I.,M. Tennessee Valley Authority. 00/12/01. 3pp. 07207:145. 


80(2310374 Deficiency Repts 50-566/80-1 7-0-1 t 50-567/80-17-03. Div of 
Pqcjer Production operational QA manual found not clearly 
applicable for preservice insp in vendor shops, Manual 
retiirkttan by util Changes to bo incorporated by 810828. 

MILLSfL.h. Tennessee Valley Authority. BO/12/23. 2pp. 07369:082. 


DOCKET 8TH~50-574 DACNAC NUCLEAR POWER PROJECT 


A. Application/construction stage documents it corretpondence 


6012040162 Forwards staff r equ i I'emen ts memos for closed Commission 
meet trig s . Trans c r i p t s for all meotirigs have bean released in 
entirety to PDR. 

SROMM) U. Office of the Secretary of the Commi ss ion, 80/11/06, Ip. 
07170: 033. 


8012040173 Staff requirements memo from 600421 closed meeting re 5ECV- 
60-191 re proposed amend to US-Canada agreement for 
cooperation Ltr to President Carter signed on 000421. 

CHILKjS. J. Office of the Secretary of the Commisslen 80/04/25. 

Ip. 07170:037, 


•0012040191 Staff iequl re.men ts memo from DOOSOS closed meeting re 
testimony to be given during ul of 800507. Requests draft 
statement be revised to reflect V Oilinsky comments h NRC & 

US responsibilities clarified. 

CHlLKiS.U. Office of the Secretary of the Commi ss 1 on, 80/05/07, 
2pp. 07170:038 


DOCKET 50-579 TRIGA MARK II PQOL-TVPE REACTOR 


A, App I i ea t ion/consfcruc fc i on stage documents 6 correspondence 


6012080/56 Forwards Eicecutive Sianch position on pending license 
application from GA Co to erport one TRIGA MARK 2 reseach 
reactor to Ma laysia. License application enc 1, E«ecu tl ve 
Branch comments will be placed in LPDR 

SHEAiJ. R. Office of In tor nat I oral Programs. Director. SECV-aO-495. 
00/11/05, Ip. 07196:171, 


~”B011250704 Application by OA Co to eiport TRIGA Mark II research 
reactor to Ma lay s ia. Oescr i ? t i on end 

raifRV.IJ.R, General Atomic Co. Csuba. of Gulf Oil Co,). 77/01/19. 

4pp. 03746:259. 


DOCKET 50-562 SUNOESERT. U.NIT 1 


0. Adjudicatory correspondence 


3012300330 Order dismissing ASl.t) hearing on application for CPs upon 
consideration of applicans 800911 motion for termination 
of proceeding 6 NRC 801015 response. 

LAIOjR.M. Atomic Safety and Licensing Board Panel. 00/12/22. Ip. 
07337; 179. 


DOCKET S0-SS3 SUNOESERV, LI.»IT 2 
C Adjudicatory correi p on J e nc s 


6012300330 Order dismissing ASLtl .“.eariny on application for CPs upon 
c ons I d era 1 1 9 n of applicant 80-h9tl .r.iticn far termination 
of proceeding (JRC 801015 response 

LAZO. R M Atomic Safety and l.iceiiiiiig Baard Panel. 8-0/12/22. Ip. 
07337: 179. 


DQCKer SrN-50-596 NEW HA-ULN, UNIT 1 


A. Ap p 1 3 c a t i on /c on s t ru c V i -cn stage- documei.ts 4*. correspondence 


0012110376 Forwards FR notice so wi thdrawa 1 of CP application. 

VOVNOBLCCID, B J, Liceniistg Bsa'iCh 1 80/11/26. 2pp, 07824:150. 


— 8012110331 Notice of withdraci'al of CP application. 

YOUi-iOSLOOD.H J, Licensing Pisnch 1 00/11/26 ip. 07224:152. 


DOCKET STN-SO-59/ NEW HAVEN. UNIT 2 


A, App 1 icati on /c ons t I'ljc 1 1 on itage dacuitents < correspotidance 


8012110376 Forwards FR notice te withdrawal of CP application. 

YOUNOSLCOD, H J Liconsiti.j Branch 1. QO/11/26 2pp. 07224:150. 


—“80121 10391 h'otice of uithdiawal of CP application. 

yaUNSSLODD. B. J. Ljcensing Branch 1 80/11/26 Ip. 07224:152. 


DOCKET 50-599 CARROLL FACILiTV I 
M. Antitrust corres ponJeii ;e 


6012090164 Resp-onds to NRC 79040* 4: □-31009 requests for info re projec 
status it plans foi- updatin*} antitrust info Units scheduled 
for SVC in 1993 6 1994 Anti ti'us t info will be updated at 
least 9 months prior to PEAR .ir environ rept filing. 

TRAMHiT.R. Common.jiea 1 th F.disc-n Co 80/12/01 tp 07200:146. 


DQCKEI 50-600 CARROLL PACILITV II 


M. Antitrust coiTesponden c o 


BCt20?01B4 Responds tn NFC '•’'fOi"'*. -i 80t'>u9 requests for info ra projec' 
status i- plans f-3r updating antitrust info. Units scheduled 
for SVC in 1993 t 1994 Antitrust info will be updated at 
least 9 montlis prior ts P3AR -an environ i-ept filing. 

TRAMM.T.R C o-rmonwea I t h Edison -l.s eti/12/Oi, ip. 07200:146. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DQCKEI 70-0006 BATTEl.LF. COLUKEU.^ LABORATORIES 


8012030334 Discusses commitment to pi-ovide armed escort for shlpmerst oi 
radioactive spent fuel thr.jn-jh Char i 9 i tan. NV, Hunting toiii WV 6 
Ash Ian d . KY. De ta 1 1 s of res pons i a i I 1 1 1 e s er.cl, 

EMBWlLERiT. H Battalia Memorial Institute. Columbus Laboratories. 
80/09/10, 3pp. 07149, 


8012020715 Inform.s of specific teims t- conditions for implementation 
of financial plan for eventual decam.n i s s loni iig for 
unrestricted use □# facility in response to NRC 790629 ltr 
r eques t. Forward 5 dr.sf t trust a jieo.men t. 

TOYiH.L. BaVtelle Memcrial Institute. Columbus Laboratories, 
aO/lO/Oi, Qpp. 07147 356 


DOCKET 70-0025 ROCKWELL ir.TERNATIOh'AL COSP. 


a0120'2O399 Forwards application f-ir amend to License SNM-21. in form of 
revised fined site safoguar.ls plan to provide protection 
against radiological sabotagci theft or diversion of 8NM. Plan 
withheld (ref 10CFn2 790) Fee end. 

REMi.EYiM.E. ttockujell International Corp,. Energy Systems Div. 
80/09/19, 3pp. 07142; 083 
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DOCKETED ITEMS 


DOCKET 70-00?7 HATS COCK 4 KIL'O* Cii 


801S0405'3‘? Pr<ivt.de% info an response to fJ Kctalach 800B1 1 Itr to RA 
Cordani re results of eiheust iT.oni torirg of laundrg 
beginning in Aug 1975 Discusses hou info tas obtained. Info 
shous no large M uc tu a t i oti s from ’j:< to cel. 

CQaOAiff.R A Sabcoci Z' tJilcoi Co. i Naval Nuclear Fuel Riv 
a0/09/'l9. 4pp 07170. 105 


90i203CZ97 Advises that revised physical security plan uill be . 
foruarded bg 001031 in response to )‘RC capcrr.ents at 
801042-03 iseetlng in Silver SpringidR 

CORDAMI • R. A. Dabcocl t llilcoi Co i Naval Nuclear Fuel Div. 
aO/IO/lS. Ip 07141:369 


8412020480 Informs that 900924 1 tr is uithhelrf Cref 10CFR2, 790) 
* Public Rocop.eiit Branch S0710/15, Ip. '0&9td>:001. 


8012120344 Foriuards IE Insp Pept 7O-CO27/0O-15 on 800923-24. No 
nonconpl iance noted. 

STCHRiJ.P, Region 2. Atlanta> Fuel Facility ( Materials Safety 
Branch. 90/10721. Ip 07236:301 


— 0012130349 IE Insp Pept 70-003 7/80-15 on 500923-24, No nonconpl iance 
noted, hajor aresis i n spec tc-i : enp I eg ea train ingi grounduater 
sampling f/ site f a.Tii 1 iar i lai i oti tour. 

NRAYi J. R. I OlRSONiA. F Region 2, Atlanta.) Office of the Director. 
aO/lO/21. 3pp. 07236 302 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC 


B012J 10163 Foruards IE Insp Hep I 7C-0033/B0-09 on 800903-12. No 
none aop I I anc e noted. Cover sheet onlg enc 1 fref t0CFR2,790). 
HARTlNrN C Region 1, Ph i 1 ad e I ph ia , Safeguards Branch. 80/10/07. 
app. 07224 057. 


--B012I 10171 I£ Insp Rept 70-0033/80' 09 on 500908-12, No noneamp 1 iance 
noted, laager areas i ii spec ted : meas ur emen ts 4: statistical 
c on trs 1 s, sh i pp iii<g 6 "ecelv laig . rec erds 4, repts 6 storage. 

Details withheld iref luCFFia. 790 ) . 

ZIEt/uSXVrH . RATTA-A.D Region 1, Ph H ade Iph ia, Office of the 
Director. JOVNER, J, H Region I, Philadelphia, Safeguards Branch. 
80/10/03 Ip 07224.059 


5012020359 Fotuards pui chase order providing submission fee for revised 
site safeguards phijsical protection plan, 

EUTIS, H. Teras tnstru.-en'. s. !nc 80/10/03. 3pp. 07134:210. 

0012080791 Forwards upoare-i Sections 10 5 10 l.l-l ti 10, 5. 10, 1. 1-2 of 
e,reTgencig plan. 

SCNWEt/SFEIR, n Vesas Instruments, Inc. 50/10/15. Ip. 07160:043, 

--8012080793 Updated Sections 10 5, lO, 1. 1-t 8: 10,5, 10. 1. 1-2 of emergency 
p Ian. 

a Tores Instruments. Ir.c. 0C'/1'O/O3. 2pp 07183:044. 


501219CC43 Forwards updated sections for HFIR project emergency plan. 
Changes do not decrease plan effectiveness 4 are subaiitted 
for info purposes only U/o enc 1 

SCHWENSFeiR, R. Tesas Ir str-w.-ents. Inc. 50/ 11/24. Sp p . 07276:229. 


DOCKET 70-0036 CCMS'uSTlOri EnA It. rErfj ]»jc. 


a0121B02i'9 Forwards IE Insp Repts 70-0336/60-02,70-0036/60-03 U 
70 0036/80-04 per 8011)4 talcon No noneonp 1 i ance noted. 

KEPPLER> J. 0. Region 3. Chicago, Office of the Director. 60/12/06. 
Ip. 03792; 020, 


— S0121B0234 IE Insp Hepti "O-Ovafe/SO- 02, 70-0036/60-03 J< 70-0036/80-04 
per 801114 telcon No r. incorrp i ianc e rioted. Major areas 
4 1 scus sed: sy s tema t i c assossiient of licensee performance 
progia'nt results of facility appraisal. 

FISHER, U. 1. . D,V,'I8.A E , oecK.C C. riBjion 3, Chicago, Fuel 
Fac 1 1 ity 1: Mater lal s tlsfety Branch 50/11/28. 5pp. 03792:029. 


DOCKET 70-0382 NOCLEAR llErAL.5, INf, 


3012100186 PNO-V- 50-78: on 801 ISO. ship nent of low level radwaste 
received at R i th land. W,''- b vr is, i lite by Nuclear Engineering 
Ce from JJoclear Metal s , l<i; ■ deter.nia.ed to have one leaking 
drum. State of WA has cancel led licensee burial permit 
THDMAS, R D Regson 5, Ear Francisco, Office of the Director. 

ao./u/ 2 i. ip. 07218 ;:9v. 


DQCKEI 70-0135 BABCOCK V NlLCOX CO, 


5012030789 Forwards revision to License SNM-ldS fundamental nuclear 
control plan for or gan 1 lat lona 1, measurement sys stds 6 plant 
layout nods Enc! withheld (ref 10CFS2. 7901, 

AUSTIN, H A Dabeock t Nllcoi Co SO/09/12. 2pp. 07150:145. 


5012040549 Requests that License Conditions 9.1.0 1, 9. 1. C bf MPP-l to 
SNH-145 be ui thdrawn. Reqoes t consistent u/safeguarda release 
granted in 500321 Itr. 

AUSTtN.lLA, Dabcocl f> Nllcoa Co., Nuclear Material Dlv, 00/09712. 
Ip. 07170: 106. 


8012230054 Forwards IE Insp Rept 70-0135/80-28 on 600923-85. No 
nonccmpl iance noted 

MARTIN, If 0. Region 1. Philadelphia, Safeguards Branch. 00/10/14. 
2pp, 0731 1 : 253. 


—5012230061 le Insp Rept 70-0135/60-28 on 800923-25. No noncpmp 1 lanca 
noted. Major areas insp ec ted : res i dua 1 U holdup in high 
enriched U f a c 1 1 i ty . Do ta 1 1 s withheld (ref 10CFR8. 790) 

COHEN,!., DISSEIT.P. Region 1, Philadelphia, Office of the 
Director. JOYNER, J.H. Region 1, Philadelphia, Safeguards Branch. 
50/10/10, ip. 07311: 255 


0O1222OO22 Forwards IE Insp Repts 70-0135/60-25 t< 70-0364/80-22 on 
0(50902-30. No noncomp 1 iance noted. 

MARTUMfO. Region 1, Philadelphia, Safeguards Branch. 80/10/24. 
2pp. 07306: 305. 


—8012320025 IE Insp Repts 70-0135/80-25 ii 70-0364/80-22 on 600902-30. 
No r.oncomp I iance noted. Major areas inspec ted : ma 1 1 control It 
accounting>physical security, health t, safety. Portions 
withheld (ref 1CCFR2.790). 

KUSN.NER, If L. Region 1, Philadelphia, Fuel Facility 6 Materials 
Safety Branch. JOYNER, J. H. Region !• Philadelphia, Safeguards 
Branch. 50/10/22. Spp 07306: 307. 


5012090067 Act receipt of 801003 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-01 35/00-2^ 6 
70 0364/60-16, 

MARTIN, N.O. Region 1, Ph 1 ladelph ia. Safeguards Branch. 60/10/29. 
Ip, 07198: 052. 


— S012iJ90077 Responds to NRC 800912 Itr re violatlgns noted in IE Insp 
Repts 70-0135/80-22 6 70-0364/80-lQ. Corr o c t 1 ve actions; 
equipment smear survey log reviewed by health k safety 
B up er vision. Portions withheld (ref 10CFR2. 790) . 

AUSTIN, tv A Babcock « Wilcox Co. 00/10/03. 4pp. 07198:063. 


—8012090053 Forwards IE insp Repts 70-0135/00-22 J, 70-0364/00-13 St on 
600707-0501 k notice of vi o la t ion. Ua t ice of violation 
withheld (ref 10CFR2 7901, 

MARTIN, If 0. Region 1, Ph i lade Iph ia. Safeguards Branch. 00/09/12. 
2pp. 07190:087. 


--S012090093 IE Insp Repts 70-0135/00-22 k 70-0364/00-18 on 800707-0801. 
None onpl iance no ted : acc ess not controlled to power k dry 
scrap storage areas . P roe ed ur es not followed for eiiuiptnent 
contamination survey s For t ions withheld (ref 10CFH2, 790). 

KUSIIVER, If. L. Region 1, Philadelphia, Office of the Director. 

JOYNER, J.H Region 1, Philadelphia, Safeguards Branch. 80/09/18. 
llpp. 07195:089, 


8012120402 Ack receipt of 601104 application to amend License SUM-MS la 
fee payment. Request classified as minor Category IB amend, 
requiring addl fee payment. 

NElSSrD, License Fee Management Branch. 80/11/20. Ip. 07236:289. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC, 


8012180339 Appeals denial of FOIA request for documents re NRC 
consideration of licensing facility 4, transcripts of two 
Comnlssis,’ meetings. 

COCHRAN, T.R. Natural Resources Defense Council. 80/07/10. Ip. 


8012010567 Forwards process inonitorlng charts in response to NRC 600626 
Itr. Charts withheld (ref 10CFR2,790). 

MANSERiU.C, Nuclear Fuel Services, Inc. (sobs, of (Jetty Oil Co. I. 
50/09/10, 2pp. 07090: 104, 


6012310616 Forwards IE Insp Rept 70-0143/60-27 on 800819-81. No 
noncomp 1 iance no ted. Corrective actions on previously 
identified item of noneo.mp I iance was determined to be 
unsa t i sfae tory . Insp rept details withheld (ref 10CFR2.790). 

0 'REILLY, J. P. Region 2- Atlanta, Office of the Director. 80/09/16. 
2pp. 07370:010. 



DOCKETED ITEMS 


801231061? IE Imp Rep t 70-0143/00-27 on 80019-21, Mo noneompllance 
noted . tia j or areas in spec tel : s torage 4: internal faellltg 
orjaniiantion. Details uiithheld <re# IOCFft2. 790>, 

TOODi 0. A. « KAHLEi J. B. Region 2> Atlantat Safeguards Braneti. 
SMITH. C. N. Office of Nuclear Material Safetg i Safeguards. 
B0/O9/16. Ip. 07370:012 


8012040313 Forwards Revision P to S00730 physical protection plan. 
Revision I0p Drawing RM0-470Di Re vision N. Plan withheld 
<po# lOCFfl2 790). 

MICHELrR. J. Nuclear Fuel Services. Inc. (subs, of Oettg Oil Co. ). 
aO/lO/14. 2p>. 07170; 118, 


S012840130 FOlA request for all correspondence between NRC 4i licensee 
from June-Bept 1980 re inc 1 den 1 1 . viola 1 1 ons 4i/or Inspi, 

SANOERSiL.A. Johnson City Press-Chronicle Johnson Clty.TN. 

80/ 11/20. Ip. 07324; 336. 


80120307/2 Grants request for 10-day delay for completing requirements 
of 10CFfi70. S3<b ) < 1 ) 4 License Condition 5.6 of Amend MPP-1 
in response to B0I114 Itr.Encl to 801114 Itr withheld 
(Tof 10CFft2. 790). 

PARTLOVJ. J. 0. Materiel Control Licensing Branch. 80/11/21, Ip. 
07196:286. 


8012040367 Registers strong opposition to NRC movement to trensfer NFS 
from Erwin. TN. Stresses plant safety & positive economic 
impact on community. 

BANNER. J. E. Affiliation Unknown. 00/11/24. Ip. 06915:001. 


8012220178 FOIA request for documents re Pu or other radioactive 
substances unaccounted for at facility. 

VAIL. J, Legal Service of Upper East Tennessee, 80/11/25. Ip. 
07303:240. 


8012100670 Aek receipt of 801107 Itr Informing NRC of steps taken to 
correct violations noted in IE Mgt Meeting Rept 
70-0143/80-30. 

O'REILLV. J. P, Region 2. Atlanta. Office of the Director. 0O/11/2B. 
Ip. 07107:001. 


‘8012100676 Responds to NRC 801009 Itr re violations noted in IE Hgt 
Meeting Rept 70-0143/80-30. Evaluat ion of stack sampling sys 
• nc t . 

MANSER. N.C. Nuclear Fuel Services. Inc. (subs, of Oetty Oil C». I. 
80/10/31. ^9pp. 07167:001, 


•8012100680 Forwards IE Mgt Meeting Rept 70-0143/00-30 on 000910, 
Response requested re identified concerns uithln 20 days. 

O'RE ILLY. J, P. Region 2. Atlanta. Office of the Director. 
80/10/09, Ip. 


■6019100686 IE Myt Meeting Rept 70—0143/00—30 on 0OO9IB. Major areae 
discussed: ID exceeding LEID.steck samp I Ing. stack discharge 
c one entrat 1 ons. environ samp Ilng.contamlnatlon control 6 
emergency plans. 

KFNNA. N B. I 8T0HR. J. P, Region 2. Atlanta. Safeguards Branc)». 
SO/lO/09, 4pp. 


8012150018 Confirms 801121 teleon re actions taken to correct 
violations noted in IE Insp Rept 70 0143/60-36 on 801103- 
04. Stack samp ling program deficiencies will be resolved 
to comply w/License Condition 26 

O'REILI. Y. J. P. Region 2. Atlanta, Office of the Director. 80/11/20, 
Ip. 07241:054. 


8012110524 Addl response to FOIA request for docuinents re NRC 
consideration of licensing facility transcripts of closed 
Cermlssion meet Ings. Forwards CM Smith 790927 memo, Info 
partially withheld (ref FOIA Exemption 3), 

FELTON, J.li Division of Rules and Records. 60/12/04. 2pp. 
07227; 146. 


--8012110828 Trip rept of 790910-21 visit to facility to investigate 
excessive Inventory difference for June-Aug 1979. Provides 
chroiiology of events. Info partially withheld (ref FOIA 
Exemption 3). 

SMITH. C.N. Material Control Licensing Branch. 79/09/27. 4pp. 


8012160216 Forwards IE Insp Rept 70-0143/80-37 on 601107. No 
none omp Uanct noted. 

KEKNAfW.B. Region 2, Atlanta. Safeguards Branch. 80/12/04. Ip. 
07262:010. 


--6012160221 IE Insp Rept 70-0143/00-37 on 801 107. No noncompliance noted. 
Major areas InspectedlphysJcal protectigin program. Details 
withheld (ref 10CFR2.790), 

HONELL.J.C., TILLMAN.A,. MIOUIRE.D.R Region 2. Atlanta, Office of 
the Director. 00/12/02. Ip. 07262: Oil, 


8012220653 Transcript of 801204 public meeting in Eruln> TN re 
gaseous releases From NFS in Erwin, TN. Pp 1-105, 

* Corml ssi oner i . 60/12/04 i07pp. 07294:116 


8012160269 Forwards updated repts re Bldgs 233 6 302/303 dall^ 
monitoring results. Data indicates corrective actions 
taken to lower c oncentra t i ons ro leased. 

MANSER, li.C, Nuclear Fuel Services, Inc, (subs, of Oetty Oil 
60/12/09. 4pp. 07253:003 


6012160335 Responds to appeal cf denial of FOIA request for do 
re NRC consideration of licensing facility S: transcripts of 
two Commission meet ing s Ac c ess to classified matls granted 
due to security clearance i participation in praceedlngi. 
FELTON, J. M. Division of Rules and Records. BO/12/tt. tp. 


9012240126 Partial response to FOIA request for all correspond 
between NRC t licenses from June-Sept 1980 re Incidents, 
violations b/or 1 nsps. Forwards documents listed In App A. 
FELTON. J. M. Division of Rules and Records. 80/12/15. 2pp, 
07324: 334, 


--8012240133 Forwards IE Insp flept 70-0143/80-24 on e00918“22i 
violation 6 notice of deviation. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
80/09/22, 2pp. 


‘8012240136 Notice of vietation from insp on 800816-22. 

* Ragion 2. Atlanta, Office of the Director. 80/09/12. 


— 8012240138 Notice of deviation fron insp O'H 600818-22. 

f Region 2. Atlanta, Office of the Director. 90/09/12. 


— 8012240141 IE Insp Rept 70-0143/60-24 on 800016-22. Nocicomp U 
fire hydrants were not located uithln 250 ft of Uarchout* 
310 & equipment In fire hydrant hose houses dost not meet 
NFPA cr i teri a. 

MILLER, N.H. Region 2. Atlanta. Office of the Director. 
CDNUQN, T. E. Region 2, Atlanta, Reactor Construction & Eng 

Support Branch. 80/09/12 9pp. 


8012290169 Partial response to FOIA request for documents re P 
other radioactive substances unaccounted for et facllltu. 
SECY-aO-519 is available in PDR. 

FELTON. J. li. Division of Rules and Records. 60/12/16. Ip. 
07303: 239, 


8012230432 Forwards application for amend to License SfiM“l24.F 
Application withheld (ref lOCFRa 790). 

HENSLEY, M.D. Nuclear Fuel Services, Inc. (tubs, of Oettu 01 
80/12/16 ip. 07312: 264. 


8012110467 Transcript of 811201 public meeting in MashlngtonrD 
environ releases at NFS-Eruin 4 other fuel cycle plants. 

Pp 1-43. 

* Corr.-nlss loners, 90/12/01 45pp. 07227: 039, 


— 8012110470 Forwards correction notice to SECY 60-519 revitln 

6 a, 

e Office of the Secretary of the Commission. 80/11/28. 
07227; 105 


‘8013110401 Forwards three replacement pages to SECY BO-519 r 
releases at NFS-Erwin Corr ec t ions recessary dua to 
corputat ioiia terror. 

OIRCKS, I). J. Office of the Executive Director for Operatloi 
80/11/26. Ip. 07227: 106. 


— 8012110484 Revised Pages 1,7 4. 8 to 8F.CY“ao-5l9 re environ n 
NFS-Eruin. 

OIRCKS. N. J. Office of the Executive Director for Operetloi 
SECy-B0-5l9 Rl, 00/11/24. 3pp. 07227-107. 


■60l21t04&8 Discusses dose calculations re accidental releest 
Provides info about emtisi-dn control at NFS-Eruin St autl iti' 
Issues re emission control at other fuel cycle St matl 
plants. 

D1RCK8, N. J. Office of the Executive Director for operatigi 
SSCY-S‘3-319. 00/11/24, 24pp. 07227:110. ! 


DOCKET 7O“01S7 TEXAS. (JNIV. OF 


0012020700 Provides info in response to questions re renewal 9 
License S.VM-iao.'Red i a t set' safety officer is oniv staff 
position supervised by safety engineer 4: responsible ta ! 
unlv radiation safety cc.'amlttse. I 

BA'JtR.T.L Texas, Univ of. 80/10/10. 3pp. 07148:001. [ 


300 


DOCKETED ITEMS 


8012240097 Trip rept of 601203 visit to Univ of TX. Au» t i np TX r» 
fubcrltlcat as:eiT>blv b associstcd op^uipinent & questicns on 
application for I’crieual of License SNK-ISO. 

K03UA, D. . STEVENSON. RL Ursniupi Fvel Licensing Branch. BO/12/00. 
2pp. 07325:127, 


DOCKEl 70-0253 ILLINOIS. UNt V, OF. URBf-IJA-CHAMP AION 


80120T0I9S Forusrds physical security plan, Plan withheld 
(T*f 10CFS2 770i. 

BECKiO.P. Illinois. Univ. of. Urbana-Chaopa ign. B0/ll/'26. ip. 
07170 lOA4. 


DOCKET 70-0364 PARKS TOWNSHIP SITE. DAOCOCK U WILCOX CC. 


8012030374 Fot'uards cross-ref indei of License 8NH-4t4 fundanental 
nuclear irab] control pie>i. inde< withheld (ref 10CFR2.770). 

AySTHl.l1. A. Babcock *. Wilcox Co,. Hue I ear Hateria 1 Oiv. 80/09/16. 
Jp. 07196:197. 


80122P0G22 Foruards i£ tnsp Repts 70-0135/80-25 & 70-0364/80-22 an 
800902-30.110 n onconp 1 i an c « noted. 

KARTIN. If. 0. (legion 1. Philadelphia. Safeguards Branch. 80/10/24. 
2pp. 07306:305, 


— 80122200SS IE Insp (tepts 70-0135/60-25 6 70-0364/80-22 on 800902-30. 
Mo none onp 1 iance itoted . Major areas inspec t ed: ira 1 1 canbrol U 
ac count Idg. physica ] se c ur t t y > heal t h K saf e ty. Par t ions 
•Jibhbeld (ref 10CFR2 790>. 

KUSKNEft. M. L. Region 1. Philadelphia. Fuel Facility U Materials 
Safety Branch. OOCNER. 0. H. Region 1. Philadelphia. Safeguards 
Branch. SO/lO/22. Spp. 07306:307. 


8012090067 AcA receipt of 801003 Ltr informing KRC of steps taken to 
correct violations nobad in IE Insp Repts 70-0135/80-22 6 
70 0364/80-18 

(lARTtM. W. 0, Region 1. Philadelphia. Safeguards Branch. 80/10/29. 
tp. 0/198:082. 


—8012.590077 Responds to t.'RC 800912 ltr re violations notad in IE Inap 
Repts 70-0155/60-22 * 70-036 4/80-18, Correc tlve actions: 
equiprrnb seiaar survey log revleued by health & safety 
sopo.vi Sion. Port tons withheld iref 10CFR2. 7901. 

AUSTIN. t1 A. Babcock .4 ililcoi Co. 80/10/03. 4pp. 07198:063. 


—8012090083 Forwards IE Insp Repts 70-0135/80-22 6 70-0364/80-lB b on 
800707-080} 4 notice of v 1 0 1 a t i on . Not i c e of violation 
Blthhoid Iref 10CFR2, 790). 

M.hfiTIfL Id, 0. Region 1. Philadelphia. Safeguards Branch. BO/09/12. 
8pp. 07198:087. 


—8012090093 IE Insp Repts 70-0133/80-22 6 70-0364/80-18 on 800707-0801. 
Nonconp 1 1 anc e noted : acce as not controlled to power U dry 
scrap storage areas . Proc edure s not folloued far equipment 
contamination surveys Portions withheld (ref 10CFR2. 7903. 

KUSriNER.K. L. Region 1. Philadelphia. Office of the Director. 

UOXWeR. U. H Region I, Phi lad el ph la. Safeguards Branch. 00/09/12. 
llpp. 07198 089. 


8012290391 Responds tio 801020 ltr re exemption from annual ragt revleui 
of matt control b accounting sys. Eiemptlon granted. End to 
eotoeo ltr win be withheld per lOCFfi2. 790( d ), 

PARTLCNi vl. S. Material Control L. leans ing Branch. 80/12/10. Ip. 
07315:352. 


8012310266 PNO-l-eO-177: on 801222.main. valve of fire sprinkler sys 
cracked b released 4.000 gallons of uater onto floor of 
plant Small quantity leaked outside protected area but uas 
surveyed as not con tarn tna ted. Sy s currently Inoperable. 

ROTH. U. . CROCKER. H.M. . SMITH, O.K Region 1. Philadelphia. Office of 
the Director. 80/12/22 2pp. 07361:287. 


OOCREI 70-0371 MtJITED NUCLEAR CCRP, 


9012020254 Forwards "E.nergency Security Coverage Plan." to be 
imp loT.snted if guard force contractor unable to supply 
necessary personnel. 

OIOLIOTTI < R. O. United l.'udear Corp. . UNO Recovery Systems Div. 
BO/09/10. Ip. 06586- 003. 


-“8012020261 "Eir.ergency Security Coverage Plan." 

United NucIbot Corp . UNC Recovery Systems Div. 80/05/31. 7pp. 
06S86: 003 


8012010549 Forwards effluent monitoring rept for Jan-Jone 1980, 

KIHK.H.F. United Nuclear Corp.(Haval Products Div. 00/09/15. 2pp. 
07098: 082. 


6012020699 Foruards revision to 800919 application for amend to License 
SNM-SLQ adding Page 0. 3. 3. Revl s ion 2 re storage of limited 
quantity of fuel mat! at site i. withdrawing Pages 7. 3-1 
through 7, 3-3 

KlRKiU. F. United Nuclear Carp. .Naval Products Div. 00/10/16. ip, 
07130: 335, 


— 6012020696 Application to amend License SNM-368. consist Ing of Revision 
2 to Page 0.3-3 re storage of fuel. 

s United Nuclear Corp.. Naval Products Div. 60/10/16. ip. 
07130:336. 


0012190694 Forwards IE Insp Rept 70-0371/80-15 on 800922-26. No 
noncc.':ip 1 iance noted. 

MARTIN, N.O. Region 1, Ph 1 lade 1 ph la, Safeguards Branch. 00/10728. 
3pp. 07287:352. 


— 8012190698 IE Insp Rept 70-0371/80-15 on 800922-26. No noncompl iancs 
noted. Major areas inspected: measurement control program. 

Details withheld (ref 10CFR2. 790), 

ZI8ULSKY.H. Region 1. Philadelphia. Office of the Director. 
JOYNER. J. K. Region 1. Philadelphia.. Safeguards Branch. 80/10/15. 
Ip. 07287: 354. 


80 1 22903 74 PNS- 1-80-026: on 801212, Uni ted Nuclear Corp reported tent 
threat from unidentified male. Two searches revealed nothing. 

State local b federal authorities will be notified. 

JO.\FS.£. . JOYNER. J. Region 1. Philadelphia, Office of the Director. 
80/12/12. 2pp. 07339:080, 


DDCKE1 70-0398 COMMERCE, DEPT. OF 


8012249247 Ac k receipt of 801106 ltr informing NRC of steps taken to 
correct vloletiens noted in IE Insp Rept 70-0398/80-04. 

SMITH. O.H. Region 1. Philadelphia, Fuel Facility b Materials Safsty 
Branch. 00/11/13. Ip, 07325:098. 


—8012240251 Responds to NRC 801024 ltr re violations noted in IE Insp 
Rept 70-0398/80-04. Correct I ve at tions; staff will follow 
required procedures in shipping radioactive matls. 

PEVEY.L. E. Commerce. Dept, of . National Bureau of Standards. 
BO/ll/06, Ip. 07325:099. 


—8012240253 Forwards IE Insp Rept 70-0398/00-04 on 800929-1001 l< notice 
of violation. 

BMITH.O. H Region 1, Philadelphia, Fuel Facility b KateTlalf 
Safety Branch. 80/10/24. 2pp. 07325: 100. 


—8012240259 Notice of violation from insp on 800929-1001. 

a Region I, Ph i lade Iph la. Office of the Director. 80/10/24. Ip. 
07325: 102. 


—8012240261 IE Insp Rept 70'-0S?8/80-04 on 800929-1001. Noncomp Uance 
no ted: fai lure to label package of radioactive mabl prior bo 
shipment. 

ROT Ml J. Region 1. Philadelphia. Office of the Director. 

CROCKCR. H. W. Region 1. Philadelphia, Fuel Facility b Materials 
Safety Branch. 80/10/24. lOpp. 07325; 103. 


8012230145 Requests amend to License &NM-362. pcrml tt Ing use of up to I 
mg Pu b up to 1 g U-235 In mass spectrometer eomple* in 
Dldg 221. 

PEVtY.L.E. Commerce. Dept. Of . National Bureau of Standards. 

00/11/24. ip, 07316,357. 


6012230483 Forwards addl info in support of amend to License SNM-362i 
per 801124 request. 

a Cor.merce, Dept, of, 00/12/19. 7pp, 07314:132. 


DOCKET 70-0687 UNION CARBIDE CORP. 


6012190543 Forwards IE Insp Rept 70-0697/80-06 on 800917-19 b notice of 
viola tlen. 

SMITH, O.H. Region 1. Ph i ladrlph ia. Fuel Facility b Haterlali Safety 
Branch. 80/10/15. 2pp. 07283: 180. 


—8012190550 Notice of violation from insp on 600917-19. 

* Region t. Philadelphia. Office of the Director. BO/IO/14. Ip. 
07208: 182. 


—8012190533 IE Insp Rept 70-0687/80-06 on 800917-19, Noncomp Uant t noUd: 
failure to post cabinet containing U. 

CLEMONS. P. Region 1. Philadelphia. Office of the Director, 

KNAPP, P.J. Region 1. Ph 1 ladelph la. Fuel Facility b Nateriais 
Safety Branch. 80/10/14. 6pp. 07288:103. 


DOCKETED ITEMS 


0OJS29O424 Objects to hlftC BOIIOS 1 tr advising of JO faellitu 
claiilf ieation. Cltensee maintains that iO status is corraet 
cattgorij. Fae i I i ty is specifically pTohibited from full ranae 
of activities under ID. 

VOTHi M. H. Union Carbide Corp. SO/12/02. 2pp. 07299:259, 


6012160422 Responds to FOIA request for documents re five categories of 
info re spent fuel shipments through Commonwealth of PA 
Foruai'ds documents listed in App A. Info partially withheld: 
local taw enfopeemant capabilities <ref FOIA Exemption 3). 

FELTOMi J. H. Division of Rules and Records. 80/12/03. 3 d6 


-8012160471 Submits renuest for route approval for spent reactor fuel 
transportat ion. Inc ludes cask Identi f 1 ca t loni quanii ty & type 
of fuel] loaded weight of uni t p carriepi an t J c Ipa ted schedule U 
route info. 

HART(H.C. Union Carbide Carp, 79/11/29. 4 pp. 


DOCKS! 70-0690 WALTZ MILL BITEp WE8T1N0HQUSE ELECTRIC CORP. 


8012100027 Summary of 001113 meeting w/Westinghouse in Sliver Bprlngp 
MD re environ rept requirements for facility license renewal 
appl icatten. 

KEIZLACH.N. Uranium fieeavery Licensing Branch. 80/11/17. 8pp. 


DOCKET 70-0/34 -JENERAL ATOMIC CO, 


8012160601 Responds to 800527 itr describing changes In fund ante ntal 
nuclear mabl control plan. Revised pages are acceptable* 
u/addition of end qualifying words. Enel withheld 
Jref tOCFR8.790l. 

PARTLOUjU.O. Material Control Licensing Branch. 80/18/03. ip 


8018240506 Informs that fee required for Commission review of 800S06 
request for fuel shlppsent route approval. 

MILLERiW.O. License Fee Management Branch. Q0/12/0Q ip 


6012t30037 Requests fee for proposed amend to License 5NH~’960f r ep U 
Sections 1-0 of Amend MPP-3p aubmi t ted In util 6010IS Itr. 

HEISSp D. License Feo Management Branch. SO/11/20. tp. 07240: C 


8012160422 Responds to FOIA request for documents re five categorii 
info re spent fuel shipments through Commoniuealth of PA. 
furwai’ds documents listed in App A. Info partially withheld: 
local law enforcement capabilities (ref FOIA Exemption 3>. 

FELTOH. J. II, Division of Rules and Records. 80/12/03, 3pp. 


6012160424 Requests that approved spent fuel route be altered as 
indicated in enc I . 

CARRIER. M J. Oeneral Electric Ca. 80/04/21, 2pp. 


0013240501 Informs that review of licensee route approval requested 
600414 t> OSOS I trs is subj to Commission license foe 
schedule. Fee invoice will be issued. 

MILLER. W.O. License Fee Management Branch. 80/18/08. ip. 

07524: 115. 


8012290143 Motice of 810106 second prehearing eenfarenca In San 
FraneiscoiCA re discussion of all pending matters* including 
r e-e lamina t i on of status of discovery 6 further schedluling. 

Wo limited appearance statements will be heard. 

ORQSSMAMi H, Atomic Safety end Licensing Board Panel. 80/18/10, 
07344:051, 


6012310256 Motion for issuance of order containing ASLB rulings 
granting joint petition to i n tervene. Mo t ic e of appearance (c 
Certificate of Svc encl. 

TREBV.B. A. Hearing Branch I. 00/12/24. 5pp. 07370:020. 


DOCKET 70-0820 UIJI TED NUCLEAR CORP. 


0018020299 Advises that physical plant protection plan has been amei 
to permit storage of packaged lagoon waste awaiting shipment 
In open area 6 parking lot. Change does net decrease 
effectiveness of plan. 

SHULTZ I 0, M. United Nuclear Corp.. UNC Recovery Systens Div. 
80/09/17. Ip. 07133: 123, 


DOCKEl 70-0754 VALUECITOS NUCLEAR CENTER, OENERAL ELECTRIC CO. 


8008210087 Forwards request for route approval fop shipment of 
irradiated reactor fuel. 

CARRIER* M.J. general Electric Co. 79/18/26. ip, 04069:183, 


80180SO/67 Forwards "Seismic Evaluation of Valleeltos Site' Basis of 
Earthquake ©round Motion Design Criteria," final rept. 

HALLiW, J. N, M. Newmarl Consulting Engineering Services. 
NRC- 03 - 7 a- 150 . 00 / 09 / 29 . ip, 07189:040. 


B018020394 Advises of attrition of contract security personnel due 
site dec ommiss loni ng . R ep lace.mants will be trained to 
perform individual rather than overall guard dutl es. Change 
will not decrease off ecti vone s s of seeurtty plans. 

CQOAN. N. U. United Nuclear Corp., UNC Recovery Systems DIv. 
80/09/19. Ip. 07148: 0B2, 


8013890063 Documents events steted in 000916 telcon re incident on 
000913. Containment basin surrounding tank held several 
inches of 1 tqul d. (uh i eh came from tank via hose placed In 
tank. Flow stopped Z* liquid pumped back Into tank. 

OREOOrR.iJ. United Nuclear Coro. i UNC Recovery Systems Div. 
80/09/33, 2pp. 07345:252 


8012030774 Forwards "Seismic Evaluation of Vallecitos BitcBasls of 
Earthquake ©round Motion Design Criteria," final rept. 

Damage scenarios are realistic re effects of postulated 
leis.nle haiards. 

NEMMARK, N. H. , HALL. W, J. N. M. New.rark Consulting Engineering 
Services. NRC-03-78-t30. SO/09/29. 1 Ipp. 07189:041. 


•0018080779 "SelSiTiic Evaluation of Vallecitos Site: Basis of Earthquake 
Oround Motion Design Criteria." 

HALL, W. U. , NEWMARKi N. M. N. M. Newmark Consulting Engineering 
Services. NRC-03-78-1S0. 80/09/29. ilpp. 07109:052, 


8012300034 Forwards IE Insp Rept 70-0380/60-17 on 800900-12 t< 28-86. 
noncomp 1 lance noted. 

MARTIN, N.O, Region 1, Philadelphia. Safeguards Drench. 00/10/17. 
2pp. 07356:106. 


—8012300039 IE Inep Rept 70-0020/00-17 on 000900-18 (* 28-26. No 
noncortipl i ance noted. Major areas inspoc ted: (neasurements of 
8NM in waste discards 4, licensee decommissioning activities. 
Oetalle withheld (ref lOCFRa, 790). 

SUMMERS.R,. HOUODV, D. , BISSEfT.P, Region I, Ph iladelphta* Offlc 
of the DIrectoi'. 00/10/15, Ip. 07356:100, 


3018020300 Application for amend to License SNM-960,replaclng Sections 
1-8 of Amend MPP-2 w/eohdition limiting possession of BNM 
to I kg. 

M08CHN6R, R, A. Oeneral Electric Co, 80/10/13, Ip. 07141:360. 


8018040483 Forwards RA Moschner 800911 Itr re re-issue of matl control 
t accounting plan for fad llty. Plan withheld 
(ref 10CFR2 790), 

* Public Document Branch. 00/10/20, ip. 


■”“8018040492 Forwards matl control 4 accounting plan for Plants 3 6 4, 
Plant 8 has been completely deactivated 1* ref to plan 
removed. Plan covers plant U which is to be reactivated. 

Plan withheld (ref iOCFRa. 790). 

MOBCHH£R,R A. Oeneral Electric Co. 80/09/11. Ip, 07170:114. 


80(20208.(9 Notifies that review of 001031 revised requeit for approvel 
of routes involving shipment of spent fuel is subj to NRC 
licanii fee schedule. Notification of feo will be made upon 
approval of request. 

HBIBS, D, LUe.nse Fee Management Branch. 80 /ll/lB tp. 07133:126, 


eot 2 l 002&6 Ack receipt of 801010 4 16 Itrs informing NRC of steps t< 
to correct violation noted in IE Haste Packaging Insp Rept 
15000039/80-16. 

SMITH, O.M. Region 1, Philadelphia, Fuel Facility 4, Materials Safe 
Branch. 80/10/24. tp. 07217:328. 


8012100864 Responds to NRC 800916 itr re violation noted In IE Wai 
Packaging Insp Rept 1 5000039/80-16. Corrective actions; 
modifying existing procoduras to provide more detail re 
checkoff of individual requirements. i 

BONERS, C.E. United Nuclear Corp. 00/10/10. 2pp. 07817:329. i 


•8012100273 Forwards response to 801010 Itr re violation noted In il 
Waste Packaging insp Rept 15000039/00-16, Corrective action: 
driver Instructed not to ranove placards until completion 
of unloading. 

QOHCftS, C. E, United Nuclear Corp. 00/10/16. 8pp. 07217:331. 


Insp Rept 15000039/00-16 


— 0018100877 Forwards IB Haste Packaging 
B00730 it notice of violation 
SMITH, O.H. Region 1, Philadelphia* Fuel Faellitu 4: Materiale 
Safety Branch. 00/09/16. app. 07217:333. 
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DOCKETED ITEMS 


■-60121009&!) Notice of violetioti fron imp on 900730. 

* Region 1. PAile^elphie. Office of the Director. 90/00/20. 2pp. 
07217: 33S 


-S013t0029ii te Mette Paelieging Imp Rept 19000039/80-16 on B00730. 
Noncomp 1 iance noted: no radioactive placard found on tractor 
or trailer 

MACARTHUS. T. C. . POTTES.J. P. Region 1. Ph i ladelph ia. Fuel Facility 
6 Haterlalf Safetg Branch. 80/0B/20. 3pp. 07217:337. 


312230009 Forwardi IE Insp Rept 70-0930/00-10 on 001006-09. No 
nonconp llance. noted. 

MARTINt li. 0. Region !• Ph 1 ladelp lila< Safeguard* Branch. BO/10/24. 
2pp. 07306:380. 


-8012320012 IE Imp Rept 70-0020/00-19 on 901006-09. No noncomp 1 iance 
noted. tfajor area* inipec ted: decoir.nl teien ing actlvltle* U 
thlpper/recelver d i f f erenees. Detai 1 * withheld {ref 
10CFR9. 790». 

SUI)<4SRB. R. . ZIBULSHT. H Region t, Phi lade Iph iar Office of the 
Olrector. JOYNER. J.H. Region ti Phi lade Iph 1 •< 9afeguarde Branch. 
eO/lO/22. Ip. 07306:383. 


312090247 Ack receipt of 0O1OOJ 1 tr informing NRC of *tap« taken, to 
correct violation* noted In 16 Imp Rept 70-0820/80-05. 

SHITH.O.Ii. Region !■ Philadelphia. Fuel Facility & Haterlati Safety 
Branch. 80/10/88, 2pp. 07203:316. 


-9012090251 Raepond* to NRC 000900 Itr re vialatlone noted in IE Imp 
Rapt 70-0030/60-09. Corrective actiont: aud it repts ulll 
include analy*it of work itatlon radiation e ip o«ur e. Houir 
checked 1: found free of contamination. 

BDllERSfC.E, United Nuclear Corp. . UNO Recovery Sy*tens Olv. 
BO/10/01. 4pp. 07202:318. 


-3012090253 Forward* IE ln*p Rept 70-0920/90-05 on 000514-16 & notice of 
violation. 

SMITH.O.H. Region 1. Phi ladelphla. Fuel Facility 6 Haterlats 
Safety Branch. 80/09/08 2pp. 07202:322. 


-0012090254 Notice of violation fores in*p on 800514-16. 

a Region I. Philadelphia. Office of the Oirector. 80/00/29. 2pp. 
07202:324. 


'80I20902S3 IE Imp Rept 70-0020/80-09 on 000514— 16. Noncoffip 1 lance 
notediOec 1979 audit did not Include analyeis of radiation 
eiposura for each work * ta ti on. Hauer moved from contaminated 
area not (urveyed. 

CLEH0N5.P. Region 1. Philadelphia. Office of the Dtreetor. 
KNAPP. P.U, Region 1. Phi ladelph ia. Fuel Facility ti Haterlale 
Safety Branch. BO/OS/29. 7pp 07202:326. 


ICKEI 70-0092 COLUMBIA UNIV, 


I12020S13 Application for renewal of Liceme SNH-a70, Matl to ha uted 
for haiic rettarch & educational purpoeae. 

LORIO.P.Il Columbia Unlv. 90/09/10. IBpp. 07143:096. 


>12240176 Atl receipt of 801027 Itr Informing NRC of ttepe taken to 
correct -/lolatlon noted in IE Insp Rept* 70-0002/78-01 6 
7O-0BB2/B0-OI. 

HARTIN.U. 0. Region 1> Phi ledelph 1 a. Safeguards Branch. 00/11/19, 
2pp. 07325:037. 


8012240170 Re*pand< to NRC 600329 Itr re violation nated in 1£ In»p 
Rapt* 70-0883/78-01 4; 70-0008/00-01. Correc t Iva action: matl 
statu* rept* submitted. 

LORIO. P. Id. Columbia Oniv. 80/10/27. Ip. 07325; 038. 


ICKET 70-0925 CIHARRON FACILITY, KEfift-MCBEE CORP. 


12100431 Forward* IE insp Rept* 70-0925/90-03 6 70-1193/00-05 on 
000930-1092 No noncomp H ance notad. 

DAVtSiA.B. Region 3. Chicago. Fuel Facility 6 Material* Safety 
Branch. 90/11/12 2pp. 03794:293. 
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DDCKer 70-1063 TODD SHIPYARDS CORP. 


B012040534 Forward* 600413 Itr reguetting termination of Lieenst. 
SNH-1015. 

HATHWAV.C.U. Todd Shipyard*. 80/10/02. Ip. 06915:001. 


—6012040533 Requeit* that Liceme SM.-l-lOlS be terminated. 
liINTERB.C. £. Todd Shipyard*. 80/04/1 S. ip. 06915:001. 


DOCKET 70-1100 COMBUSTION ENOINEERINO. INC. 


8013180493 Re^ueit* amend to License SNH-1067. author i i Ing temporary 
poisesilon of U 6 thorium-bearing uaete matl* for packaging 
b transfer to commercial disposal facility. Criteria, 
supportive info b license amend fee end. 

LtCHTENSEROER C-E Power System*. 80/11/10. 26pp. 07103:001. 


8012100385 Summary of 801110 meeting u/C-E to discus* proposed retueti 
for amend to License 8NM-1067i changing organisation for 
nuclear criticality b radiation safety. 

KETZLACH.N. Uranium Fuel Lie tm ing 'Branch. 00/11/13. 8pp. 

07278: 337. 


DOCKET 70-lli3 OENERAL ELECTRIC CO. 


9012040470 Submits latest revisions to fundamental nuclear matl control 
plan for fuel fabrication fac 1 1 ity. Oes cr ip tlvt listing of 
page changes b revised peges enc 1. Revision* withheld 
<ref I0CFR2.79O), 

KAPLAN. A.L, Ocncral Electric Co, 80/09/11, 2pp. 07170:048. 


8013010217 Inform* that review of Amend HPP-2 to Lieinst SNM-1097 dtd 
000703 1* complete. No addl fee reguired. per 10CFRI70. 

HILLER, U. a. Licente Fee Management Branch. 00/09/22. tp. 

07098: 137. 


9012100472 Ad receipt of NRC 001126 Itr forwarding IE Insj) Ropt 
70-1113/80-19 on 001103-07. 

KAPLAN.A.L, Oeneral Electric Co. 00/12/01. Ip. 07272:007. 


--0012100476 Forward* nonpropr Ictary version of IE Insp Rapt 

70-1 il3/90-iB on 801105-07. No item* of noncomp I lenee notad. 

KENNA, N. B. Rtglon 2. Atlanta. Safeguards Branch, 00/11/26, 2pp. 
07272: 008 


--8O1210O4B2 Nonproprletary version of IE Imp Rept 7O-H13/8O-10 on 
801103-07, No item* of noncomp 1 lance noted, Major areas 
inspected: WHO measurement control program. 

BATES.J.bl., MCALPINE, E. J. Region 2. Atlanta. Bafeguard* Branch. 
80/11/25, Ip. 07272:010. 


DOCKEI 70-il43 NS6TINOHOUSE ELECTRIC CORP. 


8012110153 Forwards IE Insp Rept 70-1143/00-13 on 000905. No 
none ampl lance noted. Insp details withheld (ref 10CFR2. 7901, 

MARTIN. N.O, Haglon 1. Philadelphia. Safeguard* Branch. 80/10/07. 
2pp. 07324:052. 


— 8012110159 IE Insp Rept 70-U43/B0-13 on 800905. No noncomp I lane* noted. 
Major areas inspected: matl control b accounting. physical 
* ecur ity t heal th b safety. Detelli withheld <ref 10CFR3,790>. 

KUSHNER. U. L. Region 1. Ph i ladotphia. Offiet of the Oiroetor. 

JOYNER, J, K Region i, Philadelphia, Safeguards Branch, 60/10/02. 
3pp. 07234:034. 


0012100227 Ack receipt of 000930 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1143/00-11. 

MART1N.N.0. Region 1, Ph i ladtlph ia, Safeguards Branch. 60/10/23. 
Ip. 07217:316 


— 9012100234 Responds to NRC 800900 Itr re violations noted In IE Insp 
Rept 70-1 143/90-11. Correc tive actions withheld (ref 
10CFR2. 790>. 

HOOrSE.J, 8, Westlnghouse Electric Corp. 00/09/30. tp. 07217:317. 


—8012100241 Forward* IE Insp Rept 70-1 143/80-t 1 on 800804-00 b notice af 
violation Notice of violation withheld (ref 10CFR2. 790}, 

MARTIN, W.O, Region 1. Philadelphia, Safeguards Branch. 80/09/08. 
2pp. 07317:318. 


DOCKETED ITEMS 


80121C0247 IE In»p Rept 7O-1143/Q0-H on 000804-08. Nqncomp 1 iane* nottd: 
failur* to raconcil* 4 adjust cantral control racords t< 
subsidiary accoun t s. De tai 1 s withheld (r»f 10CFR8. 790). 

RATTAiA. D. , BISSETTiP, Region 1, Philadelphia. OMice of the 

Director. JOYNER, j, H. Region 1 > Phi lade lphla< Safeguards Branch. 

0O/O9/'O2. Ip. 07217:320. 


801 223001 5 Forwards IE Insp Rept 70-1143/80-14 on 8O1O07-OS. No 
nonco'npllance noted. 

MARTIN. H 0. Region 1. Philadelphia. Safeguards Branch. 80/10/24 
2pp, 07306:302. 


—8012220019 IE Insp Rapt 70-1143/80-14 on 801007-08. No noneompllanca 
noted. Major areas Inspec t ed: deeoir.nl ssionlng activities. 

Details withheld (ref lOCFRS. 790). 

HOLODY. D. J. Region 1. Phi lade 1 phia. Office of the Director, 
JOYNER. J.H. Region 1. Phi ladel phia. Bafaguards Branch. 80/10/21. 
Ip. 07306:304, 


DOCKET 70-1151 WESTINOHOUSE ELECTRIC CORP. 


8012090162 Ack receipt of 801002 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1151/80-21. 

KEKNA.M. B, Region 2. Atlanta. Safeguards Branch. 80/11/25. te. 
07200:112, ^ 


— 80120-90165 Responds to telcon re violations noted in IE Insp Rest 
70-1151/80-21. Addl info to 801002 Itr withheld <ref 
tOCFR2. 790). 

OOODlflNi W. L. . D'AMOREiM. Mestinghousc Electric Carp. 80/11/07. 
Ip. 07200:113. 


■8012090169 Responds to NRC 800829 Up re violations notad in IE Insp 
Rept 70-1151/80-21. Enel withheld (ref iOCFR2. 790). 

OOOOWIN. W. L. . O'AMQRE. M. Mestlnghouse Electric Corp. 80/10/02. 

Ip. 07200:114. 


•8012090176 Forwards IE Insp Rapt 70-1151/60-21 on 800721-25 & notice of 
violation. Notice of violation withheld <ref tOCFR2. 790). 

KEim.N. B. Region S, Atlanta. Safeguards Branch, 80/08/29. 2pp. 
07200:119, 


•8012090185 IE Insp Rapt 70-1151/80-21 on 800721-25, Noneonplianee noted: 
failure to Include provisions for revieui 1< approval of 
written procedures for analyzing control program data. 

Details withheld iref 10CFft2, 790), 

JONES, D.W. Region 2. Atlanta, Office of the Director. 

0ILLE8PIE, E. P. Region 2. Atlanta, Safeguards Branch. 80/08/28. 

Ip. 07200:117. 


DOCKET 70-1193 CIMARRON FACILITY, KERR-HCOEE CORP. 


6012010191 Informs that Amend 4 to License 8NM-1174 approved, el lowing 
decontamination ti dismantling of equipment fc glove boxes 6 
operation of unnumbered cementing glove boies. 

ROUBE.L.C. Advanced Fuel ti Spent Fuel Licensing Breach. 80/10/08. 
3pp. 07092: 132. 


8012080790 8 ER supporting Amend 4 to License SNf1-lt74 for 
d econtaminatlon h dismantlement of gloveboxes 6 plant 
equipment. 

HAUOHNEV, C. J. . ROJSE.L, C. Advanced Fuel t: Spent Fuel Licensing 
Branch. 80/10/18. 8 pp, 07196: 275. 


8012180431 Forwards IE Insp Repts 70-0925/80-03 1< 70-1193/80-05 on 
800930-1002 No noneemp I lanca notad. 

DAVIS. A. B, Region 3. Chicago. Fuel Facility t: Materials Safety 
Branch. 80/11/12. 2pp. 03794:283. 


■8012180435 IE Insp Repts 70-0925/80-03 h 70-1193/80-05 on 800930-1003, 
No noncompliance noted. Major areas Inspectad: f acll ity 
changes t: mods, radwaste mgt tn licensee actions on previous 
insp findings. 

HUETER, L.J. Region 3. Chicago. Office of the Director. 

FI 6 HFR. W. L Region 3. Chicago. Fual Facility 6 Materials Saftty 

Branch. 80/11/10. lOpp. 03794:285. 


DOCKET 70-1201 UF 6 CONVERSION FACILITY, BABCOCK ii WILCOX CO. 


6012020269 Raquests that targat date for completion of investigation of 
Inventory differences. per NRC 800520 request. be extended to 
810228 to permit thorough review, 

ZEFF, D. H. Babcock «• Wilcox Co. 80/10/07. Ip. 07134; 213, 


DOCKET 70-1252 EOLOW INTERNATIONAL CO. 


8012010922 Approves “Edlou Inti Co Plan for Fhyetcal Protection por 
10CFR7.3. 67. Part 1 . 8 NM of Moderate Strategic Significance b 
Part M. 8 NK of Low Strategic Significance, " 

MCCORRiE. 0. H Physical Security Licensing Branch. 80/10/14. la 
07092:138, ’ *f 


DOCKET 70-1257 MIXED OXIDE FABRICATION PLANT. EXXON NUCLEAR CO., IN 


8012020313 Advises that info contained In SOOSOS Itr cpeeifying det, 
of metis accounting procedures it proprietary fc should bs 
withhold fref t0CFR2. 790). 

NIL 8 O.N 1 R. Exxon Nuclear Co,, Inc. (subs, of Exxon Cora.). 80/09 
Ip. 07148:192. 


8012090137 Forwards IE Insp Rept 70-1257/80-07 on 800312-15. No 
nonco.rpl lance noted. 

BOOKrH. E, Region 5. Ban Francisco, Fuel Facility b Materiali Safi 
Branch, BQ/IO/IS. 2pp. 07199:258. 


•8012090143 It Insp Rapt 70-1257/80-07 on 800812-15. No none ompl lam 
noted. Major areas inspected; 1 ic ensee use of lagoons for 
storoge li evaporation of liquid process wastes. lagoon 
monitoring k possible environ Impact. 

COOLEY, N.J., THOMAa.R.D. Region 5, San Francitco. Office of thi 
Director. BOOK.H.E. Region 5, San Frenclseo, Fuel Facility b 
Materials Safety Branch. 80/10/14. t2pp. 07t99:S60. 


8012160613 Ack receipt of B0102S b 1103 Itrs for emend to Llcenee ! 
SN.'1-1227 re laundry facility b reduction In Pu Inventory. 

Request has been classified as requiring minor amend to 
1 1 c ens c. Fee required, 

WEISS, D. License Fee Mdnage,nent Branch. 80/11/26. Ip. 07254;^ 


8012110100 Foruiardi IE Imp Rept 70-1257/80-09 on 800925-1003 b 
S7— 30 i notice of violation. Insp rept withheld 
(ref 10CFR8. 790). 

NORDERHAUO. L R. Region 5. San Francisco. Safeguarde Branch. 
80/11/28, £pp. 07223: 150. 


•8012110106 Notice of violation from insp on 800925-1003 b 27-30. 
Noneomp 1 lance noted : fal lure to check temper-indicating 
devlc es, 

NORDbRHAUOi L. R. Region S. San Francisco, Safeguarde Branch. 
80/11/28. Ip. 07223:152. 


DOCKET 70-1308 MORRIS OPERATIONS, OEKERAU ELECTRIC CD. 


8012010622 Forwards Revision 5 to NED0-2O776r « 8 pant Fual Sves 
Operation QA Plan. " 

DAWSON, D.M, Oeneral Electric Co. 80/09/17. 2pp. 07091:232. 


•8012010626 Revision 5 to NEDQ-20776. "Spent Fuel Sves Operatien QA 
Plan " 

VAN H0DMIS8EN Oeneral Electric Co. N6DD-20776 fiS. 80/07/15, ; 
10pp. 07091:234. 


8012020307 Advises that inventory of fuel stored et facility was i’ 
increased by receipt of three PWR fuel bundles from Southepi* 

CA Edison during Aug b Sept. 

DAWSON, D.M. Oeneral Electric Co. 60/10/09. 2pp. 07141:361, 


8012040166 Ack receipt of 800926 Ur re use of evaporation of spray 
ponds. Par t lal ly Installed spray field Irrigation lys use's 
. only treated water from sanitary waste sys, < 

ROUBE.L.C. Advanesd Fuel b Spent Fuel Lleensltie Branch. SO/IO/U", 
Ip. 07158:082, i, 


"80 18040 1 79 Requests Info on cllmete restrictiens for use 0 # epreuj:) 
in use of spray ponds for fuel storage. 

DREY, L. A. Affiliation Unknown. 80/09/26. tp. 07150:083. p 

8012290527 Forwards DM Dawson 801121 Itr confirming OE Intent to reii^ 
License 8NN-1265, % 

ROONEY, M, A. Mayer, Broun b Platt, 60/12/01. tp. •07335:178. p 

I 

—8012290531 Confirms OE intent to pureue application for renewal of 
Llctnsf SNM-1265. Appropriate documents to amend 790227 < 

application will be filed on or about 810112, 

DAWSON. D.M. Oeneral Electric C*. 80/11/21, 2 pp. 07335:179. >0 

B 

8012230(517 Informs A 8 LB of 800625 FR notice of Director's deeieion jl 
under '10CFR2, 206 that EiS on decontamlnatt on of Oreeden 
Nuclear Pouer Station, Unit 1, be prepared. PR notice enel, I 

ROTHSCHILD, M. U. Hearing Branch 1. 80/12/03. 2pp. 07311:179, (5 
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3012290138 Inform! that offective data of 10CFR72 corrected to read 
S01213 in*tead of 801123. 

BACHHANM. R. 0, RulemaHna t; Enforcement Division. 80/12/03. Ip. 
073'i4; 054. 


801219041)0 Order grantinji State of tL stay of spent fuel pool 
proceeding until 30 days after effective date of ncu 
10CFR72. GE ordered to submit revisions to consolidated SAR 
by S10112. Proposed amend to contentions due by 810S2S. 

OOODHOPE. A. C. Atomic Safety and Licensing Board Panel. 80/12/03. 
2pp. 07236:324. 


DOCKET 70-1349 HOSPITAL PAVIA 


8012170220 Poruards IE Info Notice 80-33. "Leatlny & Dislodged 1-129 
Implant Stads. “ No uritten responst raquired. 

Q'RglLLVi J.P. Region 2> Atlanta. Office of the Director. 80/10/10. 
Ip. 07268: 197. 


DOCKET 70-1397 ST. MARY'S HOSP. RICHMOND, VA 


3D12170226 Forwards IE Info Notice 80-33. “Leading It Dislodged I-t28 
Implant Seeds." No written response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 80/10/10. 
tp. 07268:206. 


DOCKET 70-1426 TRANSNUCLEAR, IltC. 


8012030793 Approves 800913 request for ei tension until 801018 for 
submittal of safeguards traneportatl on protection plan. 
HCCORKLE. 0. H. Office of Nuclear Material Safety It Safeguards. 
BO/09/29. ip. 07150:219. 


8012110628 Forwards IE Insp Rapt 70-1426/79-01. on 790806-10. No 
noncdtnp liance noted. Cover sheet only encllrof tOCFR2. 790). 
HARTIM.U. 0. Raglan 1, Philadelphia, Safaguarde Branch. 80/10/08. 
Ip. 07227:207. 


— 8012110633 IE Insp fiept 70-1426/79-01 on 790806-10. No noncomp 1 ianco 
noted. Kajor areas Inspected: domestic shipment of 8SNK. 

Datails withheld (ref 10CFR2. 790). 

DEVLIH. J. Vi. . MARTIN, N.O. Region 1, Philadelphia, Safeguard e 
Branch. SMITH, R.H. Region 1, Phi ladel phia, Offiee of the 
Director. SO/10/03. Ip. 07227:208 


DOCKET 70-1739 TRI-STATE MOTOR TRANSIT CO, 


8012020647 Requests that due date for submission of revised safeguards 
transportation pretactlon plan be attended to 601101 
w/tvc to continue under present plan In in ter im. Requests 
NRC position on 30-nlnu.to check call frequency. 

HAVeft.C.H, Tri-State Kotor Transit Co. (subs, of Oaergla Pacific 
Corp. ). 80/09/19. ip. 07148:012. 


8012040096 Ack receipt of 800919 Itr requesting ex.tsnelen to 801101 for 
submittal of safeguards transportation protection plan. 

Raquast approved. NRC position on 30-nlnute check cell 
frequency published on 800818. 

HCCORKIE.O.U Office of Nuclear Material Safety t. Safeguards. 
80/07/30. Ip. 07170.011. 


8012940804 Informs that fee required for Cotnmlseion review of 800530 
Itr requesting temporary amend to ShlK Security 
Transportation Plan II. 

MILLER, U.O. License Fee Management Branch. 80/12/08. Ip. 

07324: 116. 


DOCKET 70-1966 TENNESSEE VALLEY AWTHOftlTY 


8012040949 Requests Item 8 of SNM-1S26 be amended te allow max amount 
that licanetf may possess at any one time be changed to up 
to 10,000 g U-235. enriched to lest than iOX. Amend will 
relieve licenses of tOCFR73 requirement. 

MIlLSiL.N. Tennessee Valley Authority. 80/09/26. ip. 07170:107. 


DOCKET 70-2186 ST. JOHN'S HOSP. LOWELL, HA 


8012190594 Ack receipt of 600729 Itr informing NRC of etepe taken to 
correct vioUtlons noted in IE Insp Rept 30-01992/80-01. 

KIKNpdAN, J. D. Region 1, Phi Udelphia, Fuel Facility 6 Material! 
Safaty Branch. 80/11/06. tp. 07288:228. 


— 8012190S97 Responds to NRC 800903 Itr re violations noted in IE Imp 
Rept 30-1932/60-01. Corrective actione:hot lab area locked 
at all times when unattended 1. dose calibrator checked 
dally. 

PEDIGREE, R B. 8t. John's Hoep. Louelt,MA. 80/09/29. 2pp. 
07288:229. 


— 8012190601 Discusses IE Insp Rept 30-01732/80-01 on 800721 It forwards 
notice of violation. 

KINNEHAN, J. D. Region 1, Philadelphia, Fuel Facility & Materials 
Safaty Branch. 00/07/05, Epp. 07283:231. 

— 0012190604 Notice of violation from insp an 800721. Noneomp I lance noted 
licensed mat! left unattended L unsecured In unlocked 
nuclear medicine lab L daily dose callbr checks not 
performed. 

* Region 1, Phi ladelph la, Office of the Director, 00/09/03. 2pp. 
07288: 233. 


DOCKET 70-2286 MEDICAL CENTER OF VEHH0.NT SURLINOTON. VT 


8012080720 Ack receipt of 800912 I, IC03 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rapts 
30-00509/80-01,30-03287/80-01,70-2206/60-01 Sc 40-0106/80-01. 
KIN.NEMAN, J. D. Region 1, Philadelphia, Fuel Facility b Materials 
Safety Branch. BO/lO/30, Ip, 07101:187. 


--8009190463 Responds to NRC 800819 Itr re evaluations of 1-131 It 1-125 
c oncentrations. Evaluat ions of restricted area concentrations 
of 1-131 b 1-125 6 thyroid monitoring will be conducted 
within 30 days, using Reg Guide 8. 20, Table I criteria. 

JANNEY.C. D. Medical Center of Vermont Burl ington, VT. 80/09/12. 

Ip, 07181:158, 


--8012080735 Responds to NRC 800817 Itr re violations noted In IE Insp 
Rept 30-03287/80-01 .Corrective actions: evalua tl ons of 
restricted area concentrations I, thyroid monitoring to be 
conducted . 

JAN.VFY, C. D. , BERRY, J.F. Medical Center of Vermont Burl ington, VT. 
aO/IO/03. tp, 07101 : 159 , 


--8012080742 Discusses IE Insp Repts 30-00807/00-01,30-03289/80-01, 
70-2206/00-01 i: 40-0106/60-01 on 800729-30 It forwards notice 
of violation. 

KIN.S'£MAN, J. 0. Region 1, Philadelphia, Fuel Facility It Materials 
Safety Branch. 60/08/19, 2pp. 07161: 160. 


DDCKEt 70-2322 EOLOU INTERNATIOlv'AL CO. 


3012040194 Ack receipt of 800903 Itr re approval of route used for 
transportation of spent reactor fue 1 . Approves route change 
i. preposed port security I- forwards initial arrangements 
w/law agencies on route.W/o encl. 

MCCORKI E, 0. hi Office of Nuclear Material Safety L Safeguards. 
80/09/23. Ip. 07153:105. 


0012040380 Approves encl route to be used for transport of spent 
reactor fuel per I0CFR73. 37. H/o encl. 

MCCORKLE, 0. W. Physical Security Licensing Branch. 00/09/23. Ip. 
07163:257. 


0012040048 Ack receipt of 000924 Itr requesting change in route. 
Prevtausly approved route remains in effect contingent upon 
meeting 10CFR73. 37 requirements for heavily populated areas. 
MCCORKLE, 0. W. Office of Nuclear Material Safety It Safeguards. 
80/09/29. Ip. 07169:362, 


DOCKET 70-2392 EDLOW INTERNATIONAL CO 


0012010345 Requests route approval for shipment of spent fuel around 
Fayetteville, NC. 

RAVfeNSCROFT, N. Ediow International Co. 80/09/24. Ip. 07090:081. 


DOCKET 70-2478 TRANSNVCLEAR, INC. 


8012020280 Confirms telcon notifying that Pegase Cask 4 containing one 
Irradiated fuel element Is due to arrive In Portsmouth, VA on 
801027. 

8T0NEeURI/en, N. Transnuc lear, Inc. 80/10/09. Ip. 06916:001. 


8012020933 Confirms telcon notifying that one Pegase Cask 1, containing 
36 Irradiated fuel elements, Is scheduled to arrive in 
Portsmouth, VA on 601027. 

STONEBURNER, N, Transnuc laar, Ine, 00/10/14. ip. 07133:136. 



DOCKETED ITEMS 


DOCKBr 70-2479 TRANSNUCUEAR, INC. 


8018020343 Confirm* notification t^a^ TN-7 Cask containing 60 
Irradiated fuel elements is scheduled for arrival in 
PoTtimouth. VA on 801029, 

STOMEBKRNER. W. Transnue 1 oar . Inc. 80/10/13. Ip. 07133; 143, 


DOCKET 70-8320 WEST VIROINIA UNIV. MEDICAL CENTER MORGAN TOW N. HV 


8018170838 Forwards IE Info Notice SO-SSj "Leaking U Dislodged 1-183 
Implant Seeds." No written response required. 

0 'REILLYj vl. P," Region 2. Atlantai Office of the Director. 80/10/10. 
Ip. 07268:233. 


DOCKET 70-2609 COMMONWEALTH EDISON CO. 


aOlSlBOSAO Forwards IE Insp Repti 70-2609/00-02 U 70-2033/00-08 on 
aoi'117-ao & notice of vlo 1 a t Ion. Not ice of violation withheld 
(r«f lOCFfta, 790). 

HIND< J. A. Region 3i CMcagoi Safeguards Branch. 80/12/03. 2pd. 
03794; 802. 


— B0181B036S IE Insp fiepts 70-2609/80-02 fc 70-8389/80-02 on 001117-20. 
Neneeirpl lance noted: degraded phgsicat barrier. Details 
withheld (ref 10CFR2. 790). 

HADEDA.T.J., HIND, ^1. A. Regions. Chicago. Office of the Director. 
00/18/03. tp, 03794:204. 


DOCKET 70-2623 MCOUIRE SPENT FUEL POOL. DUKE POWER CO. 


8018030840 Forwards Revision I to storage i: in-translt securltg plan 
for SNM of low strategic s ignlf leance. Revision withheld 
Iref iOCFR8. 790). 

PARKER, H.O. Duke Power Co. 00/09/16. Ip. 07149:893. 


8012290379 Brief support of 001 ItO eiceptlons to ASLD 801031 Initl 
deelsign denglng util application to stoi'e 300 spent fuel 
assemblies from Oconee at HcOirire. Cons iderat ion of cask 
tipping Incident was adequate , Cartl f ie a te of Sve and. 

MCOARKY, J. M. . PHILIPS. M.H. DuVe Power Co. MClSARHY. U. M. Debevq 
Liberiran. 00/12/10. 151pp. 07331: 163 


80122900S2 Motion for eitension to file replq to util 801815 brief 
enable consa 1 Ida t ion. Oran ted for A&LAB 801 81 9. DS Flelschaker 
notice of withdrawal & ER Welts 1: LL Bishop notices of 
appearance end. 

StSHOPiL.L. I RILEY. J. L. Natural Resources Defense Council. 
BISHOP. L.L. Sheldon. Harmon 4 Weiss, 90/12/17. 4pp, 07344:17 


0012290313 Notice of withdrawal of DS Flelschaker from proceeding, 
behalf of N.RDC, t: substitution of ER Weiss. LL Bishop & SJ 
Stherr. 

WEtSa.E.R. . BISHOP. L.L. Harmon 4 Weiss. SCHERR. 3. U. Natural 
Resources Defense Council. 00/12/17. 2pp. 07343:009. 


”8018290319 Request for estension of time to file reply to appllc 
001813 brief to enable NRDC 4 Carolina Environ Study Oroup 
to flle'slngke brief supporting eiceptions of ap pi leant. NRC 
fc intervener. Certificate of Sve end. 

BISHOP. L.L. Harmon t. Weiss. BISIIOPiL.L Natural Resources 
Defense Council. RILEY. J.L. Carolina Environmental Studg Orb 
80/12/17. 4pp. 07343:091. 


0012290071 Brief araleua curiae addressing AELS 001031 decision ti 
opposing denial of utii request for authority to transport 
300 Oconee spent fuel assemblies to tIcOulre. 

TR03TEN.L, M. . ANCARRQN, M R, . MCBR IDE. M. F. Electric Utility Comp. 
Nuclear Transportation Oroup. 80/12/82 S6pp, 07343:010. 


8012300143 Brief on ecceptions to ASLB 801031 initial decision den' 
requested license amend to a'Jthorlie storage 4 receipt of 
Oconee spent fuel assemblies at McOu ire. Denla 1 should be 
reversed. Certificate of Sve end. 

KETCHSN.E. 0, . HOEFLINO, R, K. Hearing Branch 4. 00/18/22. 81pp. 

07338; 168, 


80180S029S Requests NRC response to Buncombe Count y. NO. Clvl 1 
Preparadness Agency 000711 telegram to President Carter b 
NRC requesting notification of high level radiation 
■hlpments through county. 

B03TIAN.fi. W, Duke Power Co. 80/10/02. ip, 07141:338. 


8018080637 Amends License 8NM-1773 to include end condition fur 
llceneee to follow low strategic significance 0NM storage 
6 in transit security plan. 

KCCORKl El 0. W. Physical Security Licensing Branch. 00/10/15, 2pp, 
07188:889. 


DDCKEl 70-8663 ST, MARY HOSP. QUINEV, IL 


0018170889 Forwards IE Info Notice 00-39. "Leaking S. Dislodged I-l! 
Implant Seeds. " No written response required, 

0 'RE ILLY. J. P, Region 2. Atlanta. Office of the Director. 00/10. 
Ip. 07268: 203. 


OaCKEr 70-2801 DETHESOA LUTHERN HOdP. ST, PAUL. MJI 


8018890899 Espretses epproval of NRC decision not to permit shipment 
of raduaste through NC t. SC. 

NOPPSUYERiP. 0. Affiliation Unknown. 80/11/19. ip. 07341:213. 


3011800841 Suggests obtaining 8 Spltalny assletance in preparing appeal 
brief of initial decision re McOulre/Oconee spent fuel 
transp ortation. 

CHR ISTENBURYi E. Hearings Division. 80/11/10. Ip. 


801S0307S4 Supports NRC decision to ban shipment of spent fuel. Public 
hearing should be held 6 more planning should go Into 
avacuation 6 decontamination plans. 

WILSON. D. Affiliation Unknown. 00/11/18, 2pp. 06986:003. 


8012110949 Applauds ASLB 801031 decision to deny Duke Power Co right 
to ship dangerous nuclear uteste through Carol inas. Requests 
notification of date chosen for Duke Power Co appeal of 
vanguard decision. 

BEST. B. ( MOORE. B. . DAVIS. D. Carolina Action. 00/11/24. ip. 
07883: 109. 


8018890066 Request to file amicus curiae brief in support of NRC h util 
ekctpbions on 001222. 

TROSTBNi L. M. Electric Utility Companies Nuclear Transportation 
Oroup. TRDSTEN. L. M. LeSoeuf. Lamb. Leiby L MacRae. 80/18/04. 2pp. 
07344; 236. 


0018890061 Order granting Electric Util Companies' Nuclear 
Transportation Group motion for leave to file amicus curiae 
brief on pending appeals of applicant 1. NRC from A8LB 801031 
decision Brief to be filed 6 served before NRC brief. 

BISHOP* C.J. Administrative Branch. 80/12/09. Spp. 07344:234, 


8012190100 IE Insp Findings 6 Licensee Ack dtd 001205 of License 
SNM-1837. Insp flnding8:na nencomp 1 ianc e noted, 

DURGIN.R.E, Reginn 3. Chicago, Office of the Director. 80/12/0! 
!p, 07281:339. 


DOCKET 70-2802 SOUTHERN CALIFORNIA EDISON CO, 


8012190034 Forwards util application for revised new fuel storage. I 
end. 

8TEVEW30:4» R. L. Uranium Fuel Licensing Branch. B0/I2/0Q. tp. 
07270:226. 


0OI219OO'lt Forwards util application for revised new fuel storage.) 
end. 

8TEVEWSQN. R, L. Uranium Fuel Licensing Branch. 90/12/00. Ip, 
07278: 820. 


DOCKET 70-2005 COMMONWEALTH EDISON 


8018100360 Forwards IE Insp Repts 70-2609/80-02 6 70-2089/80-02 oti 
001117-80 4 notice of v I o lat 1 on, No t ic e of violation withheld 
<r*f 10CFR8. 790), 

HIND, J. A. Region 3. Chicago. Safeguards Branch. 00/12/03, 8pp. 
03794:802. " 


— S0121B0369 IE Insp Repts 70-2609/80 02 4 7 0-208 9/00- 02 on BOIUT- 
Noneomp 1 lance noted : degraded physical barrier. Detai Is 
withheld (re# lOCFRZ. 790). 

HADSOAiT. J. I HIND. J. A Region 3. Chicago. Office of the Dlrebl 
80/13/03. Ip, 03794:204. 
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DOCKET 70-2893 AUXSL.IO MUTUO HOSP. 


e0')217i>963 Foriiiarit IE Info Notice BO-35< "UeatinB 1: Dislodged 1-129 
tmploift Seeds." No Ciinittea response re^ioired. 

Q 'REIUI Yj J, P, Region 2. Atlanta. OPflce o# the Director, 00/10/10. 
Ip. 07E^B:23d> 


DOCKET 70-2936 MISSISSIPPI POWER 4; LIOHT CO. 


0012020491 FoTuiards interim securitg plan for fuel etorage. Plan 
withheld (ref 10CFfi2.'790). 

HCOAUOHYi J. P., Mississippi Power & Light Co. 80/10/01. 3pp. 
07148: 124. 


DOCKET 70-2909 WEST I NOHOUSE ELECTRIC CORP. POWER SYSTEMS 


S0IS230310 Order granting ectonsion until 010130 for NSC 4 applicant to 
respond to Safe Energy AlUante of Central AL contentions. 

TMrty-dag ejtension granted to file response to Intervenor 
contentions after substitution motion ruling. 

WOLFi J. F, Atonic Safety and Licensing Board Panel. 00/12/li. 3pp. 
07310: 081. 


e012*>2079B Response in opposition to C Donolson 801110 intervention 
petition i: substitution of Donelson for Allred as party to 
proceed ing. Pr i or filings designated Safe Energy Alliance of 
Central AL, Inc. W/Cert i f I ca te of Svc. 

COUAN. B, Z, . KENRICK.J R. Eckert. Beamans, Cher In Mel lott. 
HAflCUCC I, D. R. Hestinghouse Electric Corp. 00/11/24. 23pp. 

07143; 349. 


8012090394 Criticlies planned const 4 operation 
In Prattsvl lle-Montgonvery area of State of AL. 
WILLIAMS. L. 0. Affiliation Unknown. 00/11/24, 


of nuclear fuel plant 
2pp. 06919:001. 


8012290206 Answer In opposition to DL Allred 001110 motion for 
substitutlo.n of named intervenor unless viewed as request 
for withdrawal. Certificate of Svc end. i a 

COWAW. 0. Z. ■ MARCUCC I. D, R. Nestlnghouse Electric Corp. KENRICK, J. R. 
Eclcrt, Beamans, Cher In 4 Mollott. 30/11/24. 4pp. 07344:230. 


0012030612 Response in support of substitution of C Donelson for OL 
Allred subj to DL Allred ul t hdraua 1 , Ident If I eat 1 on of 
contertions to be preserved 4 Identification of one 
adihissitle contention. 

TURK, S E, Hearing Branch I, 00/12/01. 4pp. 07197:002 


0012090564 Forwards application 
possassl on, insp 4 storage of 
matls Incidental to opscatlon 
OALE,L. F. Mississippi Power 


for 6NM license to permit receipt. 

SNM Si associated radioactive 
of fee 1 1 1 ty. 

S' Light Co. 00/10/01. Ip. 07174:873. 


— 0012090384 Application for SN(1 License to p 
Inspistorage fc packaging for delivery of 
radioactive matls incidental to operation 
declarations 4 endorsements end. 

MCOAUOHVi J. P Mississippi Power 4 Light 
07174; 274. 


ermit receipt, pessessian, . 
6NM 4 associated 
of facility. NELIA 

Co. 00/10/01, 37pp. 


DOCKET 70-2937 PENNSYLVANIA POWER 4 LIOHT CO, 


0012190028 Submits application for au thor l ia t ion to receive, possess, 
store, inspect 4 package for transport, nue 1 ear fuel bundle/ 
assemblies. Rediatlon protection officer resume end. 

CURTIS, M.W. Pennsylvania Power 4 Light Co. 80/10/16. 13pp. 

07278:212. 

PACKAGING OF RADIOACTIVE MATERIAL FOR. TRAN SPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71-0024 HITTMAN NUCLEAR 4 DEVELOPMENT CORP. 


6012240173 Forwards OA program approval for radioactive matl paekagt. 
MACDONALD, C. E, Transp or ta 1 1 on Branch. 00/12/09. Ip. 07323:035. 


— 8012240178 QA program approval for radioactive matl 
Revision 8. 

MACDONALD, C. E. Transportation Branch, 80/12/09. 


package: 0024, 

Ip. 07329:036. 


— 0012000816 Response in support of C Donelson 801110 petition to 
intervene in eube ti tut 1 on DL Allred subj to DL ALlrtd 
withdrawal 4 C Donelson submittal of one admissible 

contanbio.-i 

Tt/RK.S E. Hearing Branch 1 90/12/01. 22pp. 07107:006. 


-8012030522 Request for extension of time in which to file response ti 
DL Allred contentions until 30 days after ABLB rules on 
pending motion for subst 1 tut Ion, due to complexity of Issues, 
Certificate of Svc end. 

BACIIMANN, R. 0. Rulemaking 4 Enforcement Division. TURK, a. c. 

Hea.dng Branch I, 80/12/01, 6pp. 07187:020. 


Q01229CC41 Response In support of C Donelson 801110 petition for leave 
to intervene 4 slmvltaneoui joint notion for substitution 
for D Allred as inter venor. Cert i f Icate of Svc end. „„„ 

KCPHIiJ IPBi J, L, Safe Energy Alliance. 80/12/09. 2pp. 07344:230. 


DOCKET 71-0039 ROCKWELL INTERNATIONAL 


0012090124 Forwards revised QA program plan for shipping packages of 
radioactive matl in response to CE MacDonald 800029 Itr. 
Proprietary 4 legal notice on cover page has been deleted. 
MCDERMOTT, R. J.' Rockwell Internationel Corp., Energy Systems Olw. 
0O/ll/i2. Ip 07174:345. 


— 0012050133 Revised QA progrem for shipping paekeges of radloaetlva 

(7 d b I 

CLASS, D.N, . HCDERMOTT.R. J. . REMLEY.M.E, Rockwell International 
Corp,, Energy Systems Div. 00/11/12. 31pp. 07174:346. 


8012310215 Forwards QA program approval for radioactive matl package, 
MACDONALD, C. E. Transportation Rraneh. 80/12/01. tp. 07369:234. 


aO'i2290633 Buppl to pebitlo-n for leave to intervene 4 substitution of 
named intervanors. Cer tlf i cate of Svc end, - 

OQMELSOtli C. , ALLRED, D L. Affiliation Unknown, 80/12/06. 5pp. 
07332; 307. 


— 8012310210 QA program approva 
Revision 0. 

MACDONALD, C. E. Transp or tat 


1 for radioactive matl 
ion Branch, 80/12/01. 


package : 0035, 
ip. 07369:289. 


8012290011 Request for eitenston to file response to 

contentions until 30 days after ASLB rules on BOd O 

(nation to withdraw from proceed kng. Cert i fleet e of Svc •hd*- 
COHAN, C.Z., KENRICK, J, R. . MARCUCCI, D. R. Hestinghouse Electric Corp, 
80/12/09. 5pp. 07344:203. 


DOCKET 71-0102 SOURCE PROD. 4 EQUIP. CO., INC. 


8012300260 Forwards QA program approval for radioactive 

MACDONALD, C. E. Transportat I on Branch. 80/12/18. Ip. 07398:192. 


3012300076 Provides corrected list of names of adnl nlstratlve judges 
balor.glng to ASLB having jurisdiction over Heatlnghouse 
application for SNM 1 leense. Order Issued 0O12H contained 
two eiToneooa names. i. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 80/12/15. ip. 

07390: 344. 


—8012300262 QA 
Revision 0. 
MACDONALD, C, 


program approval far radioactive matl 
e. Transportation Branch. 00/12/10. 


package: 0102, 

Ip. 07358:193. 


DOCKET 71-0349 CAROLINA POWER 4 LIOHT CO. 


S012310448 Second suppl to petition to intervene. ftiquasts withdrawal of 
llstad proposed contentions which overlap u/Safe Energy 
Alliance of Central AL e onteoti ons. N/Cerli f icate of “ve, 

DONELSON, C. Af f i 1 i at i on. Unk nown. 00/12/20. 12pp. 07308.001. 


9012090283 Outlines acceptance criteria 
WILLIAMS, L. 0. Arfitlabion Unknown. 


for facility Hcettslng process. 
SO/ll/24.. 2pp. 07107:001. 


2120421 Requests revision of approved "Summary of Applicability 

3CFR71,App E" to extend to all ehlpplng packages for which 

btl may become user. Forwards summary listing criteria 4 

rtent to which util shall apply QA program. ^ ,v,mox.(»o.n 

TUEVrE.E. Carolina Power 4 Light Co. 80/11/10. 4pp, 07236.890. 



DOCKETED ITEMS 


OaCKET 7\-03S0 PICKER CQRP 


S012160A03 Authorltai NRC to tarminot* Picker Corp ai ounar oP 
Cartlflcatas of Contpllance S79& t- 90lltifpon Icsuance of 
certificates to Advanced Kedicel Si^s > Inc . P«Rue 1 1 s 
regtstratlan at user of neu c art 1 f Icatei. 

PEMOOViC.A. Picker Corp. a0/'lt/’24. ip. 072Al:234. 


DOCKET 71-0354 ADVAMCED MUCLEAR avSTECiB 


6012190603 Poruardt proposed neu QA program b revised organliatlon 
chart a . Tel ethe rapu units u/Ca-60 In source head will be mfg. 
KEt6L.EY< N. D. Advanced Kedlcai Systems. Inc. 80/11/21. Ip. 
07273: 295. 


— Q012170611 QA pollcg for compliance U/10CFR7 1 1 App E. 

KELDlEY.M. D. . ARNDT. R. U. Advanced Kedleal Bgtteinii tne. 79/11/07. 
9pp. 07273:296. 


8012240160 Foruardt QA program approval for radioactive matt package. 
MACDONALD. C. E. Transportation Dranch. 80/12/09. Ip. 07324:368. 


— 8012240170 QA program approval for radioactive matl pac kage: 0354. 
Revision t. 

MACDONALD. C. E. Transportation Qranch. 90/12/09. ip. 07325:001. 


DOCKET 71-0395 NAVY. DEPT. OF. NAVAL FACILITIES EiJO. COMMAND 


B012OB0B17 Aek receipt of 80091? I tr. Oescr 1 bes changes in QA pragram 
for radioisotope thermoelectric generatore.Vul 19S0. Revised 
description end. 

SMITH. R.H. Navg. Dept. of. 80/10/17. ip. 07175:344. 


--0012080819 Revised description of QA program for radioisotope 
thermoelectric generators. 

e Navg. Dept. of. 80/10/31. 7pp. 07175:345. 


DOCKET 71-0399 NORTH CAROLINA. STATE OF 


6012010F93 Forwards revised NC Dept of Transportation OA program. 
WAONERiF.T. North Carolina. State of. 80/10/28. ipp. 07090:020. 


--8012010302 Revised NC Dept of Transporat i on OA program. 

UAQNER.F.T.. KENT. T. T. RUDISILL.O.D North Carolina. State of. 

ao/io/aa. spp. 07O9B:O2 i. 


6D120800FQ Foruards QA program approval for radioactive matl package. 
MACDONALD. C. B. Transp or ta 1 1 on Branch. 80/11/20. Ip. 07194; 187. 


“8012080034 OA program approval for radioactive matl package: 0399. 
Revision 0. 

MACDONALD, C. E. Transportation Dranch, BO/ll/20. Ip. 07194:188. 


DOCKET 71-0400 NAVV, DEPT. OF 


8012110504 Forieartfs OA program description for review ft comments.. 
SMITH. R.H. Navg.Dept. of 80/10/08. Ip. 07226:144. 


—8012110506 Forwards OA program outline far packaging of radioactive 
matl for transport 6 transportation of radioactive matt. 

RIEOER.A. E. Navg, Dept. of. 80/09/10. 6pp. 07226:145. 


--8012110508 QtA program for packaging of radioactive matl for transport 
6 transp or tatlan of radioactive rati, 
e Navg, Dept. of. 80/09/10. Spp. 07226:146. 


DOCKET 71-0401 RELIANCE TEST INC? LABORATORIES, INC. 


8012240161 Forwards OA program approval for radioactive matl package. 
MACDO.NALD. C. E. Trans p or ta t { on Branch. 80/12/09. Ip. 07325:015. 


"9012240165 OA program approval for radioactive matl package: 0401 . 
Revision 0. 

MACOONALD, C. E. Trenspor tat i on Branch. 80/12/09. Ip. 07325:016. 


DOCKET 71-5088 MODEL, 034710-1, U S. NUCLEAR. INC 


3012010028 Approves request for registration as user of Model D34710 
MACDONALD. C, E. Transportation Branch. B0/lt/i4. ip. 07092:033, 


DOCKEI 71-5362 MODEL; OE 700. AGRICULTURE. DEPT. OF 


6012050213 Application for Certificate of Compliance 5362. for US Arm 
Natld Lab Research Irradiator package for transporting 
Group 3 ma t Isi s pec ial f orm. bg motor transpor t. e s c 1 us Ive use 
vehic 1 e. Supporting documenta t ion enc 1 
UARRETT.R.D. Ag r i c i»l tur »i De p t. 0 f . BG/IO/17. ip. 


— 6Q120S0217 Safety evaluation supporting amend to License tO-01425- 
* Atomic Energy Commission. 70/11/02 Ip. 06915:001. 


--801205022S Advises that US Army Natick Lab Research Irradiator 
package meets 10CrR71 requirements provided that space 
between inner surface of overpact 6 irradiatan is blocked 
u/plguood to prevent internal Impacts during transport. 
NUCSBAUNERi D. A. Atomic Energy Corrnlsslon, 70/ii/02. 69pp. 

06915: 001. 


DOCKET 71-5364 MOOEL: NP 1-67-04 42 NEUIRDM PRODUCTS. INC. 


8012170638 Requests registration as user of Model HPl-67-0442. 
HOFPMAN, D. P. Consumers Power Co. 80/1 1/17. Ip. 07269:194. 


DOCKET 71-5450 MODEL: RCC-1 , -2. -3, HESTINOHOUSE ELECTRIC CORP. 


8012080768 Requsst for eitanslsn of esplration date of Certificate o 
Compliance .5450 to 810131 . Cr i t leal 1 ty evaluation for package 
currently being revised for submission by end of Nov 1980. 

Dt PIA2 ZAi R. P. Nestlnghouse Electric Corp. BO/lO/iO. tp. 

07187: 062, 


DOCKET 71-5760 MODEL: 08-250-2. COMBUSTION ENQINEERINO CO., INC. 


8012030658 Foruards revised pages to consolidated application for 
renewal of Certificate of Compliance 5768. 

AUSTIN, M. A. Dabeoek tiNlicot Co. 80/10/30, Ip. 07149:247. 


--Q012030863 Revised pages tu consolidated application for renewal 0 
Certificate of Compliance 5768. 

+ Babcock 4: Uilcoi Co. 80/10/20. 5pp, 07149:248. 


8012020234 Forwards request for addl Info re 8Q0926 request for renei 
of Certificate of Compliance 9768. 

MAC DONALD. C. E. Transportation Branch. B0/li/(9. tp. 07133:141. 


DOCKET 71-5796 MODEL: 131361, PICKER CORPORATION 


80121(0356 Application for reneual. u/ninor ehangas.of Certificate of 
Compliance 9796. App I leat ion referenced to Picker Corp.uhlcli 
has sold therapy products to applicant. 

KELBLEYiN.D. Advanced Medical Systems. Inc. 0O/it/i9. 17pp. 

07247:347. 


—8012110368 ‘'Evaluation of Overpack Contakners 181361, 181375. 
E-liCN- 00-00004 to Compliance N/IAEA, 1973 Safety Btds. " 

Over I i es dra.ui ngs enc I 

KOO.N.F. Aff I 1 iatlon Unknown. 00/01/21. 47pp. 07248:002. 


— 80121 10’379 Submits ''Certificate of Registration l< Safety Analysis 
Sealed Source."' corrected copy. List of licensable products 
end . 

k'RIQHT.E.G. Procedures 6 Certification Branch. 79/12/05. 3pp. 
07248: 086. 


— 8012110391 Submits data re cesium source capsule in connection 
u/r«quest to amend Certificate of Compliance 5796, changing 
Ca~137 to normal form. Supporting docurnentatton end. 

PENOfl'/. C.A, Picker Corp, 80/01/04. B6pp. 07248:099. 


0012160603 Author! lee NRC to ter.nlnate Picker Carp as ouner of 
Certificates of Compliance 5796 S: 9011. upon Ittuance of 
certificates to Advanced Medical Sg s. Inc . Requests 
registration as user of neu certificates. 

PENOav.C.A. Picker Corp. OO/H/24, ip. 07261:834. 
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DOCKEI 71-590a «ODEl. DQT-GK TVPE B, BABCOCK U WILCOX CO, 

aoiaiaosis Re^uett* rejlitraUon u»»r of Hoifol DOT-OM, Ti;p» 3. 

KEENEXiU.P, Argonne national Laboratory. 80/11/11. Ip. 07236:396. 

OOCKEI 71-5957 MDEL, 8MI -l, ENEROV, DEPT. OF 


DQCKEI 71-6981 MODEL : 31 032- 1 6 lAi EXXON NUCLEAR CO. , INC. 


8013090093 Req,uB*tJ withdrawal of 8N-N'F-439( Re v i » 1 on S> to OA projrast 
for ahippinj container. Rovlslon doe* not contain 
rsorganliat ion change* announced on 801107. 

NIL80N. R. Exon Nuclear Co. > Inc. (tub*, of Exton Corp. 1. QO/lt/IO. 
Ip. 07174: 338. 


6013080626 Forward! Revision 7 to Certificate of Compliance 9957 for 
Model BMI-1, 

HACOQNALD. C. E, Transportation Branch. 00/11/18. 3pp. 07196:098. 

--80I9080631 Certificate of Compliance S997i Revls ion 7. for Model BMI-1. 
MACDONALD. C. E Transportation Branch. 80/11/18. 6pp. 07196:100. 


COCKET 71-6059 MODEL: 83-1, NUCLEAR ENOINEERINO CO 

8012010032 Approves request for registration as user of Model* B-3 6 
0P.;<1. U;1IR CONT. 

MACDONALD, C.£. Transpor tat i on Branch. 00/11/14. Ip. 07092:040. 


DOCKEI 71-6601 MODEL. LL-50-100, CHEM-NUCLEAR SVSTEMa, INC. 


6012230360 Forward* Revision 9 to Certificate of Compliance 6601 for 
Modal CNS 0-120. 

MACODtMLDi C. E. Transportation Branch. 80/12/09. 3pp. OySOTiOS?. 


— 8012220366 Certificate of Compliance 6601 < Revision 9 for Model CNS 
8 - 120 . 

MACDONALD, C. E. Transportation Hraneh. 80/13/09. 2pp. 07307:342, 


DOCKET 71-6.679 M(3DEL: 1/2 SUPER TIOER, NUCLEAR ENOJNEERINO CO, 


DOCKET 71-6144 MODEL: 6144, NUCLEAR ENOINEERINO CO. 


8012120379 Requests registration as user of Model 6144. 

Cheatham, A. C. Northeast Nuclear Energy Co. (subs, g# Northeast 
Utilities). BO/ll/13 ip, 07236:279. 


8012040975 Forward* "SAft for Paefiaglng Half Super Tiger, TEB-PPD-3" r# 
renewal of Certificate of Compliance 6679, 

BAERiT.S. US Ecology, Inc. (Formerly Nuclear Engineering) 

80/11/17. Ip. 07176; 001, 


—8012040580 "SAR for Packaging Half Soper T1 ger, TE8-PP0-3. " Eight 
overs lie drainings enc 1 . 

* Teledyne Energy Systems. SO/OS/Ot. 41pp. 07176:002. 


DOCKS I 71-6375 MODEL: PS- 1 , CHEM-NUCLEAR SYSTEMS, INC. 

8012230274 Forwards Revision 9 to Certificate of Compliance 6379 for 
ride 9 1 CWo 4*43. 

MACDONALD, C. E, Trensportallon Branch. 80/12/01. 3pp. 07317:352. 

~”^°CNS^4-45 Compliance 6375, Revl »i on 9, for Model 

MACDONALD. C. E Transportation Branch, 80/12/01, 2pp. 07317:353, 

DOCKET 71-6400 MODEL: SUPER TIOER, HESTINGHOUSE ELECTRIC CORP. 


DOCKEI 71-6698 MODEL: NF8-4, NUCLEAR FUEL aERVlCES, INC. 


8012030143 Requests registration as user of modal NAC-1, Cart If ica ta 
of Compliance 6698, Rcvl s 1 on 9. 

CCUNSIL, U. 0. Connecticut Yankee Atomic Power Co. 60/11/09. to 
07175:014. 


8012240307 Application to amend Certificate of Compllanca 6698 to 
provide for empty shipping of casks to facilities for 
purpose of indefinite storage or for performance of malnt, 
deeontamlnat lofii cask cavity measurements or other ivc*. 

JOHNSON.C.R Nuclear Assurance Corp. 80/11/09. 2pp, 07338:169, 


80120500/9 Updates statu* of Modal Super Tiger. Two shipping packages 
inspected per Certificate of Compliance 6400, Revision 
B.Flndlngs end. Repair <■ rsfurbljhing of unit* will address 
five basic areas 

Ecology, tnc. (Formerly Nuclear Engineering) 

00/10/14. 27pp, 07171:319, 


6012160S9S Authorlies delivery to 
equipment waste that has been d 
accordance w/vandor 801120 Itr, 
MACDONALD, C. E. Transportation 


carrier for transport of 
econtaminated 6 fixed in 

Branch. 80/18/03, 2pp, 


large 

07261:230. 


DOCKE'I 71-6458 MODEL BU-5, GENERAL ELECTRIC CO 


3012010198 Requests fee for 801106 
Conpliarce 6453, per 10CFR170. 
UEI8S, D. License Fee Management 


request for amend to Certificate of 
Branch, 80/11/18. Ip, 07092:135. 


Revision l to Certificate of Compliance 6438 fop 
MACDC«ALD,C. E, Transportation Branch, 80/11/34. 2 pp. 07317:037. 


Compliance 64S8,Revijio 
MACOaM.Di C. E, Transportation Branch. 80/11/2 


1 for Model 8U-5. 
4pp. 07317:059. 


^ittman nuclear & development COSP, 


6012010004 
HIDURA. H. 
80/10/30. 


Requests registration as user of Model 
J Public Service Electric 6 Gas Co 
Ip. 07091:247, 


HN-800, Series 
of New Jersey. 


3. 


8013010212 Requests addl fee for 801109 request for, amend 
Certificate of Compliance 6698, per 10CFR17O. 31, 

WEI3S, D. License Fee Management Branch, 80/11/16. ip, 


to 

07092: 136. 


8012110432 Requests addl info for 800521 
Model NFS-4 packag ing. Add 1 info should 
revised pages. 

MACDONALDi C. E. Transportation Branch. 


application requesting mod to 
be submitted as 

80/11/24. 5pp. 07229: 162. 


^“M^del'NFS-r"""^* Revision 14 to Certificate of Compliance 6696 for 
MACDO.NALO, C. E. Transportation Branch. 80/12/02. 3pp. 07268:180. 




ItfjAfnerAI ms w w ...jr a • « p | w C 

M-D0,(AL0, C, E. Transportation Branch. 80/12/0: 


14 fop Model NP0-4. 
7pp. 07266: 163. 


DOCKET 71-6717 MODEL: 6717 0 


, I .. program 

originally submitted on 801002. M/o arn 
WAONER.F. T, North Carolina, State of 


Dept of Transportation 
00/10/28. ip. 07096:334. 


TENtdESSEE VALLEY AUTHORITY 

®°Modil^B^3dQS'^* Revision 4 to Cartificate of Comptianca 6722 fop 
MACDONALD, C. E. Transportation Branch. 80/11/24. Ip. 07370:211. 


^^BS-OS-im!'’''^*'’ C ompliance 6722, Ravi si on 4, for Model 
MACDONALD, C.E, Transportation Branch. 80/11/24, 3pp. 07370:212. 



DOCKETED ITEMS 


DOCKET 71-6744 KODEU: POLV TlQEft, NUCLEAR EWINEERIHO CO. 


0018010034 Advises that response to NRC questions re rentual of 
certification for Model Poly Tiger cilt be sent pending 
resolution of questions re draining configuration uelds. 

QSKEVERi H. E Teledyne Energy By stems. 00/11/03. ip. 07098:041. 

B0IS230878 Foruards Revision 3 to Certificate of Compliance 6744 for 
Model 6744. 

MACDONALDi C. E. Transportation Branch. 80/11/20. 2pp. 07317:347, 

“0018830273 Certificate of Compliance 6744( Revl aion 3i for Model 6744. 
MACDONALDi C. E. Transportation Sranch. 00/11/20. 3pp. 07317:349, 


ODCKEl 7i-?0i0 MODEL: NLI-t/2. HL 1NDU3TR IE8, 1HC. 


B012010490 Requests registration as user of Model NLl-l/2. 

HIDURAtH. J. Public Service Electric St Oas Co. of Neu Jersey. 
00/11/06. ip, 07099:149. 


SOI216O290 Aek receipt of 800929 application requesting amend to 
Certificate of Compliance 9010 to authoriie use o# alternate 
personnel barrier arrangement. Requests ir>fo on ir.a* temp 
pormltteif on accessible package surface during transport. 
NACDQNALDi C. E. Transpor tat ion Branch. 00/11/86. Ip, 07882:290, 


DOCKET 71-9011 MODEL: E-MEH-OO- 00004, TRANSPOR TATI ON t DEPT. OF 


80I8I10343 Application to renew Certificate of Compllanee 9011. 
Application referenced to Picker Corp 730988 app I lee t ion. Hod 
is necessary in package label due to company name change. 
Oversiie drawings end. 

KELBLEVjN. D. Advanced Medical Systensi Inc. 80/11/19. 86ps 
07847:310, 


8012160603 Authorizes NRC to tei'mlnate Picker Corp as owner of 
Certificates of Compliance 9796 & 9011, upon Issuance of 
certificates to Advanced Medical Sys, Inc. Requests 
registration as user of new certificates, 

PENOOV.C. A. Picker Corp 80/U/24. Ip. 07861:234. 


DOCKET 71-9019 MODEL: TN-a, TR AN3NUCLEAR. I NC . 


8011810177 Forwards "TN-a i, TN-9 BAR for TN-SL Packaging." Requests 
issuance of certificate of compliance for Model TN-0L 
packag Ing. Add end um supports proposed TN-8L package design 
St contents . One oversize drawing end. 

OOLDMANN, K. Transnudear, Inc, 80/ 1 0/31. Spp. 07044. 280. 


— 8011210181 Revision 0 to ''TN-0 L Tt<-9 SAR, Addendum for TN-0L 
Packaging. " 

» Transnudear, Inc, 00/10/31, 0pp. 07044:882, 


DOCKET 71-9036 MODEL' C-l, SOURCE PRODUCTION EQUlPtlENT CO. 


8012010019 Forwards revised QA program to Dept of Transportation 
originally submitted on 801008 W/o oncl, 

WAONERjF. T. North Carolina, State of. 80/10/80. ip. 07096:394. 


DOCKET 71-9070 M0DEL:N-99, ENEROV, DEPT. OF 


8012080092 Requests registration as user of Model N-SS. 
HANaBN,L. E. EizonCorp, 80/10/22, Ip. 07147:867, 


BD1217O106 Foruards Revision 4 to Certificate of Compliance 90'70 for 
Model M-S9. 

MACDONALD, C. E. Transportation Branch. 00/12/08. 8pp, 07268:190. 


— 8012170191 Certificate of Compliance 9070, Re vis ion 4, for Model N-3S. 
MACDONALD, C. E, Transportatl on Branch. 00/18/03. 3pp, 07860:192. 


DOCKET 71-9073 MODEL: OH- 142, NUCLEAR PACKAOINO, INC. 


0OO4IOOP8B Forwards Revision 8 to Certificate of Compliance 9073 for 
Model 0)1-142 

MACDONALD, C. E, Transportation Branch. 00/03/80, 8pp. 04549:193, 


--8004100230 Certificate of Co.-spl lance 9073, Revision 2, for Model 0H-. 
MACDOtiALD, C, E Transportation Branch. 00/03/28. 4pp. 04549:11 


8012010136 Informs that h'RC has reviewed 800717,84 S, 31 memos re 
fracture tough ness, rec omciendat i ons for developing reg 
guides 6 c ert I f [ ca ti on of shipping packago. Info provided 
wilt be used in developing reg guide in transportation area. 
DAVIS, J. 0. Office of iiucle.ir fiaterial Safety 6 Safeguards. 
aO/1 I/IO. app. 06916:001. 


•6012010133 Discusses RC Shioh. differing prof op inion. Requests 
documentation be provided re cases U Itr written to Shieh 
summarizing actions take,, Lists sii items to be Included in 
1 tr. 

DAVIS, J. O. Off ice of Nuclear Material Safety !« Safeguards. 
S'3/10/21, Ip. 06916. 001. 


--8011060013 Discusses request to form peer review group to clarify 
Issues re differing p r of es s i onna k opinion to RC Shieh on 
fracture toughness 6 puncture resistance requirements for 
shipping con talner s. Review group will not be formed. 

MIKOOUSrft D. Office of Standards Doveiopnent, Director. 00/10/i 
3pp. OAgiCT: 001. 


--SO1201O137 Responds to 000924 memo re possible differing prof oplnl 
of RC Shieh, Needs specific Issues t pertinent details to 
determine if differing opinion e r is ts. Request ed comments 
cani'ot be provided. 

MACDONALD, C. E Tr anspo rta t i on Branch. 60/10/03. Ip. 06916:001 


•8010280534 Discusses differing professional opinions of RC Bbieh L 
ogt re GE rad,uaste shipping package Model 999 i NUPACC Model 
OH-142 shipping package design. 

RANDALL, P.N Structures t Component! Standards Branch. 00/09/24 
2pp. 01736: 001. 


‘8009160046 Requests concurrence u/analysls of What constitutes 
"differing prof opinion” of issues described in SECV 80-164. 

Repl'y requested by 800915 

RANDALL, P. N, Structures 6 Components Standards Branch, 80/00/26 
Ip, 03960:009. 


8018010146 Discusses development of reg guides in impac fc, puncture L 
fracture safe design h analysis of Type D container 
a true tures. Mar ked- up related docuneiits end 1 . 

SHIEH, R.C, Affiliation Unlrnown 80/09/17, IBpp. 06916:001. 


60120101S2 Provides summary of Initial structural review of Cash de 
6 subsequent reviews of TN-13 fracture-safe design analyses 
6 prop osa Is. Transnue laar , Inc pi-oposrd scale model testing 
technique was not acceptable. 

SHIEH, R, C. Transpor tat i on Branch. SO/Oa/Ol. 4pp. 06916:001. 


--6012010196 Discusses 781130 meeting to discuss existing brittle 
fracture stds 6 app r opr ia tenets to fuel cask design, ASHE 
Nuclear Class I 4< Me coisp orients requirements 6 (favy 
submarine hull r equ i re.nen ts were considers'd. 

CU2Y,D. J, Transportation Branch. 70/12/13. 3pp, 06916:001. 


— 8012010163 Discusses 790110 meeting re brittle fracture criteria of 
TN-19 spent fuel cast currently under licensing review. Lists 
major criteria I terns taken from d 1 s cus s I on. Forthc ocilng 
written vers I on may differ. 

QUZV, D. J, Transportation Branch. 79/01/30 I6pp. 06916:001. 


•0012010169 Forwards safety avaluitton of OE Model 969 package deslgi 
Applicant 600711 submittals 6 drawings re latest version 
of package desi-jn is acceptable. 

SHIEH, R.C, Transpor tatzon Branch. 80/'D7/17, Ip. 06916:001. 


— 6012010173 Safety evaluatlo'n supporting OE Model 589 package design, 
Supporting natl end. 

e Transportation Branch. 60/07/17 7pp, •06916:001. 


— 0012010176 Discusses brittle fracture Model CH-1 42. Provi des 
background info re authorization of matl change for 
applicant to use A-516 carbon steel in addl pachagings. 

Addresses RC Schleh coneern re packaging safety. 

OOEGAARDEN,R, H. Transportation Branch. 80/07/31. Ip. 06916:C«J 

—8012010188 Responds to C00822 .memo re HC Shieh differing prof opinii 
Procedures provided in SECT-0O-tA4 give well planned it ! 

reviewed Pra,eewoTk for e-valuating concerns. J Thomas should i 

serve only as technical resource person. 

DAVIS, J. O. Office of Nuclear Material Safety 4* Safopuardi. 
00/00/20. Ip. 06716:001. 
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8013010196 Di^cuitsi T'Hjrst f&i peer revieu of HC Shteh differing prof 
opinion Oiecuteet re^t^eei co have Cfl Chappell made avember of 
arg group bo levieu Jiffeiing opinion. Interofc revieu group 
uould be more appropriate. 

TM0!'!AS.J, National Treaaurg Eirployee I'nion. 60/08/10. Ip. 

06916:001. 


8009100039 Notifies that revleii- group Is being esbabtishediper SECV 
eO-IO*! polity I procedures) to revieu ftC 6 h 1 eh vleus re 
adequacy of raduaste containers Clarifications needed re 
«hat issues constitute "differing opinion." 

illlfOSUSi R. Q Office of Standards Development) Director. 80/08/22. 
Ip. 03S60:C06. 


■8012010205 Fort’ards RC Shi eh nOO/l? i- 31 iriemos re fracture toughness 
of 05 raJuaste shipping package fiodel SS9 i. licensing matter 
of NUPAC Nodel GK-14r shipping package dosi gi>< Revl slon 10. 

Requests revieu group for differing prof opinion. 

DIRCKSrtf. 3 Office of the Executive Director for Operations. 

ao/oa/oa. ip. 06916 001. 


80120t02'08 Ac k receipt of 600717.24 K: 31 memos re fracture toughness 
of reduaste shipping par kage. recarnendations for developing 
certain reg guides 4 certification of shipping pac kage. Three 
60090k neeos uill not be revieued. 

KACDOUALDi C. E, Transportation Branch. 90/08/00. Ip. 06916:001, 


'■'8012010223 FO’Ceards RC Shieh 0OO717i24 4 31 menos re fracture toughness 
for shipping package des ign. Menas will be foruarded via 
Cbaln-af'Comrand) per revised policy 1: procedures for 
differing prof opinions contained in SECV-ao-lOd. 

KACDOIIAUD) C . E Transportation Branch. 90/08/07. Ip. 06916; 001. 


8012010228 Discusses fracture toughness of GE raduaste shipping 
package Model 509. For uar Js memos from branch personnel 
showing conflict in assessing fracture toi'ghtiess. Main 
problem involves trunnion areas 

SMIEH. R. C. Transpox^tation Branch. 00/07/17. 5pp. 06916:001. 


■80t20t023‘l Informs that design problems re trunnion araas submitted in 
h>D0-246l3 on 900319 still pose potential safety problem 
for OE rad^aaste shipping package (lodel 569 revi eu. Comments 
end. 

SHIEH.R.C Transpoi-tation Branch. 00/04/lB. 3 pp. 06916:001. 


8012010242 Forwards RC Shieh 600413 structural revieu of <QE raduaste 
shipping package Model 509, Risagr ees gj/Shleh re nonductile 
fracture failure Reasonable degree of judgement must be used 
In eval^uating package designs. 

ODEOAARDEN. R. H, Ti'ans poi t a t i on Branch. 60/04/21. Ip. 06916:001. 


■80120(0247 Discusces structural revieu of OE raduaste shipping package 
Model 539, liRC methods for determining matl acceptability do 
not need to be made more stringent. 

I1AC0C1KAI.D. C. E Transportation Branch. 80/04/22, Ip. 06916:001, 


"8012010252 Discusses s p lash'^iowii type secondary Impacts of OE raduaste 
shipping package Model 589. Sp I ash-du’wii secondary impact at 
trunnlon/top Impact limiter area is apparently much more 
critical than puncture vieupoints 

SHICri. R. C. Transportation Branch 80/04/28, 3 pp. 06916:001. 


**”6012010257 Discusses recom.Ter.dation for developing reg guides for 
impact puncture t frac ture-saf e anaty s i s/des 1 gn of Ty po B 
shipping containers Development cf guides is long overdue I: 
should begin as early ai possible. 

SHIEHiR.C. Transportation Branch. SO/07/24. 10pp. 06916:001, 


■8012010260 "evaluation in Structural Design Methods for Large Quantity 
Packages. " 

WAVMIREiO. R. Exron Nuclear Co., Jnc isubs. of Exxon Coro. I 
83/11/10 17pp 0691 6 001, 


--80120I0262 "cmperical Equations for Puncture Analysis of Lead-Shielded 
Spent Fuel Shipping Casks." 

SHIEH, B.C, Transportation Branch, 80/11/10. lOpp. 06916:001. 


■8015010265 "Analytical Puncture Study of Circular Metal Plates. " 
SHIEH.R.C, Transportation Branch. QO/Jl/10. 29pp. 06916:001. 


--801201026S Discusses liiensing of NUPAC Model GH-142 shipping packaging 
design) Revision 10. Adequacy of shipping container design 
or design revision should be evaluated against regulations 
conteinad in 10CFR71. 

SHIEH, R.C. Transportation Branch. 60/07/31, 2 pp. 06916;00i. 


—6012010269 Forwards former Transportation Certif i cation Branch nenbtr, 
RC Shieh 800731 memo for info t appropriate action re 
differing prof opinion Impartial peer requested to review 
group to address taehitical substance of issues raised. 

DIRCKSi If. J. Office of the Executive Director for Oporatlons. 
80/08/06. Ip. 06916.001 


—3012010274 For^jards 000724 memni ''Recommendation for Developing 
Reg Ouidos for Imp act, Puncture 4 Frac ture- 8 af e Analysis/ 
Design of Type B Snipping Containers. " 

SHIEH, R.C. Transportation Branch. 80/07/31. ip. 06916:001. 


'“8012010279 Discusses RC Shieh differing prof opinion re technical basts 
for cask revieu 6 designer guidel ines. Manner In which 
concerns are handled may be more comp lex, since Shieh 
terminated employment w/NRC. Branch uill follow NRC policy. 

DA'/IB, J.O. Office of Nuclear Material Safety 6 Safeguards. 
aO/Oa/31. ip, 06916:001, 


DOCKET 71-9079 MODEL: HN-100 SERIES 2, HITTHAN NUCLEAR & DEVELDPMEMT 


8012010003 Requests registration as user of Model HN-lOO, Series 2. 
i't IDURA, H. J. Public Service Electric 4 Gas Co. of New Jersey, 
80/10/30. Ip. 07091: 249. 


DOCKET 71-9060 MODEL: HN- 6 OO 1 H1T1MAN NUCLEAR 4 DEVELOPMENT CQflP. 


8012010002 Requests registration as user of Model 90BO/A, Series 2. 
MIOURA, H. J. Public Service Electric 6 Gas Co. 0 # New Jersey. 
00/10/30, Ip. 07091 : 246. 


6012190033 Requests registration as user of Model 9080. 

ZULLA, S. S Power Authority of the State of New York. 80/11/21. tp. 
07278:223. 


DOCKEl 71-9086 M00EL:HN-lO0 SERIES t, HITTMAN NUCLEAR 6 DEVELOPMENT 


8012010005 Requests registration as user of Model HN- 8 erlet 1. 
MIDURA, H. J. Public Service Electric 4 Gas Co, of New Jersey. 
80/10/30. Ip. 07091:248. 


8012110442 Requests addl info for 801007 application requesting 
revision of drawings for Model HN-100, Series 1. Addl info 
should be submitted as revised pages 

MACDONALD, C. E. Transportation Branch. 80/11/24. 2pp. 07225:171. 


DOCKEl 71-9089 MODEL. NH-100 S, HITTMAN NUCLEAR it DEVELOPMENT CORP. 


8012010001 Requests registration as user of Model HN-1003. Seriff 2. 
MIDURA, H.J. Public Service Electric 4 Oas Co. of New Jersey. 
80/10/30. Ip, 07091:2,15. 


DOCKET 71-911 1 MODEL: CN 6 -eOA, CHEM-NUCUEAR. INC. 


8012240527 Application to registration as user of Shipping Cask Ksdol 
CN8-6-80-2 under Certificate of Compliance 9111. 

TRIMBLE, D. C. Arkansas Pouer 4 Light Co. 80/11/24. Ip. 07328:219. 


DOCKEl 71-9120 MODEL: TN-12, TRANSNUCLEAR CORP. 


6012010126 Informs that NRC has reviewed 300717,24 4 31 memos re 
fracture toughness, recemmendations for developing reg 
guides 4. c er t’if icallon of shipping package, Info provided 
will be used in developing reg guide in transportation area. 
DAVIS, J. 0. Office of Nuclear Material Safety 4 Safeguards. 

SO/ 11/10. 2pp. 06916: 001. 


--6012010146 Discusses deveiopmant of reg guides In impact, puncture 4 
fracture safe design 4 analysis of Type 0 container 
1 true tur es. fiarled-up related documents end. 

SHIEH, R.C, Affiliation Unknown. 80/09/17, 18pp. 06916:001. 


■6012010156 Discusses 7SII30 meeting to discuss existing brittle 
fracture stds 4 appropriateness to fuel cask design. A 8 ME 
Nuclear Class I 4 Me eo,mponents requirements 4 Navy 
submarine hull requirements were considered. 

GUZYiD. J. Transportation Branch, 78/12/13. 3pp. 06916:001. 
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■8012010163 Dlfcuiiei 790110 rnsetlng re brittle fracture criteria o# 
TN-IP fpent fuel caii currently under licenein <9 review. Liett 
.najor criteria items taien frum -d i sc -jss 1 on. For thcoolnj 
written version mag differ, 

OUZVt D. J. Transportation Branch, 77/'01/30 16pp. 06916:001. 


DDCKEI 71-9136 MQOEL: 06 9136. OeNEfCf^L ELECTRIC CO. 


8012160596 Authorises deliverg to carrier for transport up to 30 hoods 
tt glove bosee containing solid radioactive mat I In 
accordance u/terma set in vendor 600331 Itr.as amended. 

MACDDWAUD. C. E. Transportation Drarch. 00/12/03. Ip. 07261:232. 


DOCKET 71-9139 MODEL: 0E-3B9, OEtiERAL ELECTRIC CO. 


8012010126 Informs that ^RC has reviewed a00717.24 t: 31 namos re 
fracture toughness, reccir.mendat ■ one for developing reg 
guides 6 certification of shipping pac tage. Inf o provided 
uill be used In developing reg guide in transportation area 
DAVIS. J.O. Office of iluctear Material Safetg 6 Safeguards. 
aO/lt/10. 2pp. 06916:001. 


— 8012010242 Forwards RC 5?h i eh 800418 structural review of QE radwaete 
shipping pacScage Model 589. ill sags eas ui/Sh i eh re nonductile 
fracture f a i I ur e. Rea i onat) le degree of judgement must be used 
In evaluating paciiage designs 

□DEifAARDEN. R, H, Transportation Branch. 80/04/21. Ip. 06916:001 


8012010247 Discusses structural ravlaw of <SE radwaste shipping pacha 
Model 589. MR C mobhods for act ernlni iig natl acceptability do 
not need to be made l•■I3re stt i ngen t . 

MACOONALDr C . E. Tran i portatioii Branch. 80/04/22 fp. 06916:001. 


— 8012010252 Discusses splash-down type seeonoarg impacts of OE raduas 
shipping package Model S89 Sp lash— down seconiarg impact at 
trunnlon/top Impact limiter area is apparently much more 
critical than puncture vieupolnts. 

SHJEH.R. C. Transportation. Branch. 80/04/28. 3pp. 06916:001. 


DOCKEI 71-9141 MODEL: 900 TVPE .3. TECI-’MrCAL OPERATIONS. INC. 


8012010013 Requests regl s trat i on as user of Model 900. 

RICHARDSON. C.*A. Factory Mutual System %3/J0/30, ip. 07091:250. 


'8012010146 Discusses de-velopment of reg guides in 1 mpae t. p unc tore 
fracture safe design 4 analysis of Type 0 container 
structures. Marked-up related documents end. 

SHlEH.fl.C. Affiliation Unknown 00/09/17. 10pp. 06916:001. 


'8012010169 Forwards safety evaluation of OE Model 589 package design. 
Applicant 800711 submittals 4 drawings re latest version 
of package design Is acceptable. 

SHIEHiR.C. Transportati on Branch. QO/07/17. Ip. 06916:001. 


-8912010173 Safety evaluation supporting -GE Model S89 package design. 
Supporting matl end. 

4 Transportation Branch. 80/07/17. 7pp. 06916:001. 


DOCKFI 71-9144 MODEL- SOC-1. CHEM. -NUCLEAR SYSTEM. IMC. 


B0I23002S7 Forwards request for addl info to complete review of Model 
90C-1. 

MACDONALD. C. E. Transpor tati sn Srsr.ch. 80/12/18. 3pp. 07358:001. 
DOCkei 71-9145 MDDEL:mjf>AC 50 NUCLEAR FACKAOINO. INC. 


review 6 approval of Mc-dei NUFAC 50. 
HACDO.yALD. C. E, Tra nspor tatl on Branch. 




80/12/03. 2pp. 03794:255. 


— 6012910205 Forwards RC Shieh 800717 6 31 memos re fracture toughness 
of OS radwaste shipping package Model 589 it licensing matter 
of NUPAC Model OH-142 shipping package des 1 gn> Revl slon 10. 

Requests review group for differing prof opinion. 

DIRCK8.N. J. Office of the Eiecutive Director for Operations. 
60/03/08. Ip. 0691 6 : 00 1 . 


DOCKET 71-9147 MODEL: 850 TYPE B PACKAOINO, TECH OPS. INC, 


i Requests Issuanco of certificate of compliance for 
Tecn/ups Model aSO Type 8 pac lag e. Forwards “Safety Analysis 
Rept. Teeh/Ops Model 850, Type 3 Packago, " 

MUNRO.-/.U. Tech/Op* (Technical Operations. Itit. I, 80/10/30. 


2pp. 


■8012010223 Discusses fracture toughness of OE radwaste shipping 
package Model SS7. For ward s memos from branch personnel 
showing conflict in aisessing fracture toughness. Main 
problem involves trunnion areas. 

8HIRH.R.C. Transportation Branch, 80/07/17, Spp. 06916:001. 


8012100672 "Safety Analysis Rep t. Teeh/Ops rfadol 850 Type B Packaaa. 
b Tech/Ops (Technical Operations. Inc,). 80/10/20 65bp 
07187:001. 


■8012010234 Informs that design problems re trunnion areas submitted In 
MbD0-E46t3 on 800319 still pose potential safety problem 
for CE radwaste shipping package Model 589 revl ew. Comments 
end. 

SHIEHjR.C. Transportation Branch, 80/04/18. Spp. 06916:001, 


71-9353 MODEL. ONIVL - liNL - NB3 0)1 FUEL CO.'ITA SNEft, ENEROV. 

^'’orM^UNIr'^CONt''*" ''« 9 l»trat,on as user of Models B-3 U 

MACDONALO, C. E Tvanap oi tac ion Branch. 8-0/11/14. Ip, 07092:040. 
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lOCFR COMMISSION MEETING RECORDS 


80tlS0GS63 8ECY-e0-029A 

Forward*) to Com(«l**lo«, info r» incluilon of tt«am genorator 
trantlorti a* unrtfolvad tafatg l«tua. 

DIRCK8) U. Office of tha Exeeutlv# Dlraetor for Oparatlon* 
aO/Jl/'07. ip. 03743:345. aston*. 


BOllSBOlOA Tranteript of B01121 Affirmation Battlon 80-Sl in 
Wa*hlngton» DC ro dlecuiilon «< vott on SECY 80-457. Pp l-si 
■» Cottvnl**lon*r*. 80/11/Sl. 31pp. 07062:043 


80(20401&2 Foruard* staff r*«iotr#in*nt» memet for clotad Commtiaion 
ipaatihg*. Tranterlp ti for all moating* havt bean rilaaoad in 
intlratg to PDR. 

BROWNiJ. OffU* of th* Socratarg of th# Commlotlon. 60/11/04. la. 
07170; 03S ' 


avaff reqo »r aments memo r* Gonmi salon B00313 Affirmation 
Bass ton ao -10 ra BECY-A-ao-SO, ffECV-BO-09S, SECY-A-80-SAt 
8ECV~A— ao-9 4. SEC y~A-60-21 . Comml as ion approved notice of 
haaring ra 791204 ordar. 

CHILKiS J. Office of ttie Sccratarg of the Commiaaion. 80/03/17. 
app. 03653:301. 


—8011200117 BECV-SO-457 

Ra^uaat* NRC approval of raviaad Manual Chapbar 0103 ra EDO 
dalagatlona of authorl tg. Chapter will ba published upon 
receipt of revision* 4 approval. 

DlRCKBid. J. Office of the Exeeutlv# Director for Oparetlona 
80/10/07. 27pp. 07002:077. 


—6011280112 SECY-aO-476 

Informs that NRC has concluded 4 racommandad that revision* 
should be made to 10CFR73 emend 4 to draft Reg Quid# 

80 901-4. Forwerdi reviled amends 4 submits guide changes. 

MtllOOUEi fi. 0. Office of Standard* Devalopmenti Director. 80/10/20 
&Bpp. 07082:091. 


8012020196 Transcript of 801117 meeting In Washington) DC for dltcusilon 
4 vote on BECY-ao-dSA ra raaolutlon of pat— down search issue 
at power reactors 4 status of related safeguards activities 
Pp 1-28. 

* Goirmtsaioners. 80/11/17, 2Spp. 07143:067. 


— B0UI404B4 BECY-80-4B6 

Recommends approval of end amends to 10CFR73 re search 
procedures at reactor protected araa entrg portals. Draft 
FR notices end. 

DAVIS) J. 0. Office of Nuclear Material Ssfetg It Safeguards. 
00/10/28. 22pp, 03732; 103. 


8012020351 "Role of Aerosol Dehavlor In LWR-Core-Melt Accldentsr" 
presented at ANB/ENS Inti Conference on 801116-21 in 
Waah Ington) DC. 

BUNZi H. » BHIKARSKI) W. I SCHOCK) W, Oermengr Federal Republic of. 

80/11/21. 12pp. 07144:190, p » or. 


—8012020353 SECY-BO-504 

Summarltss potential Impact of hypotheses re iodine release 
during reactor accidents 4 proposes agenda for 601118 
meeting. 

DENTON) H.R. Office of Nuclear Reactor Regulation) Director, 
80/11/13. 6pp, 07144:202. 


8012040324 Transcript of 801121 public meeting In Washington* DC re 
radiation effects 4 radiation research. Pp 1-70. 

* Coirmlssioners. 80/11/21. 90pp. 07163:001. 


8012040330 Expresses appreciation for agrsamsnt to parfelclpata In 
801121 masting rt radiation health effects 4 radiation 
research, 

MINOOUEtR.B. Office of Standards Develegnent* Director. 60/11/07, 
2pp. 07163: 112. 


-0012040337 Confirms teleon, re part lelpat Ion In 601121 msattns on 
radiation health effects 4 radiation research. Expresses 
Interest on vlsuis In End 1 re risks from low level ionlilns 
radiation. W/o end. 

MINQOVE*R. B. Office of 6tandards Development* Director. 80/11/07. 
2pp. 07162: 114, 


--6012040342 “'A-Oomb Radiation 4 Bona Marrow Damage*" besie of talk give 
at 601121 NRC briefing session. 

BTEMART)A, M. Environmental Pollcg Institute, 60/11/21. 4epp. 
07162; 1 16. 


■6012040348 ‘'Hetrog ene I ty of Cancer Eensitivltg 4 Impileatiens fop 
Problem of Estimating Risks of Lou Doies of Radiation: 

Comment on Paper bg CE Land, " 

KNEALE) 0. Environmental Pollcg Institute. 80/11/21, 36op. 

07163: 175, 


0012090009 Transcript of 801125 public meeting In Wash ington* DC re 
discutiien of 6eCY-ao-409 PRM to amend lOCFRSO eoneerning 
ATM9 events. Pp 1-58, Vi ewgraphs end. 

« Commies tonsps. 80/11/25. 6Bpp, 07197:223, 


8012090276 Transcript of 801126 Affirmation Session 80-51 In 
Washington. DC re SECY 80-409 4 reappointment of DW Moeller 
to ACR8. Pp 1-3. 

# Commies loners. 60/ 1 1 /26. 6pp. 07202: 347. 


■8012020357 Summarg cP 801022 meeting In Bethasda.HD u/WR Stratton.A 
Mallnauskas 4 Do Campbell re content 4 bases of 600814 Ur 
to NRC an iodine release during nuclear accidents. 

PA 8 EOAO 1 W. Accident Evaluation Branch, 60/10/30, 4 pa, 
07144:211. 


8012100640 Transcript 0 # Commission 801126 public meeting In 
Washington) DC re 8ECY-80-474/474A 4 10CFR60 conesrnlng 
licensing procedures for dtaposal of high level vesta in 
geologic r tposl tori ts. 

e Coirmlfsloners. 80/11/26, 86pp. 07217:104. 


— B012020365 Sutmnarltes current 4 planned research programs re Iodine 
sesclts behavior under accident conditions. 

SHERRY* R.R, Division of Reactor Bafety Research, 80/09/12. 4pp. 
07144:215. 


-6012020375 Ouestlons NRC die 1 sionmak Ing process re thyroid protection 
pol ley. Of fere posslblt sgstematlc approach for new policy, 

VON HIPPEL) F, Princeton UnW. 80/11/18. 9pp, 07144; 253, 


*^>12020379 Realistic Estimates of ConsoAUsness of Nudsar Accidents, 
8TARR)C. ) UEVENSONi M, ) WALL* 1, 0, Electric Power Research 
Institute. 80/11/18, 70pp. 07l4 + ;86a, 


8012110473 Staff requlrementi memo re 801110 briefing an Inclusion e# 
generator translsnt* as unresolved lafety i ssue. Directs 
Ofc of Exseutlvs Oirsetor to resolve differences v/Q#c of 
Nuclear Reictor Regulation. 

CHILK.S, J. Office of the Secretary of tht Commission. HSOiilO, 
80/11/21. tp. 07227:134. 


0012120369 Transcript of 601126 public meeting In WashlngtoniDC rs 
Instructions ta ASLfl on facility proceed Ing. Pp 1-39. 

« Comnisslenars. 80/11/26. 39pp. 


—0012120373 aECV-A-aO-l79C 

Forwards draft order reflecting divergent positions on, 
certain iiuastiens re principal f'ceus of ed ludlcatlon. 
BICKWtTfL. Commissioners. 80/11/26. 14pp. 
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BOI2U06Q0 Transcript of 601203 Affirn-atlon Session 60-52 re 
SECY 60-465. SECY-80-4fll.6ECy-B0-4e2 6 BeCY-B0-472A In 
Uashlngton. DC.Pp 1-22. 

• Csffi.tiiss loners. 60/12/03. 22pp. 07254:335. 


8012170464 Transcript of 601203 brle/inp In Washing ten. DC re let 
condenser ti Mari til containments. Pp 1-64. 
a Comulssioners. 80/12/03. 64pp. 07264:341. 


'6012170467 Foruards tables summarizing design pressure, estineted static 
pressure capac 1 tg. assumptions used for matl strength b other 
criteria for design of 33 ice eondsneer & Mark III 
contaltunents. 

DIRCKSfU.J. Office of the Eiecutlve Director for Qptratlons. 

60/11/26. Itpp. 07265:046 


G0it2190701 Foruards notice of minor amends re revised costs for 
rspreductlon of agancg records to be published In 601023 FR, 
CHILKiB. J. Office of the 8acretarg of the Conpiission. 60/10/16. 
tp. 07273: 282. 


—8012190705 Notice of minor amends re revised costs for rsprO'duetton of 
agency records. 

DIRCKSiW.O. Office of the Ezecutlv# Director for Operations. 
80/10/08. 3pp. 07273:283. 


8012220641 Transcript of 801211 public mseting in OatlandiCA re rsvtsad 
enforciaient policy. Pp 1-140. Remarks by NRC officials U 
visugraphs enet. 

e Commissioners. 60/12/11. IBOpp. 07295:051. 


8012220646 Transcript of 601201 public meeting in Atlanta. OA re revlesd 
enforcement policy. Pp 1-172. Visugraphs end. 

• Commissioners. 60/12/01. lB7pp. 07294:229. 


8012220709 Transcripts of 801209 afternoon (c evening public meeting in 
Irving. TX re revised tnforctmsnt policy. Pp 1-ilB & 1-18. 
respectively. Summery of comments on NRC proposed general 
policy & procedure for enforcement action end. 
e Commissioners. 60/12/09. i62pp. 07293:300. 


8012220721 Transcript of 801204 public meeting in Ph lladelphla. PA re 
App C to 10CFR2i proposed general statement of policy b 
procedure for enforcemant actions. Pp 1-199. 
e Com.slssloners. 60/12/04. t97pp. 07298:212. 


8012220725 Transcript of 801202 public meeting In Rosemont. IL re 
revised enforcement policy. Pp 1-163. 

• CO'Tmlsslonert. 80/12/02. 165pp. 07293: 137. 


8012240153 Staff requirements memo re 001126 Affirmation Session 80-91. 
Reappointment of DW Moeller to ACRS 4-yr tern (> changs in 
titles for A3LB tt ASLB members approved. 

CHILK.8. J. Office of the Secretary of the Comnisslnn. HB01i26B. 
60/12/02. Ip. 07324:355. 


8012290009 SECV-80-3B4 

Recommends approval of FR notice to respond to DOE request 
for rulemaking to eiempt from licensing requlrcmtnts smslted 
elloyt containing Tc-99 & low enriched U as residual 
contamination. 

KlNQOVEi R. B. Office of Standards Development. Director. 80/00/19, 
8pp. 07330. 240. 


8012S9047& Transcript of 801211 misting in Washington. DC rt SECY-00- 
474C.Pp 1-32. 

* Comoissioneri. BO/12/11. 34pp. 07335:066. 


--80I2290479 Discusses legal issues rs proposal to approve publication of 
10CrR60 final rule re disposal of high level radueste In 
geologic repositories. 

BtCKWIT.L. Office of the General Counsel. 80/12/10. 3pp. 

07335: 101. 


—8012290483 8ECy-80-474C 

Suppls 9ECY-60-474 k foruards clarifying changes to 10CFR60 
final rule & conforming amends. 

DIRCKStU, 0. Office of the Eiecutivo Director for Operations. 
80/12/09. 16pp. 07339: 104. 


— 8012290485 Foruards NRC recommendsd changes to final rule t0CFR60, 
OIRCKSiU. d. Office of the Executive Director for Operations. 
80/12/11. 9pp. 07335:120. 


8012300672 Staff requirements memo re Commission 801126 meeting on 
SECY-e0-474/474A. Requests staff actions re disposal of 
high level raduaste In geologic rapositoriss. 

CHlLKiS. J. Office of the Secretary of the Commission. hS01126A. 
00/12/10. Ip. 07399:289. 


6012300693 Staff requlraments memo re Commistlon 801129 meeting on 
BECY-00-409 on petition for rulemaking re anticipated 
transients w/o scram 

CHIUK.e. J. Office of the Becretary of the Commliilon. M301129. 
80/12/09. 2pp. 07399:290. 


8012300698 Btaff requlrtments memo re Commission 801209 meeting on 
aECY-A-60-ie6. Approved memo k order denying Duka Power Co 
motion for reconsideration of emergency planning. 

CHICKtS.d. Office of the Secretary of the Commission. H0O12OS. 
80/12/11. ip. 07359:296. 


8012300703 Staff requirements msmo re Commlsfion Affirmation Session 
80-93 on 801205. Approved memo k order denying Duke Power Co 
motion for rscenelderatlon of emergency planning. 

CHILKtS.J. Office of the Secretary of the Commission. 80/12/08. 
Ip. 07399:297. 


ACR8 ADVISORY COMMITTEE ON REACTOR 8AFE0UARD3 


8010160976 Summerlifs 246th ACR8 mseting on 801009-11 re 8ECY-B0-43BA< 
proposed rule on firs protection. Estrimsly prescriptive 
requirement of Branch Technical Position 9.9-1 doss not 
prevldi bfst means to assure safety. 

PLE88ET(M. 8. ACR8 - Advisory Committee on Reactor aefeguerds. 
BO/10/14. 2pp. 06727:132. 


8011190374 Ricommends addl research before commitment to specific lys 
re nuclear date llnk.Sys interface u/rcactor Initrumsntatlon 
may decrease rcl lab 11 ity. at evidence that reactor sys is net 
adversely affected has not been clearly demonstrated. 

PLESSETiM.S. ACR8 - Advisory Committee on Reactor Safeguards. 
80/11/12. Ip. 06999:355. 


8012010499 Apps to summary of 241st ACR6 meeting on 800901-03. 

• ACR8 - Advisory Committee on Reactor Safeguards. 80/09/03. 
600pp. 07095:131. 


BO12010504 Apps to summary of 239th ACR8 meeting on 800306-08, 

• ACR8 - Advisory Committee on Reactor eafeguards. 80/03/08, 
978pp. 07090:001. 


6012010599 Summary of Advanced Reactor Subcommittee 500709 meeting In 
Hash Ingtoni DC re NRC sponsored research on advanced reactors 
at ANl. b BNL b aerosol release U transport work at ORNl. b 
BNWL. 

* ACRS - Advisory Committee on Reactor Safeguards. 80/09/22. 8pp. 
07095:066, 


8012020037 Summary of Subcommittss on Class 9 Aecidinti 800828 meeting 
In Wash Ingtoni DC re role of Class 9 accldints In llcenilng 
process. 

e ACR8 - Advisory Commlttss on Reactor Safsguerdi, 80/09/30, 6pp, 
07147: 185. 


8012020069 Summary of Subcommittee on Reliability b Probabilistic 
Asssssmint 800701 misting in InglswoodiGA re development of 
quantitative safety goats for nuclear plants, 

• ACRB - Advisory Committee on Reactor Safeguards, 80/09/17, 7pp, 
07147:230. 


8012020072 Summary Of Reactor Fuel Subcommittee 800821 meeting w/EGbO 
In Idaho Fails. ID rs Fuel Behavior Research Branch In-plle 
test programs. 

« ACR8 - Advisory Committee on Reactor Safeguards. 80/10/10, 7pp. 
07147:249, 


8012020076 Summary of Subcommittee on Reactor Fuel 800903 meeting m/ 
Haetlngheuse in Wathing ton. OC re NUREO-0630 review, 
a ACR3 - Advlfory Committee on Reactor Sefeguardi. 80/10/08. 4pp. 
07147:292, 


8O120200B2 Summary of Advanced Reactor Subcommittee 800630 meeting at 
Sandta b Los Alamot Uebs re AML. eipcrlmentit accident 
energetics b core debris behavior, 

* ACR8 - Advisory Committee on Reactor Safeguards. 80/09/30. Upp. 
07147:256. 


8012S90493 Transcript of 801215 public meeting In Uashlngt'Oni DC re ASLB 
1 ns tructl ons. Pp 1-94. 

t Co(r,misslonsri. 60/12/18. S6pp. 07335:219. 


8012020107 Transcript of 241st general miating on B00901 re extended 
operation of shipping port UWR cort In Wash ingtoni DC. 

Pp 1-256. Visugraphs end. 

• ACRS - Advisory Commlttss on Rsaetor Safeguards. BO/09/01. 
296pp. 06916:001. 
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BO12020B11 "Evaluation of Davio-Oeffa U Rancho Saco Feadwatar 
Trantlanti on 770924 ti 760320 Utlng WASH-1400 Data." 
a Commif I lonart. 00/02/20. l&pp. 


0012040680 Comiaandt WRC for aftembllng Reg Oulda 1.97 diicuated at 
800806 eiaating in Maih Ing toni DC. Coverage of paraiuBtari to be 
monitored 1* toe eomprahane tve. Reiiuas ts sptcific attention 
to prlfliarg coolant tnvantorg, 

ZUDANSi Z. Franklin Inetl tuta/Frank 1 In Raeeareh Canter. 80/09/23. 
2pp. 07163:399. 


B012040693 Cenmanta on matl atsambled for Subcomnlttae on Clate 9 
Accident* conildaration at 800828 meeting. Queftlons in 
Olllnskg 800807 Itr U opening remark* re hgdrogan 
ralaaiad In accident taquence are 11 1-parcaived. 

SCHOTT.O.L, Los Alamo* Scientific Laboratorg. 0-7. 00/09/16. 6pp. 

07166: 326. 


8012040662 Inform* that* during 801009-11 maetlngi propoied rule on fire 
protection •ubmitted to Committee u/6Ecy-B0-438A ua« 
con*ld*red. Dot* not recommend i*«uance of rule>but requetti 
examination of rtvliion*. 

PLE6SEt< H. S. ACR8 - Advlxorg Committee on Reactor Safeguard*. 
BO/10/14, 2pp. 07166:349. 


8012040669 Recommends that neces*arg manpower be committed to 
«hort-term review of *el*mlc qualification of auxlllarg 
faedwatar *g*. Affected llccn«eei thould perform Independent 
review. 

PI.E69ET/ H, 8. ACRB - Advitorg Committee on Reactor Safeguards, 
80/10/19, 2pp. 07166:396. 


8012080191 Inform* of review of MS Plesset 800730 memo. Hgdraulicallg 
induced vibration* can be caused bg pump operation at flow 
rate* lei* than normalidue to detail* of pump Internal 
design & Inlet piping. 

ACDSTAi A. J. ACRB - Advlsorg Committee on Reector Safeguard*, 
80/09/24. Ip. 07181:216. 


6012080202 Informs that no technical reason should prevent disposal of 
■pant fuel* In geologic repositories. Spent fuel should be 
reprocessed for use In LMFBR. U reserve supplies not 
unlimited. 

CROHERiS. ACR8 - Advlsorg Com.sittee on Reactor Safeguard*. 

SO/10/02. 2pp. 07187:001. 


8012080411 Comments on prtllminarg plans for addressing Section 110 of 
NRC FVSO authorl latlen blllia* result of S46th meeting on 
801009-11. 

FRALEViR. F. ACR8 - Advlsorg Committee on Reactor Safeguards. 
90/10/14. Ip. 07186:313. 


8012090091 Transcript of ACR8 Subcommittee on Reactor Operatian* 601202 
meeting In Hash ingtonr DC. Pp 1-59, 

• ACR6 ■* Advlsorg Committee on Reactor Safeguards. 80/12/02, 99pp. 

07199:219. 


8012090094 Transcript of ACRB Subcommittee on Rellabilitg Ic 
Probabilistic Assessment 801203 meeting In Wash Ing teni DC. 

Pp 1-42. 

9 ACR8 - Advlsorg Committee on Reactor Bafeguard*. 80/12/03. 42pp. 

07198:289. 


8012100193 Aek receipt of 801019 Itr providing observations li 
recommendation* re seismic qualification of auxlllarg 
feedwater sgs. Recommendations incorporated into scope of 
review program. Forwards 801021 Itr to lleenste*. H/o end. 
DIRCKStW. J. Office of the Executive Director for Opiratlons. 
SO/U/ai. Ip. 07218:249. 


8012120284 Transcript of ACRB Bubcommlttee on NRC Bafetg Research 
Program 901203 meeting in Wash ingtom DC. Pp 1-206. 

Vlewgraph* end. 

* ACRB - Advlsorg Committee on Reector Safoguerd*. 80/12/03. 
2B0pp. 07231 : 009. 


9012160969 Classifies sgstamat lea llg Initiating event* responsible for 
fluid voi changes In prtmarg sgs of PWRsi w/speclal 
•ppttcabtlttg to NURE0-0667i "Transient Response of 
BlU-Deslgned Reactor*. " 

ETHERINOTON) H. ACR8 - Advlsorg Committee on Reactor Bafeguard*. 
aO/03/01. 9pp. 07261:229. 


9012160609 Forward* J Ebersole & t Catton comment* re presentations at 
ACRB BiU Hater Reactor* Subcommittee 800108 meeting on 
once-through steam generator sensitivity. 

MULLERiR, ACRB - Advlsorg Committee on Reactor Safeguard*. 

80/02/13 Ip. 07261:239. 


--8019160608 Comments on ACRS meeting on once-through steam generator 
sensitivity. No criteria exist for upgrading secondary sgs to 
reduce sensitivity to transients. 

BDERSOLE< J. ACRS - Advlsorg Committee on Reactor Safeguard*. 
80/09/13. Ip. 07261:236. 


-8012160616 Comments on ACRB meeting on once-through steam generator 
sensitivity. Hand 1 Ing of auxiliary feedwater la Inadequate 
when inlet is above water level. 

CATTQI1< 1. ACRS - Advisory Committee on Reactor Safeguards, 
00/02/13. Ip. 07261:237, 


8012180239 Transcript of ACRS Subcommittee on Reactor Radiological 
Effect* 801212 meeting In Hash Ing tonp DC. Pp 1 -212. Supporting 
documentation end. 

a ACRS - Advisory Committee on Reactor Safeguards. 60/12/12. 
379pp. 03792:034. 


0012180238 Transcript of ACRS Subcommittee on Reactor Radiological 
Effect* 6 Site Evaluation B01211 meeting In We*hington> DC. 

Pp 1-203. Vlewgraph* end. 

* ACRS - Advitorg Committee on Reactor Safeguards. 80/12/11. 
240pp, 03793:040. 


8012180239 Transcript of 801213 joint meeting of ACRS Bubcommlttee on 
Reactor Radiological Effects U. Subcommittee on Site 
Evaluation in Hath Ing ton. DC. Pp 213-271. Vlewgraph* end. 

» ACRS - Advisory Committee on Reactor Safeguard*. 80/12/13, 7Spp. 
03793.281. 


8012190383 Suggests design concept oriented program w/DOEi in response 
to 800911 memo requesting advice re potential safety 
improvements which could be incorporated into any new design 
for nuclear power plants 

PLESSETrM. 8. ACRS - Advitorg Committee on Reactor Safeguards. 
80/12/09. 2pp. 07282:140. 


6012190933 Discusses 800109 rsquest for ACRS partlcl petlon in proposed 
rulemaking to reassess Commission confidence in safe 
disposal of radwastss. Ssf e disposal of radwaste* is 
reasoiiabig assured w/presant state of knowledge. 

PLESSET) M. 8. ACRS - Advlsorg Comnitti# on Reactor Safeguard*. 
80/12/10, 6pp 07274:009. 


6012240309 Transcript of Subcommittee on Combination of Dynamic Loads 
801217 meeting in Wash Ington) DC. Pp 326-934. VI twgrap hs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 80/12/17. 
290pp. 07326:316. 


8012290372 Transcript of Subcommlttea on Combination of Dynamic Loads 
801216 meeting In Washington) DC. Pp 1-328. Vlewgraph* and. 

• ACRS - Advisory Committee on Reactor Safeguards. 80/12/16. 
499pp. 07341:229. 


0012300791 Submits comment* on proposed waste confidence rulemaking) 
including insti tutlonel t ssues) socle tal issues it scientific/ 
technical Issues. 

PARKER, H.M. Affiliation Unknown. 60/11/20. 6pp. 07363:004. 


8012300759 Forwards memo on disposal of high laval waste In geologic 
raposl torles. 

CROMER, 8. ACRS - Advisory Committee on Reactor Safeguards. 
00/11/20, Ip. 


-9012300798 Submit* assurance that high level nuclear waste, Including 
spent fuel)can be safely disposed of in geologic 
repositories. 

CR0MER>8. ACRS - Advisory Com>n{ttet on Reactor Safeguards. 
80/11/20. 4pp. 03779:001. 


COMMISSION NRC COMMISSIONERS 


8012010927 Ack receipt of 800930 Itr describing NRC arrangement for 
naming Commissioner to serve as alternate reprasentatlvi 
on US delagatlon to each IAEA conf erence. Arrangemen t 
satisfactory i; should avoid any future mlsunderitandlngs, 

AHEARKE, J. F. Commissioner*. 80/11/04. Ip. 07090:288. 


-8012010531 Informs that NRC will be contacted by 810701, requesting 
nomination of Commissioner to serve, sub j to requirements of 
IAEA Participation Act<at alternate on US delegation to 
29th Session of general conference. 

NEWLIN,H.H. Stete, Dept. of. 80/09/30. ip. 07098:229. 


8012020711 Weekly info rept for wk ending 801114, 

REItM, T. A, Office of the Executive Director for Operation*. 
80/11/20. 31pp. 06916; 001. 
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IMONDOCKETED ITEMS 


Q0t2030792 FerUArds info r» use of radioectlve matl under AEC/NRC 
license in ocean. Three uses summar i led In enct RE Cunningham 
Q01007 statement accuratelg reflects NRC understanding re 
disposal of high level uaste in ocean. U/o enel. 

AWEARHE. J. F, Comm i i $ Ion or i. 80/11/04. Ip. OTM'fia/l. 


— 8012030777 Foruards info re use of radioactive rnatl under AEC/NRC 
license in ocean. Three uses suminar i i ed in end. RE Cunningham 
801007 statement aceuratelg reflects NRC understanding re 
disposal of high level uaste In ocean. U/o end. 

AHEARME. J. F. Commissioners. 00/11/04. Ip. 07149; 272. 


"8012030801 Foruards Info re use of radioactive matl under AEC/NRC 
license in ocean. Three uses summariied in end. RE Cunningham 
801007 statement accurately reflects NRC understanding re 
disposal of high level uaste in ocean. M/o end. 

AHEARKEiJ. F. Commissioners. QO/li/04. ip. 07149; 273. 


—6012030803 Foruards info re use of radioactive matl under AEC/NRC 
license In ocean. Three uses sumnarlied In end. RE Cunningham 
801007 statement accurately reflects NRC understanding re 
disposal of high level uaste in ocean, (d/o end. 

AHEARNE. J. F. Commissioners. 80/11/04. Ip. 07149:274. 


—8012030008 Foruards info re use of radioactive cnatl under AEC/NRC 
license In ocean. Three uses summariied in end. RE Cunningham 
801007 statement accurately reflects NRC undiers tand 1 ng re 
disposal of high level waste in ocean. N/o and. 

AHEARNE. J. F. Commissioners. 80/11/04. 3pp. 07149:273. 


8012090284 Informs that nuclear pouier plant standard 1 lat Ion rept 
appears to biased by placing blame for clou plant 
standard! latlon on NRC. Effects of safety not truly assessed 
in table of issues. 

HENORIEj J. H. Commissioners. 80/11/21. 2pp. 07202:334. 


— G012090266 Forwards draft "Nuclear Power Plant Standar d iia 1 1 on. " 
Final rept uill incorporate NRC comments on draft ti set of 
issues U findings. N/e end. 

ABBOTTiE. House of Rep. 80/11/03. 3pp. 07202:336. 


8012090270 Requests greater moderation in rapid development of nuclear 
pouer in Taluan. Protests statements re obligations to 
nuclear safety. 

JUN-VI,L. Affiliation Untnoun 80/10/31. 4pp. 07187:001. 


8012090406 Responds to 801010 Itr re possible alternate technologies 
for interim storage of spent fuel. Dry storage would be suhj 
to NRC licensing. Forwards NURe<J-0375, Vo 1 s i-3i NUREO/CR-1223 
i> final rule I0CFR72. N/o NURESs. 

AHBARNS.d.F, Commissioners. 00/11/10. 7pp. 07200:010. 


— 8012090413 Requests info re NRC role In licensing of alternative 
commercial spent fuel storage facilities fc status of NRC 
consideration given to dry spent fuel storage. 

CORCORAN. T. Heuee of Rep. 00/10/10. tp. 07200:016. 


— 8012090422 Final rule 10CFR72. "Licensing Requirements for Storage of 
Spent Fuel in Independent Spent Fuel Storage Installation." 

Rule covers specific licensing requirements for Independent 
spent fuel storage. 

CKtLKt8. 3. Office of the Secretary of the Commission. 80/11/03, 
84pp. 07200:017. 


9012100196 Uaekly Info rept far uk ending 801121. 

REHHi r. A. Office of the Eiccuttve Director far Operations. 
80/11/26. 2app. 07218:232. 


@012110036 Responds to 001003 Itr re NRC review of emergency 
procedures at operating reactors as part of consideration of 
ATHS problem. JE Bulletin 80-17 required BWR licensees to 
review emergency procedures re operator shutdown actions. 

AHEARNE, J.F. Commissioners. 1EB-0O-I7. 80/11/24. 2pp. 03772:020. 


--6012110043 Requests info re review of emergency procedures for operator 
action during NRC consideration of ATUS problem. 

UDALU.tl. K. House of Rep. 00/10/03. Ip, 03772:022. 


8012110146 Notifies that members of transition team have been given 
ofc space to prepare biweekly rept on transition activities 
at requested Im 801 1 10 memo. 

AHEARNE. J.F. Commies I oners. 00/11/20. 4pp. 07223:145. 


60121101 SO Responds to 800730 suggestien that Commission rtconslder or 
clarify 800619 "Statement of Pol ley: Further Commission 
Ouldanee for Power Reactor OLs. “ Forwards eoii03 danlal of 
lies tc Shoreham Opponents Coalition request for stay. 

AHEARNE. J.F. Commtss 1 aners. 00/11/19. Ip. 07223:349. 


— 0012110161 Order denying UC8 6 Shoreham Opponents Coalition request for 
stay of Commission "Statement of Pol ley: Further Commission 
Guidance for Power OLs." Separate Commissioner views encl. 

CHILKiS J. Office of the Secretary of the Commission. 80/11/03. 

I9pp. 07223:330. 


— 8012110167 Requests that policy statement re further Commission 
guidance for power reactor OLt be recons Ideredt baaed on 
Subcommittee inquiry 4 facts elicited at 000708 hearing. 

MQFFETTiT. House of Rep. i Government Operations, 80/07/30. 4pp, 
07224; 003 


6012110318 Ack receipt of 801114 Itr re visit to Cumberland School of 
Leu 4 unlv. Staff guidance deeumentsi Including reg guides 4 
SRPsi are more detailed than regulations 4 have strong 
Influence on licensee actions, but do not have force of law. 

HENORIE. J. K. Commissioners. 00/11/20. Ip. 07229:200. 


—0012110328 Requests NRC comments on remarks made at 801113 visit to 
Cumberland School of Law re staff guidance doeumenta 4 CFR 
regulations. Also requests permission to observe 
administrative adjudicatory process In action at agency. 

MANNINOi R. K, Samferd Unlv. . Cumberland School of Lew. BD/lt/14, 
Ip. 07225:261. 


8012190123 Meekly info rept for wk ending 801209. 

REHHi T. A. Office of the Executive Director for Operations. 
80/12/11. 64pp. 07201:340. 


6012220017 Forwards OAO 801203 Itr to Congress stating that use of 
funds appropriated by 1981 Energy 4 Mater Development 
Appropriation Act to implement NRC procedural cost reduction 
program Is unlawful. 

8TAAT8.E. 9. General Accounting Office. 8-200989. 80/12/03. Spp. 

07303; 267. 


8012230211 Responds to 001028 Itr requesting help In development of 
info package 4 other matl for uee by state 4 local emergency 
preparedness officers In event of incident at nuclear 
power plant, Info will be provided. 

AHEARNEi J. F. Commissioners. 80/11/13. Ip. 07317; 093. 


--6012230216 Informs of contract award to N Lew 4 Assoc lates. Inc to 
develop public education info programs re response to any 
possible incident at nuclear generating- station. Requests NRC 
cooperation In course of project. 

MACYiJ. M. Fedorel Emergency Management Agency. 00/10/26. Ip. 
07317:094. 


8012240004 Forwards 1977 4 1978 briefing books for Commi sslonar i. 
FITZOERALDi if. A. Off lea of the General Counsel. 80/12/10. tp. 
07107:001, 


—8012240012 "US NRC Briefing Book.Vol 1:NRC General. Natl Energy Outlook. 
Roactor Licensing Process. Reactor Bafety.Pu Recycle." 
e Office of Policy Evaluations. 77/07/31. 43pp. 07187:001. 


— 8012240015 NEO-77 

Draft "1977 Natl Energy Outlook. Executive Summary." 

» Federal Energy Administration. 77/01/19. 31pp. 07187:001. 


— 0012240020 "Natl Energy Plan." 

CARTER, J.E, President of US 4 Executive Offlcee. 77/04/29. S7pp. 
07187; 001. 


— 0012240023 "NRC General Statement of Policy on Btandardl latton of 
Nuclear Power Plants. " 

CHILK.8.J. Office of the Secretary of the Commission. 77/06/29. 
66pp. 07167:001. 


— 0012240023 NUREO-0002 E8 

"Flnel Generic Environ Statement on Uee of Recycle Pu In 
Mixed Oxide Fuel In LWRs. " 

* Office of Nuclear Material Safety 4 aafegoards. 76/00/31. 
43pp. 07187:001. 


— 8012240028 "US NRC Briefing Book.Vol 2: Domestic Safeguards. Inti Haste 
Mg t. NRC/Sta te Re 1 a tlons. Leg isla tive/Congres slonal Current 
Issues. " 

* Office of Policy Evaluations. 77/07/31. B6pp. 07187:001. 


—8012240031 NUREO-0217 

"NRC Task Force Rept on Review of Federal/State Program far 
Regulation of Commercial Low Level Radwaste Burial Ground*." 

V Office of Nuclear Material Safety 4 Safeguards, a Office of 
State Programs. Director. 77/03/31. 26pp. 07107:001. 
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“B0t2240034 Dlscuiisf ACR8 meetlnjs tb lonj-tortn hljh 1bv«1 raduasto 
ACRS racofinliBt iftiportAncB of Improving mgt {< procodural 
4$pect:i<minlffllilng juri ad Ictl onal disputes & clarifying 
timetables for dec is ions/ ropts fc research fc development. 

MOELUERi D. H. ACRS - Advisory Committee on Reactor Safeguards. 
76/iS/20. 87pp. 07107:001. 


”“8012240037 Informs of NRC legislative proposals re civil penattiesi 
protection of licensee personne li e temp t ion of safeguards 
info from FOlAi amending NRC quorum requirement ti upgrading 
Director of Ofc of IE. 

BTRAUSSiP.L. Office of the Oeneral Counsel. 77/06/01. S3pp, 
07107:001. 


— B012240039 Submits status rept for Apr (< May 1977 re pending 
litigation. 

EILPEfilNi a, F. Office of the Oeneral Counsel. 77/03/31, 42eo. 

07 187; 001. 


— 3012240036 "US NRC Briefing Booli Ool 1 NRC Oenerali Nuc lear Economics/ 
Environ Effectsi Licensing Proce ss< Reac tor Safetyi Domestic 
Safeguards. " 

* Office of Policy Evaluations. 78/06/26. BSpp. 07107:001. 


B012240068 “U3 NRC Briefing Dooki Vel 2: Inti Uaste Mg ti NRC/9ta te 
Re latlonsi Leg 1 1 let 1 ve/Congresslonal Current Issues." 

• Office of Policy Evaluations. 78/03/26. 24pp. 07187:001. 


— 8012240074 Forwards NRC legislative proposal In form of draft bill to 
amend Atomic Energy Act of 1934* as amended* to provide for 
protection from unauthorized disclosure of safeguards info h 
for other purposes, 

HENDRIEi 0. M. Comml ss loners. 78/03/23. 4pp. 07187:001. 


-8012240073 Rscommends amsndlng Atomic Ensrgy Act of i954ias amsndedi to 
Increase penalty limits NRC may levy on violators. 

HENDRlEiJ. H. Commissioners. 78/03/11. 21pp. 07187:001. 


— 8019240078 Submits status rept for Apr 1970 re pending litigation. 
E1LPERIN*S F. Office of the Oeneral Counsel. 78/04/03 60no. 

07107:001, 


— 8019240031 Requests amplification of policy statement in BECy-7a-163 to 
provide guidance on site consideration. 

CHlUKiS. J. Office of the Secretary of the Commission. 78/0Q/15. 

2pp. 07187:001. 


““8012240085 Requests groundrules to narrow listed gaps which pose 
difficult policy formulation prob lems. Rceotiimends amplifying 
draft policy statsmsnt In &ECY“78-t63 which would then bo 
considered for issuance as proposed rule. 

PEDERSENiK. Commissioners. 78/07/11, 2pp. 07187:001. 


“8012240092 Submits draft guidance for policy on alternative site 
evaluations by amplifying draft policy statement in 
6ECV-73-163. 

CHtLKi 8. J. Office of the Secretary of the Commission. 78/07/11. 
2pp. 07107:001. 


—0012240095 Ezpretsss concern re implications in continuing const of 
nuclear power plants whilt challenges to CPs are under 
adjudication. 

CHILKi S. J, Office of the Secretary of the Commission. 78/04/03. 
33pp. 07187:001. 


— 8012240098 93-848 

*'Rept of Committee on Environ fc Public Mort:s;US Senate to 
Accompany 8.2384." 

RANDOLPH, J.. MUSKIE, E. S. . STAFFORD, R, T, Senate. Environment!, 
Public Works, 78/03/15. 39pp. 07187: OOt. 


0018290030 Submits dally notes for 801210. Status of facilities in five 
IE regions end. 

DIRCKSr b(. vl, Office of the Ezecutive Director for Operations, 
80/12/11, 3pp. 07308:001. 


8012290034 Submits Status Rept 4 for Commission Papers from 1900. 
* Com-tiissloners. 80/19/13. 35pp. 07330:277. 


6012290037 Forwerds fourth rept of ACRS membership deta, Including names 
of coml ttces, memberships, terms of appointments t< 
anticipated appointments through 810121. 

HOVLE, J. C. Office of the Secretary of the Commission. 60/12/12. 

8pp. 07338:232. 


8012290043 Submits dally notes for 60121 1. Status of facilities In five 
!E reg ions end. 

DIRCKS, W. J, Office of the Ezecutlve Director for Operations, 
80/12/12. 4pp. 07308:001, 


0012290062 Forwards info ra siting L licensing leg islatlon* in response 
to request. 

FITZGERALD, J, A. Office of tho Oeneral Counsel. 60/12/12 to 
07340:324. 


—8019290065 Submits comments U suggested revisions of DOE 771014 draft 
nuclear siting L licensing 1 eg is lat i on, in response to 
request. Revisions are also reflected on end marked-up bill. 

HEtlOR IE* 0. M, Commissioners. 77/10/26. 71pp. 07340:323. 


■8012290069 Forwards comparison of DOE 780317 nuclear licensing reform 
bill li 780104 draft. Rill presents many prob 1 ems. State 
decision on environ Impact issue will be binding on NRC. 

SHAPAR, H. K Office of the Ezecutlve Legal Director. 70/03/20. 

31pp. 07340: 396. 


•5012290073 Comments on. DOE 780317 nuclear licensing reform bill* in 
response to request. Ofc Is in general agreement u/Ofc of 
Ezecutlve Legal Director analyses 6 adds addl observations. 
KELLEY, J. L. Office of the Oeneral Counsel, 78/03/22. Sac. 
07341:021. 


— 8012290076 Forwards draft memorandum describing NRC approach for 
determining eligibility of interveners for funding, in 
response to request. 

STOIDERiC. R. Office of the Oeneral Counsel. 78/07/19. 4pp, 
07341:024, 


—8012290001 Summary of 781210 meeting u/repres#nbatlves of Congressman 
Dlngall to discuss NRC efforts re siting U licensing 
leg Isla tfon. 

STOIBERiC. R. Office of the Oeneral Counsel. 78/12/20. 3pp, 
07341:028. 


— 9012290083 Forwards preliminary discussion of major issues in siting t 
Ilcenaing teg 1 slati on. in response to 791106 request. 

8T0IBER.C, R. Office of the General Counsel. 79/01/03. 83pp. 

07341:031. 


8012290008 Provides industry's perspective on proposed legislation to 
reform licensing of nuclear power p lants. Licensing reform 
is Integral pert of acceptance of nuclear power by public. 

BRAY, A. P. Oeneral Electric Co. 79/03/lS. 3pp, 07341:137, 


9012290403 Forwards list of documents provided transition team, list of 
personnel associated ui/transltton team fc Commlss ion 
Instructions re info to bo provided to team. 

AHEARNE, J. F. Commi ssioners. 80/12/04, 10pp. 07345:335. 


•8012290403 Informs that transition team should be provided u/lnfo in 
same manner as Esecutlve Branch. 

AHEARNE*J, F. Commissioners. BO /1 1/26. 2pp. 07345:345, 


8012290408 Informs that EDO should provide President-elect designees 
w/lnfo in lame manner as info provided Eiecutive Branch. 

CHILKiS. J. Office of the Secretary of tha Commission. 80/11/26. 
ip. 07348:347. 


8012300798 Weekly info rept for wk ending 601212. 

REHrtiT.A. Office of the Ezecutlve Director for Oporatiane. 
00/12/17. 32pp. 07360:034. 


8012310391 Responds to request for summary rept covering status of NRC 
actions implementing fieorganl za Hon Plan I of 1980. Authority 
has been delegated te Executive Director for Operations. 

Emergency procedures 4: notification have been Implemented. 

REAMER, C.W. Office of the Oeneral Counsel. 80/12/02. Ip. 


8012310393 Discusses areas of authority for Executive Director for 
Operet ions* effective 801001. 

AH6ARNE, J. Commissioners. 80/09/26. 2pp. 07369:215, 


■8012310398 Advises that ezistlng internal authorlti < s, respons ibi 1 1 ties 
L procedures re emergency will remain In effect until 
further notice. Draft NRC bulletin re delegation of authority 
end. 

AHEARNE, J, Commissioners. 00/09/30. 2pp, 07369:217. 


— 8012310403 Discusses review of delegations of authority 1, other 
documentation os result of reorganization Plan 1 of 1900, 
AHEARNE, d. Commissioners. 80/09/29. 2pp. 07369:220. 
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CONTflACT NBC CONTRACTS AND MODIFICATIONS 


a0tSO2a?S3 Foruardt Stata of FL B01029 Itr troTitni tt Ing fourth 
quarterlij ^rogrrff rspt on transport at 1 on survelllanca 
projpafn. Rapt cov»r» period fro* Oul-Sept 1900, 

JANINEH.H, Office of State Propram*, Director. BO/11/13. 2pp. 
07133; ill. 


“0O12O2OZ94 Forwardt fourth quarterly’ propresi rapt on traniporta tlon 
iwrveillante programp cover inp period from ^/ul-Sept 19B0. 

Objective! have been fulfilled In first yr of study. Contract 
reneiual has not been requested. 

SHULER. P.E. Florida. State of. 00/10/2'?, 12pp. 07133:113, 


8012020771 Responds to FOIA request for info re Contract NRC- 10-00-700, 
□oeuneiit Is available In PDR. 

FELTON. J.M. Division of Rules and Records. BO/ 11/25. Ip. 

07130: 34f>. 


0012020774 FOIA request for info submitted under Contract NftC-lO-BO- 
703, 

liIVKLER. M. 5. Hicrographlc Systems Technoiogy Consultants. Inc. IHSTC. 
Inc. ». aO/ll/!l. Ip. 07130:347. 


6012040133 Motification of contract et ecu t ion. Hod 4 to “Study of IN 
Fault Loc ation s. . . . New Madrid . HO Rep Ion. “ Contractor; IN 
Unlv. 

HAOEYrH. Research Contracts Branch. FIN B-6262. NRC -04- 77- 164. 
BO/lI/14. 2pp. 07158:056. 


"8012040140 Mod A.eitendlng period of performance to 810831 U Increasing 
funds to “Study of IN Fault Locations. ... Neu Madrid. HO 
Region. " 

HULHOLLAND. J. D. Indiana Unlv. MORTON.K. V. Raseareh Contracts 
Sraneh. FIM B-i262. NRC-04-77-164. 80/11/14. 3pp. 07150:057. 


8012040147 Notification of contract execution. Hod 1 to “Study ti Review 
of Issues Concerning Equal Employment Opportunity at HRC. “ 
ContracteriCRC Education t. Human Oevelopmant. Inc. 

MEDRON.t.K. Administrative Contracts Branch. FIN B-132S. 
NSC-23-0Ot-SO2. 80/11/ to. Ip. 07162:348. 


6012040374 Notification of contract execution; "Property Inventory 
Equipment." awarded to Control Module. Inc. 

LE80.C. Administrative Contracts Branch. NRC- 10-01-365, 00/11/12. 

Ip. 07163:254. 


—0012040377 Contract: "Property Inventory Equipment." awarded to 
Control Hodule.lnc. 

BIANCO. J. 8. Central Hodulei Inc. MATTIA.H J. Administrative 
Contracts Branch. NRC- 10-6 1-365. 80/U/12, 2pp, 07163:255. 


8012040619 Notification of contract execution. Mod 20 to “Downcomer 
Effects Cxperlneitta I Program." Contrac tor: CREARE. tnc . 

WOLLETT. a. Research Contracts Branch. FIN A-4070. NRC-0 4-75-162. 
aO/ll/13. Ip 07165:302. 


— 8012040627 Hod 80> providing funding for FY81 & uorkscope to "Downcomer 
Effects Experimental Program.*’ 

HICKIN. R.A. Creara. Inc. HORTON. K. V. Research Contracts Branch. 

FIN A-4070, NRC-04-7S-162 . 80/11/13. 3pp. 07163:303. 


8012080496 Notification of contract executian. Mod 4 to "Application of 
Intarnal Friction Nondestructive Evaluation Tachnlqut for 
Detecting Incipient Cracking of Bypass Linas it Pipes In BNR 
Piping Sys. " Contrac tor : Oaeda lean Assoc latas. Inc . 

B BOMBER 0, B. Research Contracts Branch. FIN B-6212. NRC- 04-76-242, 
80/11/19. Ip. 07106:324. 


—6012080498 Hod 4. author 1 ting worlseope 6 funds for FYSl. to “Application 
of Intarnal Friction Nondestructive Evaluation Technique for 
Detecting Incipient Cracking of Bypass Lines 6 Pipes In BHR 
Piping Sys. " 

YEAOER.L. L. Daedaleen Associates. Inc, HORTON. K. V. Research 
Contracts Branch, FIN B-62t2. NRC-04-7e-242, 80/11/19, 3pp. 

07106:325. 


otlftcation of contract axeeutlon. Hod 4 to "Study 
iphy in New Madrid Area of KB 

earch Foundation. 

FIN 8-5972. NR 0-04-76-321. 


'.on. Mod 1 to "Symposium 
-tlvity In Consumer 

4 B-10I47. NRC -01 -77-030, 


—6012080503 Mod 1. deob 1 Igating funds to enable contract closeout, to 
''aymposium Entitled Public Health Aepects of Radioactivity 
In Consumer Products. “ 

CROUNiH.M. HEN, Dept. of. Food h Drug Administration. HORTON.K. Y. 
Research Contracts Branch. FIN B-10t47. NRC-01-77-030. BO/1 1/25. 

ip. 07186:330. 


B012080S04’Notlflcatlon of contract execut ion. Hod 16 to “LQCA/ECCB 
Support Studies." Contrac tor : MPR Assoc latas. Inc. 

BROMBERO. B. Research Contracts Branch. FIN 0-5337. NfiC-0 4-75- 163. 

80/11/26. ip. 07106:331. 


— 6012080305 Mod 16iextendlng scope. adding funds t> autherlilng tarm 
extension, to "LOCA/ECCS Support Studies." 

MANDIL. I.H. MPR Associates. Ine. MORTON. K, V. Research Contracts 
Branch. FIN n-S537. NRC“04-75-tB3. 80/11/26. 2pp. 07106:332. 


8012OB0S71 Notification of contract execut ion. Mod S to "Quantitative 
Classification of Two Phase Flow Regimes Using Olobal (< 

Local Neutronic Perturbations It," Contractor; Unlv of HA. 

UACQSS, A. Research Contrac te Branch. FIN 0-6324. NRC-04-73-24S. 

60/11/13. Ip. 07106:338. 


"8012080602 Hod S> uni lateral ly Increasing funds, to “Quantltatlva 
Classification of Two-Phase Flow Regimes Using Olobal t. 

Local Neutronic Perturbations II." 

UOOLF.A, Hashlngton.. Untv. of. HORTON. K. U. Research Contracts 
Branch. FIN B-6324, NRC-04-70-248. 80/11/07. Ip. 07106:339, 


8O12O0OSSS Notification of contract execution. Hod 2 to "Eastern TN/ 
Hfstern NC Regional Seismic Network. “ Contractor; Henphii 
State Unlv. 

HAOEY, H. Research Contracts Branch. FIN 0-6675. NRC-04-79-2I4. 

aO/n/23. Ip. 07186:101. 


— 8012000623 Mod 2. extending period of performance & adding fundcita 
“Eastern TN/Histern NC Regional Seismic Network." 

CARPENTER. T. 0. Memphis State Unlv. MORTON, K.V. Research 
Contracts Branch. FIN B-6673. NRC-04-79-2i4. 80/11/25. 5pp. 

07166: 182. 


6012080636 Notification of contract execution. Hod 3 to "Shuttle Bus 
Svc. " Contraeter;Beltway Limousine Svc. Ine. 

MARTIN, L.C. Administrative Contracts Branch. NRC-lO-BO-372. 
80/11/26. Ip. 07106:351, 


--60120Q0641 Hod 3, deleting etop on Route 0. to "Shuttle Bus Bvc. " 
ROBERTSON. J. C. Beltway Limouslna Barvlee. Inc. MATTIA.H. vf. 
Administrative Contracts Branch. NRC- 10-00-372. 00/11/28. 3pp. 

07186:352. 


8012080837 Notification of contract exacutlon. Mod 4 to "Study of 
Droplet Hydrodynamics Important in LDCA Refloed, " 

Contractor: State Unlv of NY. 

HAOEY, H. Research Contracts Branch. FIN B-621i. NRC-O4-70-t94. 

00/11/13. Ip, 07175:340. 


— B012080812 Hod 4. providing no cost extansion.to “Study of Droplet 
Hydrodynamlcf Important in LOCA Rtflood. “ 

TENBEAUiP.N. New York, State Unlv. of. (Albany). MORTON.K. V. 
Research Contracts Branch. FIN 0-6211. NRC-04-78-194. 00/11/13. 

2pp. 07175:341, 


0012080813 Corrected copy of notification of contract execution. Hod 3 
to "Confirmatory Research re Dating of Groundwater. " 

ContractoriUnlv of AZ B4;R «< FIN numbers corrected. 

HAOEYrH. Research Contracts Branch, FIN B-662B. NRC -04-70-272. 
80/10/23. Ip. 07175:343. 


0012090554 Notification of contract ekteutlon. Mod 2 to “Computer Output 
Microfilming tc Production of 3Smm Aperture Garde. " 

Contractor: Mlcroteeh Industr lis, Ine. 

MARTIN, L.C. Administrative Contracts Uranch. NRC -10-80 -361. 
60/12/01. Ip. 07206:216. 


--8012090S67 Hod 2. revising pickup V delivery requirements te. "Cemputer 
Output Microfilming t: Production of SSmm Aperture Cards," 

« Mierotech Industries, Inc. MATTIA.K, J. Adeilnlstratlve 
Contracts Branch. NRC-1 0-00-36 1 . 60/12/01. 2pp. 07806:217. 


8018090570 Notification of contract execut ion. Hod 1 to “Kicrographle 
Bves." Contractor: Klcrotcch Industries, tnc. 

MARTIN. L.C. Administrative Contracts Branch. FIN B-63S7. 

NRC- 1 0-80-700. 00/12/01. tp. 07806:219. 


--8012090S73 Mod 1. changing pickup & delivery charge at no addl cpst to. 
“Micrograph Ic 6vet. “ 

* Mlcroteeh Industries. Inc, MATTIA.H. U. Administrative 
Contracts Branch. FIN B-6357. NRC- 10-80-708. 00/12/01. ip. 

07206: 220. 
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80tsf0000*t Notification of contract bioc u t lon> Had 17 to "Sttafn Natcr 
Mixing & Bv« Hgdrodijnainlc*. “ Contractor : BHI. 

BROMBERO. a. Off let of Adflii n i* tra t ion. FIN A-404S. NRC-04-76-293. 

aO/ia/03, Ip, 07219:059. 


—0012100007 Hod 17r adding uorticopa fund* for concluflon of talk to 
''Steam Hattr Mixing t: Sg* Ngdrodifnam t c». '* 

ONENSi D. H. Battalia Kamorlal Initltutai Colunbul Uabora tori at. 
MORTONj K. V, Raiearch Contract* Branch. FIN A-4048. 
NRC-04-76-29304. 80/12/03. 3pp. 07219:060. 


8012100017 Notification of contract oiacutionj Hod 3 to "Devalopnant of 
Official NRC Record* Disposition Program." Con tree ter; JNK 
Inti. 

LEBOiC. 0. Adnlnistrat 1 V* Contract* Branch. NRC- 10-80-393. 

80/12/01. ip. 07219:063. 


—8012100022 Mod 3i chang Ing keg parsonnel it adjusting •chadula to 
"Dev'alopment of Official NRC Record* Dlipoiltlon Progrem. ” 

RUDDHNj H. A. JNK International Corp. T0N3TALL> J. E. Small Businas* 
Administration. MATTIAiM.J, Administrative Contracts Branch. 

NRC- 10-80-303. 80/12/01. 4pp. 07219:064. 


0012100183 Notification of contract execution: "Consultant to LOFT 
Special Revlau Oroupi " auardad to H Iibin. 

UlTTLEf M. Administrative Contract* Branch. FIN B-7490. 
NRC-04-3 1-196. 80/12/03, Ip. 07219:239. 


— 80121Q01B9 Contract: "Consultant to LOFT Special Review Oroupi" awarded 
to N tsbln 

IBBINpH. 8. IsbiniH. PERUiANiJ. Administretive Contracte Branch. 

FIN B-7490. NRC-04-ai-196. 80/12/03, 9pp. 07218:240. 


8012100202 Notification of contract exec utioni Mod 2 to "Revleui of 
LERs. " Contrac tor: TE Eaton. 

MILES, E.B, Administrative Contract* Branch. FIN B-t5S7. 

KRC-l 1-78-632. 80/11/14. Ip. 07218:292. 


— 801210020? Mod 2, deobligatlng funds to "Review of LER*. " 

EATQN.T.E, Eaton.T.E PERLMAN, J. Admlnlftratlve Contracts 
Branch. FIN B-1S97. NRC-l 1-78-632. 00/11/14. Ip. 07210:283, 


6012100412 Notification of contract exec ution, Mod 3 to "Memphis Area 
Regional Belamlc Network." Contrac ter : Msnph is 8tate Univ, 

HAOEY. H. Research Contracts Branch. FIN B-6276. NRC-O4-70-aoo. 
80/11/29. Ip. 07218:008. 


—8012100417 Mod 3, extending period of performance & adding funds, to 
"Mamphis Area Regional Seismic Network." 

CARPENTER, T. 0. Memphis State Univ. MORTON, K. V. Research 
Contract* Branch. FIN n-627A. NRC-04-7a-200. B0/H/88. Spp. 

07218; 009. 


6012100420 Notification of contract execution: "Disposel of Hedicel (t 
Research Naste Containing Low Level Radioactlvltg, " euiarded 
to Natl Academg of Sclericef. 

LITTLE) M. Adnlhistratl ve Contract* Branch. FIN B-7314. 
MRC-02-81-038. 80/11/20. Ip, 07218:014. 


— 6012100423 Contract; "Dtsposat of Medical it Research Masts Containing 
Law Lsvel Radioactlvltg," awarded to Natl Academg of 
Sciences. 

aiTTOlNP. L. National Academg of Sciences. PERLMAN, J. 
Administretive Contracts Branch. FIN 8-7314. NRC-02-8 1-035. 

SO/lt/20. Spp. 07218:015. 


8012110040 Notification of contract execution; "Procurement Bve* Which 
NRC Nlll Provide to US Metric Board," awarded to US Metric 
Board. 

MARTIN, L. C. Administrative Contracts Branch. NRC-lO-Ql-362. 
00/11/12. tp. 07223:127. 


—6012110053 Contract: "Procurement Sve* Which NRC Mill Provide to U8 
Metric Board, " awarded to US Metric Board. 

STELLMAN, H. J. Commerce, Dept, of. National Bureau of Sband'ardi. 
HALNAN, E. L. Administrative Contract* Branch. NRC-IO-61-362, 

80/1 i/12. 4pp. 07223:128. 


8012110349 Notification of contract e xec ution: "Licensing Action* Status 
Monitoring Sgs," awarded to Franklin Research Gtr, 

MAlRSTONtC.) OLAOpLA, A. F. Technical Assistance Contract* Branch. 

FIN 0-7904. NRC -03-9 1 -096. 00/11/21. ip. 07223:207, 


—8012110399 Contract: "Lieen* ing Action* Statu* Monitoring 8g»," awarded 
to Franklin Rciearch Ctr. 

ASHTON) A. M. Franklin Instltote/Franklln Research Center. 

DOUOHERTY, 0. J. Technical Assietance Contracte Branch. FIN B-7S04. 
NRC-03-8 1-096. 80/11/81. 7pp. 07223:209, 


6012110373 Notification of contract execution, Hod 2 to "Evaluation of 
Efficlencg L Ef feet 1 vene* * of 11 Mgt L Program Analyfi* Mgt 
Info Product*," Contractor: TRW, Ire. 

WI001N8, E. Administrative Contract* Branch. NRC-85-90-312. 

60/ 1 1 /26. 1 p . 07223: 229. 


—6012110063 Mod 2, changing form of contractor name, to "Evaluation of 
Efficiency it Effectiveness of 11 Mgt & Program Analgsi* Mgt 
Info Products. " 

» TRW, Inc., Energg 6g stains Planning Div. MATT1A>M.J. 
Administrative Contract* Branch. NRC-2S-0O-312. 80/11/26, tp. 

07223; 230. 


9018110525 Notification, of contract execu tlon. Mod 6 to “Shuttle Bu* 
Svc. " Contractor: Eduards Trucking Co, Inc. 

MARTlHrL. C. Technical Assistance Contracts Draneb. HRC-lO-76-306, 
80/11/86. Ip. 07226:151. 


— 6012110527 Mod 6, correcting mathematical error in Hod 5 L deobligatlng 
fund*, to "Shuttle Bus Bvc. " 

EDWARDS, L. A. Eduards Trucking Co., Inc. MATTIAiM.U. Technical 
Assistance Contracts Branch. NRC- 10- 76-306. 60/11/86. tp. 

07286: 152. 


8018110574 Notification of contract execution, Mod 10 to "Review it 
Evaluation of Approx SCO Pending Operating Reactor* 

Llcanting Actions." Contractor : Frank 1 in Inst. 

HAIRSTON, C, , OLAOOLA, A, F. Technical Assistance Contract* Branch. 
FINE-6590. hlRC-03-79-1 10. 80/10/28. ip. 07226:173. 


— 8012110609 Mod 10, def ini t li ing Change Order l,ta “Review & Evaluation 
of Approx 500 Pending Operating Reactor* Licensing Actions." 

8T8YER, J.R, Franklin Insti tutc/Frank 1 in Research Center. 
oauOHERTYr D. U. Technical Assistance Contracts Branch. FIN B-6S90. 
NRC-03-7 7-118. 60/10/83, Ip. 07226:174. 


8018110674 Notification of contract execution: "Purchase of Metal Atlog 
Analgiar, " awarded to TX Nuclear. 

WI00IN8, E. Administrative Contracts Branch. FIN B-1268. 
HRC-09-SI-242, 80/11/21. Ip. 07224:326. 


--6012110681 Contract: "Purchase of Metal Alloy Analgter," awarded to TX 
Nuclear. 

* Texas Nuclear Olv. isubs. of Ramsay Eng. Co. 1. MATTIA,H. J. 
Administrative Contract* Draneh. FIN B-1262. NRC-05-B1-S42. 

00/11/21. 64pp. 07224:329. 


8012110688 Notification of contract execution: "Environ Astossment of 
Surface L Groundwater Impact* from W Recovery Opsrationi, " 
awarded to Batetle Pacific Northwest Labe. 

HAIRSTON, C. , SMITH, P. A, Technical Assistance Contracts Branch. 
NRC-O2-0O-O2a-O3. 80/10/24. Ip, 07225:030. 


--8012110696 Contract; "Environ Assessment of Surface & Groundwater 
I.npacts from U Recovery Operations, " awarded to BattcUe 
Pacific Northwest Labs. 

WILEY, HR. Battel le Memorial Institute, Pacific Northwest 
Laboratory, DOUGHERTY, D. J. Technical Assistance Contract* Branch. 
NRC-02-ao-028-03, 00/10/24. 32pp. 07885:031. 


6012120074 Notification of contract e xecut i on. Mod 1 to "Newspaper 
Clipping 8vc," Contrac tor :Press Intc 1 1 i genee, Inc. 

FLYNNiM. J. Admlnlitrattve Contracts Branch. NRC-01-B1-3S7. 
80/11/19. Ip. 07237:864. 


— 8012120082 Mod 1, corr tc t long error ra appropriation symbol to 
"Newspaper Clipping Sve." 

* Pres* Intell Igence, Ine . MATTlAtM.U. Administrative Contracts 
Branch. NRC-01-81-3S7. 60/11/19. Ip. 07231:349. 


6012120432 Mod 2, Incraas Ing celling amount of contract, to "ADS 6y* 
8upp ort. " 

* Small Business Administration. * Technassocia te*> Inc. 
MATIIA, M. J. Administrative Contracts Branch. NRC -t 0-80-673. 

60/11/28. 2pp. 07236:020. 


8012160013 Notification of contract execut ion, Mod 9 to "Analytic 
Studies of Aerosol Behavior of Fast Reaetort. " Contractor: 
Battalia Columbus Labs. 

BROMBERG, B. Research Contract* Branch. FIN A-4063. 

NRC- 04-76-293-0. 00/11/19. Ip. 07262:338. 


—8012160010 Hod 9, providing no cost extension, to "Analytic Studies of 
Aerosol Behavior of Fast Reactors." 

LUKZiF. J. Battelle Memorial Institute, Columbus Laboratories. 
MORTON, K.V. R« search Contract* Branch. FIN A-4063, 

NRC- 04-76-293-0. 80/11/19. Ip. 07262:333. 
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6QtS17090t NotifitaUon of contr4Ct » x 9C ut i oni Moil 12 to "Analvtis of 
Hijpothat ical Accidfnt* Rasulting from Cor» Meltdown*. “ 

Cootractor: Oalte 1 1 » Columbui Lab*. 

BROMBEROi a. Research Contract* Branch. PIN A-4067. 
NnC-0';-76-293-0. SO/U/25. Ip. 07269:193. 


”*3012170219 Mod IBiaddinj fond* L chanjing scope of worki to "Analgal* of 
Hgpothetleal Accidents Resulting from Core Meltdowns." 

LllKr. F. J. Battalia Ma.porlal Inttitute. Columbus LaboratOTla*. 
HDHTONiR.V. Research Contracts Branch. FIN A-4067. 

Nrtc- 04-76-293-0. 90/11/23. Ip, 07269:196. 


6013160320 Notification of contract eiecutionp Mod 4 to "Subsurface 
Radar Profiling Study of Haiey Flats. KV Naste Disposal 
Region. " Contractor: Oeo-Ctri. Inc. 

WOLLGTr.S. A Research Contracts Branch. FIN B-6349, NRC-04-79-190. 

GO/I2/OI. Ip. 03790:232. 


•8012160526 Hod 4. increasing funds, to "Subsurface Radar Profiling Study 
of Hasey Flats.RY Naste Disposal Region." 

* Geo-Centers, Inc. MGRTON.K. V. Research Contracts Sranch, FIN 
B-6349. NRC-04-79-190, 60/12/01. Ip. 03790:233. 


801222000S Notification of contract ecacut ion, Mod 1 to "Fuel Cycle 
Progeet Review,” Contrac tor : Science Appl Icat ions, Inc. 

WOLLETT.S. Research Contracts Branch. FIN a-6694. NRC-04-90-17S 

eo/ll/ 2 S. !p, 07306:269. 


—6012230173 Contract: "Commission Briefing on Radiation Health Effaets 6 
Radiation Research." awarded to H Rossi. 

* Rossi. H. MATTIA, H. J, Administrative Contract* Qraneh. FIK 
B-7I12. NRC~a 1-01-006. BO/lI/19. 4pp. 07317:003. 


9012230540 Notification of contract eseeot Ion. Mod 3 to "ADP Byifcana 
Support. "Contractor: Tachnassoe iates. Inc. 

FLYNN. M.J. Administrative Contracts Branch. NRC- 10-130-673. 
eO/12/OS. Ip, 07316:302, 


— 6012230S45 Hod 3. correcting total dollar amount of contract reflacted 
on Mod 3 to "ADP Systems Support. " 

* Small Business Administration. * Technasaoc latrt. Inc. 

MATTIA.M, J. Administrative Contracts Branch. NRC- 10-00-673. 
60/12/03. Ip. 07316:303. 


8012240032 Notification of contract esacut 1 on. Hod 4 to "3-D Ref load 
Program Inti Communications t Liaison Support." Contractor: 

NU8 Corp. 

BROMDERO, fl. Research Contracts Branch, FIN D-6272. NRC-04-7a-202. 

60/12/13, Ip, 07324:219. 


— 9012240036 Mod 4. estending period of performance to 01O331i increaiing 
cost & allouing provision for foreign tases payable>ta "3-0 
Program Inti Communications U Liaison Support. " 

EDMONSON. L, fi, NUB Corp. MORTON. K. V, Research Contracts Dranch. 
FtH B-6272. NRC -04-78-202. 90/12/18. 2pp. 07324:220. 


•8012220003 Mod 1, inereas ifig funds, to "Fuel Cycle Project Revleu). " 
MARKU.R.L Science Applications, Inc. MORTON, K.O, Research 
Contract* Branch. FIN B-6694, NfiC-04-80-17a. 90/1 1/2S Id 

07306:270, 


8012220005 Mod t, deleting specific amount of money & correcting 
contract language to "Fuel Cycle Project Review." 

MARKLrR.L, Sc i enee App 1 i cat ions , Inc. MORTON, K, V. Research 
Contracts Branch. FIN 6-6694. NRC-O4-gO-170. 90/11/25 lo 

07306: 279. 


8012240040 Notification of contract esocut i an. Hod 1 to "Fission Product 
Transport Analysis." Contrac tor : Batte 1 le Columbus Labs. 

HAOEY, H. Research Contracts Branch. FIN B~6747. NRC- 04-00- 177. 
60/12/19. Ip. 07324:230. 


—9012240044 Mod i. increasing amount of total contract obltgatloMt to 
"Fission Product Transport Analysis. " 

LDMZ.F. J. Battelle Memorial Initituto. Columbus Laboratories. 
MORTON, K.V. Research Contracts Branch. FIN B-6747, 

NRC-O4-B0-177. 90/12/19. !p. 07324: 231. 


8012220240 Notification of contract elocution, Mod 3 to "Codo Selection 
Consulting." Contractor: AF Henry. 

PERLMAN. J. Purchasing Section. FIN n-6692. NRC-04-76-273 

aO/12/lO. Ip. 07307; 160. 


B012220249 Hod S.deobl igatlng balance 
Selection Consulting." 

HENRV, A. F. Henry. A. F. PERLMAN, C. 
B-6692. KRC-04-7a-273 90/12/10. 


6 closing out contract, to 

Purchasing Section, FIN 
Ip. 07307:161. 


"Codo 


8012230133 Noti fication of contract eiecution; "Methodology for 
Evaluating Objectivity 4: Improving Comra.inlcatlons. " auarded 
to Health Mgt Sy*. 

HOVLE. A. Administrative Contracts Branch, FIN B-1261 
NRC-OS-ei-241. eO/12/IO. Ip. 07316:346. 


-8012230138 Contract: "Methodology for Evaluating Objectivity & 
Improving Communications, " a.uarded to Health Mgt 8y*. 

ABRAMSON, F. Health Management Systems. PERLMAN, J. Purchasing 
Section, FIN B-1261, NRC-03-01-241. 00/12/10. 3pp. 07316:347. 


8012240042 Notification of contract esccut ion, Mod 8 to "Testing of 
Rolnforeed Concrete Contalnmonts Under Combined Membrane 
Tension ti Tangential Shear." Contractor; Portland Cement 
Association. 

WQLLETT. S. Research Contracts Branch. FIN 3 - 6203 , NnC- 04 - 77 - 1 18 . 

60/12/09. Ip. 07324:232. 


—8012240051 Mod 5, providing funds for completion of flnol rept U 
estendlng period of performance to G10331, to "Testing of 
Reinforced Concrete Containments Under Combined Membrane 
Tension 4 Tangential Shear. " 

KUNZE.N.E. Portland Cement Association, MORTON, K,U. Research 
Contracts Branch. FIN a-6203. NflC-04-77-l IB. 80/12/00. le. 

0/324:233. 


8018300139 Notification of contract execution, Mod 1 to "NRC Personnel 
Policies 6 Practices Seminar for Supervisors 4 Managere. " 

Contractor; Graduate School, USDA. 

COLEMAN, R. Administrative Contract* Branch, NRC-10“ai-370 
80/12/16. Ip, 07356:263, 


^®**^‘'3tion of contract eiecution; "Comoission Briefing 
Radiation Health Effects 4 Radiation Research," auarded to 
HI Kohn. 

PERLMVi.-J, Purchasing Section. FIN B-7111. NRC-81-01-005 

00/11/19. Ip. 07316:352. 


—6012300142 Hod 1, extending period of performance, to "NRC Personnel 
Policies « Sootinar ^or Supurvitori HonAflcrt* 

VARNER, L. 8, Graduate School, Agriculture, Dept. of,. LBDO,C.D. 
Administrative Contracts Branch, NRC-lO-ai-370, 80/12/16, ip. 


-8012230149 Contract; "Commission Briefing on Radiation Health Effects 
Radiation Research," guarded to HI Kohn. 

KOHN, H. I. Kohn, H. I, MATTlAiM. J. Administrative Contract* 

Branch. FIN B-7111. NRC-8t-0l-005. 90/11/19. 4pp. 07316:333, 


Notification of contract execution: "Editorial Assistance - 
NRC Safety Goal Project," auarded to Editorial Consultants, 

FLEENOR.C.M. Administrative Contracts Branch. FIN 6-1314, 

NRC- 19-91-493. 90/12/19. Ip. 07356:268. 


execution; "Commission Briefing on 
Radiation Health Effects 4 Radiation Research," auarded to 
<1 Oold/ian. 

al/im^:"- IP !'”o73l6?3f NRC-91-Ol-OOa. 


a0i2300l84 Contract; "Editorial Assistance - NRC Bafety Ooal Project, 
awarded to Editorial Consul tants, Inc. 

Consultants, Inc. PERLMAN, J. Admin istretlve 
OTSsI^all 0-1314. NRC- 19-8 1-493. 00/18/18. 4pp, 


''Co"'"'l**lon Briefing on Radiation Health Effects 
Radiation Researthf*’ au^arded to « Ooldnan 
OOLC.MAH,M_ Opldoan, M. MATTIA.M, -J. Administrative Contracts 
Branch. FIN 8-7114. NRC-81-01-003. 80/11/19. 4pp, 07316:339, 


8012300133 Notification of contract execution, Hod 2 to "Photographic 
Sves. " Contractor:HD Color Photo. r i.oeugrepn xc 

90/ 12/ 1 o”' Ip ''"*07356*282* ®’‘«neh. NRC- 10-80- 668. 


801223016B Notification of contrac 
Radiation Health Effects and Rad 
H Rossi. 

PERLMAN, J. Purehaiing Section. 
80/11/19. Ip. 07317:002, 


; execution: "Commission Briefing on 
.atlon Research, " auarded to 

FIN 0-7112. NRC-01-01-006. 


— 0012300163 Mod 2, providing addl 
• HO Color Photo. LEBO, C.D. 
NRC-10-80-668. 90/12/18. tp. 


funds, to "Photographic Oves. " 
Administrative Contracts Branch. 
07356: 283. 
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0O123OO2OB No t i f 1 cd b 1 on o( contract eiecutloni Mod 1 to “Honl tor ing 
Eciulpnont for Regional Ofc II Inspactort." Contractor: 

EbarlLr\« Instrument Corp. 

HIOOIKS* E. J. Administrative Contracts Branch. NRC-03-78-340. 
a 0/12/ 16 tp. 07386:389. 


--0012300212 Hod 1< deeb 1 igat ing unliquidated contract balance>ta 
“Monitoring Equipment for Regional Ofc It Inspectors. " 

TURNEY. J. M. Eberllno Instrument Corp. MATTIAiM. J. Administrative 
Contracts Branch. NRC-0S-7a-340. 80/12/ 16 Ip. 07386:360. 


B0123002L8 Notification of contract eiecution. Mod 1 to ''Conforence 
Program for ASLB Panel Members." Contrae tor; Cap itol 
Coirmuntcation Sgs. Inc. 

UIOOINErE. J. Administrative Contracts Branch. NRC-10-QO-3B1 . 
80/09/30. Ip. 07337:008. 


"8012300221 Mod 1. revising delivery schedules due to govt delag. to 
“Cortforenee Program for ASLQ Panel Members. " 

SUTTY. T. A. Capitol Communication Sgstams. MATTIA.M, J. 
Administrative Contracts Branch. NRC-lO-ao-391. 00/09/30, Ip. 
07387:006. 


8012300227 Notification of contract e lecut ion. Mod 1 to "Assessment b 
Evaluation of Psychological Distress." Con tractor; AW Morphy, 
FCEENOfli C. M. Administrative Contracts Branch. FIN 0-1360. 
NnC-17-Q0-45a. 80/12/18. Ip. 07386:048. 


— 801230’0230 Mod 1. extending period of performance through 810102 at no 
addl cost. to "Assessment 6 Evaluation of Psychological 
Distress. '' 

MURPHY.A.W, Columbia Univ. School of Lau. PERLMAN. J. 

Administrative Contracts Branch. FIN D-1S60. NRC-17-B0-4S2. 

aO/ia/10, Ip. 07397:049. 


6012310879 Notification of contract execution. Mod 2 to "BUR 
Ri f i 1 1-flef lood Program." Con tractor : OE/EPfl 1. 

GUSTAVE, R.P. Research Contracts Branch. FIN 8-8877. NRC-04~79-t04. 

eO/11/24. ip. 07366:029. 


—8012310979 Mod 2. Increasing funds for operating exponsos.to "DWR 
Ref 1 1 l“Rof lood Program." 

DOCK, R. 0. General Eloctrlc Co. MQRTON. K. V. Research Contracts 
Branch. FIN B-3877. NRC-04-79- 104. 80/11/24. Ip. 07366:030. 


8012310979 Notification of contract execution: " Technical Assistance to 
Support NRC IE Personnel In Investigations of Incidents." 
auardod to Parameter. Inc. 

BAIBDEN.L, Research Contracts Branch. FIN 0-IOI3. NRC-0S-8O-8SI. 
80/11/26. Ip. 07366:033. 


—8012310602 Contract: 'Technical Assistanco to Support NRC IE Personnel 
In Investlgatians of Incidents. " auarded to Parameter. Inc. 

LOFY. R. Parameter. Inc. MORTON.K, V. Research Contracts Branch. 
FIN B~1013. NRC -08-00-291. 00/11/26. 4pp. 07366:034. 


6012310620 Notification of contract exocut ion. Mod 4 to 
"Charac terl lation >< Classification of Geologic Faults 6 
Fractures in Appalachian Foldhelt, " Contrae tor; FL State 
Uni V. 

OUSTAVE. R, P, Research Contracts Branch. FIN 8-10830. 
NRC-01-78-004. QO/09/30. Ip. 07366:038. 


— 8012310624 Med 4. increasing funds, to "Charac terl lation 6 Classification 
of Oeologlc Faults &t Fractures in Appalachian Foldhelt. " 

SLIOER.B.F. Florida State Univ. MORTON, K. V. Research Contracts 
Branch. FIN 5-10336, NRC-01-78-004. 00/09/30, Ip. 07366:039. 


DISCLOSURE FINANCIAL DISCLOSURE INFORMATION 


0012270638 Orants exemption from lOCFR requirements to allow 
participation in matters before NRC affecting OE. Interest 
in OE pension plan not substantial enough to affect 
Integrity of sves to NRC, 

THOMPSON, D. Office of Inspection 8; Enforcement, Office of the 
Director, 00/12/03. Ip. 07333:210. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8002260107 Notifies that paymant is duo for NRC review of Topical Rept 
0LP-S64O, "Use of Thorium Oxide Fertile Fuel Particles in 
Fort Saint Vrain Fual Elements." 

MILLER, M.O. License Fee Hanagemant Branch, 00/02/07. ip. 
04144:233. 


8010160976 Sumnarixos 246th ACRS meat Ing on 001009-11 ro aECV-ao-436A, 
proposed rule on fire prot oc 1 1 on. E x tramoly prescriptive 
requirement of Branch Technical Position •?, S-t does not 
provide best means to assure safety. 

PLESSETi H, a. ACRS - Advisory Committee on Reactor Safeguards. 
aO/IO/14. 2pp, 06727:132. 


8012020604 Responds to FOIA request for info re spent fuel routes 
through L around Ashevl He, NC. Forwards NURE0-O72S. NRC 
Announcement 80-171 & App A doc ument a. Documents partially 
ulthheld (r«f FOIA Exemption 3),M/o NUREO-072S. 

FELTON, si. M. Division of Rules and Records. 60/11/21. 3pp. 
07130: 324. 


--8012020617 "Spent Fuel Route Survey, Oconee, SC to Lynchburg, VA. “ Info 
partially ulthheld (ref FOIA Exemption 3). 

•* Commissioners. 80/04/30. Hpp. 


--8012020620 "Spent Fuel Route Survey , Lynchburg , VA to Oconee, SC." Info 
partially uithheld (ref FOIA Exemption 3). 
e Com miss loners. 00/02/29. 11pp. 


--8012020624 "Spent Fuel Route Survey , Ogdensburg . NY to Savannah River ; 
Fad 1 1 ty, SC. " info partially ulthheld (ref FOIA Exemption 
3). 

* Commissioners. 77/11/30. 23pp. 


—8012020630 "Spent Fuel Route Survey > Tuxedo, NY to Savannah River, SC. 
Info partially uithheld (ref FOIA Exemption 31. 
a Commissioners. 80/02/27. 20pp. 


— 8012020637 "Spent Fuel Route Survey, Ann Arbor, HI to Savannah River, 8C, 
info partially uithheld (ref FOIA Exemption 31. 

■* Commissioners. 77/12/31, IBpp. 


--8012020640 "Spent Fuel Route 6ur vty , Coiumb ia, MO to Savannah River 
Facility." Info partially withheld (ref FOIA Exemption 31. 

♦ Commissioners. 77/10/31. 20pp. 


8012020611 FOIA request for info re spent fuel routes through t, around 
AshevllU. NC. 

PLEHMONS, R. L. Affiliation linknoun. QO/08/18. Ip. 07130:327. 


8012020/08 Responds to FOIA request for NUnEO/CR~lOS6, HUREG/CR-0620, 
NURE0/CR-079e ti NI/REO/CR-l i 98. Ua i ver of fees has been 
granted. Forieards documents. W/o enc 1 s. 

FELTON, J.M. Division of Rules and Records. 60/11/29. ip. 
07130:337. 


8012020/10 FOIA request for NURE0/CR-10S6, NUREO/CR-0628, NURE0/CR-075D it 
NUREO/CR-1189. 

JONES, L. Black Hills Alliance. 80/10/22. 2pp. 07130:338. 


0012020720 Responds to FOTA request for winning technical proposal 
submitted under IFB R8-0RP“80'6ei , "State Legislative 
Reporting 6vcs, " Contract was awarded per bid price on bid 
form 6 not proposal. No proposal is available. 

FELTON, J.M. Oivlsion of Rules and Records. 00/11/28. Ip. 
07130; 340, 


6012020725 FOIA request for winning technical proposal submitted under 
IFB R8-OSP-0O-6B1, "State Legislative Reporting 8vct. " 

STOVER, J.R. Franklin Inst 1 tute /Frank Un Research Center. 80/11/12. 
Ip. 07130:341. 


0012020731 Responds to FOIA request for documents specifying exact 
routes i: number of spent fuel shipments made or 
scheduled. Forwards htUREO-072S, doc ument entitled "Summary of 
Route Info'' & NRC Announcement 60-171. W/o NUREO-0729. 

FELTQN, J. M. Division of Rules and Records. 80/11/21. ip. 
07130; 342, 


— 8012020740 "Summary of Route Info. " 
e Coramlssloners. 80/07/29, 2pp. 


8012020736 FDIA request for documents specifying exact routes L number' 
of spent fuel shipments taken or scheduled to be taken. 

REYNOLDS, M. American Friends Service Committee, 80/07/li. Ip. i 
07130:343, 


S012020751 Responds to FOIA request for study conducted in 1971-72 re 
radiation tovels in areas near active L Inactive U mills In 
Western U3. Request has been withdrawn per 801113 tclcon. 

FELTON, J.M. Division of Rules and Records. 80/11/29. Ip. 

07130; 344. 


322 


NONDOCKETED ITEMS 


a0tS030794 FOIA roquut for itudy eonductad in 1971-72 r» r^dldtien 
lavclt in aT«4< near atfriva (t tnactiva U milli in Weifearn 
US. 

SEEftSiR. Affiliation Unknown, BO/lO/30. ip, 07130:348, 


a0t2020771 Roapondi to FOIA re^octt for info ro Contract NRC-10-QO-70B 
Document Is available in PCR, 

FELTOKiJ. 11. Divleien of Buies and Records. 00/11/29. Ip 
07130:344, 


B012020774 FQ1A renuest for info submitted under Contract NRC-IO-80- 
708. 

HINKLER, M. S, Micrograph ic Systems Technology Consultants* Inc. iMSTC, 
Ine. 1. BO/ll/ll. ip. 07130:347. 


0012070770 Rssponds to FOIA request for list of all inf o, inc lod inp 
repts fc itudlis within last S yrs, re radi ooue I Ides In milk, 
root & leafy vegetables, gra ins t meat. Forwards list. Names 
addl agencies which mag be contacted for info. 

FE4.T0N.0. H, Division of Rules and Records. B0/11/2J. 200. 

07130:384,. 


0012020781 FOIA request for listing of all info, inc luding repts t< 
studies within last S grs. re radionuclides in milk.ltafg & 
root veg B tab let, gra ins U meat. 

SADUITHpL. Center for Farm <i Food Research* Inc . 80/10/30 lo 

07130:385. 


0012030496 Forwards Ocean Transport Co raduaste disposal records. 
Includes disposal dates 6 sites U number of drums. 

HEWITT. M.L. Parr-R ichmond Terminal Co, 62/03/30. 4pp. 


8012030001 Responds to FOIA request for documents ra sites used for 
dumping raduaste in Pacific Ocean. Forwards documents listed 
in Apps A, B, C Si D. Info partially withh eld: home addresses h 
telephone numbers tref FOIA Eiemption 6). 

FELTOfl, J. 11. Division of Rules and Records, 00/10/15, 34pp. 


■79JO15OO50 Raquesti amend to Ma tj /Byprodue t License 93-00017-23 
removing Po-210, chang ing radiation safety officer from 
RB Hall to N Rinaldi S< allowing release of C-14 at sea. 

Certificate of disposition 4 resume for N Rinaldi end. 

TOWfSUEY. S, J, Hawaii, Unlv. of, at Mo no a, Honolulu, HI. 79/09/07, 
7pp. 


•9012030022 Hatl/Byproduct License 04-03660-01 hat bean amended per 
610117, 0206,0407 1, 14 li 0706 app 1 {cations. Amend 8 reviecs 
Conditions 1,3 4 7 to authorise possession of 1,000 Ci 
byproduct matl <i 19,000 lb source matl. 

KIRK, R. L. Atomic Energy Commission. 61/00/01, 3pp. 


"8012030026 Advises that operation In accordance u/Amend 1 to License 
04-05668-01 has been completed eicept for disposal at sea. 

Ocean Transport Co requires approval for dumping five 
raduaste containers at tea. FR notice end. 

8TEINAECKER, J. Parr-Rl chmond Terminal Co, 60/07/06. 2pp. 


—8012030027 Notifies of 600801 raduaste disposal at sea. Provides 
disposal location, waste content 6 amount, responsib le 
disposal company fc loading procedures. Excerpt from Nuclear 
Engineering Co, Inc 600309 Itr end, 

QDEK'ELL* R. F. Coastwise Marina Disposal. 60/04/09. 4pp, 


•9012030030 Notifies that Matl/Byproduet License 93-00017-04 provides 
for disposal of package waste at specified latitude fa 
longitude. Provides chronology of waste disposals. 

BOHYER, J, E. Atomic Energy Commission. 70/09/22, Ip. 


•3012030031 Ack receipt of 641020 Itr supplementing 641020 telegram. 
Proposed licensing action confers limited authority. 

CONNER, T.H. Atomic Energy Comiriistion, 64/10/26. Ip. 


—8012030032 Requests that License 04*08668-01 be amended to include 
receipt of byproduct fa 8NM in steel drums filled u/uaste fa 
concrete. Drums will be of density not to sink readily in 
sea water. 

COX, J. P. Parr-RUhmond Tirralnal Co. 60/06/17. Ip. 


•8012030033 Notice of application by Military Bea Transportation Svc* f o 
matl/b yproduct license to dispose of radwaste, source fa SNM 
in Pacific fa Atlantic Oceans. 

PRICE,H. L. Atomic Energy Commission. 59/08/07. 2pp. 


8012030034 Provides info re disposal of hot barrels containing Ol-137, 
Co-60 fa Ra-226, Includes number of drums, origin of radwaste, 
distribution of surface readings, disposal procedures fa 
precautions. 

VADEN.O, D. Nuclear Corp. of America Isotopes Bpectalltios Co. Div. 

60/12/22. 2pp. 


--79I1180300 Forwards Amend 9 to Matl/Dyproduc t License 53-00017-23. 
Indicates that author I ration not granted for disposal of 
radwasta at sea. Addl info needed to support request. 

UAHASTHA* M. A. Licensing Management Branch. 79/10/H, tp. 


•8012030033 Informs AEC that Military Bea Transportation Svc does not 
gsnei^ate rad'i.’aite. No revision of license application to 
dispose of radwasto at tea it requested, 

CLAUDIUS, H.O. Navy, Dept. of. 7aM32. 60/06/07. Ip. 


— 8012030006 "Ocean Disposal Licensees After 1989. " 
» C'ommissi oners. 60/10/15. 12pp. 


8012030010 Submits info re disposal of radwaste under License 
53-00017-04 since 890701, In response to AEC 590701 request. 
TOHKSUEYj S. Hawaii, Univ. of, at Monoa, Honolulu, HI. 61/00/21. 


— 8012030012 Recoraraendt that Naval Radiological Defense Lab, License 
04-00437-06 be amended to relocate raduaste dumping site to 
conform w/thal of Nuclear Engineering Co. 

ORENDON, A. California, State of. 62/02/02. 2pp. 


•8012030013 Forwards to Coordinator of Atomic Energy Dcvelopmant fa. 
Radiation Protection, NRC Itr to Ocean Transport Co re 1,008 
containers of raduaste prepared for disposal at sea by 
Atomies Inti. AEC approved 972 raduaste packages. N/o end. 
PflICEiH.L. Atomic Energy Commission, 60/07/29. Ip. 


8012030015 Requests detailed info re radwesto disposals made 
since 890701 under License 53-00017-04, including total 
activity In mCi of byproduct ma tl, is otop i e content , d Isposal 
^^®***®*^ ^ dfpVh 15 ^ uater nunibtr df 
HAS0M,«1 R. Atomic Energy Commission 61/00/14, ip. 


at sea 


8012030017 Requests renewal of Matl/Dyproduct License 46-03623-01. Also 
requests that restriction of disposal to single site be 
waived due to low radiation of products fa jettisoning at 
min sea depth of 1,000 fathoms, 

UALKERiH.V. American Mail Line. 60/07/23. ip. 


—8012030020 Summary of licensing activities 
radwaste. Disposal records fa fact sheets 
e Commissioners, 80/10/15. 6app 


re ocean disposal 
anc 1. 


of 


-8012030021 Forwards to Coordinator of Atomic Energy Development fa 
Radiation Proiectlen, Amend 2 to License 04-03663-01 fa notice 
Of isfusnc e. Licensee will equip each waste container w/ 
®'*'*’?***^**’'’'' P***® necessary. W/o and. 

PRIu£,H. L Atomic Energy Commission. 60/07/19. Ip, 


— B012030041 Discusses land burial of low level packaged radwastD. 
Application re sea burial of raduaste may be modified to 
provide for waste disposal svc utilizing land burial 
facilities now available, 

PRICE, H.L. Atomic Energy Commission. 60/08/19. ip. 


-8012030048 Requests that Condition 16 of License 04-00720-02, 
authorizing radwaste dleposal at sea, be withdrawn. Raduaste 
disposal by sea has been discontinued. 

ETZLER, D.H. Chevron Research Co, t7529. 70/08/23. ip. 


— 8012030046 Notice of proposed issuance of matl/byproduct lieenie to 
American Mail Lino, Ltd to provide radwasta disposal eve. 

Proposed license end. 

PRICE, H.L. Atomic Energy Commission. 89/07/23. 3pp. 


•8012030047 Notice of proposed amend of Matt/Byproduct Lleonse 
04-08660-01 , revi s Ing Conditions 1 fa 3 to authorize receipt, 
storage fa disposal of single unit of depleted Uiwelghlng 
6,700 lb per 610306 application. 

KIRK, fi. L. Atomic Energy Commies Ion. 61/06/23. 2pp. 


— 8012030050 Requests AEC approval of 590403 application for licence to 
dispose of radwaste generated by DOD, Proposed equipment, 
facilities fa procedures are adequate to protect health fa 
minimize danger. 

ORANO, R. A. Navy, Dep t, of . 60/02/08. 2pp. 


”8012030051 Confirms telcon request for sztcnslon of license to package 
radwaste. US Navy requests supervision to seal off contalnere 
supplied by Ocean Transport Co. 

STEINAECKER, J. Parr-Rlehmond Terminal Co. 60/04/28. Ip. 


—8012030093 Ack receipt of 641020 telegram luggestlng that AEC delay 
issuance of license for waste storage fa reprocessing 
f ac i 1 1 t y, Comml ss i on authority it limited. to questions of 
public health fa safety fa common defense fa security. 

CONtJER, T. a. Atomic Energy Commitslon. 64/10/21. Ip. 
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BOtSOSOOSS Informs of final byproifuct matl waste disposal by sea.lfasti 
disposal SVC companies will be used for future disposals. 

ETZCEfttO. H, Chevron Research Co. 70/08/17. Ip. 


301S030097 Submits addl data outlining raduaste disposal procedures! In 
response to AEC 600113 Itr t; 601330 b 0111 telcons. Inc ludes 
waste processing radiation protection procedures) personnel 
monitoring & protective clothing U equipment. 

STEINAECKER) J. Parr-Richmond Terminal Co. 60/03/09. 4pp. 


8018030059 Act receipt of 641006 Itr suggesting that AEC deny License 
for storage &: disposal fac 1 1 1 ty. Commission authority Is 
limited to yuestiens of public health & safety b common 
defense (c security. 

CQHMERiT. B. .Atomic Energy Commission. 64/10/31. Ip. 


6012030060 Dept of Fish b Oame act receipt of AEC Itr re notice of 
application made by 05 Naval Radiological Defense Lab 
for license to dispose of radwasto in Pacific Bcean. Li cense 
should be amended to conform W/SQ0S12 Voluntary Agreement. 
UARNER>IL California) State of. S9/04/13. 3pp. 


8018030061 Supports American Kail Line 371024 application for matl/ 
byproduct license to receive byproduct b sourca matl wastes 
packaged by Boeing AlrplaneiCo for disposal in Pacific 
Ocean. Provides info re eiperlence of personnel b facilities. 
PRICE>K. L. Atomic Energy Commission. 50/07/33. 4pp. 


8018030063 AdviseS) on behalf of Ocean Transport Ci>> of matls to be 
disposed of at eea 610619-33 

8TE1NAECKER. J. Parr-Rlchmond Terminal Co. 61/06/09. Ip. 


801S030063 Recommends that CA Research Corp licenses be amended 
specifying quant! t les) types b concentrations of 
radioisotopes authorized for distribution In commercial 
products b that disposal site be specified. 

R00ER6>L.R. Atomic Energy Commlsslorv 60/02/01. Ip. 


0013030064 Responds to 391124 b 1333 Itrs re amend of License 
04-05638-01) author 1 1 1 ng packaging of low level raduaste for 
sea d 1 sposal. Requests addl Info re description of bldg or 
sheltered space within which processing will bo conducted. 
MASON) J.R. Atomic Energy Commission. 60/01/13. Spp. 


8013030069 Forwards 641019 Itr to Atty Oeneralp coismone Ing legal action 
to restrain State of UA from entering into sublease of 
property to CA Nueleari Inc. License should not be issued to 
operate waste disposal site on leased premises. 

VANDEBERO, E. J. ConradrKane b Vandehorg, 64/10/30, 3pp. 


8013030066 Application for matl /byproduc t license authorizing disposal 
of raduaste at sea in min depth of li 000 fathoms, tnc ludes 
100 Cl any byproduct matl) SOO lb source matl b 5 g SNK. 

WlLLrJ.H. Navy. Dept. of. 17B90. 99/04/00. 0pp. 


8012030067 Application for renewal of Matl/Dyproduet License 
46“036S3-0li authorl I Ing WE Morgan to use b/or supervise use 
b disposal of to Ci byproduct source waste b 800 Cl tritium 
In espended accelerator targets. License eircerpt end. 

WALKER) H.V. American Mall Lino. 04S0S. 60/OB/OS. 4pp. 


8012030060 Application for matl/byprodue t license authorizing RF 
Boswell to UfO b/or supervise use of waste products in form 
of 1 iquldsi wip Ing rags b tissues for sea disposal. 

BOBHELL. R. F. Coastwise Marine Disposal. 10S32. 98/04/30. 2pp. 


B01S030069 Submits proposed temporary method for packaged matls having 
high Ci content. Ocean Transport Co possession limit will be 
temporarily relaied to provide for storage during waste 
transit. 

aTEINAECKER. J. Parr-Rlchmond Terminal Co. 0434. 60/01/29. ip. 


8013030070 Matl/Byprodoet License O4-OS660-Oi for Ocean Transport Co Is 
amendad in entirety per 610822 application. Amend 10 
authorizes receipt b disposal at sea of 30-gallon drums 
filled u/solidlfied liquid b other noncompress lb It matl. 

KlRKiR.L. Atomic Energy Commission. 63/01/23. 2pp. 


8013030071 Requests delay In granting AEC license to CA Nuclear. Inc, 
pending determination of validity of lease b proposed 
sublease between AEC b State of NA. 

« Conrad, Kane b Vandeberg. 64/10/30. Ip. 


’8013030072 Forwards notice of application for mat l/bypraduc t license by 
US Naval Radiological Dtfonsa Lab, to dispose of low level 
radwaite in Pacific Ocean. 

PRICE. H.L. Atomic Energy Commission. 59/04/02. tp. 


--8012030073 Discusses proposed program for raduaste d isposal. Provides 
detailed descrlpticn of roce Ip t, possess ion. pac tag ing b 
disposal of raduaste. 

BOSWELL, R.F. Coastwise Mar ine Disposal. 10922. 58/04/29. 4pp. 


— 8013030079 Informs AEC that 6S0 tons of packaged raduaste uill be 
shipped to Area E for sea disposal during wt of 600129 if 
ueathar permits. 

BOSWELL, R. Ceastuise Marine Disposal. 0083. 60/01/07. ip. 


— 8018030076 Informs that notice of proposed amend to License 
04-09669-01 was signed b submitted to FR on 610607. Sea 
disposal operation on 610619-34 is acceptable. 

MASON, J.R. Atomic Energy Commission. 61/06/00. Ip. 


--801203007B hf,>tice of application for matl/byproduc t license by US Naval 
Radiological Defense Lab. to dispose of low level raduaste in 
Pacific Ocean. App 1 i cat ion specifies raaz possession limit of 
190 Ci byproduct matl. 

PRICE, H.L. Atomic Energy Commission. 99/04/02. Spp. 


—8013030079 Informs that Commission has issued mat 1 /byproduct, source b 
SNK license to Ocean Transport Co. Forwards notice of 
issuance b license. U/o ends. 

PRICE.H, L. Atomic Energy Commission. 59/10/05. Ip. 


—8013030080 Notifies AEC of 670017 disposal of 55-gaUon concrete-filled 
drum of raduaste at sej. Describes contents of waste. Also 
informs that five drums of raduaste uare disposed of at sea 
on 670427. 

KRQTZ.D. P. Chevron Research Co. 67/09/18, 2pp. 


— 6012030081 Submits addl eiplonation re solidification of liquid uaste 
for transportation b eventual sea disposal outlined in 
591184 Itr. Steel tanks varying in capacity from 500 to 3i 000 
gallons ulli be used In waste transportation. 
aTEINAECKER, J. Parr-R 1 c hmond Terminal Co. 59/12/23. 3pp. 


— 8018030082 Ack receipt of 560430 application for matl/byproduct license 
re disposal of radwaste in ocean. Forwards draft outline of 
info which can be used as guideline) for supporting Info 
needed to continue review. 

HITCH, J. W. Atomic Energy Commission. 10S32. 93/05/89, 0pp. 


— 6013030004 Notice of proposed amend of Matl/Qypr oduct License 
04-05668-01, authorl r ing relocation of uaste storage area 
within boundary of property owned by Parr-Rlchmond Terminal 
Co. Suppor t Ing AEC memo enct. 

KIRK.R.L. Atomic Energy Coit.miss Ion. 61/06/07. 6pp. 


— 8012030085 Informs that AEC Issued Amend 10 to Matl/Byprodoet License 
04-05688-01 held by Ocean Transport Co, Amend authorized 
receipt b disposal of 9S-gallon drums of concreted radwaste 
at sea. 

KIRK.R.L. Atomic Energy Commission. 63/01/23. tp. 


— 8013030086 Forwards application for renewal nf natl/byproduct llcenoe t 
request for authorization to dispose of radwaste at sea. 

MCQUILKIN, J. H. Navy, Dep t. of . 17096. 59/03/09. ip. 


— 8018030087 Ack receipt of 990909 Itr re issoahce of license for sea 
disposal of byproduct waste, source 1 8NH to Ocean Transport 
Co, Ezeerpt from FR end. 

BROUN, E.O. California. State of. 59/09/16, 3pp. 


— 8012030088 Submits addl info re peticy of packaged raduaste. Vol of one 
cargo may bo slightly ezeeeded when vessel, Oar landi 1 s 
emp toyed on short-term oceanograph ic research work. 

COX)J.P. Parr-Rlchmond Terminal Co. 59/13/17. tp. 


— 8018030089 Ack receipt of Dept of Fish b Game S834I4 Itr re Isotopes 
SpBcialltleB Co, lac b. disposal of radwaste In O'Cean areas 
adjacent to CA. Requests that meeting be held w/all 
interested agencies re sea disposal. 

PRICE, H. L. Atoiri c Energy Commission. 98/05/09. 3pp. 


—8013030092 Notifies that Ocean Transport Co Intends to coirimsnce sea 
disposal operations during wk of 610619-24. Requests uaiver 
of 80-day notice. 

aTEINAECKER. J. Parr-Rlchmond Terminal Co. 61/06/06. ip. 


— 8013030093 Advises that cargo referred to in 661104 ttr was loaded to. 
88 Canada Mall due to uiookend loading of S8 Japan Mail. 

Shipment of 40 drums radwaste b three blacks beryl 1 i um uaste 
was jettisoned at sea on 661 325. Mas t ers rept enel. 

PELLY.O-D, American Mail Lino. 67/01/10, 2pp. 
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— aoia03009«} Applitaticn fop renewal o# Mat l/Bijproduc t Licanae 
04-00497-03i au t Kor 1 1 ihg co t let t ien. paekag Itig U sea disposal 
of radwaste, Ine 1 udea ISO C£ any radioactive natls per gr 
for sea disposal. 

8AIETTI.A L. Havy.Depfe, of, 17096. 59/03/06. 10pp. 


•3012030098 Forwards notice re proposed issuance of maH/b ijproduc t 
source 6 SMK license to Dept of Navy to dispose of lou 
level radoiaate in Atlantic ti Pacific Oceans, H/o end. 

PHlCEiH, L. Atomic Energy Corami ssion, 40M3a. 59/0a/<J<;. tp. 


— 3012030096 Forwards Vankoe, Inc 530407 1 tr. respond ing to AEC 500331 1 tr. 
N/o and. 

PAlCEiH.L. Atomic Energy Commission. 50/04/14. Ip. 


“-3012030099 Advises of proposed Issuance of license for sea disposal of 
waste by produc t. source 6 SNM to Military Sea Transportation 
Bve. M/o FR not i e o. 

PniCEiM. L. Atomic Energy Comralsslon. 59/09/04. Ip. 


— 9012030100 RayuBsts addl info re 610412 application to amend License 
04-0566B-01 to authorise receipt 1; ocean disposal of water 
insoluble chemical salts packaged in polyethylene lined 30 
it SS-gallon steel drums. 

MASOMiJ. R. Atonic Energy Coitiml sslon. 61/05/23. Ip. 


■8012030101 Atk receipt of 590306 1 tr re amend to License 46-03623-01 
concerning rece 1 p tr posscssl on ti disposal of prepackaged 
wastes from customers other than Seeing Airplane Co. neyucsts 
add! listed Info In order to complete application review. 

HASOIfiJ, R. Atomic Energy Commission. 59/04/'02. 2pp. 


--3012030102 Forwards Amend 10 Lleensa 04-0566B-0Ij auttiorii ing receipt t 
disposal of 5S-gallon on drums at sea.N/o enets. 

KIRKi n. L. Atonic Energy Commission. 62/01/23. Ip. 


"9012030103 Motifiss of rocelpt of Boeing Co waste matl for disposal at 
sea Description of contents enc 1. Ins true t ions will be Issued 
to jettison matl In accordance w/liconsc terms. 

PELLI/i □. 0. American Kail Line. 66/11/04. 4pp. 


— 8Q1203010S Ack receipt of AEC 580407 Itr re proposed Issuance of matl 
byproduct license to Isotopes Specialities Cot I nc. neyucs ts 
that addl requirements bo imp lenten ted. Dlsposa Is should be 
made in waters no less than 3i COO fathoms. W/relatod Itr. 

OQRDQIft S. Callfornlai State of. 58/04/14. 6pp. 


--8012030107 Notifies of radwasto disposal at sea during wk of 590706-10. 
Lists total number of conta tnersi total byproduct activity $< 
number of concrete b loc ks. Radwastc will be disposed of in 
Pacific Qcean. 

MCQUlLillN^vl.H. Navy, Dept. of. 730-67. 39/06/10. ip. 


—-8012030109 Submits addl info re renewal of License 04-00437-06 t< in 
response to AEC 610414 royuest. Estimated total that night 
accumulate prior to possible sea disposal operation 1$ 

500 Ci, Disposal procedures end. 

BaTlLE. B. Navyi Dept, of . tl/OS/ll. 9pp. 


— 8012030110 Application for mat I /byproduct lieonso. 

* Aiitarlcan Elec tronlcs , Inc. Reed-Curtis Nuclear Dlv. 50/03/14. 
3pp. 


— 8019030111 Provides policy re storage of packoged radwastc At ship 
Site. Company will not accumulate more than one cargo load. 
Oaneral specs of vessel , Qar I and> enc 1, 

COXtJ. P. Parr-Hlehmend Terminal Co. 59/12/17. 4pp. 


— 8012030114 Matl/Byproduct License 46-03623-01 for American Mail Line Is 
e.’noaded in entirety per 660BDI 6 03 app 1 Icat ions. Amend 3 
authoriies receip t, possossi on disposal of 10 Cl byproduct 
matl other than triblu,ii, 200 Ci tritium 6 200 lb source natl. 

* Atomic Energy Commission. 66/09/15. 3pp. 


— 8012030115 Notice of issuance of Byproduct Source ti 8NM Lteunse 
04-04730-01 1 author! t ing Coastwise Marine Disposal Co to 
reeslvBi possess, package h dispose of byproduct, source 6 ENM 
in Pad f ic Ocean. 

PRICE. H.L. Atomic Energy Commission. 59/06/07. Ip. 


—6012030116 Application for renewal of Matl/Qyproduct License 
04-00437-03. author i I ing possession & use of 500 mCl of any 
byproduct mat! between Atomic Numbers 3'~04 for R6D, 
8A1ETT1.A. t. Navy, Dept. of. 14993. 56/11/25. ISpp. 


—0012030117 Confirms 3B0402 telcon re recent application for matl/ 
byproduct llcanse re disposal of radwaste in ocean. Roquests 
addl info before review of license application can contlnuo. 
MITCH, J, W. Atomic Energy Commission. 58/04/14. 3pp. 


— 6012030119 Provides followup to 591124 request for two amends to 
1 iceiisa. Amends should be processed separately. Requests seek 
author! latlon for storage of 4,700 Cl byproduct inatlti4i000 
lb source, matl & 400 g SNM. 

STEINABCK6R. J, Parr-Riehmond Terminal Co. 59/12/14. Ip. 


"8012030122 Informs City of Richmond that AEC has issued Amend 16 to 
Matl/Byproduct License 04-05686-01 held by Ocean Transport 
Co. Amend authoriies receipt tt disposal of SS-gallen drums of 
concreted radwaste at sea. 

KIRK. R. L. Atomic Energy Commission. NftC. 62/01/23. Ip. 


— 8012030123 Informs that Commission has Issued matl/byproduct llcanse 
to I/S Naval Radiological Defense Lab. authorl 2 ing disposal of 
lou lavel radwaste in Pacific Ocean. N/o FR notice. 

PRICE. H. L. Atomic Energy Commi salon. 59/05/25. Ip. 


--B012030124 Application for renewal of Llconso 04-00037-02. author 1 1 ing 
possession & use of 500 Ci any byproduct matl w/Atomic 
Numbers 3-G4 in any form of waste matt. 

SIMPSONiR. Atomic Enei'gy Haste Disposal Service. 17219. 

59/03/11. 2pp. 


--8012030L2S Opposes granting matl/byprodue t license to Isotopes 
Specialities Co for ocean disposal of radwastc, due to 
radwaste dumping in ocean areas less than 2.000 fathoms deep 
It prorimity to shore. 

oaRDOH.S. California. State of. 58/03/20. 2pp. 


--0012030126 Notice of issuance ft availability of Amend 3 to License 
46-03623-01, 

* Atomic Energy Commission. 66/09/15. 2pp. 


--8012030128 Informs that Commission has issued matl/byproduct license to 
US Naval Radiological Defense Lob. author 1 1 ing disposal of 
lou lavel radwaste In Pacific Ocean. W/o FR notice. 

PRICE. H. L. Atomic Energy Commission. 59/05/25. ip. 


--0012030131 Application for renewal of License 04-00037-02 to provide 
for radwaste disposal svc. 

aiMPSON, R. Atomic Energy Haste Disposal Oervlco. 17219. 

59/03/11. aipp. 


--S012030132 Discusses espanslon of radwastc disposal svc. Lists 
procQduros bo be foltowod to minlmlte radwaste handling ti 
radiation eeposure. Requests author 1 lation to collect & 
dispose of any radwaste contained by concrete. 

FRISOUI.A. American Electronics. Inc. Rood-Curtls Nuclear Dlv. 
30/03/10, 3pp. 


--B01803013S Notifies of matl Boeing Co has bronsferretl for disposal at 
sea. Matl will bo loaded by 641010, Full description of 
contents one 1. 

PELLV.D.D. American Mail Line. 64/09/20, 4pp. 


— B012030136 Forwards proposed FR notice re receipt of Dept of Navyi 
Military Sea Transportation Svc application to dlspoaa of 
low level radwaste in Pacific I: Atlantic Oceans. H/o end. 

PRICE. H.L. Atomic Energy Commission. 59/05/07, Ip. 


•6012&3013B Forwards responses to AEC 500113 questionnaire re ocean 
burial of radwaste. 

ELLIOT, L.P. California Research Corp. SQ/02/10. 3pp. 


'— 6012030139 Informs Coordinator of Atomic Energy Development 1< 
Radiation Protection that AEC has issued Amend 10 to Matl/ 
Byproduct License 04-05660-01 held by Ocean Transport Co. 
Amend authoriios recipt 1, disposal of radwaste at sea, 

KIRK. R. L. Atomic Energy Commission, 62/01/30. Ip. 


— 0012030140 Application for amend of Matl/Dgproduct License 46-03623-01 
to allow shipment of radwaste to sea from organ! latlons 
other than Boeing Airplane Co 4, to increase possession limit 
to 60 lb waste. 

WALKER. H.V, American Mall Line. 17019, 59/03/06. 3pp. 


— 8012030141 Forwards notice of issuance fc availability of Amend 3 to 
License 46-03623-01 4 license amend. Amend provides for 
receipt 4 storage of packaged radwaste metis by American 
Hall Line 4 authorizes disposal in Pacific Ocean. H/o end. 

MCBRIDE, J. A. Atomic Energy Co.'r.mlssion. 66/09/15. tp. 


— 0012030142 Requests Indication re max amount of matl which will b* 
possessed at any one time par 610302 application for rennuat 
of License 04-00487— 06. Also requests revision of radwaste' 
disposal procedures to include listed criteria. 

MASON, J. R. Atomic Energy Commission. 61/04/14. 2pp. 
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— B0t2030143 Ack r«ceipt o( Info trans'^itked u/AEC &40902 1 tr. Requts t« 
advistment of progress made. 

ROBECLINI. A. D. Mashtngton. State of, 64/09/11. Ip. 


-6012030149 Ha tl /Byproduct License 04-'09668-01 is amended per 601183 
Itr. Amend 6 revised Condition 6.3(3) re packaging of motls 
containing radioisotopes of Pu> Ami polonl udi curium or 8r-90 
in quantities in excess of 100 mCi. 

PRICEtE. R. Atomic Energy CoiTunission. 60/18/30. 2pp. 


— 6012030146 Forwards proposed FR notice re receipt of Dept of Navy. 
Military Sea Transportation Svc application to dispose of 
low level radwaste in Pacific & Atlantic Oceans. 

PRICE. H.L. Atomic Energy Commission. 59/09/07, ip. 


--8013030147 Matl/Dyproduct License 04-04730-01 for Coastwise Marina 
Disposal Co. author 1 1 1 ng receipt, possessl on. pachag ing L- 
disposal of byproduct. source 6 SNM. Supporting memo end. 

* Atomic Energy Commission. 99/02/19, ttpp. 


-6013030146 Act receipt of 640903 Itr.Oept of Health uill bo represented 
at 640919 meeting in Riehland.WA re CA Nuclear. Inc U 
proposed amends to waste disposal license. 

STOCKMAN, R. L. Washington, State of. 64/09/09. ip. 


--8013030149 Requests info re waste matl packaged in concrete-filled 
Steel drums for disposal Into sea. Drums must meet criteria 
Im end FR notice of proposed rulemaking before 
authorliation for receipt can be mede.W/o FR notice. 

MASON. J.R. Atomic Energy Commission. 61/04/10, ip. 


--801S0301SO NotlcB of issuance of Amend 10 to Hatl/Dyprod uct License 
04-09666-01 .fr notice excerpts and. 

KIRK.R.L. Atomic Energy Commission. 62/01/83. 3pp. 


--B01S0301B4 Forwards proposed FR notice re receipt of Military Sea 
Transportation Svc application to dispose of low level 
radwaste in Roclflc U Atlantic Oceana. W/o end. 

PRICE. H.L. Atomic Energy Commission. 99/05/07. ip. 


--8013030159 Forwards notice of issuance i. availability of Amend 3 to 
License 46-03623-01 i: license amend. Amend provides for 
receipt L storage of packaged radwaste matls by American 
Matl Line L authorizes disposal into Pacific Ocean. H/o end. 
MCBRIDE. J. A. Atonic Energy Commission. 80/09/15. Ip. 


--80120301S7 Submits response to AEC SS13S4 request for addl info in 
support of application for mat 1 /by produc t I icense. Includes 
info re troatmunt. use ft ultimata disposal of radwaste. 

SIMPSON. R. Atomic Energy Waste Disposal Service. 59/01/37. 3pp. 


--8013030156 Forwards proposed FR notice to receipt of Dept of Navy, 
Military Sea Transportation Svc application to dispose of 
low level radwaste in Pacific b Atlantic Ocoans, 

PRICE) H.L. Atomic Energy Commission. 59/05/07. 2pp. 


--8013030160 Requests info re disposal of radwaste at sea. including 
number of radwaste packages, activity It Isotopes per package 
total quantities of mat Is dumped since SS0930. 

BUCHANAN. C. R. Atomic Energy Commission. 58/01/13. 2pp. 


--801S030163 Requests clarification of listed Items re treatment) use 6 
ultimate disposal of radwas to. Revl ew of application will 
continue upon receipt of info. 

BRINKMAN) R. E. Atomic Energy Commission. 98/12/24. 2pp. 


— BO13030164 Ack rocoipt of 990427 Itr re proposed Issuance of matl/ 
byproduct license to US Naval Radiological Defense Lab to 
dispose of lou lovel radwaste in Pacific Ocean. FR notice 
end. 

BROUN) E.O. California) State of. 59/05/07. 3pp. 


-8013030166 Application for amend of Katl/Qyproduct License 04-05666-Olr 
authorizing storage af 4)700 Gi byproduct matlS) 4)000 lb 
source matl b 400 g SNM. 

STEINAECKER, J. Parr-Rlchmond Terminal Co. 82669. 59/11/24, 3pp, 


--8013030166 Submits addl info re principle US ports from which 
radwaste would be lifted for disposal at sea. Ports include 
NY Harbor t; aan Francisco Harbor. 

ZUICKER.F. U. Navy. Dept. of. 90H32. 69/04/30. Ip. 


--BOI2030169 Responds to 581014 Itr containing addl questions for AEC 
review of application for matl/byproduct license re sea 
disposal of rad lolsotopes. Regulations re transportation of 
radwaste thoud be included in application. 

BOSilELL.R. F. Coastwise Karine Disposal. 56/11/23. 9pp. 


— -8012030170 FoTwards notice of issuance fc availability of Amend 3 to 
License 46-03623-01 L license amend. Now criteria for 
preparation of packages for disposal at sea is under 
cons iderat ion. U/Q enc 1 . 

MCBRIDE, J. A. Atomic Energy Corrmlssion. 66/0-9/15. tp. 


— 8012030171 Mat I/By p roduc t License 46-03623-01 for American Hail Line. 
Ltii. aut bar 1 1 1 ng recei p t. pos sos s i on Ic disposal of lO Cl 
byproduct matl t 19 lb source matl from Boeing Airplane Co. 

MASON, J. fl Atomic Energy Commission. 58/13/31. 3pp. 


—6012030173 Forwards application for renewal of License 04-00487-06 re 
aut horl zat Ion to dispose of low level radwaste in Pacific 
Ocean. 

ROTH, E, D, Navy. Dept, of. 33112. 61/03/06. Ip. 


-8012030174 Forwards proposed FR notice re proposed issuance of .natl/ 
byproduct license to US Naval Radiological Defense Lab. to 
dispose of lou level radwaste in Pacific Ocean W/o end. 

PRICE. H.L, Atomic Energy Commission. 99/04/27. ip. 


— 8012030175 Hat 1 /Bypr oduc t License 04-05668-01 for Ocean Transport Co. 
authorizing receipt, possession i disposal of 790 Ci 
byproduct matli2,000 source matl t. 4 g GNM. 

KlRKiR.L. Atomic Energy Com.-nis s Ion. 59/10/05. 5pp. 


— 8012030177 Responds to 581 1S6 Itr re disposition of byproduct ft source 
.matl wastes on 561 030. Shipment was transferred by Ooetng 
Airplane Co, A denson 581113 Itr t: Atonic Energy Waste 
Disposal procedures sncl. 

WALKER, H.V. American Mall Line. 56/12/29. 20pp. 


— 8012030178 Notice of receipt of Isotopes Specialties Co application for 
license to provide radu-aste disposal svci. 

PITTMAN. F.R, Atotnie Energy Comm tss 1 on. 97/11/36, Ip. 


--8012030179 Ack receipt of 590408 Itr re US Naval Radiological Defense 
Lab application to dispose of lou level radwaste in Pacific 
Ocean. FR notice oncl. 

BROUN, E. 0. California, State of. 59/04/10. 2pp. 


— 6012030180 Application for renewal of Matl/Dyproiiuet Uieense 
04-00437-06, author 1 z ing 500 Ci any radioactive mails per yr 
for sea disposal S< rec e ip t, possession, packag Ing L disposal 
of radwasto genorated by U6 Naval Radiological Defense. 
BAIETTI.A.L. Navy , Dep t , of . 3311S. 61/03/08. lOpp. 


-8012030163 Application for amend of Katl/Qypraduct License 46-03623-01, 
authorizing HU Walker, HA Greenwood. WH Clarke, J Jorgenson 6 
E Headman to possess t< dispose of 10 Ci byproduct source 
waste t: 200 Cl tritu.r in expanded accelerator targets. 

WALKER, H.V. American Mall Line. 79814. 66/08/01. 2pp. 


--B0120301B9 Confirms 590106 te I eon. Coastwise Marine Disposal Co should 
be designated as legal licensee in Item 1 (at of Application 
Form AEC-313. Csrtif 1 od copy of ship lo-g will be kept at all 
timas. 

DOSWELL.n.F. Coastwise Marine Disposal. AXX- 1-4905. 59/01/00. 

«P- 


--8O12O3O107 Confirms 640831 telcon re application for license to 
receive, possess L store radwaste at Ri c hland > NA. Lists 
aspects of application requiring c onf 1 r.nat ion, 
clarification or amend. 

CUNNINGHAM, R. E. Atomic Energy Commission. 64/08/31. 8pp, 


-6012030168 Advises Commission of 610215 L 0217 voyages to dispose of 
lew level radwasto. Info is being provided in response to 
Amend 6, Condition lO of 601230 license. 

STEINAECKER, J. Par r-Hl chmond Ternlnal Co. 61/03/06. Ip. 


--8012030190 Notifies that shipment of 38 drums of radwaste was disposed 
of at sea on S01030 of depth of 2.000 fathoms. 

WALKER, H.V, American Ma 1 1 Line. 58/11/24, ip. 


8012030191 Ack receipt of 660623 Itr re disposal of three drums of 
radwaste in unauthor 1 ze.i disposal area. Notes that steps have 
been taken to assure futuro disposals in area designated in 
1 icense. 

PRICE, E.n. Atomic Energy Commission. 66/07/05. Ip. 


— 0012030193 Ack receipt of 581024 Itr re Coaituiso Marine Disposal Co 
application for license to provide radwaste disposal svc. 
KNIOHT.O.O. California. State of, 58/11/06. ip. 


-801203019S Submits revised schedule for sea disposal Of radwaste 
authorized under License 04-04870-06. Provl d es Info re Load 
number, da to, numb er of containers, amount of activity fe roost 
hazardous rad loi sotopos. W/Ffl notices 4t related Ibr. 

COMNaULYiR J. Navy, Dept. of. 730-93. 59/09/17, 6pp. 
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-8013030196 NofcitB of application for Ucenae to provide uaate diaposa) 
*vc filed by Coastutae Marine Dlapcaal Co. 

PRICe.H, L, Atomic Euerpy Cotumlsalon. 50/10/34. Ip. 

-0013030190 Notice of proponed innuance of matl/byproduc t license to 
Iiotopes apecialties Co, Inc to provide radwaate d isponal 

PRICE>I1. L. Atomic Enerpy Commisnian 58/02/36. 4 pp. 

*’“*’*J^ Health requests c lar i f ica 1 1 on re AEC license 
condition that waste be disponed of in prescribed Pacific 
area, thus nullifying voluntary agresment between CA agencies 
w^llcensfid AEC fiTiD^.Nffus article encl. 
iloRRIULt H. H. California, State of, 50/09/30, 3 pp, 

“B012030200 Application for Hat! /Byproduct Licen^a author i ling 
jJs Corbstt to u«f U/or «uper^i«ft ute of 50,000 Cl any 
byproduct fflatl betueen Atomic Numbers i -7 U 2&i 000 lb source 
withhold (ref FOIA Eiemption 6 ). 

^64/07/00 24 pp”*°’''' I" Engineering) 


raduaste disposal trips scheduled during ut of 
3TEINAECKER, J. Parr-Richmond Terminal Co. 61/02/09. Ip, 

0012030219 Notifies that radwaste was disposed of at sea on 590024 
WALKER, H.V. American Mail Line, 59/09/33 Ip. S90BZ4. 

B013030220 "Transportation Requirements for Raduaete Oiioosal 
LlcansBos. " r * 

* Atomic Enorgy Commission. 59/10/21. 3pp. 

—0018030231 Requests status of 571035 application for matl/byproduct 
license «< confirmation that Unlv of HA is tleensod to 
dispose of radwaste et sea. 

WALKER. H. V, Amsrican Mall Line. 57/13/11, Ip, 


— B0I30303S3 Notifies that 39 fruns 
on 6010J7 at 2,000 fath'.,;.,, 
MCODHAN.H, J. American i ..) L i,,. 


0 * radwaste were jettisoned at sea 
'M/09. ip. 


—8013030201 Clarifies points raised In 6 50924 Itr re renewal of Matl/ 
Byproduct License 53-00017-04. Com.nents on radiation control 
program, personnel non I tor ing, was te disposal t, manual for 
from AEC 650924 t tr end. 

Ism/Os"^ 4pp Monoa. Honolulu. HI. 73626. 

—0013030202 Notifies of 611207 soa disposal of pactagod radwaste. 

Master log t sea disposal rept end 

*^™61/l2/'l3 EfiJineering) 

by Isofcopas Bpedalties Co, Inc for 
matl/byproduct license to col lect, p repare for disposal ic 
dispose of byproduct t source matl waste. Includes info re 
oiire*!*,"'* personnel k equipment {< facilities. 

PRICE, H.L. Atomic Energy Commission, 50/02/36, 3pp. 

“''‘Sital application for Ileanso. 
Company uiH submit now app 1 ica t ion t proposal for license 
¥0 €0 1 1 9c t r p?oc ^ buT^ radwdBte at sas. 

DaSMELL,R.F. Coos tui se Har 1 no Disposal. 50/09/05. Ip, 

'®^aB°drum! SoBins Airplane Co has transferred shipment of 

30 drums of radwaste for d i iposa 1. Provi des specific location ^ 

SmupaTw’ <•«» radu,aste%nd. 

W/iLKEfifH. V. American Mail Line. 50/10/24. 2 pp. 

fadtoaetlve metis at AEC approved 
storage site I n Richmond, CA. Ocean Transport Co does not 

rF^^ton «'■ 

87EINAECKER, J, Parr-fi lehmond Terminal Co. 60/11/10. 14pp. 


Ip. 


area. 

MCCLUNOi IS. H. Booing Go. 57/1 1 / 2 i. 


^ Source Mat! License 46-03623-01. 
authoriting disposal of byproduct ii source matl In Pacific 
ucaan. u /0 find* 

PRICE. E.R, Atomic Energy Commission. 58/00/28, ip. 

-0013030211 Advises radwaste shipment on SB Canada Hall has boon 

PELLV D B L!!? m"" Callahan end. 

PELUVi D. B. American Mail Line. 65/09/14. 2p|), 

■■®®46Sl-orReouLJ: I*" ‘‘“r *«> License 

no oaoij Ol. Requests addl info re spoeifle dlsoosal orBo, 

that"uni’'h«‘^**** packaging procedures ii m«i amount of matl 
that^ulU be possessed at one time, 

rASOff. J. R. Atomic Energy Commission 59/09/14, 2 pp. 

riatl/byprotfuct license, author 1 dng HH 
Poppe i HE Morgan to use i/or supervise use of 10 Cl 

HCCLUNO.H, H. Boeing Co. 57/11/82. Itpp. 

-8013030316 Requests amend to 530714 application for fiiatl/byproduct 

Si rBcfnf content to 500 Cl. Increase is based 

on recent request from customer. 

SB/ 07 / 23 '’' Energy Waste Disposal Service, 12110 . 

KIRK, R L. Atomic Energy Com.nission. 61/12/00, ip. 


—8013030835 Responds to AEC 50O9S6 request for addl info t< revised 

byproduet/matl license. Approx 
56, 000 lb source matl ".'i H ho rrrotved during next 3 urs 
fCftVi^ed procftdurvi ^ 

SIMPBOM, R, Atomic En-.'pyy Haste Disposal Service. 50/10/17. IIpp. 

Informs AEC of amounts, types fc locations of radwaste msL 
disposed of In sea.All wastes were generated within army 
commands in Europe S,/op Korea U encased in concrete in 55- 
gallon site drums. 

CLAU01U3, H. O, Navy, Dopt. of. 61/01/13. Ip, 

—0013030337 Application for amend of Matl/Byproduct License 04-00580-06, 
Ito(fap 8 « Spvcialtifls Co 04 dlv of Nuclftar 
CoTp cf Amor 1 cap Inc I: ^0 deleto AM Ooldttoln U add j Vadon. 

Arfini nlstrativo procedures end. 

MICHAUD^A^A^l^Nuclear Corp. of America Isotopes Bpecialities Co. 

o 1 a ^ License 46-03633-01, issued per 600720 

application for license renewal, Condi t ion 6 has been revised 
of lilted officials re intent to 
conduct disposal operation*. 

PRICE, H.L. Atomic Energy Cgramlssion. 60/13/02, Ip. 

’"'^°371227^reflu«l''K! re radwaste packaging in responie to AEC 

that primary 

container will not float if it becomes separated from*^ 
wasto disposal package. 

HCCHJN0,M. W, Boilng Co. 2-1000-9-864, 50/01/10. 8 pp. 

drums of radwaste were jettisoned on 
640329. Also provides latitude k longitude of drop. Hater 


depth was In excess of 3,000 fathoms. 
liCOOWAN. H, J. American Mail Line. 64/04/i7, 


Ip. 


=’«» ■>' 

PRICE, H.L. Atomic Energy Commission. 39/09/09, Ip, 

BASBlMiN. Atomic Energy Commission. 64/04/23, Ip. 

Tf “f I to License 46-03633-01 held 

by American Mall Line, e x tending license sxpiratlon date for 

revised to require 
«'* disposal operations. 

r«icErJi. u. Atomic Energy Commission. 60/13/03. Ip, 

-0019030339 Ack receipt of S807I4 application for matl/byproduet 
more hM?.!! byproduct mat 1. Requests 

dul fco I “ ^ ‘"t® ** procedures ro proposed program 

BUCHASaw ? »> ultimata dleposal 

BUCHANAN, C. R. Atomic Energy Commission. 90/00/261 9pp, 

-0012030240 Buggests procedure for updating applications for byproduct 

radwaste, In current case. new 
application »houi<f b« submibttd. 

BRlNKMANi ft, E. Atomic Enorgy Commltaian. 59/07/01. ip, 

re packaglng.handling I. disposal 
Airplane Co. Lists procedures that 
iJAi iiro disposal sves. 

WALK 6 R,H. V, American Mail Line. 58/01/34. 8 pp. 
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-~80tS030S4S Infartnii Coordinator a-f Atomic Energy Development ti nadiatien 
PTotectl om of ieeuenco of Amend 7 to Uicenee 04-066i9“01 
held by Ocean Transport Co. Amend provides for receipt of 
motel scrap in plyuood containers. 

KIRKiR. L. Atomic Energy Commission. 61/01/11. Ip. 


"9018030243 Advises of proposed issuance of license to Ocean Transport 
Co for sea disposal of raduaste. Proposed license authorltes 
two waste disposal sites. 

PRlCEiH. L. Atomic Energy Commission. 39/09/09. 2pp. 


—9012030244 Corrects error made in 640417 Itr ro number of drums 
disposed of on 640329. Actual number jettisoned was 30 drums. 
HCOOIMH. Vf. J. American Hail Line. 64/04/24. ip. 


—■'9012030246 Responds to application for matl/byproduct license re sea 
disposal of rad le Iso topes. Requests clarification of listed 
items prior to continuing review. 

HITCHi J. U. Atomic Energy Commission. SB/ 10/ 14. 4pp. 


— S012030247 Notice of application by American Elec tronici 1 nc for license 
to provide radwastc disposal svc. Appl Icat ion specifies mat 
possession limit of 10 Cl & proposes to dispose of uastes 
at specific locations In Pacific Ocean. 

PRtCE.H. L. Atomic Energy Commission, 80/06/13. Ip. 


—9012030249 Provides addl info re application for license to dispose of 
radwaste>ln response to AEC 390314 reques t. Inc ludes info re 
radiation monitor to accompany waste shipment* instructions 
to driver of waste vehicle (t etemption from surface limits. 

NCCLUNO. H. N. Boeing Co. 2.4427.1-106. 39/03/19. 2pp. 


— 8012030250 Act receipt of 390827 Itr re Ocean Transport Co application 
to dispose of radwaste In Pacific Ocean. 

BRONNiE. 0. California. State of. 59/09/03. Ip. 


—8012030252 Forwards to Coordinator of Atomic Energy Development tt 
Radiation Protection. notice of proposed issuance of amend 
to License 04-05660-01 held by Ocean Transport Co. 

KIRK. R. L. Atomic Energy Commission. 61/12/06. Ip. 


— 8012030253 Hat I /By produc t License 04-05660-01 is amended per 610103 
application. Amend 7 adds Condition 3. D. author 1 1 tng receipt 
of magnesium-thor lum metal scrap having up to 4K Th-232 In 
stael-cllppid. nal led 4; banded botes. 

KIRK. R.L. Atomic Energy Commission. 61/01/11. tp. 


— B01203023S Notifies of 640209 sea burial of five SS-pal Ion. concrete- 
filled drums of radwaste. No barrel weighed less than 790 lb. 

Lists approt contents of each barrel & longitude I. latitude 
In which barrels were dropped, 

ETZLER.D.H. Ca 1 If ornia Research Corp. 64/03/03. Ip. 


—9012030256 Requests that Commission revalue application of 1.000 fathom 
rule appearing in NOS Handbook 50 re disposal off CA coast, 

Std may not be advisable In this area. 

DAVIS. H, C. California Pish Canners Assoc la tl on. Inc. 5B/04/29. 

Ip. 


—8018030259 Ack receipt of 500319 Itr rt application for matl/byproduct 
license for sea disposal of radwas ta. Dsn t • s request for 
etemption from provisions of federal regulations t 
Commission licensing policy ra labeling L warning signs. 

HITCH. J.N. Atomic Energy Go>rmlssion. S8/04/1S. 2pp. 


"0012030260 Notice of proposed issuance of matl/byproduct license to 
Ocean Transport Co. author 1 1 Ing disposal of waste In Pacific 
Ocean at depth of 1.000 fathoms. Draft llcanse (< supporting 
memo end. 

KlRKiR.L. Atomic Energy Commission. 59/09/09. 10pp. 


--9012030262 Notifies that Boeing Co has transferred 33 drums of radwaste 
for disposal at sea.Katl will bt loaded by 640324. Full 
daicrlptlon of drum content end. 

KCOCWAN.N.J. American Hall Lint. 64/02/19. 2pp. 


--B012030263 Submits Dfe of Regional Hater Pollution Control Board 4 
response to AEC 580227 Itr re FR notice of propotad Itcuance 
of natl/byproduct license to Isotopes Specialties Co. 

Application Is acceptable. 

LAR80N.L.C. California. Btate of. 50/03/13. Ip. 


—8018030264 Submits addl Info re method for preparing barrels for waste 
disposal, in response to AEC 600929 request. Provides detanid 
description of method. Procedure precludes presence of 
significant voids in barrels. JS Corbett 601013 Itr and. 

ELLIOT. L.P. California Research Corp. 60/10/14. 4pp. 


—9018030266 Notice of proposed amend of Me t 1 /Bypr oduc t License 
04-05669-01 authoriilng receipt it ocean disposal of waste 
in addl types of containers. 

KIRKiR.L, Atomic Energy Commission 61/12/04. 3pp. 


—9012030267 Advises that number of drums to be disposed of is 30 6 not 
33. as stated in tdO?!? Itr. 

HCOQWAN.W. J. American Mall Line, 64/02/25. Ip. 


— 9012030269 Discusses disposal operations (< activities under license 
Issued on 970331. No trips to sea to dispose of radwaste have 
been mede. Es t imat ed 3.000 Ci matl will be disposed of in 
Pacific disposal ground & 5.000 Ci In Atlantic. 

LAN. J. E. US Ecology. Inc. IFornerty Nuclear Englnoering 1 
30/01/22. ip. 


"9012030269 Submits supplemental Info re Matl /Byproduct Ltcenee 
04-00590-06. Includes skatches indicating types of waste 
containers that may be used as packaging for radwaste for 
sea disposal (. types of high level waste containers. 

MICHAUD. A. A. Nuclear Corp. of America Isotopes Specialities Co. 
Dlv. 27416. 59/10/01. 14pp. 


"9012030270 Discusses application far matl/byproduct license re sea 
disposal of radwaste. Secondary containers b veh icles 
transporting radwaste will have appropriate warning labels. 
HCCLUNO.M, M. Boeing Co. 99/04/23. Ip. 


"9012030272 Advises Coordinator of Atomic Energy Development L Radiation 
Protection. of issuance of Amend 6 to License 04-05669-01. 
held by Ocean Transport Co. License Condition lO has been 
atrsndad re notification of sea disposal operations. 

PRICE. E.R. Atomic Energy Commission 60/12/3D. Ip. 


—8012030273 Act receipt of 600920 6 29 telegrams re 20-dai| notification 
for tea disposal opera blons, AEC has no objection to request 
to shorten 20-day waiting per lod. Requests notification of 
disposal site t completion data, L Fancay 801011 Itr end. 

PRICE.H, L. Atomic Energy Commission. 60/10/09. 4pp. 


— 9012030275 Application for matl/byproduct llcoeisa authorising RF 
Boswell. US Bllverman 6 0 Borg to use It/or supervise use of 
100 Ci radwaste of any chemical i:/or physical forms for 
collection, storage & processing for sea disposal. 

B05HELL.R F, Coastwise, Marine Disposal. 50/09/05. 3pp. 


--9012030276 Requests Info re possible disposal of radwaste by burial at 
sea. Info should be received prior to SB02S9. Also roquests 
namee of users of radioactive waste disposal svc. 

BUCHANAN. C. R. Atonic Energy Commission. 96/01/13. tp. 


— 9012030277 Advises that 73 drums of radwastc will ba jettisoned on 
631119 at depth of 2.097 fathoms, Also provides longitude ic 
latitude of drop. 

MCQONAN.H. American Mail Line. 63/12/04. Ip. 


--901703027S Requests Commission approval to dispose of thoriated 
magnesium bundles In baling machines to reduce vol of scrap. 
Burning scrap prior to packing In SS-gallan drums created 
diff icultles, 

I10ROAN.W.E. Boeing Co, 2-1880-9-381, 58/05/26, Ip. 


--8018030279 Notice of Ocean Transport Co application for matl/byproduct 
llcenif to provide radwaste disposal svc. Application 
specifies mai possession limit of 750 Ci byproduct matl. 

2.000 lb source matl it 4 g BNM. 

PRICE. E.R. Atomic Energy Commission, 59/09/27. tp. 


—0012030290 Responds to AEC 601227 Itr. Barge certified by US Coast Cuard 
will ba used In sea dleposal operation. Load Ing will be done 
at Port of Long Beach. Drums having high radiation levels 
were discussed in 601223 Itr. 

MOSES. A. J. Nuclear Corp. of America Isotopes Specialitias Co. Dlv. 
60/12/29. Ip. 


— 0018030292 Forwards notice of proposed Issuance of amend to License 
04-05660-01. W/o end. 

KIRK. R.L. Atomic Energy Conmlssion. 61/12/04. Ip. 


— 6012030293 Notice of application by Atomic Energy Haste Disposal Svc. 
for license to provide radweste disposal svc. Appl Icatlon 
specifies max possession limit of SOO Cl proposed iTtspotal 
of waste at specific locations in Pacific Ocean. 

PRICE. H.L. Atomic Energy Commission. 58/10/23. Ip. 


— 8012030294 Application for matl/byproduct 1 ieensei authoriJt Ing R Bimpsoiii 
to use t/or supervise uce of 2<K> Cl byproduct ft eourcs matl 
waste to be packaged tc stored at NU County. CA site. 

SIMPSON. R. Atomic Energy Haste Disposal Service. 11865. 

50/07/14. 10pp. i 
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'801P03023? Foruar^s notice 
to dispose af radwaste in 
te cofTimuni c a ted. 


FRIC£j il. L. Atonic Energg 


re receipt of Ocean Transport Co application 
Pacific Ocean, Further action will 

Comtni ssion. SV/OB/27. Ip, 


8012030238 Advises that Boeinp Co has transferred 73 drums of raduaste 
for disposal at sea. Mail lui 1 1 be loaded bg 631108 V 
jettisoned in min sea depth of 1,000 f athoms. Fu 1 1 

waste contents ti draft license amends and. 
nCOOlMtf, W. J. American Mall Line, 63/10/14. Qpp, 


-8012030290 Responds to SB0526 Itr re sea disposal of thorium-maBneslum 
scrap, Proposed method e# haling thorium-magnesium scrap in 
tight packages i, disposing at sea la satisfaetorg. Requests 
that specific proposal re method be submitted, 

ROOERStL.R. Atomic Energg Commission. 2-1880-9-321. S0/O6/23. 


■8012030309 Provides 20-dag notice of intentions to dispose of radwasto 
at sea. toad ulll consist of 1,800 containers 6 total 
activltg of 80,000 mCi bgproduct matl. 1,600 lb sourc# matl & 

10 g SKH, 

MOSES, A. J. Nuclear Corp. of Amarlca Isotopas Spacialltlai Co. Div. 
60/12/13. Ip. 


8012030312 Notifies that Boeing Airplane Co has transferred 2S drums of 
raduaste for disposal at sea, Full description of drum 
contents end. 

MCGOlMNiH. J. American Matl tine. 89/00/04. 2pp. 


8012030314 Forwards Nuclear Engineering Co request for hearing on 
proposed amend to License 13-10042-01, author i l Ing burial of 
solid raduioste at Hanford. H/o end. 

PRICE, H.L. Atomic Energg Commission. 68/09/08, Ip. 


'-8012030292 Ack receipt of 600901 Itrs re cmplogmont of C Kolvu S, 
notice of proposed rulemaking which amends lOCFREO to 
establish design & packaging criteria for containers used 
for sea d i sposa 1. Co-mmon 1 1 on rulemaking are voluntarg. 

MABOM, J. n. Atomic Enorgg Commission. 60/09/16. 2pp. 


■8012030293 “Proposal for Col I oc t i on^ PrO’Cess ing t Bea Burial 
tiatl." Info partiallg withheld (rc# FOJA Ecemption 61. 

• Coastwise Marina Oisposal, 88/09/03, 36pp. 


of Raduaste 


Niktlfles that Amend 2 has been issued to License 
46-03623-01. Amend renews license for a-gr period ti allows 
possession of 200 lb source matl. 

PRICE, E.R. Atomic Energg Commiss ion, 63/08/30. ip. 


— B012030317 Application for matl/bgproduct license authorizing HV Walker 
L HA Oreenuood to use t, /or supervise use of 10 Cl packaged 
radwaste of ang elements u/Atomlc Numbers 1-S4 for disposal 
at sea. 

LINTNER,A.R, American Mall Line. 37/10/24. 3pp. 


-8019030294 Forwards data It info re application for matl/bgproduct 
lice.ise, in response to AEC 890707 request, 

STEINAECKER, J. Parr-Ri chmond Terminal Co. 89/07/23. 9pp. 


•8012030295 Notice of Issuance 4; avallabilltg of Amend 2 to Matl/ 
Bgproduct It aourte Matl Licenee 46-03623-01. 

PRICE, E.n, Atomic Energg Commission. 63/08/30. 2pp. 


-8012030296 Responds to 890619 1 hr re operational status of compang. 
Licensee has no operational contracts u/rad i oii'O t ope users 
on West Coas t. Fac i 1 i 1 1 es for tomporarg raduaste storage are 
underuag, 

StdiPSDN.R. Atomic Energg Waste Disposal Service, 11805. 


-S0S2O30297 Forwards to C'i tg of R 1 chmondf no tice of proposed issuance of 
ameail to License 04-05668-01 held bg Ocean Transport Co. W/o 
end. 

KIRii,R. L. Atomic Energg Commission, 61/12/04. Ip. 


■0018030298 Katl/Bgproduet License 46-03623-01 for American Hail Line is 
amended in iti entlrotg per 620928 appi icatlon. Amend 2 
extends expiration date unltl 650831 t< authoriiee 
possession of no more than 200 lb source matl at one time. 

PRICEiE. R. Atomic Energg Commission, 63/08/30. 2pp. 


8012030310 Notice of issuance of matl/bgproduct license to American 
Hail Line, Ltd to provide radwaste disposal sve, 

PRICE, E.R. Atomic Energg Commission. 80/08/28. Ip, 


■8012030320 Submits info re tab procedures concerning storage of 
hazardous t, nonhaiardous radwaste, in response to AEC 600815 
1 tr. Contaminated & uncontaminated hazardous industrial t« lab 
chemicals are saparatelg packaged for sea dispoeal. 

CONNDLLV,R, J. Navg, Dep t. of , 244, 60/08/89, Ip, 


—9012030321 Notifies that Amend 2 has been issued to License 
46-03623-Ot, Amend renews license for 2-gT ’period (< allows 
possession of 200 lb source matl. 

PRICE 4 E. R. Atomic Energg Commission, 63/08/30. ip. 


—8012030323 Submits responses to AEC 570012 request for addl info re 
disposal of raduaste at sea, Drawing of radleaettve waste 
vault It storage area end. 

WISDAHL.O. M. Doaing Co. 2-1880-0-221. 57/08/30, t2pp. 


•8012030324 Mall/Bgproduc t License 46-03623-01 for American Mall Uinei 
Ltd authorizing receipt, possess 1 on It disposal of 10 Ct 
bgproduct matl It 13 lb source matl. 

MASON, J.R, Atomic Energg Commission. 58/08/28. 3pp. 


■0012030299 Ack recoipt of applications for extension of matl/bgproduct 
llcentas to increase possession limits I, provide for use of 
matl at new fac 1 1 i tg. Roques ts addl Info before review of 
application can be continued. 

HITCHj J. W Atomic Energg Commission, 57/11/14. 3pp. 


■8012030325 Submits (nfo re application renewal It amend to License 
53-00017-04, In response to NRC 6S0730 request. Includes 
info re facilities used for radioisotope studies, receipt 
of radioisotopes It radiation control program. 

TOHNSLEY , 8 J, Hawaii, Univ, of, at Monoa. Honolulu, HI. 68970. 
65/08/30. 3pp. 


8012030300 Ack receipt of 601202 request for add! Info re application 
for renewal of License 04-00880-06. Responie will be 
provided bg mld-Oan 1961, 

MDSEaiA.vT. Nuclear Corp. of America Isotopes Specialities Co. Dlv 
60/12/20. ip. 


■8012030304 Advises that Boeing Airplane Co' will be transferring 29 
drums af radwaste for disposal at sea. Full description of 
drum content end. 

liCOaWAN, W J. American Mail Line. 60/09/13. 4pp, 


80 1S03030S Denies application for renewal of License 04-00037-02, due to 
past failure to determine quantities of byproduct matt 
received l< to maintain records indicating that possession 
limits of license have not been exceeded. 

BRICE,H. L Atomic Energg Commission. 59/09/iO. 2 pp. 


■8012030326 Amend to License 04-05663-01, add Ing requirament that aaeh 
container received from Atomics Inti be we Ighed separately 
to atiure min average deniitg of 10 lb per gallon before 
dispoeal at sea. 

PRICE, H.L, Atomic Energy Commission. 60/11/17, Ip, 


—0012030327 Notice of proposed Issuance of matl/byproduc t license tb 
Military Sea Transportation Sve to dispose of radwaste in 
Atlantic I; Pacific Oceant at min depth of 1,000 fathoms. 

Proposed license it supporting memo end. 

PRICE, H.L. Atomic Energy Commission. 59/07/31. Spp, 


■0012030328 Informs that AEC has issued matl/byproduct license to 
American Mall Line, Ltd to provide radwaste disposal sve. 

H/o FR notice li license. 

PRICE, E.R. Atomic Energy Commission. 58/08/20. ip. 


8012030307 Discusses 600624 application requesting renewal of Cleanse 
04-00720-02, Requests detailed Info re method In which waste 
will be packaged to meat prapoied criteria in Condition 10, 

Review of application will continue upon receipt of info. 

HASOMiJ. R. Atomic Energy Commls sion, 27498. 60/09/28. 2pp. 


•8012030329 Requests confirmation that application for rantwal of 
License 46-03623-01 has bten filed w/loeal officiils It date 
filing was made. Ack receipt of 630429 Itr advising of 
proposed disposal of radwaste at sea by 630822, 

CUNNINOHAK, R, E. Atomic Energy Commission. 63/03/03, Ip. 


9012030308 Application for matl/bgproduct license authorizing receipt 
I: disposal of radwaste transferred bg Hosing Airplane Co. 

Request should be considered In conjunction u/Doeing 570617 
application. 

WALKER, H.V. American Hall Line. 37/09/10, ip. 


•8012030330 Requesti waiver of requirements of 10CFR20 re transport 0 # 
radwaste aboard motor vcssal, Lists proposed procedures which 
will be followed to protect shipboard personnel, 

8TEINAECKER, J. Parr-Rlchmond Terminal Co, 60/10/03. Ip. 
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“~B018030331 Rsfpondt to talcon ro 990616 application re licsnse for 
dl«po«al of rad lotsotopee bg ocean bur lal. fieqgett* addl Info 
noted In encli ''Outline of Info to be Submitted in 
Application for License, " M/o end. 

MASONiJ. fl. Atomic Bnergg Commie* ion. 39/07/22. 2pp. 


—0018030333 Forwards Matl/Dgproduet License 04-OO3B0“06 p au thori i i ng 
disposal of bgproduct ii source matl in Pacific Ocean. 

PRICE. E.R. Atomic Enorgg Commission. 50/00/21. Ip. 


—0018030334 Advises that raduasto was jettisoned at sea on 630920. 
Provides longitude ti latitude of drop. Compang 630531 1 tr to 
Hagor of Seattle enc'l. 

tic 0 OMAN 1 W J. American Mall Line, 63/06/13. 2pp. 


— B01203033S Submits proposed methods for col locti ng. packag Ing tt disposal 
of radwaste. Inc ludes advert Isomsnt tac t ics. d Isposal 
container design Info & disposal locat Ions. App 1 icatlon for 
radioisotope procurement U magatine article end. 

BANTANOELOi J. C. Crossroads Marine Disposal Corp. 15397. 

92/07/02. ISpp. 


■0018030336 Submits summarg of raduasto disposal work conducted for off- 
Commission uses during 1994. comp la ting rapt of isotope uses 
during 1994. Related documentation enc I . 

BANTANOELO. J, C. Crossroads Marine Disposal Corp. 94/12/29, 9pp, 


—0012030337 Responds to 970617 It 24 Itrs Jc 970312 to Icon ro radwaste 
dltposal at sea. Requests addl info to complete review of 
application. Including description of transp ortatien 
facilities which will be omploged. 

HITCH. J. li. Atomic Energg Commission, 97/08/12. 2pp. 


—0012030339 Notice of Issuance of matt /bgproduct license to Isotopes 
Specialties Co to provide radwaste disposal svc. 

PRICE. H.L. Atomic Enorgg Commission. 98/00/21, ip. 


—0018030339 Forwards renewal of Matl/Bgproducfc License 04-00720-02. 
Longitudinal (i latitudinal coordinates listed In 630402 Itr 
ri radwaste disposal area ore corr ec t. Ctcer p t from Amend 14 
end. 

CUNNINOHAM. R. E, Atomic Energg Commission. 63/09/01. 2pp. 


—0012030340 Forward* now application for radioisotope pTocurement tt 
941116 Itr to Corps of Engineers re disposal of radwaste in 
Qoston. MA. dump ing area. Uisposa 1 methods will remain same. 

IJ/o end engineer permits. 

BANTANOELOi J. C. Crossroads Marine Disposal Corp. 19397. 
94/11/19. llpp. 


—8012030341 Request* that listed amends be Incorporated In 981107 
application for amend to Matl/Dgprodue t License 04-00037-02, 
Indudat info re OC procedures for radwaste dispoeal. 
concrete containers t: radwaste loading procedures. 

BIMP 8 QN 1 R. Atomic Energg Haste Disposal Bervlce. 20229. 
69/07/16, 3pp, 


—0018030342 Forwards corrected Pag* 2 to 370617 radwaste disposal 
proposal, Corrects Bectlon C re concrete. 

MiaDAHL.O.M, Boeing Co, 2-1000-9-107. 97/06/24. 2pp. 


--0OI8O3O343 Matl/Dgproduet License 04-00900-06 for Isotopes Bpeclaltles 
Co. author 1 1 ing rece Ipt. possess Ion. packag Ing (< disposal of 
to Cl bgproduct matl & 2.000 lb source matl In Pacific 
Ocean. 

PRICE. H.L. Atomic Energg Commiselon. 90/00/21. 3pp. 


--0O12O3O349 Advises that Boeing Co has transferred 83 drum* of radwaste 
for disposal at sea. Matl will be loaded bg 630922 t< 
jettisoned in min sea depth of 1.000 fathoms. Full 
description of waste cuntente and. 
tICCOHAN. U. J. American Hail Lino. 63/04/29. 4pp. 


— 8012030346 Respond* to 94102S Itr re procedures for renewal of license 
to dispose of radwas te. Reneui ) application must b* 
submi tted. Indud Ing new tgpe of Instrumentation or change* 
in other phgsieal equipment 6 /or waste disposal procedures. 
POHLER.E.E. Atomic Energg Comcnisslon. 19397. 94/11/00. Ip. 


—8018030347 Ack receipt of 690624 Itr giving notice that License 
46-03623-01 will eKplre on 690031. Forwards application for 
license renewa 1 . add ing three names as authorliad user* 6 /or 
supervisors of source aiatl.H/o end. 

PELLY.D. D. American Hall Lin*. 69/03/12. Ip. 


--8012030349 Forward* radwaste disposal proposal for AEG approval. 
Radwasta. other than wsstes originating u/matls speclflcallg 
llcanstd bg AEC.ulll be handled slmilarlg 6 will not be 
dtfferantlated from Commisilon controlled wastas. 

HIBOAHL.O H. Boeing Co. 97/06/17. 2pp. 


■0012030350 Responds to NRC 990616 request for add! info re mod of 
License 46-03623-01 re receip t. possess i on 6 disposal of 
prepackaged wastes. Specific d Isposa 1 locations bg latitude 6 
longitude arc not available. 

WALKER, H.V. American Mall Line. 59/06/29. 2pp. 


— 0012030351 Supports Isotopes Specialists Co, tne 900308 application 
for bgproduc t /ma 1 1 1 1 cense. State of C A, House of 
Representatives 900416 resolution end. 

PRICE. E.R. Atomic Energg Commission. 50/08/21. 2pp. 


— 0012030352 Forward* US Armg Engineer Corps permit for disposal 0 # 
radwaste In Boston Harbor 6 : Marblehead area. Requests info 
re 940025 Itr re renewal of aw th or I tat Ion to handle 
radwaste. H/o end. 

BANTANOELOi J. C, Crossroad* Marine Disposal Corp. 54/10/25. Ip. 


--8012030393 "Reduaste Disposal Proposal. " 
UI8DAHL.0.M. Boeing Co. 97/06/17. 6 pp. 


•0012030354 Ack receipt of 630402 Itr re 630381 discussions w/BA Fries 6 
DE Hull concerning License 04-00720-02. Provides longitude 6 
latitude for future radwaste eea disposal. 

BATCHELDER. A. H. California Research Carp, 63/04/22. Ip. 


—0012030359 Submits addl info which should be added to 600920 
notification for sea disposal operations. Includes number of 
radwasta packages received. to ta 1 Cl content 6 breakdown of 
package contents. 

8 TEIWAECKER, J. Parr-Ric hmond Terminal Ce. 60/09/29. Ip. 


"B01203'0396 Discusses 600909 explosion at Cross Roads Marine Co which 
operates disposal svc for waste matls. Requests 
re-examination of precautionarg measures taken to keep 
haiardeuf matls separate from low level uietes. 

KIRK, R. L. Atomic Energg Commission. 60/08/19. Spp. 


—8012030397 Application for ma t I /bgproduc t license authoriilng JP Carr. 
OT Linares 6 UE Stelnaecker to use 6 /»r supervise use of 
7S0 Ci assorted bgproduct matlsi2.000 tb source matl 6 4 g 
SNIi. 

COX. U. P. Parr-Ric hmond Terminal Co. 59/06/16, 8 pp. 


■0018030390 Discusses 940386 Itr re past experience w/unfavorabl* 
publlcitg re disposal of radwaste at sea. Subcomnl tt ee on 
Haste Disposal 6 Decontamination of NCRP has formulated 
recommendations on disposal at sea. 

HOROAN, 0. W. Atomic Enorgg Commi ssion. 34/04/07. 1 p . 


— 0015030360 Notifies that matl described in 610926 Itr was disposed of 
on 611011 I: 12. Lists longitude 6 latitude O'f drop. 

KUEHL.E. L. Parr-Rlchmond Terminal Co. 61/10/17, Ip, 


”0012030368 Forwards application for renewal of License 04-00720-08 
to process 6 use radioisotopes in R 6 D 6 to continue program 
of radioisotope tests in refineries in ether states. H/o 
encl. 

BATCHELDER. A. H. California Research Carp. 40790. 63/01/ii, Spp, 


"8012030364 Ma tl /Bgproduct License 20-00605-01 for Crossroads Marine 
Disposal Corp. author 1 zing col 1 ec t ian. preparation t< disposal 
of bgproduct t: source matl w/Atomlc Numbers 3-83. 
a Atomic Energg Commits i on. 96/06/22. tp. 


— 8012030367 Forwards application for mat 1 /bgproduc t 1 Icsnset aer la 1 
photographs & outline of supporting infa.U/o application. 
aTEIHAECKER. J, Parr-Ric hmond Terminal Co, 19567. 99/06/16. 

17pp. 


"8012030360 Provides 20-dag notification for sea disposal operations. 
Trips will be consecutive except weekends & subj to wind & 
wea then un t 1 1 cargo is depleted from storage area. 

8 TEINAECKER, J. Parr-Riehmond Terminal Co. 60/09/20. ip. 


—0012030369 Application for mat 1 /bgproduc t license to conduct waste 
disposal svc. author! t ing CH Reed to use t: /or S'upervise use 
of bgproduct matl. 

REEDi C. U. American El ec troni c s. Inc , R«ed-Curtis Nuclear Div. 
56/12/12. 8 pp. 


— 8012030371 Application for matl /bgproduc t 1 ic anse. author 1 zing 
collection, preparation it disposal of 3 Cl bgproduct (< 
source mitl w/Atomle Numbers 3-83. 

PERRY. 0. C. I SANTANOELQ. J. C. Crossroads Marine Disposal Corp, 
96/06/14, 2pp. 


—0012030373 Hatl /Bgproduc t License 04-04730-01 for Coastwise Marine 
Disposal Co. author! z Ing receip t. possess! on. packag ing L 
disposal of byproduct, source t< 8 NM. 

PRICE. H.L. Atomic Energg Commlaslon, 59/06/09. 6 pp. 
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— eotaoa0374 Ark receipt of 620927 I tr notifijtng AEG that liispoeal of 
raduattc uas made on 620908. Ret^uesti natifleation of any 
changes In raduiaste disposals^ 

BASQINi ri. Atomic Energy Commission. AS/ 10/03. Ip. 


—8018030376 Application for reneuel of iiatl/Bypraduct License 
04-03766-01 1 authori 1 1 nj posseesion Si/or use of 2i 000 Cl 
byproduct Aatl<tSiOOO lb source matl 6 4SO g 6NM for 
dieposel. Info pertlally withheld (ref FOIA Exemption 69. 
CORBETTrJ.B. US Ccologyi Inc. (Former 1 ij Nuclear Engineering) 
28396. 60/08/03. 29pp. 


— 601S030377 Submits supplemental info re application for mat l/by product 
license) Including posseselon limits for Individual 
leotopesi methods of disposal at s tar s toragei remote 
handling eii.ulpaenti sh leldlng L work areas. 

CHirtiANr W. A. Interior. Dupt. ofi Fish % Wildlife Service. S6/05/04. 
3pp. 


—9018030380 Provides detailed description re packaging of raduastc for 
disposal at sea. in response to AEC 360430 r eiiuc 1 1. Li luld 
wastes ulll be pot into 5S-gallon drums filled w/eement. 

Application for radioisotope procurement end. 

BaRQUOHS. H, Heweil. Univ. of. at Monoa, Honolu I if, HI. 36/05/88. 

app. 


— 901 Z030382 Corrects typographical error made in 59031S 1 tr re proposed 
dump site. Lists correct longitudinal & latitudinal 
ccfordinates. Selected area conforms w/State of CA 
recommendations for safe disposal. 

B08I/ELL. R. F. Coastwise Marine Dlipoeal. 59/06/15. Ip. 


— 8018030394 Responds to 560110 request for reneual of Author! latlon 
30884 for disposal of redwaste by burial at sea. Proposal for 
disposing of ueite at 1.000 fathoms Is satisfactory. Rt^ussts 
info re storage facllttlee for accumulating uaste. 

RDOCRSiL. R. Atomic Energy Cofimlsslon AU-30S24. 56/01/85. Ip. 


— BO12O3O30S Requests Commlsilon approval to handle, transport << ditpoie 
of packages of solid raduaste at sea. Inventory lists fc 
results of external radiation U surface contamination 
iurveys end. 

STEtNAECHERi w>. Parr-Richmond Terminal Co. 61/0S/8S. 169pp. 


““6018030386 Application for renewal of Mat I /Byproduct License 
46-03623-01i authorli ing HV Walker to use fc/or supervise use 
of 10 Cl packaged raduaste of elements u/Atomic Numbers 
1-84. If/eicerp t from 630816 memo support ing amend to license. 
WALKER, H.V. American Hail Line. 68/09/28. 8pp. 


--B018030387 Otscusies 1.008 containers prepared for disposal at sea by 
Atomics Inti. Lists approved packages which can be disposed 
of. including natl content L drum weight. Fulton Shipyard log 
end. 

FftICEiX. L. Atomic Energy Commission. 60/07/89. IZpp. 


—8018030308 Forwards application for redioisotope procurement & Itr to 
Carbide A Carbon Chemicals Co. Lists two immediate aspects of 
proposed work, including passage of flssiosi metals in food 
chalni.ll/o ends. 

BOROUOHB.H, Hawaii. Univ. of. at Monoa. Honolulu, HI. S4/0B/23. 
ip. 


— 8018030389 Notice of issuance of Matl/Byproduct License 04-004B7-06i 
authorlilng US Naval Redlologleal Defense Lab to receive, 
possess, package fc dispose of byproduct matl In Pacific 
Ocean. 

PRICE.H. L, Atomic Energy Commission. 59/05/29. Ip. 


—6018030390 Requests Info re raduaste disposal activities by burial at 
sea. Info must be received prior to 97 1 1 IS. Re Uted 
documentation end. 

BUCHANAHi C. H. Atomic Energy Commission. S7/H/01. Spp. 


’8018030391 Ack receipt of S80726 application for matl/by product license 
for sea disposal of 200 Cl raduaste. Requasts addl Info to 
complete review of application, including amount of source 
matl that ulll be posstssad, 

BUCHANAMi C. R. Atomic Enorgy Commission. 58/00/89. 9pp. 


■6018030392 Advises that Boeing Ce hat transfer red 09 drums radwaste for 
disposal at sea.Katl will be loaded by 680909 ti jettisoned 
In mtn sea depth of t, 000 fathoms. Full deecr i ptlon of aiatl 
contained in drums end. 

MCODWAN.W. J. Ami r lean Mall Lint. 68/06/06. 7pp, 


—8012030393 Notifies of amounts, types It locations of raduaste disposed 
of In sea. All wastes wire generated within Army coaimands In 
Europe. encased in concrete In SS-gallon steel drums to meet 
ICC specs. 

CLAUDIUS, H. 0. Navy, Dept, of, iOS.'OS. 60/09/16. ip. 


—8012030399 Application for matl /byproduct license to receive, poieess It 
dispose of 1 Cl thorlu.n It U waitas. 

PERRY, O.C. Crossroads Marine Disposal Corp. 57/09/83. Ip. 


--8012030397 Application for renewal of Hatl/Dyprodiict License 
04-00980-06. author i I Ing possession li/or use of 900 Cl 
byproduct matl w/Atonie Numbers 3-83,8,000 lb U or thorium It 
100 g 8NK. Related documentation end. 

NEWMAN, K.W. Nuclear Corp. of America Isotopes Specialities Co. 
Olv. 60/07/89. 11pp. 


—8018030398 Forwards Amend 2 to License 53-00017-01 to provide for 
disposal of waste at sea, In response to 970429 Itr. Amend 
subj to listed condltioni re packaging. 

HITCHit/.M. Atomic Energy Commission. 97/09/28. Ip. 


•8018030399 Matl/Byproduct License 04-00487-06 for UB Naval Radiological 
Defense Lab. authorl ilng receipt, possession, packag Ing ti 
disposal of byproduct matl. 
a Atomic Energy Commission. 99/05/29. 7pp. 


“8018030400 Advises that Boeing Co radwaste was jettisoned on 620909 
at depth of 1. 997 fathoms. 

tICOOWAN, M. J. American Mail Line. 62/09/27. ip. 


■8012030408 Discusses License 20-00685-02. License is effective for I 
yr. Study will be made to evaluate feasibility of disposal on 
continental sh e If. Relocation of dumping area to 1.000 
fathoms might be required. 

MOROAN.O. W. Atomic Energy Commission. 57/09/04. Ip. 


■8012030403 Matl/Byproduct License 04-05668-01 Is amended per 600609 
application. Amend 3 revises Condition 8 to authorlio 
disposal of byproduct, source It BNM by transfer to ORNL. 

KIRK.R.L. Atomic Energy Commission. 60/00/15. Ip, 


--8012030404 Notice of issuance of emend to License 04-00580-06. 
aothorlilng possession of 20 g SNH In addition to 100 Cl 
byproduct matl I: 2,000 U sourcs matt. 

PRICE. H.L. Atomic Enorgy Commission 60/07/22. Ip. 


■8012030405 Provldti dstailed description re’ pae|(aglng of radwaite for 
disposal at sea. in response to AEC 970417 request. Two types 
of disposal containers are used including empty 9-gal Ion 
paint cans L 95-gallon oil drums. 

BQRQUOH3, H. Hauili, Unlv. of, at Monoa. Honolulu, HI. 57/04/29. 

Ip. 


—8012030406 Submits proposed plans for disposing of radwaste at sea. 
Plans will comply u/AEC new law. Requests rtneual of 
euthor 1 latton bated on proposed plans. 

SANTANOECQi J. C. Crossroads Marine Disposal Corp. 96/01/10. 2pp. 


—8012030407 Forwards Ocean Transport Co radwaste disposal record. Records 
flnalliad marina disposal operations. 

HEWITT, M L. Parr-filchmond Terminal Co. 62/06/14, 6pp. 


•0012030408 Notice of proposed issuance of matl/byproduet lieenee to 
New England Tank Cleaning Co to provide radwaste disposal 
SVC. Proposed license end. 

PRICE, E.R. Atomic Energy Commission. 98/08/20. 7pp. 


—8012030410 Informs NRC of proposed plant to bid on contract for 
col lac ting, pac kaglng I: disposal of large amounts of raduaste 
from contractor labs when new sea disposal rule is 
Implenented, Nsw developments will be communicated to AEC. 
6ANTAM8EL0, J, C. Crossroads Marina Disposal Corp. 59/09/06. 3pp. 


—0012030411 Forwards Ocean Transport Co radwaste disposal record. Ocidn 
Transport Co disposed of 291 drums tc three blocks on 620522. 

HEWITT, M.U. Parr-filchmond Terminal Co. 62/05/26. 8pp. 


-8012030412 Matl/Byproduct License 04-00580-06 Is amendsd per 600909 
application. Amend 8 revises Condtlon 1. author! i ing 
possession of 20 g BNM It Condition 13, author 1 ting use of 
addl types of contelneri for packaging radwaste. 

PRICE, K.L. Atomic Energy CemMlstlon, 60/07/28, 2pp. 


— -8012030413 Responds to AEC 570603 request for Info re application for 
matl/byproduct llctnse. Isotope Is any BNM in amount of 900 g 
L In any chemical form. SNM will ultimately be buried at taa. 

Info partially withheld (ref FOIA Exemption 61. 

LAW. J.E. US Ecology. Inc, (Formerly Nuclear Enginaerlngl 
57/06/18. Spp. 


—8018030419 Requests identification of documents to be considered for 
renewal of License 04-09668-01 or that application 
containing appropriate Info be provided, 

MASON, U.R. Atomic Energy Commission. 62/09/02. Ip. 
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— 8018030416 M#tl/Bgpro<loet Liciin* 80-00605-01 #or Croiipo«d'i Marin* 
Oltpotal Corpi author liing cal Itc tlan< packaging! atorag* <t 
41*po»al of 80 Cl byproduct matl «/Atomle Numberi 3-04 In 
ang form of raduatt*. 

* Atomic Energg Commliiion. 57/08/83. 8 pp. 


•8018030417 Support* Ntu England Tank Cl*anlng Co 971819 application to 
rateivo. poi«*l*i package (t dispose of bgproduet matl uaates 
in Atlantic Ocean, Provides Info r* personnel eipertence & 
equipment! fac 1 1 Itle* It procedures. 

PRICE<E. R. Atonic Energg Commission. 96/08/80. 4pp. 


”0012030419 Inform* that 978 Atomic* Inti uaste package* were approved 
for transfer to Ocean Transport Co for sea disposal li 36 
container* described as pipe section* uare not approved. 

MASON. J.R. Atomic Energg Commission. SF 784. 60/07/89, Ip. 


— 8018030419 Provide* detailed responses to AEG 380408 (luestlon* re 
raduiast* d i sposat. Inc ludss info re first 4i second phase 
clarification uniti nuclear reactor filtration units ti 
nuclear filtration engineering. 

eiMPSONifi. Atomic Energg Haste Disposal aarvlce. 99/04/18. 9pp. 


”8018030421 Submitsion behalf of Ocean Transport Co>20-dag notice of 
Intentions to dispose of three disposal cubesr Revision 8-60< 
containing low level waste. Lists total content* (i activitg. 
HEWITTiM. L. Parr-Richmond Terminal Co, 68/04/84. Ip. 


■6018030488 Forward* response* to MRC 970688 question* r* renewal of 
Matl/Bgprodoet License 80-00689-01. AEC request to dispose of 
matt In IjOOO fathom are* will severelg limit eempang 
operatlone. H/o encl. 

PERRYiO. C. Crossroad* Narine Disposal Corp, 97/08/18, 8 pp. 


— 0018030423 "Container apee* for Intrastate Transportation of AEC 
Ltcensod Radioactive Metis." , 

» Atomic Energg Commission. 99/09/31. 40pp, 


— 6018030484 Notice of issuance of amtnd to License 04-0966B-01i 
authorlilng Increase in possession limit of bgproduet 
matli source matl It 8 NM to tiOOO Cli4i000 lb ti 300 gi 
respectivelg. 

PBICEiH.L. Atomic Energg Commission. 60/07/19. Ip, 


•*-6018030486 Ack receipt of 990117 1 tr re radwasta d isposel. Regu* sts addl 
info re present method of radwaste disposal at sea. 

Application for disposal of radwaste by burial In soil Is 
Inadequate. Rad loisotopt procurement application end. 

MOROANi 0. U. Atomic Energg Commission. 99/08/01. 7pp. 


—6018030487 Submit*! on bthalf of Ocean Transport Coi 80-dag notle * of 
intention to dispose of 67 9S-gallon drum* containing solid 
low level waste. Lists total contents 6 activitg. 

HEHITT»M. L. Parr-Rlchmond Tsrmlnal Co. 62/04/84, Ip. 


"0018030489 Notice of proposed issuance of metl/bgproduct license to 
Nalker Trucking Co to provide radwaeti diepotal svc. Proposed 
llceneo end. 

PRiCEiE. R. Atomic Energg Commleslon. 60/08/80. 7pp. 


—6018030430 Mat I /Byproduct License 04-09668-01 It amended per 
application*. Amend 8 Increatee bgproduet metl paseestlon 
limit 4t authorlies Ocean Transport Co to package byproduct! 
source it 8 NM for eea dlspoeal, 

PRICEtH. L. Atomic Energg Commlttlon. 60/07/19. 7pp. 


”8012030431 Bubmltsion behalf of Ocean Transport Oo^aO-dag notice of 
intention to dispose of 10 cubee < Revl ston 2-60> containing 
solid low level watte. Liste total contents h activitg. 

HEHirTiH.L. Parr-Rlehmoiid Terml'nal Co. 62/04/19. ip. 


—6012030438 Ack receipt of Lower Cape Committee on Raduaste Dlipoeal 
990031 Itr re diipeial of packaged low level radwaete in 
Atlantic Ocaan. Submits raspon'set to quastlons re propottd 
Issuance of license to Milltarg Sea Transportation 8 vc, 

PRICEiH. L. Atomic Energg Commission. 99/09/00. 3pp, 


--801S030434 Support* Nalker Trucking Co 900304 application to receive! 
posse**! package li dispose of tgproduct L tourc* matl waste* 

In Atlantic Ocean. Provides Info r* parsonnel eKperianca h 
equipment! fed 1 1 ti es L procedures, 

PRlCEiE. R. Atomic Energy Commlision. 96/00/80. 3pp. 


--601S030439 Retponde to AEC 970686 requeet for info re raduaste dlspoeal 
eves at tea.Provides info re packaging of raduaste! marking 
of eonta Inert! transportation it disposal of raduaste. 

Claverdon! Varney & Pike 870783 Itr end. 

PERRY! 0. C. Crottroade Marina Dlspoeal Corp. 97/06/18. 4pp, 


--8012030436 Forwards Ocean Transport Co raduaste disposal record. 
Include* disposal date & site L numbep of drum*. 

HFMITTiM. L. Parr-Richmond Terminal Co. 62/04/11. 4pp. 


-6018030438 Requests AEC concurrence in changing pressure relief pip* 
sgs in concrete disposal container by increasing pipe 
d lametari * 1 Iminatlng pipe from present 1 oca t ion. el Imlnatlng 
chock valve & attaching protective screen. 

COX, J. P. Parr-Richmond Terminal Co. 60/07/14, 8 pp. 


■8018030440 Respond* to 990025 telegram re proposed Issuanca of liesnie 
to Military Bea Transportation Bve for ocean disposal of low 
level raduaste. Conference has been scheduled for 000983 u/ 
state U local official* to discuss sea disposal policies. 

PRlCEiH. L. Atomic Energy Commission. 99/09/08, 8 pp. 


—8018030448 Application for matl /byproduct license authorlilng HL 
Andrew* to use ii/or supervise use of any oisfflentsi consistent 
w/procur*m*nt license! for disposal at sea. Disposal 
proetduret 4: magatine article end, 

ANDREHBi H, L. Health I: Human Service*! Dept, of i . 16414. 

99/02/18, 6 pp. 


— 8018030443 Application for renewal of Matl/Bgprodoet License 
SO-OO 6 SS-OS 1 authorl I ing OC Perry 4 JJ Nuss to use fe/or 
supervise use of 800 Cl byproduct na tli w/Atonl c Number* 

3-64. in ang form of raduaste for storage fc disposal. 

PERRY. O.C. Crossroad* Marine Disposal Corp. 96/07/80. 8 pp. 


--0018030444 Act recslpt of 970619 request for 90-tfay sitension on 
License 80-00669-01. Eip Ira 1 1 on date has been ektonded until 
970831. List* various phases of waste disposal program AEC 
will be re-ovaluetlng 4 reviewing. Requests response. 

HITCHiJ, W. Atomic Energg Commission. 97/06/28. 3pp. 


-0018030449 Forward* Amend 8 to License 04-D0467-06i changing location 
for disposal of packaged raduaste* at sta. N/o encl. 

KIRK.R.L, Atomic Energg Commission. 68/04/09. Ip. 


'-8018030446 Lists metis which Boeing Co has transferred for dlspoeal at 
saa.Matl ulll be loaded by 690684. W/o Pul! description of 
mat 1 content* . 

PELLY.D.D, American Mall Line, 69/06/03. Ip. 


•8018030447 Provide* outline to Health Dept re AEC visit to Croesroad 
Marine Disposal Corp re radwiste disposal svc. AEC discovered 
that company record* for disposal of radwaste were no't in 
compliance w/AEC riqurenent*. Ac t ion ha* been taken. 

HITCHiJ. W. Atomic Energg Commis slon. 57/06/80'. Spp. 


-8018030446 Forward* addl Info in support of application for matl/ 
byproduct license tt in response to AEC 900414 request. 

Related documentation delineating function* of disposal 
operations enc t . 

HORTMANiO, Nuclear Chem Disposal Corp. 99/08/11. 31pp. 

■8018030449 Requests that Llcanses 04-03766-01 i> 04-03766-03 be amended; 
to add HO Johnson as authoriied user of byproduct matl. 

License 04-03766-01 should be amended to provide for ocean 
dliposal of 490 g waste. 

CQRDETTfJ.B. IfS Ecology. Inc. IFormer 1 y Nuclear Engineering) 

99/09/04, 2pp. 


—8018030450 Forward* application for renewal of Hat 1 /Byproduct License 
80-00689-01. App 11 cant is expanding program to acquire new 
ships h related equipment St larger facility In preparation 
for sea disposal of radwaste. Requests AEC concurrence. 

PERRViO, C, Crossroad* Marine Disposal Corp. 97/06/19. Spp. 


—6018030481 Discusses IE Insp of License 80-00609-02 on 970916. 
Noncomp 1 ience noted; records of receipt 6 dispotai of 
licensed matl were not maintained k steel drum* containing 
radioactive matt were not labeled u/cautton symbol (< words. 
MA 8 QN. J. R. Atonic Energy Commission. 96/06/19. Spp. 


■0012030488 Matl/Bgprodoet License 04-00960-06 Is amended per 990914 
app I Ication. Amend changes name of licensee to Isotopes 
apeclatttes Co k revise* Condition* 368 authorlilng 
J Vaden to supervise byroduct matl. 

MASON. J. R, Atonic Energy Commission. 60/06/84. 7 pp. 


“-8018030493 Confirm* 610919 requsst for litfoiper moating discussion. Inf|; 
re usight k eontsnt of 29 drums 5; uasts liners geiseratad by k 

OE Is required before review of met l/byprodoc t application I 

wilt be continued. g 

MASON. J. R. Atomic Energy Commission. 61/09/87. 8 pp. S:i 


■80180'30494 Informs that application for renewal of Matl/Byproducl 
License S0-006B9-Ot will be denied unless addl requested 
info is provided within SO dags. 

MASON. J.R. Atomic Energy Coismi ss Ion. 99/08/09. ip. 
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“fl012030495 lAc It receipt of Jtp rs proposed issuance of license for sea 
disposal of radueste off NJ coast More info is needed re 
sea disposal of raduaste before netbod is autb or 1 ted For an<j 
appreciable antounts of radidaste. 

MEVN£fi»R. 11. Neu Jersetii State of. 59/09/02. Ip, 


'GO12D304S7 Forteards Amond 2 to License 04~00>IB7-0i> issued to Dept of 
KtavV' L-tcense authorliss change in location for disposal of 
packaged radwastes at SBa.lf/o encl. 

Kiniiift, L. Atomic Energij Cojimiss i an. 62/04/09. 


— 80I2030’459 Application for ronaual of liatl/Dgproduc t License 20*0068S- 
Olr author i I i ng recelp t i poa session & disposal of 3 Ci 
byproduct matl u/Atomic Munbers 3-B3 in all types of uiastos. 

PEftRfi 0. C. Crossroads Marine Disposal Corp. 57/06/20, 2pp. 


--80I2030460 Act receipt of notification re receipt of Ualker Trucking 
Co application to provide raduaste disposal svc. Lists 
questions for response. 

BCOTTiM. J. Connecticut! State of. 58/06/17. 2pp. 


'8012030461 Lists 'Units that uerc not disposed of as scheduled on 
601025 due to uelght 1 Iml ta t 1 ons . Tota ) activity disposed of 
on 601026 uas 7.013 Cl. 

ORDUN. J. M Health & Human Services) Dept. of.. 60/11/10. Ip. 


--6012030462 Submits info re raduiasts disposed of at seai for yr ending 
570630. In response to AEC request, US Corps of Engineer 
97032G Itr encl. 

PERRY. O. C. Crossroads Marine Disposal Corp. 57/06/19. 4pp. 


— S012030463 Notice of proposed amend to License O4-00S&0-06r au t hor I j 1 ng 
recei p ti pac lag ing & disposal of 20 g BMM. 100 Cl byproduct 
rratl ti 2.000 lb source ma 1 1 . Supporting draft memo encl. 

PRlCEiH. L. Atomic Energy Commission. 60/06/24. 4pp. 


--8012030464 Forwards to Ofc of Atomic Energy Development tc Radiation 
Protection. Amend 2 to License O4-0Q4B7-06i Issued to Dept of 
Navy, author I ting change in location for disposal of 
packaged radwastes at sea. 

KIRKiR. L. Atomic Energy Commission. 62/04/09. ip. 


— 8012030469 Gubmltsion behalf of Louer Cape Committee on Radwaste 
Disposal. que st ions re proposed plans to establish disposal 
site off Cape Cod. HA. i nclud 1 ng longitudinal & latitudinal 
coord tnatesi roduasto origination 4: possession limits. 

LEIIAC.N . DELOEO. J. Af ft 11 a t ion Unknown. S9/0'a/3t, Ip, 


■8012030466 Lists contents of raduaste shipment scheduled for sea 
disposal on 991I12 in accordance u/Condition B of License 
19-00296-11, 

DRQU'MiJ. It, Health & Human Services. Dopt. of.. 89/10/30. 2pp. 


-B0t203'0467 Notice of issuance of Amend 3 to License 20-03541-01> 
authorliing New England Tank Cleaning Go to recelvei 
possess! package 4 dispose of source it SNM In Atlantic Ocean. 
HASOILJ. n. Atonic Energy Commission. SB/ 12/31. 2pp. 


'8012030468 Application for renewal of Natl /byproduct License 
46-03623-'0l, author! I Ing HV Malker!HA Oreenwood! HH Clarke. 

J Jorgenson 6 E Headman to use 4/or supervise use of 10 Ci 
elements w/Atomlc Numbers 1-34 4 200 lb source matl. 
WALFER.H.V. American Mall Line. 65/07/30. 2pp. 


'9012030469 Notifies of Intentions to dispose of raduaite during wk of 
61)009 at designated marine site. Inventory consists of matl 
packaged in six Ocean Trnspart Ca disposal bloc ks. fievts 1 on 
2-60 4; four SS-gallon concreted drums. 

KUEHL.E, L, Parr-Richmood Terminal Co. 61/09/26. Ip. 


'B01203D470 Notice of proposed amend of Llce'nse O4-0S66B-01 r author 1 x 1 ng 
increase In possession limit of byproduct matl. source matl 4 
SNM 4 packaging of waste In precast concrete blacks. 

Supporting draft memo encl. 

PRICE.H.L. At'Omlc Energy Commission, 60/06/23. 4pp, 


■8012030471 Hatl/Oyproduct License 04-004B7-06 for Dept of Navy. US Naval 
Radiological Defense Lab is amended In its ant I re ty. Amend 2 
authorises radwaste burial at min depth of 1.000 fathoms in 
Pacific Ocean ulthin designated areas. 

KIRH. R.L, Atomic Energy Commission. 62/04/09, Ip. 


— B012030472 For'Jards to Ofc of Radiation Control. proposed license for 
Military Sea Transp-ortat ion Svc to dispose of radwaste In 
Atlantic 4 Pacific Oceans Li cans a requires AEC notification 
20 days prior to disposal operations. If/o encl. 

PRICE.H.L. Atomic Energy Commission. 59/08/23. Ip, 


— G012030473 Lists contents of radwaste shipment scheduled for sea 
disposal on 601020 in accordance w/Conditloh 8 of Licante 
19-00296-11. 

nRONN. J. H, Health 4 Human Gervicea. Dept. of,. 60/10/24. 2pp. 


— 0012030474 Matl/Dyproduct License 20-03941-01 for New England Tank Co 
Is a.-nended. Amend 3 authoriies rece Ipt. possess Ion. pac keg Ing 4 
disposal of SO lb source 4 9 g 0NH In Atlantic Ocean 
MASON, J. R. Atomic Energy Commission. 58/12/31. 2pp. 


'e01203047& Application for renewal of Ma 1 1/Dgproduc t License 
32-00426-01 , author i z ing possession 4/or use of 29 mCl P-32 4 
Ca-49, 78 mCl 8r-89r Cs-lS?, Ro-106, Ca-I4l 4 Ce-144. 20 mC 1 
Co-60 & 128 mCl mired fission products In any chemical form. 
CHlPHANiW, A. Interior, Dept, of, Fish 4 Wildlife Service. 88/08/16. 
2pp, 


—8012030476 "Summary of Radioactive Matls Packaged on 690310 for 
Oi spo«a 1 at; Sea. “ 

♦ Atfami c Energt^ Cofnenitfion 65/07/27. Ip. 


'8012030477 Ma t l/Qyproduc t License 04-00407-06 for Dept of Navy.tlB Naval 
Radiological Defense Lab is amended In its entirety per 
610302 b 0311 applications. Amend 1 authorizes receipt, 
possess 1 on. packaging 4 disposal of byproduct matl. 

MRK<n. L. Atomic Energy Commission. 62/01/29. 8pp. 


— 8012030479 Requests that AEC postpone granting of any permits or 
licenses for disposal of rad'waste or atomic waste matls off 
coastal shores or territorial waters of Commonwealth of MA. 
Requests that public hearing be held In 8ostan,liA. 

TURNER, W. A. , DOLAN, J, F. Massachusetts, State of. 59/08/29. tp. 


— 8012030490 Ac k receipt of 301119 Itr re disposal of two Cs-137 sealed 
sources. AEC must complete processing of application for 
renewal of License 20-00689-02 before request can be 
c ons ider ed. Requests addl info to complete review. 

MASON, J. R. Atomic Energy Commission. 99/12/23. 2pp. 


'80120304S) Instructs NRC to proceed w/requests for renewal of license I, 
sea disposal of Livermore drums. Other requests should be 
held In abeyance until after visit to 6E. 

HEIllTT. M. L. Parr-Rithmond Terminal Co, 61/09/29. ip. 


— 8012030482 Responds to 600826 Itr re 600809 explosion in Ooston 4 
restricting use of radwaste within city limits. Use of 
radioactive matl under AEC jurisdiction is subj to 
restrictions or controls to assure safe use. 

PRICE, E.R. Atomic Energy Commission. 60/09/16. 2pp. 


— 8012030493 Requests amend to Page 26 of application for mabl /byprod uct 
license. Matl will be dumped 110 miles due southeast of 
Montauk Point, Long Island. 

HARRia.R.E. Walker Trucking Co, 98/05/01. Ip. 


— 8012030494 Application for amend of Matl/Byproduet License 20-0394l-01f 
authorizing possession 4 disposal of no more than 90 lb 
source natl 4 5 g 8NM. 

DENALUTiE.W. New England Tank Cleaning Co. 58/12/10. Ip. 


— 8012030493 Requests public hearing re issuance of license bo Military 
Sea Transportation Svc for disposal of atomic wastsi off 
coast of Cape Cod,MA. 

ATKINS. J.D., HaTHERWELL, B. L , WALKER, I. 0. Provincetown, MA. 
39/00/24, app. 


— 0O12O3O4B7 Forwards 641202 rapt that shipment of radwaste was 
jettisoned at sea on 641116. Also provides latitude t< 
longitude of drop. 

PELLY, 8. 8. American Kail Line. 69/07/33. 2pp. 


— 0012030409 Provides addl info to Section FiPage 24 of supplemental 
manual to radwaste disposal app 1 lea t Ion. All containers will 
be weighed is not released for final sea disposal until min 
average density has been attained. 

HARRIS, R.E. Nuclear Cham Disposal Corp. S8/04/1Q. Ip. 


'8012030490 Foruariis Ocean Transport Co radwaste disposal records. 
Includes disposal date 4 site 4 number of drums. 

HeWITT.n.L. Parr-Richmond Terminal Co. 62/04/06, Spp, 


'8012030491 Requests authorization to take possession of two Kel Ray 
projectors. Model CA, containing 40 4 80 Cl Cf-137. for 
disposal at sea. Projectors in locked 4 sealed condition will 
not be opened. 

PERRV.O. C. Crossroads Marine Disposal Corp. 98/11/19. Ip, 
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"80120304?2 Rasponds to 590910 1 tr ra license heid by Crossroads 
Disposal Cerp. Clar 1 f ias Conditions di & II of License 
20-00685-02, 

HASOMi J. R. Atomic Energy Commission. 57/09/26. 2pp. 


——8012030493 Notifies of Ocean Transport Co disposal of raduaste at 
Commlst lonj US Navyi US Coast Guard (< State of CA disposal 
site. Raduaste consisted of 200 lb source matl>4, 3705 Ci 
byproduct matl t< 22 2 mC i radium. Detai 1 s end. 

STEINAECKERi J. Parr-Ricbmond Terminal Co. &1/0B/31, 4pp. 


——8012030494 Responds to application for matl/byproduc t license re see 
disposal of radioisotopes 4> source matl . Requests addl info 
to complete application review U/o end outline of Info 
guideline. 

iilTCHiU. W, Atomic Energy Commission. 58/04/14. 4pp. 


--8012030497 Informs of raduaste shipment to be disposed of at sea on 
600620 under License 19-00296-1 1 . 8h tpment will consist of 23 
SS-gailon drums from NB8. Max activity will be 25 mCl.Most 
hatardous radlolsatopes ulll be Ce-60iSr-90 Ct U-233. 

BROUNi U. M. Health ti Human Sarvlccsi Dept, of ■ . 60/06/08. Ip. 


— 8012030498 Katl/Dyprodoct License 04-03766-01 for Nuclear Engineering 
Coi Inc is amended in its entirety per 650127 application. 

Amend 22 euthorties race i pti poss ess 1 oni pactcaging> 1 1 brag e (< 
disposal of byproducti source L 8NM. 

JOHNSON) L. Atomic Energy Commission. 62/05/80, 17pp. 


—8012030499 Submitston behalf of Ocean Transport Co< 20-day notice of 
intention to dispose of two cubesiRev 2-60i containing 
raduaste. Lists disposal cube contants. 

HEWlTTiM. L. Parr-Rlehmond Terminal Co. 62/03/07. tp. 


--6012030SOO Discusses proposed amend to Hatl/Byprodue t License 
20-03541-01 for disposal of raduaste at sea. Re<iues t » AEC 
approval to store radioactive matl in newly acquired bldg. 
Bldg offers more security than previous storage area. 
DENAULT. E. N. New England Tank Cleaning Co. 50/11/04. Ip. 


--8012030501 Submits Ofe of Radiation Control request info ra identities 
6 quantities of radwaste to be disposed of at sea per 
proposed license to Mllltery Sea Transportat Ion Svc. 

SLATZiH. New York. NY. 59/09/18. Ip. 


— B012D30S02 Submits amends 4c changes to application for byproduct matl t> 
watte disposal 1 icense. 8upp 1 emen tal manuals of applications 
util ba provided. 

HARRIS, R.E, Welker Trucking Co. 10134. 53/04/10. 2pp. 


— 8012030504 Matl/Byproduc t License 32-00426-01 for US Fish ti Wildlife 
8vc> author 1 1 ing possession 4:/ar use of 23 mCl P-32i Ca-45 tc 
Ca-3D, 75 mCl 8r-89, Cs-IST, Ce-14 1 , Pra-147 «< Zn-65 U 124 mCl 
mixed fission products in any form, 

HASONrJ. R. Atomic Energy Commission. 59/10/29. 2pp. 


--8012030503 Advises of proposed issuance of matl/byproduct license to 
Killtary Sea Transportation Svc for sea disposal of waste 
byproduc t. source 4i 6NH in Atlantic t/. Pacific Oceans. Wastes 
would be packaged by AEC licensees it contrecters. 

PRICE.E. R. Atomic Energy Commission. 59/08/14. Ip. 


--8012030506 Notice of receipt of Nuclear-Chem Disposal Svc application 
for license to provide raduaste disposal svc. Excerpt from 
AEC 500320 Itr to MIT end. 

PRICEiK.L. Atomic Energy Commission. 59/04/04. 2pp. 


—8012030507 Notifies that four 53-gallon concrete-filled drums of 
raduaste were jettisoned at sea on 650424. Lists approx 
contents of drums, 

ETZLER, D. H. California Rssearch Gorp. 63/03/20. Ip. 


—8012030509 Lists addl units being prepared for shipment & sea disposal 
per 600511 Ur. 

BROWN, J.M. Health L Human Services, Dept. of,. 60/05/18. Ip. 


—8012030511 Requests to make appearance In proceeding re licensing of 
Valkep Trucking Go for mg t (t disposal of radwaste in State 
of CT.Llsts major issues to be addressed. Also requests final 
order, finding 4, opinion ra Power Reactor Developmant Co. 

EARLiE. Institute for Nuclear Serology. 5B/10/24. 2pp. 


— 8012030512 Responds to AEC 610220 Itr re r edes i gna ticn of raduaste. 
disposal site, US Naval Radiological Defense Lab has no 
objection to suggested redes igna t ion of ocean area defined 
as suitable for disposal of radwastes, 

BIRCH, T.L. Navy, Dept, of. 730-26. 62/03/01. Ip 


— 8012030513 Opposes proposed issuance of license bo Military Sea 
Tpantpor tation Svc for disposal of tow level radwaste off liA 
coast due to passible danger to public health it safety, 
fteque sts tha t formal hearing be held. 

WALL. W. X. Massachusetts, State of. 59/50/12. Ip. 


— 0012030514 Ack receipt of 500213 Itr re storage of raduaste preparatory 
to disposal at sea. Study is being made to evaluate 
feasibility of disposal on continental sh el f . Resul ts should 
be helpful in providing position disposal guidelines. 

HITCH, J.W. Atomic Energy Commission. 58/03/04. Ip, 


—8012030315 Ack receipt of 600511 Itr advising of intent to conduct 
waste disposal operation on 600324. Requet ts that provisions 
be made for AEC Inspaetor on ocean voyage. 

HASONi J. R, Atomic Energy Co'rmiss f on, 60/03/17. Ip. 


--B012030516 Forwards AEC announcament re land burial facilities for 
radwaste. Suggests mod of application to provide for waste 
disposal svc utillilny land burial facilities 
PRICE, H. L Atomic Energy Commission. 60/03/17. Ip. 


—8018030517 Notice of application for license to provide raduaste 
disposal svc to Crossroads Marine Disposal Cor p. App 1 1 eat i on 
specifies max possession ll-mlt of 200 Cl any byproduct metl 
having Atomic Numbers 3-84. 

PRICE, H.L. Atomic Energy Commission. 50/10/23. tp. 


'6012030519 Advises of proposed issuance of me tl/b yprO'duct license to 
Military Sea Transportation Svc for disposal of waste 
by product, sour c e 4; SNli In Atlantic & Pacific Oc eans. Wastes 
uould be packaged by AEC licensees & contrecters. 

PRICE, H.L, Atomic Energy Commission. 59/08/12. Ip. 


— 8012030520 Application for matl/byproduct 1 ie ense, author! i ing H 
Olasser ft Latarus to use 4,/ar supervise use of 3 Cl 
byproduct matl (■ 1,000 lb source matl w/Atomlc Numbers 1-83. 
liORTMANi 0. Nuc leer Chem Disposal Cerp. 58/03/07. 2pp. 


— 301203052t Advises of propo'Sed issuance of matl/byproduct license to 
Military Sea Transportation Svc for disposal of waste 
byproduct, eource & SNM in Atlantic tt Pacific Oe aans. Wastes 
would ba packaged by AEC licensees & c on tractor s. 

PRICE. H.L. Atomic Energy Commission. 59/08/12. Ip. 


—8012030522 Ack receipt of 590922 appllcatlan for metl/byproduct tlcenie 
ra era liisposal of raddp 1 sotop es. Requests addl info to 
complete revleu of app I icat ion, tne lud ing model number, make 
ti senslttvlby range of contamination survey Instrument. 

HITCH, J.W. Atomic Energy Commission. 58/10/17. 3pp. 


—8012030523 Submits contants of raduaste shipment scheduled far sea 
disposal on 600524 in accordance u/cond Itl'ons of License 
19-00296-1 I. 

DROWN. J. M. Health 4, Human Services. Dept. of.. 60/05/11. 2pp. 


— BOI2030524 Advises of proposed Issuance of matl/byproduct license to 
Military Sea Transpor tat 1 on Svc for disposal of uaste 
byproduc t. source 4, SNM in Atlantic S, Pacific Oc eans. Wastes 
uould be packaged by AEC licensees 4, contractors. 

PftlCEiH.L. Atomic E'n.ergy Commission. 59/08/06. Ip. 


— 0012030525 Informs that AEC proposes to amend License 04-00487-06. 
changing radwaste disposal area to coincide w/deslgnated 
explosive disposal area. 

MASON. J.R. Atomic Energy Commission. 62/02/20. tp. 


—0012030526 Advleoi of proposed issuance of matl/byproduct license to 
Military Sea Transpor tat 1 on Svc for disposal of wasta 
byproduc t< sours t U 8NM in Atlantic U Pacific Oc eans. Wasta s 
would be packaged’ by AEC llceneees W contractors. 

PR ICEi H. L. Atoml c Energy Conmltt ion. 59/08/04. Ip. 


— 8012030827 Ma t l/Byproduc t License 80-03541-01 far New England Tank 
Cleaning Co, au thorl 1 1 ng receipt, possession, packaging 4c 
disposal of liOOO Ci byproduct matl in Atlantic Ocean, 

MASON, J. R. Atomic Energy Corami salon. 30/10/09. 6pp. 


—0012030528 Forwards application for , matl/byproduc t license to dispose 
of raduaste at sea, Provides outline for disposal method 4, 
radiological safety procedures . W/o enc 1 , 

MORTMANi D. Nuclear Chem Disposal Corp. 58/03/05. 3pp. 


— 8012030529 Order granting motion to reopen Industrial Wasta Disposal 
Carp proceeding to admit RN Goodwin 620119 Itr, to deny 
license app 1 1 cat 1 on 4, to terminate proc eedlng. Re tated 
docuinentlon end. 

MCCaOL.tf.B. Atomic Energy Commies ion. 62/04/20. 8pp. 
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B01S030930 Notice oP ittuence o# enenil io Ma 1 1 /B^jiroduc t Lic#n«# 
19-O08i9-Il held by MIHi author 1 1 inj 2-i/r renewal oP Heonee. 
PRICEiB. R. Atomic Enerjy Commie* Ion, 63/0?('2d. 2pp. 


8012030931 Buhffilt'* dat**>*lte« & aetlrnateii activity o# uaete dt*po*ed 
of from 1949 througli 1939. 

aRQWNi^f.N. Health & Human Servie»»t Otpt. oP. . 39/12/17. Ip. 


6012030932 Submit* Info re matl/byproduc t 1 icetiit appl Icabloni In 
retponee to AEC 93092* request. Clartfle* receipts 
pa(*et»lon fc dlepoeal operation* of current actlvitla* 
under Natl/Syproduct Lleon** 04-02314-01. 

LAHiO.e:. os Ecology* Inc. IFormerlu Nuclear Enjlneerlnol 
88/10/09, 4pp. 


6012030933 Inform* that AEC ha* iiiued amend to Hat I /Byproduc t Licenie 
80-0D6B9-02 held by Cro*»road* Harlne Dlepoeal Corp. Llean*# 
ha* been amended ePfectlve 89081S to require uie oP remote 
llte* for dlipoial of low level raduaite. 

HASDNi J. R. Atomic Energy Cojin(«slon. 99/08/04. 2pp. 


8012030534 Forwerd* to City of R Ichmondr pc een Traneport Co applicatione 
for renewal of Ulcenee 04-09A6B-01 V dlepoeal of concrete 
tloeki. Appl ication Par concrete blaeli* deferred pending 
Commleilon etudia* re lea dlepotal container*. W/o tncl. 
ltASONJ^f, R. Atomic Energy Commission. *2/02/03. Ip. 


9012030933 Respond* to AEC requeet for Info re method to be used to 
offload 1< handle containers In raduaete disposal operation*. 
Integrity tests were conducted on large drums. Adequate 
llftinf devlcee will be used to load large drome. 

MICHAUOi A. A. Nuclear Corp. of America isotope* Speelalitlee Co, 
Dlv. *0/03/24. Ip. 


1012030836 Act receipt of AEG 980928 Itr re propoeal to dump radwafte 
off Hentauk Point. Opposes tea disposal of raduaste. Raquas ts 
that AEG withhold llcanslng of Ualktr Trucking Co until 
addad safety preceutton is incorporated In propoted license, 
LYHCH.C.A. Affiliation Unknown. 88/10/08. 2pp. 


3012030937 Katl /Byproduct License 19-00296-11 for NIK 1* amended In 
entirety per *30430 L 0624 epp 1 1 cat 1 one. Amend 2 
authorlies receipti poises* 1 an* packag ing & disposal of SO G1 
byproduc t matl. 

PRICErE. R. Atomic Enargy Commlislon. 63/09/24. 7pp. 


1013030938 Motion* to dong Industrial Nesta Disposal Corp application 
for matl/byproduct 1 leans* to rscalvt L store radwaeteiti to 
terminate procstdlng. Cerilf icate of Sve and. 

HADUOCKfO, F. Atomic Energy Com.nlsilorv, 63/03/21. 10pp. 


I012030S39 Forward* to Coordinator of Atomic Energy Development b 
Radiation Prottc tleni Ocean Transport Go application* for 
renewal of License 04-096*8-01 b dispoial of concrete 
blocks, li/s and. 

HABONiJ. R. Atomic Energy Ce<7imlstlan. 62/02/08, Ip. 


1012030940 Provide* list of radwaste dltpoeed of from 194* to Aug 1999 
In Atlantic Gceen. 

PERRYiO. C. Croscroads Harlne Otspoial Corp, 60/03/19. Ip. 


1012030941 Informs Health Dept that AEC has ii«uad amend to 
Hat I /Byproduct Llcensi 20-00*69-02 held by Croatroad* ftarln* 
Disposal Corp. License has been amendedi ef f ec tlve 990at9i to 
require use of remote disposal s 1 tas for leu level radwaste. 
HA80N> U. R. Atomic Energy Commies ton. 99/0B/04. Ip. 


1012030942 Application for met 1/byproduct 1 ieanser au thorl i Ing RE Harris 
to usa b/er eupervtsa us# of 19 mCi enriched U ai 
contamination on steel scrap b comtuitltle matliS mCt Co-60 
in 2r000 gallant of uatar b 3 mCl Fe-99 In water. 

HARRIS, R.E. Walker Trucking Co. 9B/03/04. 3pp. 


012030343 Ack receipt of 980913 Itr b telegram re AEC proposed 
leeuanee of license to Walker Trudlng Co for disposal of 
rariwasta In Atlantic Ocean. Ridwaste dispoial will not pose 
threat to public b anvlron health b safety. 

PRICE, C.R. Atomic Energy Commiteion. 8B/09/2*, 2pp. 


012030944 Informs that Hetl/Byprodud Ltesnee 46-03623-01 will expire 
on 600S3I.Rfqueitt that application for license renewal be 
submitted In order to continue program. Future dlepotal 
activities will be limited within 9-mlle radius, 

MASON* if. R. Atomic Energy Coirmlssion 60/06/09, Ip, 


'*^i?030948 linforiys;} that AEG ha* Iseued .amend to Hatl/Byproduct License 
20r006B9r08 held by Crossroads Marine Disposal Corp. License 
hai batn amendidi eFfeetiye 990ei9, to irequlr# us* of remote 
dleposel eltes for low level radwaete. 

PRICEi H. U. Atomic Energy Commission. 99/07/27. 2pp, 


"0012030346 Application for rtncual of Hatl/Byproduet License 
20-00683-02, aothorl I Ing receipt, possets ion b disposal at aaa 
of 200 Ci Isotopes w/Atomlc Numbers 3-83 b 4,000 lb source 
rati. 

PERRV,0. C. Crossroads Marine Dispotal Corp. 98/09/22. 7pp. 


--8012030547 Provides eddl Info to te Incorporated in application for 
matt/byproduct I Icsnse, Including storage Info, matl utsd for 
containers, radwastt treniportation b disposal operations. 

OENAUUT, E. H. New England Tank Cleaning Co. 9B/02/27. 2pp. 


•B012030S4B Oppose* AEC propoied action to dlipois of radwaite by land 
burial, urge* that eompitltlye action be luipended due to 
dleaitrous economic reiult* that would affect Independent 
waste ditposel firms. 

HUFF,T.D. US Ecology, Inc, 1 Former ly Nuclear Englnaarlngl 
3196. 60/03/10. 2pp. 


■8012030949 Notifies of 610731 raduaste disposal operation. Includes Info 
re max activity in containers, time of dispoial b number of 
cants Iner f . No unexpected or abnormal events occurred, No 
leaking from container ua* observed. 

BANNER, R.H. Coast Guard, Transportation, Dept. of. HOWLEY, J. R. 

HH8, Oapt. of, US Public Health Service. 61/07/31. Spp, 


—0012030330 Requesti that AEC reconsider terms In proposed license to 
Ualktr Trucking Co to dlpote of radwaste at tea. AEC should 
IncT'iaia distance from Long Island at which disposal is to 
be made. 

LYNCH, W. A. Affiliation Unknown. 98/09/19, 2pp, 


— 8012030551 Forwards sefs handling method* for large raduaite 
containers. 

MOSEB, A. J. Nuclear Corp, of America Isotopes Bpeclalltlcf Co, Dlv, 
60/09/06. Spp. 


--8012030932 Responds to 61t2P6 itr re application for licenie to dispose 
of packaed low lavel radweste in Oulf of Mexico, Approval of 
redweste disposal in Oulf would have serious harmful effects 
on US relatleni u/Mexlce. 

OOODUIN, R. N. State, Dept. of. 62/01/19. 2pp. 


■8012030593 Matl/Byproduct License 32-00426-02 for DOI,Fleh b Ulldlifa 
8vc Is amended In entirety per 630716 appl ication. Amend 
11 authorlies posietilon b use of 29 mCl P-32 b 29 mCl Ca-49 
In any ehemleal or physical form for ressareh. 

8R1NHMAN, R. E. Atomic Energy Cofdmlislon. 63/08/12. 4pp. 


■ — 8012030994 '^Redweste Disposal Logs." 

* Amsrican Mall Line. 80/10/17. 16pp. 


■8012030959 Notics of Issuance of Matl/Byprdduet License 20-03941-01 to 
New England Tank Cleaning Co to provide radwaste disposal 

SVC. 

PRICE, H.L, Atomic Energy Commlislon. 98/10/20. Ip, 


—8012030996 Forward* application for Itcinse to dispose of radwaete. 
Steel barge will be used temporarily at NJ site until 
weather Improves, Sutler bldg can be erected within 
end fenced area. 

LAN, 0, E. US Ecology, ine. (Formerly Nuclear Englnaarlngl 
98/02/19, Ip, 


— 8012030997 Hatl/Byproduc t License 20-00986-02 for Crossroad* Marina 
Disposal Corp Is amtndsd per 990619 appl ication. Amend 3 
euthorlsos increase of poisteslon limit to 1,000 Ci 
byproduct matl b 16,000 lb sourc* matl. Supporting memo ancl. 

PRICE, H, L. Atonic Energy Commletlon. 99/07/23. 11pp. 


■B01203099B Hetl/Byproduc t Llcenss 19-00296-11 for NIH 1* amended per 
*10307 app 1 i ca 1 1 on. Amtnd t extendi tiesns* expiration date 
to 630*30, revl sad Condition B re notification of dispoial 
b adds Condition 9 re recordkeeping. 

KlRKtR.L. Atomic Energy Commission. 61/06/19. 2pp. 


•■■■8012030999 Ordsr to show ceutt b denial of applicatione for amend to 
License 04-04730-01, euthorlxlng increase In possession 
Unit* of byproduct met! b 6NK transportotlon of radwaste 
und'er hlghsr radiation level*. 

PRICE, H.L. Atomic Energy Cooimiislen, 99/04/13. 6pp. 


■8012030960 Matl/Byproduct License 42-04230-01 for Industrial Masts 
Dtipgial Corp, author 1 ting ree sip t, p ossaeslon b storage ef 
byproduct matl b transfer of matl t'O ORNL. 

KIRA, R.L. Atomic E^nergg. Comintii ton. 60/00/10, 6pp, 


— 8012030962 Submit* content* of radwaste shipment schedule for tee 
disposal ah 610731, in aceordanes w/Conditlon 8 of License 
19-00296-11. 

ANOREMS, H. L. Health b Human Services, Dept, of,, 61/07/17. 2pp. 
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— 8012030963 Notles of lt«uance of Mat 1/Byproduc t Liconte 20-00689-02 to 
Incrtaoa pottetolon Unit to 1>000 C1 byproduct natl ti 
16> OOO lb tourct matt. 

PRICEiH. L. Atomic Energy Conml «f ion. 99/07/23. 2pp. 


—8012030964 Informs that AEC has issued Amend 6 to Hatl/Byproduct 
License 20-03941-01 held by New England Tank Cleaning Co. 

Amend renews license for 2 yrs. 

PRICE) E.R. Atomic Energy Commission. 63/07/11. Ip. 


—8018030965 Requests to be informed of changes in waste disposal field 
which might apply to argani tat lon< to mlnlffllta financial 
burden on customers. 

PERRV>0. C. Crossroads Karine Disposal Corp. 98/02/13. Ip. 


—8018030966 Notifies of 610731 radwaste disposal trip. Further details 
will be communicated, 

ANDREUS) H L. Health 6 Hunan Services) Dept, of), 61/07/09. Ip. 


—8012030967 Informs that AEC hat issued Amend 6 to Matl/Byproduct 
Llcsnsa 20-03941-01 held by New England Tank Cleaning Co. 

Amend renews license for 2. yrs. 

PRICE) E.R. Atomic Energy Commission. 63/07/11, Ip. 


—8012030969 Application for matl/byproduct 1 tesnss) authorl ting roceipt) 
possession it disposal of radwaste. 
e Nalker Trucking Co. 98/02/28. 90pp. 


—8012030970 Notice of Issuance of Amend 6 be Kett/Byproduct License 
20-03941-01 > euthorl t ing 2-yr license renewal. 

PRICE>E. R. Atomic Energy Commission. 63/07/11. 2pp. 


—8012030971 Submits info re radwaste dlspaial opirations conducted under 
Ketl/Bypreduct License 32-00426-01) in response to AEC 980620 
Itr. Includes location of disposal sltS) container Info it matl 
content. 

CHIPMANiN.A. Interl ot) Dept, of ) Fish it Mlldlife Servlet. 10763. 
98/07/07. 2pp. 


—8012030972 Application for renewal of Matl/Oyproduct Llcinse 
20-00689-02) authorl I Ing receipt) possession) use it dlsposel of 
100 g SNM it 16)000 lb source matl In all forms escept 8NH. 
License excerpt end, 

PERRY)O.G. Crosiroads Herlne Disposal Corp. 61/06/29. 16pp. 


—8012030973 Notifies of proposed waste disposal trip to seat util 1 1 ing 
US Coast Guard facilities, Shipment will consist of 24 vaults 
it 11 stael drums cantalning no more than 9 Cl of activity, 

Exact schedule it disposal date will be communicated. 

ANOREVia. H. L. HHSt Dept, oft U8 Public Health Bervlee. 63/04/23. 

tp. 


—8018030974 Notice of receipt of New England Tank Cleaning Co 
application for license to provide radweite disposal sves. 
Application specifies max possession limit of liOOO Cl total 
byproduct matl. 

PRlCEtH. L. Atomic Energy Commission, 98/01/20. tp. 


—8012030979 Forwards list of wastswater per 990629 telcon. Requests 
advisement as to whether matl could be dumped in ocean at 
dumping grounds under present 1 Icenset us Ing dilution method. 
PERRViO.C. Crossroads Karins Disposal Carp. 98/07/01. 2pp. 


—8012030976 Matl/Byproduet License 20-03941-01 for New England Tank 
Cleaning Co Is amended In Its entirety per 630126 
application. Amend 6 authorlies receipt) possession) packaging 
ti disposal of byproduct) source 1< aNht. 

PRICE) E.R. Atomic Energy Commission. 63/07/11. Spp, 


—8012030978 Opinion it final decision re Industrial Haste Disposal Corp 
application for matl/byproduct 1 Icense. Approves application 
for receipt t storage of packaged low lovel byproduct matl 
only. Excerpt from order end. 

MCCONE) U. A. ) ORAHAH) J. a. Atomic Energy Commission. 60/06/22, 

41pp. 


—8012030979 Forwards Amond 9 to Matl /Byproduct License 20-03941-01) 
renewing license for 2 yrs it authorltlng transfer of 
licensed waste to AEC daelgnated land burial sites for 
disposal. M/o sne 1. 

LONENSTEINiR. Atomic Energy Commission. 61/03/16. Ip. 


—8012030980 Provides Info In response to AEC requeit re application 
for renewal of License 20-03941-01, Original application ^or 
license remains same w/exeeptlon that Lovell Island will not 
be used as disposal site. 

DENAULT)E. H. New England Tank Gleaning Co. 63/04/16. 3pp. 


—0012030381 Forwards NIH application for renewal of Lieente 19-00296-11 
authoriiing disposal of law Isvsl radwaste in Atlantic 
Ocean. H/o incl. 

PRICE) E. R. Atomic Energy Commission. 63/06/13. Ip. 


— BO12O30SB2 Submits responses to AEC S80103 questions re applicetion for 
matl/byproduct license to dispose of radwaste. Veer ly 
summaries of radwaste dumped In Pacific Ocean by U8 end. 

DENAULT)E. M. Halter Trucking Co, 98/01/17. Bpp. 


—8012030984 Requests addl Info re 969516 application for renewal of 
Matl/Byproduct License 32-00426-01. Review of application 
will continue upon receipt of Info. 

BOHYER) J. E. Atomic Energy Commission. 98/06/20. Ip. 


—6012030989 Forwards Amend 9 to Matl/Byproduct License 20-03941-01) 
renewing license for 2 yrs it authoriiing transfer of 
licensed waste to AEC designated land burial sites for 
disposal. H/o end. 

LOUENSTEIN. R. Atomic Energy Commission. 61/03/16. ip. 


— 8012030986 Notice of issuance of Amend 2 to Matl/Byproduet License 
20-0394i-0l) held by New England Tank Cleaning Co# to store 
package byproduct matl for sea disposal. 

MASON) J, R. Atomic Energy Ce)nm{sslon. 96/12/11. Spp. 


— 8018030987 Advises that Industrial Haste Disposal Carp has applied for 
license to dispose of radwaste In Oulf of Mexico. Commission 
will take no final eetlon w/rexpeet to pending applications 
for initial licensing for ssa disposal. 

PRICE) H, L. Atomic Energy Commlitian. 60/01/19. tp. 


— 8012030589 Informs that License 20-03941-01 will not expire until 
rtnewel applicetion hes been determined by Commiselon, 

BUCHANAN) C, R, Atomic Energy Cemnlsslon. 60/10/21. ip. 


—6012030990 Application for renewal of MaU/Byproduet Lieente 
20-00689-02) authorltlng possession) use li disposal of 3)000 
Cl tritium) too g BNM li 16)000 lb souret matl in all forms 
txcept SNM. 

PEfiRY)O.C. Crossroads Marine Disposal Corp. 19988. 99/06/19. 

16pp. 


—8012030991 Matl/Byproduet License 20-03941-01 is amended per 981104 
app 1 ication. Amend 2 revises Condition 7 rt storage (< 
packaging of byproduct matl for sea disposal. 

MA80N)J.R, Atomic Energy Commission. 99/12/11, Ip. 


— 6012030993 Notifies that Mayor of BostoniMA has been Issued listed 
documents. Company wishes to retain license for sea disposal. 
DBNAULT<E. M, New England Tank Cleaning Co. 63/04/04. 2pp. 


—6012030994 Responds to 621022 Itr, Revised radwaste disposal instruction 
is satisfactory, License requires that only individuals named 
in license can prepare radwaste for disposal. 

BA68IN)N. Atomic Energy Commission. 62/10/29. Ip. 


—8012030999 Discusssi briefing paper for M Elsenhower in anticipation of 
990812 trip to Mexico. Revises statement re radwaste disposal 
in Oulf of Mexico. 

DALTON) A. T. Atomic Energy Commission. 99/08/13. 2pp. 


—6012030996 Notice of application by Halker Trucking Co tor license to 
provide radwaste disposal svc. App 1 ication specifise max 
posseseion limit of 90.216 Cl total any byproduct U source 
matl. 

PRICE>H, L. Atomic Energy Commission. 96/06/13, tp. 


—6012030997 Notifies AEC of waste disposal trip scheduled during firet 
2 wks in Ndv 1999 from NIH) Be thesda) MO to Norfolk) MA. 

Description of matl will be provided. 

BROUN) J. M Health & Human Services) Dept, ofi . 59/10/20. Ip. 


—8012030998 Hatl/Byproduct License 20-00689-02 It emended per 620907 
app 1 ication, Amend 7 reviews Condition 2 rt packaging It 
disposal of radwaste. 

LOUENSTEIN) R, Atomic Energy Commission. 62/10/12, Ip, 


—6012030600 Responds to 990509 Itr re proposed Issuance of license to 
NIH to dispose of low level radwaste In Atlantic Ocean. 

Forwards memo outlining principle factors considered In 
prepeeed license. H/o end. 

ROOERSiL. R, Atomic Energy Cammlislon. 99/09/28. tp. 


—6012030602 Forwerds updated Info concerning dlspoeal of radueste In 
Oulf of Mexico) in response to DOS request li in antleipatlon 
of M Elsonhower trip to Mexico, 

VOOELiC.C. Atomic Energy Commission. 99/08/16. 8pp. 



336 


NONDOCKETED ITEMS 


—6012030603 Requests that raduiaste disposal Instructions bo revised to 
conform w/terms t conditions of License 20-00695-02. Roce ip t 
of liquid uaste is not perml t ted. Packag ing of sea disposal 
must be dons by OC Perry or JJ Nuss 
OASSIUi N. Atonic Energy Con.'oiss I on. 63/0'9'/27, Ip. 


— 601S030605 Requests to intervene in proceeding re proposed Issuance of 
natl/byproduct license to authorlie disposal of uaste in 
Atlantic Ocean at depth of 1 1 000 fathoms. PR notice enc 1. 

TORSQM.O.M. Affi iiation Unknown. 59705/09. 2pp. 


— 6019030606 Application for reneual of Ka t 1 /Ey produc t License 
20-00665-024 10 provide raduaste disposal op erat i on. Request s 
author i latlon to dispose of uastes at any authorlied land 
burial site in US. 

KURPHV. J. D. Allied-Crossroads Nuclear Corp 64/09/04. 7pp. 


—6019030607 PoTuards amend to Crossroads Marine Disposal Corp 
application for reneual of License 20-00665-02. 

OOLDiO. M. GotdiO.U 62/01/09. Ip. 


--B012030603 Informs that Commission has issued mat I /by product Itconse to 
NIH authoriilng disposal of lou level raduaste In Atlantic 
Ocean. Poruards proposed PR notice. 

PRlCEiH.L, Atomic Energy Commission. 99/09/25. Ip. 


— 8012030609 Requests response to Congressman Rogers 390B0’4 request for 
info re manner In uhich AEC supervises U polices licensees 
fotlouing Issuance of license for sea disposal of lou level 
raduaste. Transmit ttal shoot end. 

DONQUAIh R X. Atomic Energy Commission. S9/06/0S, 2pp. 


--8012030611 Amend to application for reneual of License 20-006S5-02i 
changing address of facility <■. adding JP Cronin as user & 
radiation protection officer. 

s Crossroads Karine Disposal Corp. 62/01/00. 6pp. 


--8012030612 Notice of issuance of Mat 1 /Byproduct License 17-00296-11 to 
NIH to receive pac kage< possess dispose of byproduct mails 
in Atlantic Ocean. 

PRlCEtH.L. Atomic Energy Commission. 59/OS/2S. Ip. 


--6012030614 Submits contents of radusste shipment schedule for 620620 
sea disposab in accordance u/Condltion 6 of License 
19-00296-11. 

BROi'Ni J. M. Health ti Human Servicesi Dept. oft. 62/OQ/lO. 2pp. 


--B0I203061S Katl/Dyproduc t License 19-00296-11 for NIHt author 1 1 Ing 
rec e ip ti possession! paclag ing & disposal of byproduct mail In 
Atlantic Ocean. 

RRKErH.t. Atomic Energy Commission. 89/05/29. 6pp. 


—8012030616 Notifies of raduaste disposal at lea on 640819 in accordance 
(u/Conditlon 0 of License 19-00296-1 1, 8h 1 pment consisted of 
24 concrete vaults containing 3.05 Cl byproduct matt, 

BHaiJN.J.M, HH3! Dept, of, ys Public Health Service, 64/08/84. 
ip. 


"8012030618 Noti flea of raduaste disposal trip by 620810. Coast Guard 
facilities will be utl I ii ed. Fur ther details ulll be 
communicated. 

ANDRENSi H. L. Health & Human Services, Dept. of,. 68/00/03. Ip. 


—8012030619 Submits addl & corrected info re application for matl/ 
byproduct license per NRC request. App 1 teat ion should be 
amended to read 100 Cl byproduct matl U 1,000 lb source 
mat. Corrects typographical error re disposal site. 

MORTHAN, D. Nuclear Chera Disposal Corp, 10965. 59/09/14, 4pp. 


—6012030621 Submits contents of raduaste shipment scheduled for tea 
disposal on 620620 In accordance u/Conditlon S of 
License 19-00296-11. 

BROVIN, J.M, Health t, Hunan Services, Dept. of,. 68/06/89. 2pp. 


—6012030622 Notifies of proposed uaste disposal trip on 640019 in 
accordance lu/Cand i tlon 8 of License 19-002961 1 . Coast Guard 
facilities will be utlliied. 

BROUN, J.K. HH8, Dept. Of, US Public Health Bervlc*. 64/08/03. 
tp. 


—8012030623 Notifies of uaste disposal trip schsduled for 590310 from 
NIH. Arrangements can be made for NRC Inspector to 
participate. FR notice end. 

0RQU'M,3. M Health E Human Services, Dept. of,. 99/09/07. 4pp. 


— 8012030625 9obmlts info re contents of raduaste shipment scheduled for 
620619 sea disposal in accordance u/Conditton B of 
License 19-00296-tl. 

BROWN, J.M, Health V Homan Services, Dept, of,, 62/06/00, 2pp. 


"0012030627 Notifies of proposed uaste disposal trip to sea in Kay 
1962. Coast Ouard facilities will be ut 1 1 1 zed. Fur ther details 
ui 1 1 be c ommunlcated. 

ANDREWS, H.L. Health & Human Services, Dept. of,. 62/03/09. Ip. 


— 8012030628 Natl /Byproduct License 20-00685-02 Is amended per 640207 
appl 1 cat i on. Amend 8 revises Condition 2 re disposal, 
packaging 6 receipt of byproduct matl. 

PRlCEiE.R. Atomic Energy Commission. 64/03/25. ip. 


— 8012030629 Notice of proposod issuance of mat 1/byproduct licence to 
NIH to dispose of low level raduaste in Atlantic Ocean. 

Proposed license 6 supporting memo end. 

PRICE, H.L. Atomic Energy Commission. 59/04/27. 18pp. 


—8012030631 Hatl/Qyproduct License 20-00669-02 to Crossroads Marine 
Disposal Corp Is amended in entirety per 610629 (t 1819 It 
680106 6 0187 app 1 icat Ions. Amend 5 authorizes receipt, 
packaging 6 disposal of byproduc t, source 6 8NM at sia, 

KIRKiR.L. Atomic Enorgy CoiTifnisslon. 68/04/19. 9pp. 


— 8012030632 Notice of application by Nuclear Engineering Co, Inc for 
license to provide raduaste disposal svc. Application 
specifies max possession limit of 400 Cl total byproduct 6 
source matl 6 8 g 8NM. 

PRICE, H.L Atomic Energy Commission. 58/03/31, Ip. 


— 8013030633 Addl amends to application for renewal of License 
80-00685-08, add ing mods to roof of proposed facility 6 nods 
to customer Ini true t Ions, ravl sing pressure relief valve 6 
eliminating name of JP Cronin. 

PERRY, O.C. Crossroads Marine Disposal Corp. 62/01/87. 4pp. 


— 3018030633 Informs that AEC has issued Amend 10 to License 20-00665-02 
held by Allied-Crossroads Nuclear Corp. Amend deletes 
authority for storage of raduaste metis In Dorchester, HA 6 
for disposal by burial at sea. 

MCBRIDE, J. A. Atomic Energy Commission. 65/08/24, Ip. 


— 8019030637 Discusses resolution contained In L Smltzei 590716 Itr re 
AFC intentions to authorize raduaste disposal In Oulf of 
Keiico area. Transmitta 1 sheet end. 

LLIEDECKE, A. R. Atonic Energy Commission. 59/07/31. 3pp. 


— 0019030639 Informs that AEC has issued Amend ID to License 20-00605-02 
held by Allied-Crossroads Nuclear Corp. Amend deletes 
authority for storage of raduaste metis In Dorchester, HA 1< 
far disposal by burial at sea. 

HCDRIDE, J. A. Atomic Energy Commission. 65/08/24. Ip. 


—0018030640 Forwards Tarpon Springs Sponge Exchange S90716 resolution 
protostlng raduaste disposal into Oulf of Mexico. Requests 
review 6 eom.rant. 

SMATHERS.O. Senate. 59/07/21. 2pp. 


— 8018030644 Forwards Amend 10 to License 80-00685-02. Amend deletes 
authority for storage of raduaste metis In Dorchestir, HA It 
for disposal by burial at sea, W/o end. 

MCBRIDE, J. A. Atomic Enorgy Commission. 65/08/24. Ip. 


—6012030645 Responds to 590603 Itr forwarding TX Game It Fish Association 
590729 Itr. Industrial Waste Disposal Corp application to 
dispose of raduaste Is scheduled for oral argument before 
Commission on 591013. 

DONAVAN.R. X. Atomic Enorgy Commission. 59/08/14. Ip. 


—6018030646 Statement before Joint Committee on Atonic Energy re 
H. R. 0187, restrict ions on dumping of raduaste into Oulf of 
Mexico. 

YARBQROUOH. R. Senete. 59/07/89. 8pp. 


—8012030647 Notice of Amend 9 to Katl /Byproduct License 20-80605-02, 
deleting authority for storage of raduaste in Dorchester, HA 
L for disposal by burial at sea. 
e Atomic Energy Cemml st ion. 65/08/84. 2pp. 


—8012030648 Submits Info re Commission Instructions It regulations for 
licensing disposal of raduaste at saa, In response to 590618 
request. Forwards NBS Handbook 58, “Disposal of Raduaites 
In Ocean. " W/o end. 

BUCHANAN, C. R. Atomic Energy Commission. 59/07/01. 8pp. 


— 8012030649 Responds to 590615 Itr transmitting Corpus ChrlstlxTX, 
Chamber of Cammtee 590613 telegram re application of 
Industrial Waste Disposal Corp for license to dispose of 
lou level raduaste in Oulf of Mexico. 

PRICE, H.L. Atomic Energy Commission. 59/07/19. Ip, 
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”0012030630 Matl/Bi<produc(r Lle«ns« 20-00608-02 #or A1 1 led-Crtnsroad* 
Nucl**P Corp i« amanded in antirefev par 630603 
apptlCpUon. Amend 10 authorl>a« receipt & padeetsion of 
waft* byproduct pactage* for dlipotal at land burial iltei. 

* Atomic Energy Cotnmleelon. 65/08/24. 6pp. 


—0012030681 Notified that radwaete dhipmant tead dlepodad of at dsa an 
630714. Lldtd eontentd) dertal numberi wel gh t i activity of 
dh Ipcient. 

BROWN. J.H, HH8, Dept, of, US Public Health Service. 68/07/16. 

Ip. 


-0012030633 DldcusdOd 890620 Ur transmitting U Negley 390613 Itr re 
Industrial Waste Dispasal Corp application for license to 
dltpose of low level raduaste In Oolf of Mexico. ABC is in 
process of final ae t ion. Related info end. 

LUEDECKE. A. R. Atomic Energy Commission. 89/07/10. 9pp, 


-8012030684 Exceptions to Examiner la, mediate decision to grant license 
to Industrial Waste Disposal Corp to race ive, process, 
pacicege t< dispose of raduaste in Oulf of Mex Ico. Cer t if lea te 
of Cve end. 

NEWMAN. E. W Sportmen's Club of Texas. Inc. 89/06/17. ISpp. 


-8012030696 Application for amend to Matl /Byproduct License 20-006B9-02. 
deleting Amend 9. due to economic considerations. 

MUfiPHV. 0. Allied-Crossroads Nudoar Corp. 65/07/09. Ip. 


-8012030697 Proposed findings of fact t. conclusions re Industrial Waste 
Disposal Corp application for matt/byproduct license. License 
should be denied due to threat posed to public health ti 
safety. Certificate of Sve end. 

NEWMAN) E.W. Bportmen's Club of Texas, Inc. 59/04/10. 13pp. 


-0012030660 Response to applicant findings of fact tt conclusions of law 
rt Industrial Waste Disposal Corp application for matl/ 
byproduct 1 Icense. App 1 leant failed te produce sufficient 
evidence to guarantee safe operation of waste disposal. 

SMITH, F.L. Nueces County, TX. 89/04/10. 2pp. 


-0012030661 Submits resolution adapted by Oalvesten Chamber of Commerce 
Board of Directors re Industrial Waste Disposal Corp 
application for license to recs Ive, process it packags 
raduaste for disposal in Oulf of Mexico, 
a Texas, State of. 39/06/17. 2pp. 


-0012030662 Discusses Jersey City Real Estate Board, Inc S90916 
resolution re disposal of redwaste In Atlantic Ocean. See 
disposal operations are being conducted In manner that is 
adequate te assure protection of man 4, natural resources. 
KIRKiR.L. Atomic Energy Commistlon. 39/10/18. 3pp. 


-8012030664 Intermediate decision re Industrial Waste Disposal Corp 
application for matt/byproduct license to receive, store (i 
dispose of raduaste. License is granted. Senate resolution Sc 
excerpt of testimony Sc pleading end. 

JEWSCHi 8. W. Atomic Energy Comcnlssion. 59/08/29. 40pp, 


-0012030667 Responds to Commission on Atomic Energy 991001 telcon re 
proposed issuance of license to Military Sea Transportation 
8vc to dispose of raduaste in Atlantic Sc Pacific Oceans, 
foriuards notice of proposed issuance of License. W/o and. 

MABON. J. R. Atomic Energy Commission. 39/10/01. 2pp. 


-0012030668 Notice of proposed issuance of matl/byproduct license to 
Industrial Waste Disposal Corp to provide raduaste dispcjsal 
SVC. Draft license Sc supporting memo end. 

MASON) J. R. Atomic Energy Comcnlssion. 38/11/84. 9pp, 


-0012030670 Responds to 890902 Itr re proposed Issuance of license to 
Military Bea Transportation Sve to dispose of raduaste in 
Atlantic S Pacific Oceans. Raduaste is minimal. Poruards NRC 
ftatement re preeent tea dleposal practleee. W/o end, 

PRICE. H.L. Atomic Energy Comcnlssion, 39/09/81. 2pp. 


-8018030672 Notifies of proposed 630713 waete disposal at sea. Coast 
Ouard facilities will be utllixed. Shipment will consist of 
six concrete vaults containing 4.310 Cl activity. 

BROWN. J.M. HH8. Dept. of. US Public Health Service. 63/06/15. 
IP- 


-S018030673 Resolution by Jersey City Real Estate Board. Inc opposing 
disposal of raduaste in watere ad jacent to chores of NV (< 

NJ until further studies are made.Atoinlc uaeta ehould be 
ftored to prevent future contamlnetion. 

K00R8E.8. H. Affiliation Unknown. 89/09/16. tp. 


— B012030676 Ha 1 1 / By prod uc t LlcxniB 32-00426-08 for DOI.Fish «, Wildlife 
Sve is amec^ded in entiretcy per 6S0129 app 1 i cat i on. Amend 
17 authorlxes possession & use of no more than 100 mCi any 
rad ionud Ide, e xcep t Au-196 tc cnlxed fission products. 

BRINKMAN, R. E. Atomic Energy Commission. 63/08/16. 3pp 


— S012030677 Confirens 890911 tetcon re sea disposal of raduaste. 
Conference has been scheduled for 390923 u/state & local 
officials to discuss AEC policies re sea disposal of 
raduaste. Oe ter ml net 1 on of f orcnal hearing will follou. 

PRICE, H. L. Atomic Energy Commls si on. 89/09/16 . 2pp. 


— 8012030678 Ma t 1/Byprod uc t License EO-00668-02 for Allied-Crossroads 
Nuclear Corp is amended in entirety per 640904 
app 1 tea t ion. Amend 9 authoriies r«e e ipt, transpor t & storage 
of waste byproduct, source & SNIi for disposal et sea. 

JOHNSON, L. Atonic Energy Commission. 68/01/00. 9pp. 


--601 2030682 Notifies of proposed 670630 raduaste disposal trip. US 
Coast Ouard facilities uill be utillied. Shipment wilt 
consist of sli concrete vaults containing 30.8 Cl activity. 
BROWN, J.M. HH8, Dept, of, US Public Health aarvlce. 67/05/89. 
tp. 


--6012030683 Responds to 590818 itr re proposed Issuance of license to 
Military Sea Transportat ion Sve to dispose of prepackaged 
low level uasta in Atlantic t: Pacific Oceans. Foruards notice 
of proposed Issuance of license. W/o end. 

PRICE, H, L. Atomic Energy Commission. 89/09/00. 3pp. 


— 8012030685 Requests revision of application for renewal of License 
20-03941-01, de 1 e ting continued authority to dispose of 
waste at sea. Waste disposal uill be by transfer to 
authorised per sons. Related Info end. 

DENAULT, E. W. New England Tank Cleaning Co. 67/03/18. 8pp. 


--6012030688 Forwards application for amend to Matl/Byproduct Licenses 
04-02314-01 «( 04-02314-08 to Include AL Smith as authorised 
user of byproduct matl. Also submits addl Info to be 
included in 860218 application fur waste disposal license. 

LAW, J. E. US Ecology, Inc. {Formerly Nuclear Engineering! 

50/04/02. app. 


— 8012030692 Application for amend of Matl/Byprodue t Licenses 04-02314-01 
It 04-02314-02 to include AL Smith as author lied user of 
by produc t matl. 

» US Ecology. Inc. iFormerly Nuclear Engineering) 

58/04/02. Ip. 


— 8012030693 Forwards Ma tl/Oy produc t License 20-00685-01. author 1 1 Ing 
disposal of byproduct It source matl. License is valid for ] 
yr. Requests to be informed of raduaste quantity disposed of 
during valid per iod. W/re la ted info. License not end. 

ROOERBiL.R. Atomic Energy Conmlsston. 86/06/22. 14pp. 


—0012030696 Supple Info provided on 390211 re application for license 
to dispose of raduaste at tea. Including type of uaste 
con talnersi weigh t (i possettion limits. 

ANDREWS.H.L. Health i Homan Services. Dept, of,. 59/03/10. Ip. 


8012030004 FOIA request, on behalf of N Leuilt It J Conuell. for documents 
re sites used for dumping raduaste in Pacific Ocean. 

8PAIN.0.H. Affilietlan Unknown. 60/06/23. 3pp. 07150:030. 


8012030864 Responds to FOIA request for abstracts of NRC computer 
programs available to public. NRC has no documents subj to 
request. Info may be obtained from Technical Data Mgt Ctr. 

NTI6 l./or NaU Computer Code Ctr. 

FELTON. J.M. Division of Rules and Records. 60/11/25. Ip. 
07149: 248. 


6012030669 FOIA request for abstracts of NRC computer programs 
aval 1 ab 1 e to pub 1 1 c. 

MOONEV.C. P. Engineering Design Cone epts. Inc. 80/10/30. Ip. 
07149; 246, 


6012030374 Responds to FOIA request for info re routes tt quantities of 
14 spent nuclear fuel shipments passing through Binghamton. 

Nf.Forwards NUREO-0723 U NRC Announcement 80-191. W/o }/ 

NUREO-0728, h 

FELTON. J.M. Division of Rules and Records. 80/11/21. Ip. i; 

07149:238, 

I 

— 8018030882 Excerpts from "Spent Fuel Route Survey . Og densburg. ■NV' to 
Savanneh River Fae i 11 ty. 8C. " 

e Commissioners, 79/11/30, 3pp, i-.. 


801203D87S FOIA request for info re routes 6 quantities of 14 spent 
nuclear fuel shipments passing through Binghamton. NY, 

SHARTZLANDERi D. Sun-BuIletln Slnghsmton, NV. 60/07/11. Ip, 
07149:239. 


s 
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S012430916 Reaponilt to FQIA roquoat for all documont* caffimantlng on 
final rule 10CFR‘)0> “Deletion of Source Kitl Hedletnali from 
Oenaral Licenie of small fluantitiae of Source Matl." 

Foruardt documente lilted in App A. 

FELTOtii J. K. Division of Rules and Records. BO/l l/Sl. Spp. 

07191: 130. 


6012030928 FOIA reiiuest for all documents commenting on final rule 
lOCFfidOi "Deletion of Source Katl Kedicinali from Oeneral 
License of Small Quantltias of Source Hatl. '' 

WATSON, T.M. FOl Service. 001386. 60/11/03. tg. 07131:132. 


6012060103 Responds to FOIA request for records re NRC oppaeltion to 
mating fire protection rule applicable to future planta or 
licenses ti future application of rule. Poruiards documents 
11s tad In App A. 

FELTOM, J. H. Division of Rules and Records. 60/12/03. 2pp, 

07189: 187. 


~-8012080116 Comments on proposed App 6 re fire protection. Olsagreee u/ 
valver of requirement for automatic flra luppreaslon $< 
supports five member fire brigade for most plants. 

SCHSOEDERrF. Division of Systems Safety. 79/11/13. Ip. 


S012080109 FOIA request for records re NRC opposition to making fire 
protection rule applicable to future plants or licansei & 
future application of rule. 

WATKIN8.I1. Debevoise i: Liberman. 80/11/lB. 3pp. 07109:169. 


6012030161 Addl response to FOIA request for nine categories of info re 
fees concerning ul thdraun, suspended or postponed 
appl Ications. App lists doeumants provided. 

FELTON.J.N, Division of Rules and Records, BO/11/26. 2pp. 

07190; 893. 


■*-8012080163 Discusses ImplUattons of recent court decisions re NRC fees 
to licensees for sves rendered. Includes introduction) bes Ic 
guidelines from specific cases L notes on specific 
questions. 

8TRAUSS(F. L. Office of the Oaneral Counsel, 77/01/13. llpp. 


"8012080174 Responds to 770811 memo re development of proposed schedule 
of license fees. Functions which ere attributable to lesuanee 
of specific domestic licensee have been reviewed, One 
function uae identified. Related info end. 

STRAUSS) P. U. Office of the Oeneral Counsel. 77/08/83. 4pp. 


--8012080179 Submits changes to SECY-77-201 re proposed revised echcdule 
of license fees.Paper should be approved for publication. 

8TRAUS8.P. L. Office of the Oeneral Counsel. 77/04/20. 2pp. 


--6012080163 Forwards OAO reptt "Establishing Proper Fee Schedule l/nder 
Independent Qfes Appropriation Aetil99S. “ Rept may be of 
Interest In view of NRC efforts to establish revised fee 
ech edtile. Draft GECY paper end. 

HCTlERNANi T. J. Office of Inepector ts Auditor. 77/06/13, Spp, 


8012110140 Rtsponde to FOIA request for sis categories of info ra fire 
protection requirements in App R to lOCFRSO. Forwards draft 
repti "Fire Protection for Colocated Elements a# Redundant 
Otvsi “ which will be placed in FOR. 

FBLTO.'I. J. N. Division of Rules and Records. 80/12/03. Lp. 

07223:346. 


--80121 10137 Forwards preliminary draft rapt) "Fire Protaetlon for 
Colocated Elements of Redundant Dlvs. " 

CAI1PBEUL) J. A. Oage-Babcoek Associates) Inc. 7917-3. 79/08/07. 


■8012110164 Preliminary draft rapt) "Fire Protaetlon for Colocated 
Elements of Redundant Dive. 

• Oage-Babcoek Associates) Inc, 79/00/07. a9pp, 


6012110146 FOIA request for sis categories of Info re fire protection 
requirements in App R to 10CFR90. 

UATK1N8>H. DsbsvoUe l) Liberman. 80/11/18. Spp. 07283:347. 


8012110164 Partial responsa to FOIA request far Info re spent nuclear 
fuel transportation routes) Inc tudlng those utillseil by 
military) packaging) shipments metis being transported. 

Forwards draft NURE0-07a8 it NVREO-OSaS, (f/o end. 

FELTON) J.M. Olvliloh of Rules and Records. 80/12/03. Ip. 
07224:078. 


6012110193 FOIA request for Info re spent nudoar fual transportation 
routes) Including these. utillsad by mil ttary) nature of 
packaging) shipments h precise metis being transported. 

DAVI81W..J.;. :CaHfornia) UnIv. of) Santa Crux, .80/10/29, 2pp. 

• 07224 ! 079 . • 


8012110200 Responds to FOIA request for all documentation ra Armadillo 
Coalition of Tk or any affiliate organl latlons. Forwardi 
documents listed In App A. 

FELTON, J. ti. Division of Rules and Records. 60/11/26. 3pp. 

07324: 081. 


--8012110216 Forwards FOIA request for documents re Armadillo Coalition 
of Tk. Requests documents subj to request, number of documents 
which may be withheld from public dlscloture It any problems 
antieipatsd In processing request & response. N/o end. 

CARR,J. C. Division of Rules and Raeords. 80/09/19. Ip. 


— 8012110223 Requests that listed documents be provided in responsa to 
FOIA request re Armadillo Coalition of TX. 

CARR,J. C. Division of Rules and Records. 80/09/32. Spp. 


--8012110231 Foruardi documents subj to FOIA request re Armadillo 
Coalition of TX.M/o ends. 

BAILEY, I. K. Records Services h Facilities Branch. 80/09/26. tp. 


— 6012110233 Advises that Div of Security has no documents subj to FOIA 
request re Armadillo Coalition of TX. 

KIOD)D.O. Security Policy Branch. 60/09/29. 2pp. 


— 8012110243 Forwards FOIA request for documents re Armadillo Coalition 
of TX. Requests documents subj to request, number of documents 
which may bs withhold from public disclosure h any problems 
anticipated in processing request h response. N/o end. 

CARfJ.C. Division of Rules and Records. 80/11/12, Ip. 


—8012110232 Advises that IE has no documents subj to FOIA request re 
Armedlllo Coalition of TX. 

HULLlNIXtU. Office of Inspection It Enforcement. Office of the 
Director. 60/11/20. Ip. 


8012110206 FOIA request for all documtntation re Armadillo Coalition of 
TX or any affiliate organltatlens. Affidavit of Identity 
end. 

BELIN, A. Center for Law In the Public Interest, 00/11/06. 2pp. 
07824: 084. 


6012110308 Responds to FOIA requstt for spent fuel transportation route 
from GNL through NY City 6 proposed route through Long 
Island. NRC has no documents subj to request, DOE may be 
contacted for info. 

FELTON, O.M. Division of Rules and Raeords, 80/12/03. Ip. 

07224: 086, 


6012110216 FQIA requsst for spent fuel transportation route from BNL 
through NY City 6 proposed route through Long Island, 

0R0a8NAN,K. Island Closeup News Bervire. 80/11/18. Ip. 07224:007. 


8012110438 Addl rtsponsd to FOIA request for documents rt nuclear 
Incident in USSR in 1933. Forwards documents listed In App A. 
FELTON, J. K. Division of Rulss and Records. 80/12/03. 8pp. 
07227: 140, 


■8018110448 BECY-79-416 

Provides Commission w/summarg of reported events in U6BR rs 
safety of peaceful nuclear activities. Forwards listing of 
reported USSR nudear events, news articles re nuclear evant 
6 evaluation papers 4; repts, 

8HEA1 J. R. Office of Internationa 1 Programs, Director. 79/0'6/86. 
32pp. 


•8012110432 OU8-79-124 

"Safety Problems of PUR Reactors. " Related documentation 
ant 1 . 

SIDORENKO, Y. A. ■ VOINESENSKII, B. Union of Bovlet floeiallet 
Repub lies. 79/06/26. 33pp. 


--8012110460 Forwards Nuclear Safety article entitled, "Another 
Perspective of 1938 U88R Accident, " First pegs only end, 
OIUNSKY, V. Commissioners. 79/06/07. 8pp. 


--6012110463 Aek receipt of metis prepared by reeaarch dapte on how TKl 
Incident was handled In eastern Europe 4, USSR. Future related 
documentation shouldalsobaprovlded, 

0ILIM8KY,V. Commlsfionars, 79/06/07. lp. 


— 8012110471 Forwards matl prepared by research dapts on how TMI incident 
was handled in eastern Europe t, USSR, tndudee rept on USSR 
nuclear power prog ran 6 description of broadcast operations. 

BUELL) N. A. Radio Free Europe/Radio Liberty. 79/03/30. lp. 
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8012110980 R«y)>onilf to POIA ro^ua-it for documanti> lubmittad by Neodlta 
Dosorb 8t«r>rt pracautlona takan on apanb fytl «hlpinanVa 
n«ar NaadlatiCA tt Info concornlnp control of truck apeada. 

Porttardf documanta liatad In App A. U/o one It. 

FELTOtlt J. t1. Dlvition of Rulat and Racordt. BO/ISirOd. 2pp. 

07227; 143. 


80121109S1 PQIA ra<iuaft for documantit tubrnl 1 1 ad by Noadlat Daaort Stari 
ro pracautlona takan to provlda lacurtty on tpant fual 
• hlpmanta naar NaadlatiCA Info concarninf control of truck 

<po«d. 

SQUIBB. J.F. Affiliation Unknoun. ao/10/29. Ip. 07227:145. 


8012110924 Addl raaponta to FQIA raquaat for docunantt ra NRC 
conaidaratlon of llcanalng facility It tranacripta of cloaad 
Cormltalon maatlngt. Feruarda CN Smith 790927 maino. Info 
partially uithhald (raf FOIA Examptlon 3). 

FELTON. J. K. Dlvition of Rulat and Racordt. BO/12/04. 2pp. 


--8012110928 Trip rapt of 790918-21 vliit to facility to Invattlgata 
dkcatilva invantory diffaranee for Juna-Auj 1979. PrO'Vldat 
chronology of avanti. Info partially uiithhald (raf FOIA 
Examptlon 3). 

SNITH.C. N. Material Control Licensing Branch. 79/09/27. App. 


8012110939 Retpondt to FOIA request for namoranda of understanding 
betkieen NRC h FEKA. Foruiards two msmoranda of understanding 
batuean NRC L FEKA for incident response L radlalogleal 
emergency planning 1. preparedness, 

FELTON. J.H. Dtviften of Rules and Racordt. 80/12/09. Ip. 
07227: 190. 


--8012110938 Memorandum of understanding betuean NRC t. FEKA ra 
radiological amargancy planning 4: prapar adnata, 

CAMMiF. A. Fadaral Emergency Management Agency. 80/11/04, App, 


S0121 10942 FOIA raquast for inamoranda of understanding batiuean NRC t< 
FEMA noted In inel prats release. 

OROaBKAH. K. Island Clesaup News Sarvlce. 80/11/28. 2pp, 

07227; 191. 


—0012110678 Provides background Info on proposed Revision 1 to Rag 
Quids 1.114. "Ouldenca on Being Operator at Controls of 
Nuclear Power Plant." Includes coir.nent resolution & 

Implementation schedule. 

ARLOTTQi 0. A. Office of Standards Davalopmtnt. Director. 76/10/07. 
8pp. 


— 8012110782 Draft of Revision 1 to Rag Oulde 1.114. "Ouldance on Doing 
Operator at Controls of Nuclear Power Plant." 
a Office of Standard’s Devtlopmant. Director. 76/09/15. 2pp. 


— 0012110787 Com.Tenti on Rag Ouide 1.114. "Guidance on Dalng Operator at 
Contrail of Nuclear Power Plant. " Section C. I should be 
modified to remove implication that changing conditions 
always requires corrective action on part of operator. 

CAHILL. U.U. Consolidated Edison Co. of New York. 76/04/16. ip. 


— 6012110792 Commentt on Reg Oulde 1, 114. "Ooidance on Being Operator at 
Controls of Nuclear Power Plant." Strict interpretations of 
provisions in Section S.Paragraph 2 could preclude nuclear 
plant operator from performing data logging 6 ravleu tasks. 

JOHNSON. N. P. Yanksa Atomic Electric Co. 76/04/01. ip. 


— 8012110800 Commsnts on Reg Guide 1. 114. "Guidance on Being Operator at 
Controls of Nuclear Power Plant." Oulde can be improved ty 
.more strongly emphasliing Importance of sound design for 
controls used during normal operating eituattons. 

SCHERER. A. E. O-E Power Systems. LD-76-044, 76/04/20. 2pp. 


— 8012110806 Comments on Reg Ouide 1. 114. "Guidance on Being Operator at 
Controls of Nuclear Power Plant." Paragraph C. 4 should 
d 1 f Parent late between temporary relief 4i formal relief as 
conducted during shift change. 

UHRIOiR. E. Florida Power 1. Light Co. L-76-1S4. 76/04/08. Ip. 


— 8012110810 Commentsi submt tted by Nuclear Engineering 0vc Go.on propose: 
Reg Ouide 1.114. "Ouldanca O'n Delng Operator at Controls of 
Nuclear Power Plant." Kora stringent enforcement should be 
inplemanted. Resolution of public comments end. 

YOUNGS.R.A. Affiliation Unknown. 021-6-41. 76/03/03, 8pp. 


8012110643 Partial response to FQIA request for doeumants re 
Impotltlon of civil penalties.NRC requests for congreselonal 
authorliatlon for more severe ponaltlee I. responsibilities 6 
behavior of nuclear plant operatore. Forwards documents. 
FELTON) U.M. Division of Rules and Records. 80/11/20. 2pp. 
07227; 209, 


— 8012110696 Responds to 800312 Inquiry concerning implementation of 
nuclear power plant staff work hours In TMl action plan. 

Ovartlms work doss not have priority that would justify 
Immediately sfftetlve rulemaking. 

DENTON.H.R. Office of Nuclear Reactor Regulettonr Director. 
80/09/07. 2pp. 


—8012110662 Discusses human factors study of nuclear power plant 
operator shift work, Forwards CF Ehret 800114 Itr proposing 
msasurement of plant operators using ambulator y. visual R 
other body function measuring devices. 

FARMER, H.a. Research Support Branch <Pre 0011195. 80/02/29. Ip. 


—8012110799 Provides review of current activities re circadian 
connection to shift woi'k. including description of expertise 
in area It urgent need for initiating program of proposed 
activities. Summary end. 

EHREIiC.F. Argonns National Laboretory, 80/01/14. 2pp. 


—8012110818 Value/lmpaet assessment of proposed Revision 1 to Reg Ouide 
1. 114. "Oulde to Being Operator of Controls of Nucleir Power 
Plant." Reg guide le consistent w/SRP. Sec t ion 13.1.2. 

» Offlct of Standards Development. Director. 76/10/07. ip. 


— 8012110816 Forwards Reg Ouide 1 . 1 14, Revls 1 on 1. "Guidance on Being 
Operator et Controls of Nuclear Power Plant. " FR notice L 
draft NRC public announcement. Ouide was revised as result of 
public comment 1. addl staff review. 

tllNOOUe. fl. B. Office of Standards Development. Director. 76/11/23. 
Ip. 


— 8012110822 Reg Oulde 1. 1 14. Revls 1 on 1. "Ouldanca on Being Operator at 
Controls of Nuclear Power Plant." 

# Office of Standards Development. Director. 76/11/30. 2pp. 


—8012110843 Notice of issuance & availability of Reg Ouide 1.114. 
Revision li "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Draft NRC public announcement end. 

MINDQUE. R. 8, Office of Standards Development. Director. 76/11/23. 
4pp. 


—8012110846 Reg Oulde 1.U4. "Guidance on Being Operator at Controls of 
Nuclaar Power Plant." Related FR notice anel. 
a Office of Standards Development. Director. 76/02/89. 4pp. 


—6012110770 Forwards proposed Reg Ouldt l.xyi. "Factore to be Considered 
Before Allowing Licensed Ptreonnol to Manipulate or Direct 
Manipulation of Controls of Nuclaar Power Plant, " Requests 
comments on listed questions. 

FARMER. U. B. Rassareh flupport Branch iPre 801119). 79/01/06. 4pp, 


—8012110848 Working Paper F on proposed Reg Guide 1. XX. “Ouidaneo on 
Being Operator at Controls of Nuclear Power Plant." 
a Office of Standarde Development, Director. 79/10/10. 9pp, 


— 0012110668 Forwards A Swein review of proposed Reg Oulde 1, 

"Factors to be Considered Before Allourlng Licensed Personnel 
to Manipulate or Direct Manipulation of Controls of Nuclear 
Power Plant" 6 related working paper. 

FARMERiN. B, Research Support Branch <Pre 801119), 78/01/31. 


4 ' 


—8012110764 Forwardi eommente on proposed Reg Oulde 1, xyr. "Factors 
to bs Coneldored Before Allowing Lleeneed Porsori'nel to 
Manipulate or.Olroet Manipulation of Controls of Nuclear 
Power Plant. " 

BUAINtA. D. Bandia Laboratories. 7S/01/23. 6PP. 


— 8012110777 “Effects of Hours on Job on Visual Detoe tien I, Decision 
Making H/Impllcatlons for Nuclear Power Plant Personnel." 
SUAlNiA.D. eandla Laboratories. 78/01/20. 19pp. 


—S0121 10049 Working Paper E on proposed Reg Guide l.XX. “Gutdanca on 
Being Operator at Controle of Nuclear Power Plant." 

4 Office of Standards Dovolopmont, Director. 79/08/29. 9pp. f! 


— 8012110683 Forwards Working Paper D on proposed Rep Oulde l.XX. |5: 

"Oud lance on Being Operator at Controls of Nuclear Powar 
Plant. " Regulatory position should be followed 6 applied by 
all current future licenieat. | 

MlMOOUE.R, 8, Office of Btandards Development. Dlreetop, 78/08/12.1;^ 
app. , I 

— 8012110891 Working Paper D on propoeed Reg Guide t.XXi "Guidance on | 
Being Operator at Controls of Nuclear Power Plant." Three p 

draft working papers end. 

* Office of Standarde Development. Director. 78/07/16. 18pp. p 

’ ’ I 
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--80131 lO&S? Forwards Woricirg Paper C op proposed Rag Oulde 1. XXp 
"Oudtance on Being Operator at Controls of Nuclear Power 
Plant. '■ Revised working paper reflects suggestions made by 
Reg Guide Subt-omfllttee at 7S0S07 meeting. 

MINOCUEiR. B. Office of Standards Development! Director. 75/0S7SS. 
Ip. 


■-601S1103S3 Marking Paper C on proposed Rag Guide I, XXi "Guidance on 
Oelng Operator at Controls o^f Nuclear Power Plant." Two 
draft uorXlng papers end, 

* Office of Standards Davelopmenti Director. 75/05/19. Mpp. 


— 8013110A92 Forwards Working Paper 0 on proposed Rag Guide 1. XX< 
"Guidance on Being Operator at Controls of Nuclear Power 
P 1 ant. '• 

MTNOGUEi R. D. Office of Standards Development! Director. 73/04/14. 

Ip. 


-B012H0854 Working Paper 3 on proposed Reg Guide t. XX* "Guidance on 
Being Operator at Controls of Nuclear Power Plant." Three 
draft working papers and. 

■* Office of Standards Development! Dlractor. 73/04/10, 20pp. 


-8013110702 Requests comments on end RO bul let I n. Comments should be 
provided by 741231. HaeofflniBnds development & Implementation 
of rog guide ro manning controls at nuclear reactors, 

KNOrH!D.F. Atomic Energy Commission! Directorate of Regulatory 
Operations. 74/12/27. 3pp. 


*8012110707 Responds to 741227 request for comments l< recommendatlDns re 
issuance of proposed bulletin, "Failure to Properly Han 
Controls at Liconied Reactor Facilities. '■ Recommenffs that 
bulletin be issued. 

ROGIZRS, L. Atomic Energy Com.nl s s ion - Directorate of Regulatory 
Standards. 74/12/31. Ip, 


*6012110717 Comments on proposed reg guide ft*. RO bulletin, "Hanning 
Of Controls at Reactor Facilities," OofiTvltion of "present 
at controls" should he publlclied via reg gu 1 de. Reques ts 
darlficatlon re nsccesity of RO. 

CASEiE. 0. Atonic Energy CoTi/nisslon. 73/Ol/Oi. Ip, 


-801211G723 Informs that guidance given RD inspectors is appropriate I, 
should be used until reg guide re control room manning has 
been issued. 

GtAHBUSSa, A. Atomic Energy Commission. 74/10/11, 2pp. 


-801S11073S Requests comments J< concurrence on end proposed RO 
bulletin, "Failures to Properly Man Controls at Nuclear 
Powei* Stations." Commints should be provided by 740917, 

DAVIS, T.O. Atomic Energy Commission, Directorate of Regulatory 
Operations. 74/09/13. Spp. 


-8012110739 Responds to 740927 request that reg guide be prepared for 
control room manning at nuclear power plant sites. Work on 
guide Is underway. Draft will be available for comment by 
730104. 

ARLOTTO, 0. A. Atomic Energy Commission - Directorate of Regulatory 
Standards. 74/10/17. Ip, 


•8012110747 Recommends that applicants be required to document in F3AR 
plans for complying w/code re control room planning t, 
recommends preparation of reg guide. Clarification of code 
requirements end. 

GRIER. B.H, Atomic Energy Cn.mmlsa ion. 74/09/27. 11pp. 


■8008040088 Foriperds proposed revisions to lOCFRSO, "Domestic Licensing 
of Prodoction «c UtllUatloti Fad Jitles, " to Increase 
staffing ti provide for control of working hours at nuclear 
power plants, for initial ACRS review. Draft FR notice end. 
ARLOTTO.O.A, Division of Engineering Standards. 90/07/16. 19dd 
03159:200. 


'12I104S0 FDIA request for documents re Imposition of civil penalties, 
NRC requests for congressional au thor 1 latlon for more 
severe civil penalties L responsibilities «•- behavior of 
nuclear plant oparators. 

SLGOHi J. Itham, Lincoln & Beale. BO/10/24. 3pp. 07227:211. 


*'**** request for documents re nuclear accident In USSR in 
GALLAGHER. P. vl. Affiliation Unknown. 60/11/16. Ip. 


12150001 Responds to FOIA request for documents which reflect 
cojpplalfi^s Univ of Northwestern Dentel School in 

Chicago, IL during 1967-1971. NRC has no documents subj to 
request. 

FELTON. J.H. Division of Rules and Records. 80/12/09. Ip. 
37241:074. " 


B012150032 FOIA request for documents which reflect complaints against 
Univ of Northwestern Denial School In Chicago. IL during 
1947-1971, * 

MUELLER, J.M Dobbs fc Neilsen. 80/11/12. Ip, 07241:077. 


8612130003 Responds to FOIA request for documents containing meanings 
of certain terras 4 other Info re fire protection 
reqytrements In 10CFRS0,App R. Forwards R Ferguson 791109 
memo re supplemental fire protection staff positions. 

FELTON. J.H, Division of Rules and Records. 00/12/09, la 
0724 1 : 067. ' 


0012150006 Responds to FOIA request for listing of NRC contractors 
Forwards document entitled "Contracts Eseeuted In FV0O, " 

FELTON, J. H. Division of Rules and Records. 80/12/09, In 
07241:070. 


8012130010 "Contracts Executed in FTBO. " 
* Commissioners. 80/10/01. 12pp. 


0012130007 FOIA request for documents containing meanings of certain 
terms t< other info re fire protection requirements in 
lOCFRSOiApp R. 

WATKINS, H. Debevolse 4 Liberman, 00/11/19, 2pp. 07241:068. 


8012150008 FOIA request for listing of NRC contractors. 

HEI8B.L, Paul Howard Assoetates. 80/11/20. Ip. 07241:071. 


0012130012 Addl response to FOIA request for listing of firms 
responding to NRC Announcement 19 In Commerce Business 
Dai ly. Forwards listing of names b addresses of all 
businesses responding to announcement. 

FELTON, J. M. Division of Rules and Records, 80/12/03. Ip, 
07241:058. 


-“B012150015 List of firms which responded to NRC Announcement 19 in 
Commerce Business Dally, 

a Commissioners. 80/12/03, 2pp, 07241:060. 


B0121S00I4 FOIA request for listing of firms responding to NRC 
Announcement 19 in Commerce Business Daily. 

STERN, A. A1 Gtern Associates. 80/11/04. Ip. 07241:059. 


8012130016 Responds to FOIA request for four categories of Info re 
NRC purchases of specified dictation equipment. NRC doee not 
e omp ile records containing requested info. 

FELTON, O.H. Division of Rules end Records. 80/12/03. Ip. 

0724 1 : 059. 


80121S0OI7 FOIA request for four categorlis of Info re NRC purchases of 
specified dictation equipment. 

I1LI3ICK/J, Sony Industries. 80/11/10, 2pp. 07241:056, 


8012160004 Responds to FOIA request for documents re Windecale Nuclear 
Reactor accident in Cumberland, Eng land In 1957. Forwards 
documents listed in App A. 

FELTON<J.H. Division of Rules and Records. 80/12/09. 2 od. 
07262:108. 


"8012160*009 Ejcerpti from "Technology of Nuclear Reactor Safety," Vol 1 
"Reactor Physics «< Control." 

THOMPSON, T. J. , BECKERLEV, J. G. Kassachusetti Institute of 
Technology. 80/12/09. 10pp. 


*8012160012 Eseerpts from "Technology of Nuclear Reactor Safety." Vol 2 
"Reactor Metis 1*. Engineering." 

THOMPSON, T. J. , BECKERLEV, V. 0 , Mess echusetts Institute of 
Technalogy. 00/12/09, 7pp, 


8012160006 FOIA request for documents re Wlndscele NucUer Reector 
accident In Cumberland, Eng lend in 1957. 

MCCARTHY, H. Affiliation Unknown. 60/12/02, tp. 07262:190. 


B0121600IS Responds to FOIA request for listing of ell Individuals 
granted operator or senior operetor licenses, NRC does not 
maintain listing of licenses. Each license is avelleble in 
PDR. 

FELTON, J.M. Division of Rules end Records. 80/12/10, Ip. 
07262; 191. 


9012160017 FOIA request for listing of ell individuals granted operator 
or senior operator licenses. 

MCLELLAN, J, A. Pre-Tech Support Services, Inc. 60/12/02. Ip. 

msAO* i oo ” 


0012160021 FOIA request for Info re nuclear power. 

STROUT, R. Affiliation Unknown, 80/12/09. Ip. 07ia7!001. 
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60J216002<) Riipondt to FQIA rsctuest for info r« nuclsar power. 
Porwardi NRC Annual Kept for 1979. If/o and. 

FELTON) J. >1. Divlflon of Rules and Records. BO/lS/ll. Ip. 
0726S: 193. 


QO12iA0431 Provides addl info re proposed spent fuel route from Forked 
River/ MJ to Hast Js ff ersoni OH. Add 1 security wilt be provided 
when shipinent crosses urbanized area. Travel will be on 
interstate li major highwavs uilll be nonstop. 

FINf ROCK) I . R. Jerseg Central Power & Light Co. £AKO-BO-47. 
80/04/10. Ip. 


6012160423 FOIA reiiuest for documents re five categories of info 
concerning spent fuel shipments through Commonueal th of PA. 
ELLIOT/C.N. Aff 11 latlon Unknown. 80/11/04. Spp. 07261:313. 


8012160273 Responds to FOIA re:iuest for technical proposal submitted bg 
Capital Communication Sgs In response to RFP-fiS-ADM-QO-381 . 

Forwards nonpropr 1 atarg version of proposal li documents 
listed In end app. 

FELTON) J. M. Divlflon of Rules and Records. 80/12/10. 2pp. 

07272; 380. 


0012190366 Addl response to FOIA request for sir categories of Info re 
fire protection reAU i remen t s in App R of lOCFRSO. Forwards S 
Harrison 790731 memo to V Denaroga re fire protection 
technical issue. 

FELTONi J. H. Division of Rules and Records. 90/12/15. Ip. 

07264: 045. 


— 8012190374 Forwards draft memo describing technical fire protection 
issue between Dlv of Operating Reactors k Oiv of 8gi Safety. 
Differences exist In fire protection measures accepted by 
divs. Suggests that meeting be held to resolve differences. 
HARRlSCNiO, Division of Sgstens Safety. 79/07/31. 7pp. 


8012190383 Responds to FOIA re<),uost for tS categories of documents re 
Memorandum t; Order CLl-eO-21 t IE Bulletin 79-OlB. Forward s 
documents listed in app. N/o encls. 

FELTONid.M. Division of Rules and Records. 80/12/15. 4pp. 

07264: OSS. 


8012190391 FOIA request for 15 categories of documents re Memorandum * 
Order CLI-aO-21 & IE Bulletin 79-OlB. 

REVNOLDS) N. B. Debevotse 4i Liberman. BO/11/07. 3pp. 07284:059. 


— 8012180288 Nonproprietary version of response to RFP Ra-ADH-80-3ai) 
"Development of Conference Program for A8L0 Members. “ 

Describes technical approach/ methodology' & conference 
formet. Includes response to technical questions. 

• Capitol Communication Systems. R6~ADM-B0-3B1. 80/06/16. 81pp. 


--0012180291 Original proposal clarification of response to RFP 
RS-ADM-ao-aSl ) "Development of Cenferenea Program for ASLB 
Members. " 

» Capitol Communication Systems. R8-ADM-60-381. 80/12/10. 4pp. 


"8012180295 Alternate proposal c lar 1 f tcatlon of response to RPP 
R8-ADM-80-381) "Development of Conference Program for ASLD 
Members. " 

* Capitol Communication 8gi terns. R8-AOM-ao-30t. 80/12/10. 5pp. 


6012180282 FOIA request for technical proposal submitted bg Capital 
Coirmunlcatlon Sys In response to RFP R8-ADM-B0-331/ 

"Devolopmsnt of Conference Program for ASLD Members. " 

BT0VER)J. R. Franklin Institute/Franklin Research Center. 00/11/17. 
Ip. 07272:352. 


6012180326 Responds to FOIA request for NURE0/CR-177S, Forwards 
daeumsnt. N/o end. 

FELTON) J.M. Division of Rules and Records. 60/12/11. Ip. 
07272: 344. 


8012190397 Respo-nds to FQIA request for winning proposal submitted in 
response to RFP R8-nE6-ao-214) "Evaluation of Ecosystem 
Simulation Models as Tools for Assessment of Powsr Plant 
Impacts on Fish Populations." Proposal is available in PDR. 

FELTON. J.M. Division of Rules and Records. 80/12/16. Ip. 
07264:065. 


8012190404 FOIA request for winning proposal submitted in response to 
RFP R8-RES-GO-2I4) "Evaluation of Ecoiystem Simulation 
Modsls as Tools for Assessment of Power Plant Impacts on 
Fish Populat ions. " 

HRI0HT)J. Affiliation Unknown. 80/12/01. Ip. 07183:001. 


6012190406 Responds to FQIA request for 10 specifically identified 
documents to be used for educating general publ ic. Forwards 
documents, W/o encls. 

FElTONiJ.M. Division of Rules and Records. 80/12/15. ip. 
07264:066. 


8012190410 FOIA request for 10 specifically identified documents to hi 
used for educatlizg general public. 

JONES) L. Black Hills Alliance. 00/11/23. 2pp. 07294:067. 


8012190415 Responds to FOIA request for damage claim filed against NRl 
bg Oenaral Public Utils on 801206. Forward s claim. W/o end. 

FELTON) J. M. Division of Rules and Records. 60/12/16. Ip. 
07264:069. 


6O1218032B FOIA request for NURE0/CR-I775) "Environ Assessment of 
Consumer Products Containing Radioactive Matt. " 

0RD8BMAN) K. Itland Closeup News Bervlee. 80/11/20. Ip. 07272:345. 


6012100338 Responds to appeal of denial of FOIA request for documents 
re NRC consideration of licensing facility It transcripts of 
two Commission meetings. Access to classified metis granted 
due to security clearance L participation, in pracetdings, 

FELTON) J.M. Division of Rules and Records. 80/12/11, ip. 
07272:341. 


6012180339 Appeals denial of FOIA request for documents re NRC 
consideration of licenilng facility L transcripts of two 
Commission meetings. 

COCHRAN) T.B, Natural Resources Defense Council. FDIA/TflC/79~50. 
80/07/10. Ip. 07272:342. 


8012190420 FQIA request for damage claim filed against NRC by Oenaral 
Public Utils on 801208. Wall Street Journal article and. 

PESTLE) J. N. Varnum) ftlddertng) Wlerengo 4( Christensen. 80/12/10, . 
3pp. 07284:070. 


8012220103 Responds to FOIA request for Info re storage of nuclear) 
radioactive or other hazardous waste in NM. App A documents 
mag be obtained from NTIS. Forwards App S documents b 
NUREO/CR-0394. U/o end NUREO. 

FELTON) J.M. Division of Rules and Records. 00/12/05, 4pp. 
07303: 243. 


— 8012220194 Excerpt from NM radiation control program from 
731023-760827 re eemmorcial low level radwaste burial, 
e New Mexico) State of. 76/06/27. Ip. 


8012190234 Responde to FOIA request for access to mailing list of NRC 
PDR dally accession list. Company has been placed on NRC 
dally accession list distribution 

FELTON) J.M. Division of Rule* and Records. 80/12/12. Ip. 

07265: 300. 


--B012220200 "NM Site Application Experience." Albuquerque Journal 
article entitled "NM Given Nuclear Waste Sit# Caution Note" 
end, 

e New Mexico, State of. 60/12/05. Spp. 07167:001. 


8012190241 FQIA request for access 
accession list. 

FORTIiE. KHO International. Inc, 
00/12/09. Ip. 07285:301, 


to mailing list of NRC PDR dally 
(Ketchum MacLeod li Orove). DM-640. 


--8012220207 Requests NRC comments on end draft guide for appileatig 
for license to operate low level radwaste ditpoeal faellltgi 
Including overall scope of guide, compatibility of state it 
NRC technical requirement* fc acceptance criteria. 

MOLFF. T, A. New Miilcc. State of. 76/09/29. lOpp. 


8012190247 Responds to FOIA request for lleting of spent fuel routes in 
State of NY. Forwards NUfi60-0785 b NRC Announcement 80-191. 

H/o end NUREO-0725. 

FELTON.J.M, Division of Rules and Records. 80/12/17. ip. 

07285:302, 


--6012220212 Forwards NRC comments on draft licsnsing guide far radwp; 
dispoeal fac 1 1 1 ties, in response to 760928 request. Lleaneing $ 
of new burial grounds is not prudent prior to d'evelopment of .| 
comprehensive natl low level waste mgt program. $ 

KERR.O. N, Assistant Director for State Agreements Programs. 
76/11/19. 6pp. If 


8012190252 FOIA rsqusst for listing of spsnt fuel routes In Btate of 
NY. 

BUETENS.E. Chronlde-Expreis Penn Van, NY. 60/12/07, Ip. 

07265: 303. 


--0012820219 PNA-76-006; on 76I20Bi ar t le 1 s appeared In Albuquerque Jo| 
re NRC comments on State of NM proposed licensing guide for | 
commercial rodwaste burial grounds, NRC comments did neit l*: 

Imply concurrence in licensing of eo.rwerelal burial grounds. s>; 
KERR.O.N, , LOHAUS.P. Office Of State Programs. Oireetor. 
76/12/08. ip, !.; 
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INJONDOCKETED ITEMS 


-aoiaaa02a4 Di.£u„e, nrc Itr to Stat* 0# NM re adoption of for rallied 
*^'*''**f'9 6f low level raduaete dieooeal 
raclUtlei by agreeniant a tales. Retives te rneetlrta w/NFlC to 

iMMciiS 1'“'','’*’’^^*' *''**"‘® '•» Taduraste dispoiat. 

ANOSEHa. L. J. Chem-Nuctaar Sgsteni, Inc. 76/13/00. 2pp. 

-6012220833 Informs that reeoc-Tianda tion in NflC 761119 Ur re regulation 
of com^tercial lou level uaste bvriai ground* ua* not adapted 
iw current poll t ion. 8 bate of 

Nuclear 8gs, Inc end. 

76/10/12 ajp "* director for State Agreements Programs. 

redueit for info re schedule for 
consideration of them-Nudeer 8ys loui level radwaste 

>‘f*D** ffPlIc4tlon. Forwards listing of licensing 

^Sbpp^*'^ ’ ' OAUUAHER.B. NeuiKetIcoi State of. 77/11/30. 

-3012220232 Review of C hem- Hue 1 tar License Application 

BODOERb^j^c '•"P/ovedient Agancg. " H/r elated info. 

RODOER81. J. C . Afflllalian Unknown. 77/11/30. 19pp. 


••e<iuest for documents re nuclear weapons 
testing in Awstralla In late 1950s tt 1960s. WRC has no 
{io<(j(t;onts to request. 

FELTOMi J, 11. Division of Rules and Records. 00/12/24, ip. 

Q012310S63 FOIA reiiuest for documents re nuclear weapons testing in 
Australia in late I950i «, 1960s. essing tn 

FETNBT61W.N. Sydney Morning Herald Ltd. 80/12/08. Ip, 

B01231O366 Responds to FOIA request for info re security guard contract 
procurements. Security guard svcs at NRC ofcs are provided 

security info Is contained 

r2i ** for purchase from NRC. 

07370-016^ Division of Rules and Records. 80/12/22, ip. 

3012310370 FOFA request for info re security guard contract 
p r ocuTvfren tf-. 

IRVINO.n, J. Regard Security Service, Inc. 80/12/03. Ip, 07370;017. 

*0 POIA request for document entitled “Ouidelinee 
for Decontamination of Facilities fc Equipment Prior to 
Release for Unrestricted Use or Termination of Licenses for 
Byproduct. Soupee or 6NM. " Forwards document. 

07370-^008”' «''<• Records. 30/12/24. tp. 


■"®^!:”lmc®LoMcUui Chem-Nuclear 

I- ^'’?>*^*’i***^*‘"* licante to dispose of nuclear waste 
in Colfai County, NM, M/related info. 

DAVIO8OM1 J. P. Moratorium, Inc. 77/09/01, 6pp. 

■'^‘’cUm-MScle'rrl^c.'’" Hat! License by 

MQWrAOUE, P. Southwest Research and Information Center, 77/11/30. 

—8012220269 "Comments on Chem-Muclear Raduaste Disposal License 

App 1 1 C 41 C 1 Oft, 

HYOER.C. Southwest Research and Information Center. 77/11/30 

lopp, 

—80122202^ "Comments 6 Questions on Application for Radioactive Matl 
SCHULTZ NM, Inc." Related documentation end, 

f’**®'"'''' <•'>'1 Information Center. 77/09/12. 

—0012220204 “Comments on Application for Radioactive Matl License to 
Operate Commercial Radwaste Burial Fac i 1 1 1 y , Col f a* County” 

* Environmental Protection Agency. 77/11/21, app. 

-0012220290 Atk receipt of 770510 itr Informing of receipt 0# 
application from Chem-Nuc lear Bys, inc to estatlish 
commercial low level radwaste burial ground. Of feri 

flT* !" •"viron rapt, including economic analysis. 

77%6/b7: 2p” Agreements Programs. 

-aoiM20298 Ack receipt of 761200 Itr re NRC Itr to State of NH re 
adoption of formallied policy on licensing of low level 
radwaste disposal facilities by agreement*. tate. NRC 
comments 6 position were of generic nature. 

76/12/17; ?p.“*^*"^ Director for State Agreements Programs, 

“fKJ?;?,:'®:;: " •*"••• '* .. 

Albuquerque Tribune Albuquerque, NM. 80/11/17, 2pp, 


HUaSARO, B. 
07303: 247. 


3012240119 Responds to FOIA request for NUREO/CR-i 138, NURBO/CR-1273 fa 
KR^ WRE0/CR-ip3 Forwards NUREO/CrIuss fa *■ 

M/o enel “'** ‘o locate Item 3 of request. 

of Rules and Records. 80/12/15. ip, 


3012310599 FOIA request for document entitled ''Ouldellnes for 

Equipment Prior to Release 
for Unrestricted Use or Termination of Licenses for 
Byproduct, Source or SNM. " 

VOLHER.a. C. Sierra Clot, 80/11/24. Ip. 07370: 009. 


OEN TEC IS OENEfltC TECHNICAL ISaUES 


0012020250 Forwards errata to NEI)0-248It, "4T Condensation 
2.*i« ^ * ^***“^ I'TTCOl Test Program Final Test Rept. “ 
BUCHHOLZ, R. H, Oeneral Electric Co, MFN-193-00; 

071 47« 3 1 5,- 


ao/ii/ia, ip. 


— S01202026S NEDa-240U ERR 1 

Errata I to NEDa-240U, "4T Condansatlon Oscillation (4TC01 
Test Program Final Tost Rept." 

* General Electric Co. 00/09/30, 6pp. 07147:316, 

^''cond^^on^Tn'i’**/" NUREO-0577. Revision recommended re loading 
conditions fa plant operating tempt employed In fracture 
supports fa bolting matl tests. 

07157”264^' Power Systems. LD-BO-067. 80/11/25, 2pp. 

8012100123 NUnEO-0619 

"BWR Feedwater Noisle fa Control Rod Drive Return Line Nottle 
■'S!? 0>n»Tlc Technical ActivltyTlS 

*" Nuclear Reactor Regulation, Director. 
BO/ll/30. 104pp. Available at NTIB. 07219:166, 

—6012100131 Forwards revised fa final edition of NURE0-06i9 re DWR 
feedwater noijlo fa control rod drive line noiile cracking. 

tl'At NUREO requirements will be mot due 

1 1» ^3 4iA y f , 

EIBENHUTi D. O, Division of Licensing. 80/tl/l3. ip, 07219:260. 

0012220250 Forwards affidavit describing proprietary nature of info 
contained in NEDE-24280-P. Affidavit pfovidid on behalf Sf 
Affidavit withheld (ref 10CFR2. 7901, 

BUCHHOLZ, fi, H. Oenoral Electric Co. MFN-214-80. 80/12/11, Ip. 

0012310024 NUREO-OS08 

"Interim Btaff Position on Environ Qualification of 

Equipment," resolution of Generic 
TvchnicAl Activity A“84r fov <on>ntint. 

Nuclear Reactor Regulation, Director. 
79/12/31, 70pp, Available at NTI8 07364:356. 


ograss Rept 


INSPECTION AND ENFORCEMENT 


8006190046 IE Info Notice SO-XX, "Leaking fa Dislodged 1-25 Seeds." 
Sm/SoyfS* Enforcement, Office of the Director. 


80/08/12. 2, 07240: 001 


^**Accura«^ Notice 00-33, "Determination 0# Teletheraphy Tlmtr 

Inspection fa Enforcement, Office of the Director. 
30/09/15. 2pp. 07374:023. wjrecsor. 



NONDOCKETED ITEMS 
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80O92S0i80 IE Info Notice SO-SBi "Cracking & Charging Pump Casa 
Casing Cladding, " 

• Office of Inspection tr. Enforcement! Office of the Director. 
00/10/30, Spp. 07259:171. 


0000220243 IE Circular 00-23/ "Potential Defects in Beloit Politer Sgs 
Etnargsneg Oenerators. " 

* Office of Inspection (< Enforcementi Office of the Director. 
80/10/31. 3pp. 07321:346. 


8008220249 19 Info Notice 80-39/ "Keif unc t Ion of Oolenoid Valves 
Manufactured bg Valcer Engineering Corp. " 

* Office of Inspection ti Enforcement/ Office of the Director. 
80/10/31. Ip. 07296:323. 


8008220246 IE Bulletin 80-21/ Valve Yokes Supplied bg Malcolm Poundrg 
Co. I Inc. " 

e Office of. Inspection fc Enforcement/ Office of the Director. 

80/11/06. Epp. 


8008220249 IE Info Notice 80-37/ "Containment Cooler Leaks and Rsaetor 
Cavltg Flooding at Indian Point Unit 2." 

a Office of Inspection 1: Enforcement/ Office of the Director. 
80/10/24. 6pp. 07296:348. 


0008220297 IE Bulletin 60-23/ "Fa i lures of Qolsnoid Valves 
Manufactured bg V4lcor Engineering Carp." 

a Office of Inspection 1: Enforcement/ Office of the Director. 
80/11/14. app. 07179:327. 


8008220260 IE Info Notice 00-41 / "Fal lure of Swing Check Valve in the 
Deeag Heat Removal 8gs at Davls-Desse Unit 1." 
a Office of Inspection t: Enforcement/ Office of the Director. 
00/11/10. 2pp. 07374:209. 


0000220261 IE Info Notice 00-42/ "Effect of Radiation on Hgdraulle 
Snubber Fluid. " 

a Office of Inspection 4: Enforcement/ Office of the Director. 
80/11/24. 2pp. 07374:273. 


0008220264 IE Circular 60-24/ "/kECL Teletherapg Unit Halfunctioni. " 
a Office of Inspection it Enforcementi Office of the Director. 
80/12/02. 3pp. 07296:342. 


0008220269 IE Info Notice 80-40/ "Excessive Nitrogen Bupplg Pressure 
Actuates aaf etg-Rel It f Valvs Operation to Cause Reactor 
Dapresturl lation. "" 

a Office of Inspection & Enforcement/ Office of the Director. 
eo/ll/07. 2pp. 07179:321, 


8008220270 IE Bulletin 80-24/ "Prevention of Damage Due to Hater 
Leakage Inside Containment (October 17/ i960 Indian Point 2 
event). " 

a Office of Inspection (< Enforcement/ Office of the Director. 
00/11/21. 3pp. 07179:324. 


0008220273 IE Circular 60-29/ "Case Histories of Radiography Events." 
e Office of Inspection 6 Enforeementt Office of the Director. 
00/12/09. Ip. 07296:346. 


0008220276 IE Info Notice 80-29 81/ "Broken Btuds on Terrg Turbine 
Bteam Inlet Flange. " 

a Office of Inspection 4i Enforcement/ Office of the Director. 
00/11/26. Ip. 


0012010010 PNA-eO-36B: status of State of FL it Inti Chemical Herkers 
Union actions re lack of training tc rispiratorg protection 
programs. Of c of State Programs will review State of FL 
actions during Nov 1980 meeting w/Intl Minerals Carp, 

KERR/O. VJ. / DOLLINO/L. A. Office of State Programs/ Diractor. 
00/10/29. ip. 06919:001, 


0012110160 EN-60-41A:on 801204/ order imposing civil penalties on Atomic 
Disposal Coi Inci Llcsnsf 12-11286-01 issued. Action based on 
Items of nencomp 1 lance re shipment of low specific 
radioactive matl from Tinleg Park/ IL/ to Rlchland/HA. 

BROCKETTiT. / THOMPSON/ D. Office of Inspection it Enforcement/ Office 
of the Director. 80/12/04. Ip. 07223:103. 


8012110179 PN0-I-a0-167A: investigation into source it extent of 
radioactive contamination near Route 17 in Rochelle Park/NJ/ 
continues. Magwood Chemical t/ Stepan Chemical Cot may be 
sourcetbut has not been definitely establlehed. 

CQBTELLO/F. Region it Philadelphia/ Office of the Director, 
80/12/01. ip. 07223: 102. 


0012100299 EM-60~095:on 801219/ not Ic es of violation it of propoeed 
i.spasitlan of civil penaities in amount of 47/ SOO to be 
Issued to I i censes. Ac ti on based on alleged noncomp I iance re 
radiation protection program. 

BROCKETT/T, M / THOMPSON/ D. Office of Inspection t Enforcement/ 
Office of the Director. ao/12/tl. ip. 03794:009. 


8012190110 PNO-TMl-BO-94: on 801209. fire started in reactpr bldg 
containment tump apparently fro/n sparks from atr-sreh 
cutting operations on grating above sump. Fire eitinguithed 
w/o damage. 

HAVERKAtIP. D. TMI Program Office. 80/12/09. 2pp. 


8012190962 PNA-BO-040: on 801 123, r es I dent discovered radiation hot spots 
around Neutron Produc ts. I nc facility in Dickerson/ MD. State 
of riD will conduct Isotope analysis of hot spot activity. 

LUaSNAU, J. a. I BOLLINO/L. Office of State Programs/ Director. 
80/12/03, 2pp. 07266:018. 


0012220183 Responds to FOIA reyusst for info re storage of nuelsar. 
radioactive or other haiardous waste in NM. App A documents 
mag be obtained from NTIS. Forwards App D documents t/ 
NUREO/CR-0394. N/a end NUREO. 

PEL.TON/ J. (1 . Division of Rules and Records. 80/12/05. 4pp, 
07303; 243 


—0012220219 PNA-76-006; on 761208/ ar ti cle appeared In Atbuqueryue Journal 
re NRC comments on State of NN proposed licensing guidt for 
com/nsrclal radwaste burial grounds. NRC comments did not 
implg concurrence in licensing of conmerclal burial grounds. 

K.ERR/0. H. / LOHAU0/P. Office of State Programs/ Dlrcetor. 

76/12/08. Ip. 


6012290020 PNO-IV-8O-40: on 001209/ shaf t coupling emergeneg feedwater 
pump to electric motor twisted in two when emergency 
feedwater pump bearings seised. Event followed manual scram 
when main feedwater valve failed to open. Repair underway. 

JOHNSON. N.D. Region 4/ Dallas. Office of the Director. 00/12/09. 
Ip. 


8012290029 PNO-IV-0O-4OA: Un 1 1 2 remains in cold shutdown following 
manual scram on 001209. Pump components replaced In emergeneg 
feedwater pump including rotating assemb Ig, Test indicated 
pump curve dropped off at upper end. Evaluation continues. 
JOHNSON/H. D. Region 4/ Dallas. Office of the Director. 00/12/19. 
If. 


0012290103 PNO-I-eO-174: on 60121 5. Lebanon Valley Oanerat Hosp. 
License 37- 1 9379-02. report ed loss of 10 nCl Xe-133 gas.Matl 
signed for upon dellvtry earlier in dag. Physical search & 
radiation survey revealed nothing. 

CAMPBELL. M.i KINNEHAN. J. Region !■ Philadelphia, Office of the 
Director. BO/12/16. tp. 07339:073, 


MiaC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8009160606 Responds to 800523 memo re ONR jet pump Integrity. Hold down 
beams must be rep 1 aced. Ha t er hammer receirmendation will be 
sent to special task group. Request for info re testing of 
arses u/hlgh amplitude vibrations will be sent to licensees. 

DENTON/ H.R. Office of Nuclear Reactor Regulation/ Director. 
80/07/11. gpp. 06986:001. 


8012010246 Responds to 800SU irsmo re NEPA imp 1 ementatlon. Review 
pro/cadures for prime t< unid.ue agricultural lands described 
In "Environ Btd Review Plan for Environ Review of CP 
Ap plications for Nuc tear Power Plants. " 

DCNTON/H. R. Office of Nuclear Reactor Regulation, Director. 
80/11/04. 9pp. 06916: 001. 


8012010999 Forwards proposed manual chapter re operational data 
assessment program Reiiuests comments bg 001213. 

MICHELSON/C. Dir t c tor 's Of f ic e. 80/11/13. 20pp. 07090:004. 


8012030711 Re guts ts info re nuclear pouer. 

THURBTOMi J. Af f 1 1 la 1 1 on Unknown. 80/11/19. Ip. 02319:196. 


8012030890 Responds to 801021 Itr re util determination to refuse KJ 
Evans employment. NRC receives medical info on Util employees 
only w/operator or senior operator licsnse application. 

DlROKB/l(, J. Office of the Exeevtivt Diractor far Operations. 
00/lt/IO. 2pp. 06586:003. 


— 8012030899 Faru/ards Evans 6 MJ Evans ttrs re denial of employment 
for MJ Evans at nuclear plant due to physical impairment. 

Regussts necessary Info for reply. 

BMITH, V. House of Rep. 80/10/21. 3pp. 06986:003. 
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Q0120900P3 AcV raeeipfc o( SOtlOl 1 tr re future licensing o# nuclear 
plants that meet NFIC stds.Four plants issued licensee to 
toad fuel since TMI-5 accident. 

DENIOMiH. R. Office of Nuclear Reactor Regulatloni Director. 
BO/U/aS, Ip. 07187:001 


~'*801809002& Notifies that ell enorp'g sources tnust be exploited for 
energy needed in future.NRC should proceed u/nuclear plant 
licensing. 

BSDNES.A. Affiliation Unknown. 80/11/01. Ip. 07187:001. 


8018100650 “Some Selected Consensus Approac heSr " presented at 19Q0 
IEEE Inti Conference on Cybernetics it Soc letyi 801008-10. 

ABRAKSONi L. R. Internal Information Systems Branch. 80/10/ 10. Itpp. 
07280: 0-16. 


30181 lOiSS Notification of 801808 meeting w/Inst of Nuclear Power 
Operations tc DOE for technical exchange on human factors 
programs. 

IRELANDaR. Division of Human Factors Safet-j. 60/18/04, 3pp. 
07883: 167. 


8018160388 Foriiiards Endorsement Form NE-dfi dtd 770101tuhlch leas 
replaced by Endorsement Form NE-'da attached to all facility 
form policies issued on or after 770101. Form NE-da is 
amalgamation of several previous forns. 

QUATTRDCClt J. American Nuclear Insurers. 90/18/13. 6pp. 
07848: 837. 


8018160430 IAEA-:n-39/100 

Speech entitled "Possible Ways to Improve Nuclear Power 
Plant Instrumentation! " presented at IAEA 901080-24 Inti 
Conference on Current Nuclear Power Plant Safety tssuas in 
Stoclholni Sweden. 

HSUp Y. t HON. A.L. Division of Reactor Safety Research. 90/10/24. 
88pp. 07878:156. 


6012190030 Notification of 601217 meeting w/Div of Human Factors Safety 
personnel S: Interested staff to revieu Human Factors 
research programs In Dlv of 3ys (t Reliability Research. 

» Division of Human Factors Safety. 80/18/17. 8pp, 07276:827, 


6012(90565 Forwards comments on draft NRC manual Chapter 0924. "3tds 
for Protection Against Radiation.'* In response to 801088 
memo. HR Denton draft forwarding memo end. 

HURLEY. T. E. Division of Safety Technology. 60/18/08. 3pp. 
07264:048. 


6012340S31 "NRC Nationwide Program for Direct Radiation Monitoring at 
Licensad Facilities." 

SLOROOlENi M. J. Office of Inspection & Enforcement. Office of the 
Director. 80/13/28. Z<ttp. 07385:076. 


8012240479 Forwards final list of mat! to have approved for 
incorporation by ref under I0CFR51 . 13. Mi si ing documents are 
on ardert: will be provided, 

ENOELHAROTp T. F. Deputy Executive Legal Director. 60/12/02. 7pp. 
07324:315. 


NUREO NUREO REPORTS AND RELATED CORREBPONOENCE 


6011210592 Expresses appreciation for NRC cooperation, extended to 
Interorganiiatlonal Advisory Committee re NUREO-0654 ti 
response to proposed changes. Reques ts revisions to NUREO- 
0696 to clarify NRC role in offsite emergency operetlons. 
MAMCUSO.F. Connecticut. State of. 30/11/12. 2 pp, 07034:004. 


0012010017 Forwards NUREO-0629 in response to 901080 request for NRC 
publications dealing u/nuclear power facility siting. W/o 
end. 

VOLLHERjR.H. Division of Engineering. 60/11/14, ip, 07096:355. 


8018010055 Comments on draft generic EIS on U milling. Impractical to 
li-nil tailings disposal schemes to prime option of complete 
below grade disposal. 

LANO.e.A. Atomic Industrial Forum. 79/10/84, 74pp. 07096:116, 


8018020076 Summary of Subcommittee on Reactor Fuel 600903 meeting w/ 
Westlnghouse In Washington. DC re NUflEO-0630 revi eui. 

» ACR6 - Advisory Committee on Reactor Safeguards. 60/10/08. 4pp. 


6018020186 NUReO/CR^1749 

"Qualification Testing Evaluation Progpami.LWR Safety 
Research. I' semiannual rept.Oct I979-I1ar 1990, 

Sand i a Laboratortes. FIN 

A-1091-0. SANO0O-t3O7. 80/09/30, 57pp. Available at NTIS, 


8012020-139 NUREO/CR-1469 V14 

"LNR Safety Research Program," quarterly reptiOct-Dec 1979. 

Vol 14. 

BERMAN, K. Sandia Laboratories. FIN A-1019. 8AND0O-O927, 60/09/30. 

leipp, 07148: 190. 


6012020363 Provides, adddl comments on NUfiEO-0731. "Guide linos for Util 
Mgt Structure it Technical Resources." Recommends NRC review 
of proposed util organl xation on individual .nerlts. 

HOIJSLLp S. H. Atomic Industrial Forun. 90/11/80, 8pp. 07142:069. 


6012080693 NURE0-06S4 Rl 

"Criteria for Preparation 4; Evaluation of Radiological 
Emerguiicy Response Plans N Preparedness In Support of 
Nuclear Power Plants." Revision 1. 

» Commissioners. a Federal Emergency Management Agency. 
FEMA-REP-l. 60/1 1/30. 14Bpp. Available at NTI8. 07149:108. 


6012020659 l(UnEO/CR-t746 

"Bteara Explosion Efficiency StudiesiPart 2 Corlum 
Experiments. " 

8UXTQN.L. 0. . BEND ICK. U. B. . CORRADINI. H. L. Sandia Laboratories. FIN 
A-1030, 8AN0e0-1324. 80/10/31. 36pp. Available at NTI8. 

07145:068. 


8012020731 Responds to F03A request for documents specifying exact 
routes i. number of spent fuel shipments made or 
schedulad. Forwards NUREO-0725. document entitled "Summary of 
Route Info" it NRC Announcement 00-191. W/o NUREO-0725. 

FELTON. J.H. Division of Rules and Records. 60/11/81. Ip. 
07130: 3.)2. 


8018020738 NUREG'0789 

"Public Info Circular for Shipments of Irradiated Reactor 
Fuel. " End maps copyrighted. 

» Office of Nuclear Material Safety t Safeguards. 00/11/30. 41pp. 

Available at NTI8, 06966:003 


6012020739 NUREO/CR-1833 VI 

"Structured Assessment Approach. Vers Ion l:Analysis Package 
(Executive Summery " Vol 1. 

PARZ I ALE. A. A. . SAIIKS. I.J. Lawrence Livermore Laboratory. FIN 
A-0I19, UCRL-82739 VI. 80/11/30, 32pp. Available at NTIS, 

07145: 022. 


6012020744 NUR60/CR-1833 VS 

"Structured Assessment Approach. Vers Ion t:LlcBnse Submittal 
Doeume.it Content l< Format for Matl Control fc Accounting 
Assessment. " Vol 8. 

PARZIALE. A. A. . SACKS. I. J. Lawrence Livermore Laboratory. FIN 
A-0115. UCRL-52739 V2. 80/11/30. 504pp. Available at NTI8. 

07146: 001. 


3012030823 NUREO/CR-1668 

"Aeromagnetlc Map of East-Central Mldeontlnant of US." 

JOHNSON. R.U. Indiana. State of. HAYOOOD. C. Tennessee Valley 
Authority. HILDENDRAND. T. Inter tor. Dop t. of . Oeologlcal Survey. FIN 
D-9971. NRC-04-76-323, 00/10/31. 18pp. Available at NTIB, 

07149:323, 


6018040061 NURE0/Cn-t736 

"Comparison of Physical Chemical Properties of Powders It 
Respirable Aerosols of Industrial Mixed U It Pu Oxide Fuels." 
EIDSDNiA.F. Inhalation Toxicology Research Institute. » Lovelace 
Blomed h Envl ponmen ta I Research Institute. FIN A-103I, LMF-7B. 
aO/lI/30, 22pp. Available at NTIB 07159:063. 


6018040070 MUREO/Cfi-1833 V3 

"Structured Assessment Approachi Version l;Applled 
Demonstration of Output Results." Vol 3. 

PATR I AS E. A. A, t SACKS. I. J. La-urence Livermore Laboratory. FIN 
A-01t9. UCRL-58739 Va. 60/11/30. 330pp. Available at NTI8. 

07159: 064. 


6018040119 Submits corrected comments on proposed rule 10CFR50 It 
NUREO-0696, "Functional Criteria for Emergency Response 
Facilities." 

SCHUYLER. J. 0. Pacific Oas It Electric Co, 45FR947O0 035, 60/1 1/OS. 

ip. 07170:841, 


6018040496 Comments on NUREQ-0577. Revi s ion recommended re loading 
conditions I plant operating temps employed In fracture 
toughness evaluation of supports I< bolting matl tests, 
SHERER.A.E, C-E Power Systems. LD-aO-067. 80/11/85. 8pp. 

07IS7: S64, 


BOIS0SOO93 8EOY-0O-5O7 

Seeks Com-nisslon approval of end draft FR notice endorsing 
deferment of mandatory acceptance of nuclear plant 
reliability data sys Ii development of Integrated operational 
experience reporting sys. Recommends approval. 

DIRCKS. W, J. Office of the Executive Director for Operations, 
80/1 1/14. 60pp. 07173:116. 
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0018050440 Comments on 
"Performance Teitins 
Present program does 
under ATMs conditons 
LEVENSQN. H. Electric 
07171:346. 


DO Eisenhijt Itr to licensees re Section 
of BWn PWS Relief t Safety Valves.” 
not provide for testing of PWR valves 
or include tests of block valves. 

Power Research Institute. 00/11/26. 


II. 


IP- 


D. 


1> 


eotsoaoolo tWRE0/CR-i695 

"Ejiperlment Data Rept for LOFT Nuclear Small Break 
Etperiment L3-S/L3-6A. " 

DAOiL, T. • CARPENTER t J M. EOLO Idaho r Inc. FIN A-604a. 
00/11/30. 277pp. Available at NT13. 07195:137. 


EOO-3060. 


— aoiaiooisi 

f eedwater 
Licensee 
in 4S day 
EISENHUT, 


Forwards revised »/ final edition of MLifiEG-06i9 re DWR 
notile it control rod drive line nojil® cracking, 
commitment that MUREO requirements 4el 1 1 be met due 

D. 0. Division of Licensing. BO/11/13. tp. 07319:860. 


0012110453 NUREO/CR-1626 

"Eddy Current losp of INCONEL-600 Steam Generator Tubes at 
Tub e Sheet “ , . , , u 

MORRIS.C.J.J LYON.O.H,. DAVTSpT J. Bat t« 1 1 e Memor I a I Instltutei 
Pacific Northwest Laboratory. FIN B-2097. PML-3472. 80/11/30. 

17pp. Available at NTTS. 07859:234. 


0018080014 NUREG/CR“1310 

"Analytical it Esperlmental Studies of Beam H/Oeometrle 
Nonlinearity." , , , 

MIRIAtlY. Y. A. . MABRl.S. F. . ANDERSQNp J. C. California, Unlv. of, Los 
Angeles. FIN a-5976 BO/1 1/30. 134pp. Available at NTI8. 

07197:037. 


8012110491 »UflEG/CR-i752 

“Simulating Analyiing Artificial fJon-S ta t lonary Earthquake 
Ground Motions," seismic safaty margins research program. 

NAU,R. F r QLIVERiR.M. , PISTERiJL 3. Lawrence Livermore Laboratory. 
FIN A-0139, UCRI.-15277. 80/11/30, 46pp. Available at NTI8, 

07339: 193. 


8012080017 NUREG/CR-1694 

■'Proparties of Radwastes t. Waste Containers," quarterly 
progress rept, Apr-Jone 1900, 

MORC08, N. . WEISS, A. J. Srookhaven National Laboratory. 
BNL-NUREO-81866. 00/00/31. 40pp. Available at NTIB. 


FIN A-3027. 
07181: 165. 


6012110559 NOREO/CR-1715 

"Fuel Rod Behavior During Tests PCII 9-1 flS« CHF Scoping It 
PCM 8-1 RF. " _ ^ 

JOHNS0N,R. L. . LASSAHNi P. L. . MCCARDELL. R. K. Energy. Dept, 
A-6041, 608-3061. 00/11/30. 66pp. Available at NTIS. 


of, FIN 
07326: 065, 


0013090023 NUfi£0/CR-1672 . . , 

"Risk Assessment Methodology Development for Waste Isolation 
In Otologic Media," technical review of documents 
NUREO/CR-0394, NLIRE0/CR-Ci434 & NURE0/CR-049a. 

STEVENS, C. A. , FULLWOOD, R. R, , DASlNiS.T. 8c lanca Appl Uat ions, Inc. 
FIN B-6694. SAI-219-80-PA. 80/11/30. 106pp, Available at NTIB. 

07196:358. 


8013080713 Comments on NLiReO-0660 re action plan resulting from TMl-3 
accident. All Items In document are not related to TMI 
Lessons Learned. ,, - 

C0UN8IL. N. 0. Connecticut Yankee Atomic Power Co. C0UN31L, W. 0, 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSlLrW. 0. Northeast Utilities Service Co. 45FRS0613 001. 
BO/IO/20. 3pp. 07196:139. 


0018090794 NUReO/CR-146l 

"User Guide for MODCUT 8i PL-MODMC: Compu ter Codes for 

Fault Tree Analysis." . 

M0DARRE8, M. , RASMUSSENi N, C. , WOLF, L. Massachusetts Institute of 

Technology. FIN 0-6256. 80/11/30. 49pp, Ava 1 lable at NTI8, 

07196:296, 


9012090014 Comments on 000701 "Program Plan for Performance Testing of 
PWR Safety ti Relief Velvos. " Areas where program not 
completely responsive to NUREG-057Si Sec t Ion 2.1.2 require 
addl info. 

VOLLMERiB.H. Division of Engineering. 80/11/26. 9pp. 07197:293. 


8013090016 Forwards NUREG-0735, "Plan for Developing Safety Goal." 

001037 news release on subj.W/o end. 

ZECHtO. 0. Technical Support Branch, 00/11/32. Ip. 07197:300, 


—6012090018 Requests NUfiEO-0739, "Plan for Developing Safety Goal". 
L6WIS,t1. I. Affiliation Unknown. 80/13/05. Ip. 07197:301. 


8012090017 Comments on proposed rules IOCFR30, 32, 70 it 150 re licensing 
requirement enamptlon for contaminated smelted alloys. 

Opposes exemption, ^ _ , 

WRIGHT, N. Affiliation Unknown. 4SFR70B74 0003. 80/1 l/SO. Ip. 

0012090054 Comments on proposed rules IOFR30, 32, 70 t< 190 re licensing 
requirement exemption for contaminated smelted alloys. 

Opposes exemption. , 

FISHER, B. Affiliation Unknown. 49FR70874 0001. 80/11/14. Ip. 


0012090030 Comments on proposed roles tOFRSO, 38, 70 I, 150 re licensing 
requirement eiompllon for contaminated smelted alloys. 

Opposes exemp t Ion. Reques t s to be kept informed about 

ATAMIAN, L. Affiliation Unknown. 4SFR70874 0002. 80/11/15. tp. 

BOI2O9O240 Provides addl guidance on NUREO-0977, "Potential for Lou 
Fracture Toughness ti Lamellar Tearing on PWR Steam Generator 
t: Reactor Coolant Pump Supports." Option to use higher yield 
strength steels recommended, n 

SPRUNG, I. Stone «< Webster Engineering Corp. 00/12/03, 2pp. 

07201: 146, 


8012100123 NUR60-0619 , „ ^ „ . 

"BWR Feedwater Noiile t: Control Rod Drive Return Line Nouie 
Cracking," resolution of Generic Technical Activity A-IO. 
SNAlDER.fi, Office of Muelear Reactor Regulation, Director. 
80/11/30. 104pp. Available at NTIS. 07219:166. 


8012120201 NUReo-0606 V3 N04 

Aqua boak: "Unresolved Safety Issues," summary, data as of 
801107, Vol SiNumber 4. 

* Office of Management and Program Analysis, 80/11/07. 44pp. 

Available at NTIS 


8012120217 HURE0/CR-146S 

"Design Concepts for Independent Central Alarm Station &, 

Secondary Alarm Station Intrusion Detection Sys, '■ 

WAIT, H, J. , MANNING, M.W. Mason S: Hanger - Silas Mason Co., Inc. FIN 
A-9037, HHSM-SD 7919. 80/11/30. 6'tpp. Available at NTIS. 

07261; 049, 


6013120370 NUReO/CR-1299 

"Investigation of Halogenated Components Formed From 
Chlorination of Natural Haters: Pro I im inary Studies." , , 

BEAN,R.M. , RILEY, R.G. Dattelle Homer ial Instilutet Pacific Northwest 
Laboratory. FIN 0-2090. PNt.-2I63, 00/11/30. 34pp. Available at 

NTIS. 07261:112, 


6012120307 NUnEG/CR-ll20 V4 

"Seismic Safety Margins Research Program <Phase II, Vol 4, 
Progress Rept 8,600930. 

nAILEYiR.D., SMITH, P. D. , DONG, R.G. Lawrence Livermore Laboratory. 
FIN A-0I26. 80/11/30. 93pp, Available at NTIS, 07259:341. 


6012120322 NUR£0/CR-155a 

"DWR Refil l-Reflood Program 
Experimental Task Plan, '* 
ec«ERT,T. General Electric 
ao/U/30. 97pp. Available 


Task 4,2;Core Spray Distribution 

Co. FIN D-SB77. EPRI NP-i023. 
at NTJ0. 07360:109. 


6012120324 NUREO/CR-O69a 

"Chronic Effects of Chlorination L Byproduct on Rainbow 
Trout, Salno Gairdnerl, " 

ANDERSON, D. R. . DEAN, ft. M. , SCHIRMERift, E Dattelle Hamor 
Pacific Northwest Laboratory FIN 0-8098 PNi.-3045. 

29pp. Available at NTIS. < 07260:073. 


tat Institute, 
00/ 1 1 /SO. 


8012120331 NUHEO-0693 

"Analysis of Ultimate Heat Sink Cooling Ponds." 

CODELLiR., NUTTLE.M.H, Division o f Eng inee ring- BO/Il/30. 
Available at NTIS. 07257:001. 


106pp. 


6012120334 NUREO/CR-160S 

"Modeling of Plant Protection S: Control 8yi for 3SC. " 
KHATIB-RAMBAR Brookhaven National Laboratory, FIN A-304I. 
0WL-NUfiEO-5124l, 00/06/30. 90pp. Available at NTIS. 07298:103. 

0012120342 NUReO/CR-iai9 

"Developmant L Testing of Model for Fire Potential in 
Nuclear Power Plants. " 

HOCKENBURV, R. W. I YEATERrM.L, Rensselaer Polytechnic Inst, FIN 
0-6303. 80/11/30. 123pp. Available at NTIB 07259:042. 


1012120343 NUREO/CR-1454 V2 

"Reactor Safety Research Programs, " quarterly rept, Apr-June 
1980, Vet 2. 

EOLER, S.R, Battel lo Memorial Institute, Pacific Northwest 
Laboratory. FIN 0-3101. PNt.-3380-2. 80/11/30. 119pp. Available 

at NTIS. 07258:200. 


f 
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SOiaiSOS&O NUREO/CR-1467 

"CA8-8AS Qperatiortal Hark Station Dosi^n fc Proctiur**. “ 

WAtTtH. kJ. > KANNtNOi K. H. Ka«on t: Hanger - Sitae Haeon Co. i Inc. FIN 
A-9038. HH8H-SD 7930. 80/U/30. B&pp. Available at NT18. 

07260 : 237 


6012120304 Reeponil* to Nl.iREO-0731. "Ouide tines for Util Mgt Structure 
tt Technical Resources. " Draft feunil difficult to assimilate 
k perhaps more difficult to imp lament. Ouide is overreactlon 
to Till. 

JUROENSEMi R. U. American Electric Pouer Co. > Inc. B0/'12/0S. 4pp. 
07230:303. 


Q0t213OS9O t(URE0/CR-1322 

"Stcam/lfater Mlilnj t Sts Htdrodynamlcs ProjratrcTas k 4." 

(luarteTtip progress rept> Jul-Sept 1930. 

SEOEVtA. I COLUIER< R. P. Sattelle Memorial Institute> Columbus 
tatoratories. FIN A-404B. BMI-2069. 80/11/30. 6Spp. Available at 

NTI8. 07260:328. 


8013190149 Submits comments U suggestions pertinent to NlfRE0-O73ii 
"Ouldelines for Util Mgt Structure h Technical Retoureesi " 
Nt;REO-1280. "Pouer Plant Staffing." t: NUREO/CR-1^56, "Util 
ligt & Technical Resources." before f Inal i lat Ion. 

CRANEiP.A. Pacific Oat & Electric Co. 60/13/09. 3pp. 07240:069. 


8012160965 Ctassifles sgs tenat leal Ig initiating events responsible For 
fluid vol changes In primary tys of PWRs. u/speclal 
applicability to NURE0--0667i "Transient Response of 
B4.if-Des 1 gnsd Reactors.” 

ETKERINOTON. H. ACR3 - Advisory CorKnlttee on Reactor Safeguards. 
SO/05/Oi, 6pp. 07261:225. 


0OI2I6OS09 HUREO/CR-1793 VI 

“Study of Chemical Toilcity of Low Level Uestes. “ main rept. 

Vol i. 

• Oencral Research Corp. FIN 8-6127. 80/11/30. 2S0pp. Available 

at NTIS. 07250:343. 


8012160998 NUREO/CR-l 793 Va 

"Study of Chemical Toiiclty of Lou Level Hastes." 

.nonograpbii Vol 2. 

• Oeneral Research Corp. FIN 8-6127. 80/11/30. 223pp, 07291:242. 


3012170291 Comments on NUREO-0577. "Potential for Low Fracture 
Teujhnees 6 Lamellar Tearing on PHR Bteam Qenerator b 
Reactor Coolant Pump Supports" 6 "Oeneral Operating Reactor 
Review Procodurt & Acceptance Criteria.*' 

SVLVTA. B.R. Virginia Electric b Power Co. 943. 60/12/02. 2pp. 

07187:001. 


8012170919 Forwards NURE0/CR-172a. "Feasibility »f Epidemiologic 
tnvestlaetions of Health Effects of Cow Level tonliing 
Radiation. ' Co.T.ments of Interagency Scientific Review Oroup 
enc 1. 

OOLOSHITH. R. r PAR60NT. M. A. Ridiological Health Standards Branch. 
30/13/04. tOpp. 07270:005. 


—8012170524 NUReO/CR-t72a 

"Feasibility of Ep Idimio logic Investigations of Health 
Effects of Lou Level lonlitng Radiation." final rept. 
DREVER.H.A.. KAHNiH. 1.. CLAPP. R. M. Equifax Health Systems Dlv. 
FIM B“1 090-9. BO/ 1 1/30. 400pp. Available at NTIS. 07266:332. 


8012180510 NUREO-OSI2 R2 

“atd Tech Specs for C-E PHRs. '* Revision 2> super seding 
NUHEO 0212, Revl Sion 1. 

♦ Office of Nuclear Reactor Regulation. Director. 80/12/31. 400pp. 

03787: 026. 


B012I90040 NUREO/CR-1794 V2 

"Summery of Activities <■. Accompl ishments. Hay-Jui 1979: 

Proposal to Develop Method for Detection of HE Employing 
Chemiluminescence Reactions." progress rept. Vol 2. 

NBARY.M.P. Los Alamos Scientific Laboratory. FIN A-7210. 80/11/30. 

6pp. Available at NTIS. 07278:234. 


B012190424 NOREO/CR-1717 VI 

"8oi l-Strueture Interaction Methods Bummary Rapt." Vol 1. 
HILLER, C, A. Brookhavan National Laboratory. FIN A-32t6-9. 
BNL-NyKEO-51263, 80/06/30 IBpp. 07287:195. 


8012190432 NUR£0/CR~ia47 

"Std Containers for 8NM Storage. Transfer 6 Measurement. '* 
final raptiApr 1978- Aug 1980. 

ALVAR, K. R. , UWEN8. H. R. . LURIE. H. A. IRT Corp. FIN B-1091. 
eo/11/30. 74pp. Available at NTIB 07287:109. 


0012190465 NUR60/CR-1157 V2 

"Thsrmal/Hydraul ic Analysis Research Program." quarterly 
research rept. Apr-June 1900, Vol 2. 

THOMPSON, 8. L. SandU Laborator ies. FIN A-1216. SANOBO-1091. 
aO/OB/31. 76pp. Available at NTIS. 07286:326. 


6012190530 NUREO/CR-1493 

"Review of In-Vdssel Meltdown Models." 

RIVARD, J.H. Sandla Laboratories. FINA-llSl. aAN0SO-O4SS. 
80/07/31. 64pp. Avallabte at NTIS 07267:217. 


6012190537 NURE0/CR-I779 

"Emergency Preparedness for Nuclear Generating Facilities in 
Foreign Countries: Drlef Survey of Practices. " 

SCHULLER, C. R. , MARCUS, A. A., HANKARDT, A. M. Battel le Memorial 
Institute, Pacific Northwest Laboratory. FIN B-2311. 

BHARC-31 1-80-02. 80/12/31. 09pp. Available at NTI8. 07273:179, 


8012220167 NURE0/CR-t926 V3 

"Physics of Reactor Safety." querterly rept for Jul-Sept 
1980. 

« ’Argonne National Laboratory. FIN A-20tS. ANL-eO-94 V3. 
80/11/30. 37pp. 07309:182 


6012220181 NURE0/CR-i7O9 

"ORMDtN; Finite Element Program for Two-Dimensional Nonlinear 
Inverse Heat Conduction Analysis. " 

BASSiB.R., DRAKE, J.B. Union Carbide Corp. OTT, L. J. Oak Ridge 
National Laboratory. FIN B-Q123. ORNL/NUREO/CSD/, 80/12/31. 82pp 
07305: 353. 


S012220600 NURE0/CR-159S 

Radiological Assassment of Steam Oererator Removal 6 
Rep lecenent: Update 6 Revision." 

HOENESiO.R.. MUELLER, M. A. , MCCORMACK. U. D. Battelle Htnorial 
rnstltuts. Peclfic Northwest Laboratory. FIN B-2332. PNL-34S4. 
60/12/31. 109pp. Available at NTIS. 07309:019. 


B01222060? NUREO/CR-1808 

"Countercurrent Alr/Mater 6 Stiem/Hater Flow Above 
Perforated Plate." 

HSIEH.C.. BANK0FF,8.0., TANKIN.R.8. Northeastern Unlv. FIN H-61BB, 
60/11/30. 149pp. Available at NTIB. 07309:217. 


8012220615 NUREO/CR-1651 

"Constitutive Relations in TRAC-PiA. 

ROHATOI.U.8 . 8AHA.P. Brookhaven National Laboratory. 
BNL-NUREO~51250. 00/08/31. 49pp. Available at NTIB. 07309:121. 


8012220623 NUREO/CR- 1730 

"Data Sum.narles of LERs of Primary Containment Penetretlens 
at US Coirmerelal Nuclear Power Plents." Jan 1972-Dee 197B. 

BAMS, D. H. . TRIUQVSKY, M. E060 Idaho. Inc. FIN A-6276. EOO-EA-SIQB. 
00/09/30, 337pp. Available at NTia. 07187:001. 


0012220634 NUREO/CR-1621 

"Character I rati on of Faults In Appalachian Foldhelt. ” 
ODOK.A.L., HATCHER, R.D. Florida State Unlv. FIN B-1033-8. 
BO/09/30. 620pp. Available at NTIB. 07296:231. 


8012220670 NURE0/CR-t4S6 

"Experiment Data Rapt for Samlicale Mod-3 Small Break Test 
8-07-10 (Baseline Test Series)." 

SACKETT.K. E. EObO Idaho, tnc. FIN A-603e. E0O-2O3S. 80/05/31. 

265pp. Available at NTIS. 07295:236. 


8012220678 NUREO/CR-1407 

"Flold ti Modeling Btudy of Mlndblown Partlclee from U Mill 
Talllnge Pile. " 

SCIINENOlKAH.L.Ci SCHMEL. 0. A. . HQRBT, T. H. Battelle Memorial 
Inetltute. Pacific Northwest Laboratory. FIN B-809S-9, PNL-334S. 

60/06/30. 242pp. Available at NT18. 46.00. 07297:195. 


0Oi2?2O7O7 NUREO/CR- 1674 

"Fission Product Release From LHR Fuel Failed During Power 
Cooling Mismatch L Raactlvlty Initiated Accident 
Transients." 

08ETEK.D.U., KINO, J. J. EO&O Idaho. Inc. FtNA-6041. E00-203B. 

80/10/31, 38pp. Available at NTIS. 07294:001. 


0012220716 NUREO/CR-1437 

"Two-Phrase Flow Measurement Techniques In Oas-Llquld Bys, " 
JONES.O.C. Brookhavsn National Laboratory. FIN A-3049, 
BLN-NUREO-Sl IBS. 80/04/30 91pp. Available at NTIS. 07298:123. 


8012220719 NUREO/Cn-1364 

"Uncertainty Analysis for PHR LOCA. Part It: Alternative Core 
Damage Estimators.'' 

; BERHAN, M. . HALL, t.U. Sandla Laborataries. PIN A-1208. 8AND80-0629. 

80/05/31. 101 pp. Available at NTIS. 07296:135. 
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aol2S2O7S0 NUREO/Cn-t420 

Btato* (t Body Bad loae 1 1 vi tij of Former Thorium 
Work«r»t " interim rept, 

SJEHNEy, A. F. , POLEDNAK.A. P. , RyNDO, J, Aroonne Natlonai Laboratory. 
FIN A-2050. ANL-SO-37, 80/01/31, 34pp, Available at NTI6. 

07298: 071. 


8012230095 NyHE0/CR-I494 

"Interattion of U Mill Tailiny* Leachate W/Soils & Clatj 
Liner** " lab analg* l*/progros» rept. 

OEEiO.W.. CAMPBELL, A. C. . SHERWOOD. 0. R. Battolle Memorial Institute, 
Pacific Northwest Laboratory. FIN B-2S92. PNL-3381. 60/06/30. 

eepp. A/ailable at NTIS, *3.75, 07319:164, 


8012230099 NUH60/CB-13U 

''Containment Main Steam Line Break Analysis for Equipment 
Dual 1 f lea t Ion. " 

LAKKlNiD.E., 0100, R.O., KOESTEL. A. Los Alamos Scientific Laboratory. 

FIN A-7103, LA-a305-M8. 00/06/30. 68pp, Available at NTtS. 

<i3. SO. 07319:101. 


8012230104 NUREO/CB-1426 

''Development of Mechanistic Model for ECC Penetration In 
PWR Downcomer, " topical rept. 

SEOEVi A. 1 COLLIER, R.P. Battel le Memorial Institute, Columbus 
Laboratories. FIN A-4040. Btil-20S1. BO/06/30. SSpp. Available at 
NTI8. *3,73. 07319:016 


8012230201 NUREO/CR-1663 

"Bouguer Gravity Anomaly Map of East-Central Mldcontlnent of 
U8, ” Map end. 

KELLER, O.R., RU3BELL, D.R. Texas, Univ. of. HINZE, H. J. Purdue Univ. 
FIN B-S971. NRC-04-76-323, 00/10/31. ISpp. Available at NTIS. 

07310:331. 


8012230313 NURE0/CR-126i 

"Mathematical Model for Predicting Probability of Acute 
Mortality In Human Population Exposed to Accidentally 
Released Airborne Radionuclides: Final Rept for Phase 1 of 
Early Effect* of Inhaltd Radionuclides." 

FILIPy.R.E, , 0aR8T,F. J. Battelle Memorial Institute, Pacific 
Northwest Laboratory. FIN B-2268. PNL-32S7. 80/03/31. 120pp. 

Available at NTIB 07310:092. 


8012230317 Comments on NyRE0-073i, "Guidelines for Util Mgt Structure 
li Technical Resources." NUREO Incorporates pravislon* of 
unfinallted S: unapproved documents. Outstanding issues should 
be resolved before Issuance of next draft. 

HANCQCKiJ.A. Florida Power Corp. 80/12/10. 4pp. 07311: 104. 


8012230319 NUREO/CR-1232 

''Three-Dimensional Fluid Finite Element." 

BATHE, K.J., HAHNiW.F. Massachusetts Institute of Technology. 
NRC-03-78-142, 80/02/29. 33pp. Aval lab le at NT18 . 07318:346. 


8012230323 NURE0/CR-i2a4 

"Method* of Determining it Controlling Bias in Nuclear Matl 
Accounting Measurements. " 

SR0UNB,R.J., MEBRILL,J.A , ROBERTS. F.P. Battelle Memorial Institute, 
Pacific Northwest Laboratory, FIN B-20149. PNu-3264. 00/06/30. 

SOpp. Available at NTtS. 07321:201. 


8012230323 NUREO/CR-1291 

"LWR Pressure Uessel Survelllanc* Dosimetry Improvement 
Program," 1979 annual rept, 

MCElROYfW. N. Hanford Engineering Development Laboratory. FIN 
B-3900-7. HEDL-BA 1949. 00/02/29. 64pp. Available at NTlS. 

07321:218. 


8012230331 NURE0/CR-1S28 

"Safeguard* User Manual for Nuclear Matl* Mgt U Safeguard* 

8ys, " final rept, 

• Boeing Computer Services, Inc. (subs, of Boeing Co. 1, PIN 
B-6902-9. 00/08/31. 170pp. Available at NTI8, bS. 30. 07321:044, 


8012230340 NUReG/CR-i324 

"Preliminary Analysis of Flashing Transients." 

CROWLEY, C. U. , WEI, 8. Creare, Inc. NRC -04-75-1 62. CREARE TN-313. 
00/07/31. 9Spp. 07320:283. 


8012230360 NURE0/Cfi-lSI9 

"General Oaol ogy, Oeophy* ic* i: Seismicity of Northwest AL. " 

KID.J.T, Alabama, State of, FIN H-6617, NRC“O4-70-86a. 80/06/30. 

e9pp. Available at NTIB. ♦4.23. 07320:197. 


8012230370 NUREO/CR-I660 

"Compl latlpn, Assessment b Expansion of Btrong EarthRuate 
Ground Motion Data &*!**> Be ( smlc Safety Margins Research 
Program (SSMRP). " 

CROUSE. 0.B.,H1LEMAN,J. A,, TURNER. B.E. Lawrence Livermore 
Laboratory, FIN A-0t39. UCRL-18a27. 00/09/30. I37pp, Available 

at NTIS. 07320:033. 


0012230372 Comments on NUREO-0731, '’Ouidolinos for Util Mgt Structure h 
Technical Resources," Requirement r» staffing near-tern 
onsite emergency orgonlcatlon within 2-h Is in conflict 
w/NUREO-0654 

MCDONALD, R. P. Alabama Power Co. 1(0-00-0029. 80/12/17. 3pp. 

07312; 239, 


8012230374 NUREO/CR-1330 

"Allocation of NRC Insp Effort to Risk-Related Activities 
In Nuclear Power Plants. " 

LYNCH, O.L., BRADLEY, 0, H, , BftlSBINiN.L. Bandla Laboratories. FIN 
A-0232. SANOao-0361. 80/04/30. 134 pp. Available at NTIS. 

07319; 290, 


8012230380 NURBO/CR-l 568 

"LWR Fuel Rod Post-Sub cool ed Blowdown Scoping Analysis." 

GRUDB,R.L. EOtcO, Inc. FIN A-6269. 80/08/31. 46pp. Available at 

NTia, *2.50. 07319:247. 


8012230467 Foruiards comments on NUREO-0731 re util mgt structure b 
technical resources. Independent safety engineering group 
should rept to technically qualified corporate official 
responsible for nuclear power production. 

CLEMENfS. B.R. Texas Utilities Generating Co. 80/12/15. 3pp. 
07313:256. 


8012230509 MUReG/CR-12S7 

"Summaiy of FV79 Progress on Refill Effects Program," 
quarterly progress rept, Uu I -Sept 1979. 

RQTHE,P.H. , CROWLEY. C.J. Create, Inc. FIN A-4070. CREARE TN-312. 
00/03/31. 33pp, Available at NTIS. 07310:016. 


8012230516 NURE0/CR-iS03 

"Earthquake Focal Mechanisms in Southeastern US." 

GUINN, 0. A. Georgia Institute of Technology. FIN A-9020. 

NRC -04-77-2 10. 00/06/30. I63pp, Available at NTIS. *S. 00, 

07310:201. 


8012230522 NURE0/CR-IS83 

"Modeling Tornado Oynar.lcsi" final rept.iJan 1976-May 190Oi 
ARAP Rept 421. 

LEWELLEN.W.S, I 8HEN0. Y. P. Aeronautical Research Associates of 
Prlncetan. FIN 8-5795. NRC-04-76-2 18. 00/09/30. 235pp. Available 

at NTIS. 07310. 048. 


8012240004 Forwards 1977 & 1978 briefing books for Commissioners. 
FITZOERAUD.U, A, Office of the Oeneral Counsel. 00/12/10. Ip. 
07187:001. 


—0012240025 MUREO-0002 E8 

"Final Oentrlc Environ Statement on Use of Recycle Pu in 
Mixed Oxide Fuel in LWRs. " 

0- Dfflca of Nuclear Materiel Safety b Safeguard*. 76/08/31, 
43pp. 07187:00l. 


—8012240031 NUr!E0-O217 

"NRC Task Fore* Rept on Review of Federal/State Program for 
Regulation of Commercial Low Level Radwaste Burial Grounds." 

* Office of Nuclear Material Safety b Safeguard*. « Office of 
State Programs, Director. 77/03/31. 26pp. 07187:001. 


8012240309 WREO/Cfl-1584 

"On Motions of Particles In Turbul fnt Flow*. " 

LEE, 8. L. New York, Stats Univ, of. Stony Brook. DUR8T..F. 
Unlversltat Karlsruhe. FIN D-6211. 80/07/31. tSOpp. Available at 

NTIS. 07327:234. 


8012240312 NUREO-0123 R3 

"BTS for OE BWR* {BWR/Sl." Bupersede* NURBO-Ot23,Rev 2. 

* Office of Nuclear Reactor Regulation. Director, 00/12/31. 380pp. 

07325:876. . 


8012240507 NUREO/CR-1454 V3 [j 

"Reactor Safety Research Programs," quarterly rept Uul-Sept |! 

1980, Vol 3. !; 

EDLFRtS.K. Battelle Hefflorial Institute, Pacific Northwest [: 

Laboratory. FIN B-2101, PNL-3300-3. 00/12/31. /Spp. Available at 

NTIS, 07323: 133. 


0012290193 Comments on draft NUReG-0731, "Guideline* for Util Mgt 

Structure 6. Technical Resource*." Ouali f Ication requirements § 
for personnel are too restrict! ve. Guide lint* should permit p 
consideration of equivalent experience 6 training. i:i 
SYLUIAiB.R. Virginia Electric %> Power Co. 1007. 00/12/19. 4pp. p 
07330:254. J 


0012290611 NUREG/CR-ieSS 

"Application of Lldar Techniques to Estimating Atmospheric 
Dispersion," final rept. 

UTHE,E., iJOHNSaNi W. B. Stanford Rtsearch Institute. FIN S-6222. 
NRa-04-77-147, 00/12/31. 87pp. 07336:041. 
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BOJZ290il3 tiUSeo/CR-l739 V2 

"Conceptual Doslgn of NRC Headquarters Operations CtPi User 
Needs for Radiological & (leteorol og lea I Oatai '' Vol S. 

HANNAN. J.. HIMES, v). Mitre Corp. FIN B-3099. 8AND80“7l45/2. 

ao/IS/ai. sapp. Available at NTIS. 0733i:097. 


B01S29061V MURE 0/CR- 1739 VI 

"Conceptual Design of NRC Headquaters Operations Ctr,User 
Needs for Nuclear Data Link info," Vol 1. 

HAUMANiU. , HIKES. J.i WOLFE. D, Mitre Corp. FIN 6-3099. 0ANO8O-7148. 

BO/ia/31. 94pp, Available at NTIS, 0733S;3tS. 


3O123OO408 Forwards NED0-S4823i "Analysis of Tuo-Loop Test Apparatus 
S.salt Break Test Results," on behalf of BWA owners group. 

Submittal satisfies part of NUREG-0S7S, Requlreman t 2.1.9. 

BUCHHOUZ. R. H, General Electric Co. MFN-8ia-60. ao/J2/'29. Ip. 

07392:352, 


8012310024 NUREO'OBSB 

"Interim Staff Position on Environ Qual i f i cat ion of 
Safety-Related Electrical Equipment, “ resolution of Generic 
Technical Activity A-24. for comment, 

SZlMIFMfCZ, A. Office of Nuclear Reactor Regulation, Director. 
79/12/31. 70pp. Available at NTIS. 07344: 33i. 


8012310026 Forwards errata to NVREO/CR- 1 723, "Feasibility of 
Epidemiologic Investigations of iiealth Effects of Lou Level 
lonlilng Radiation.” 

* Division of Technical Information A- Document Control. 30/11/83. 
ip 07371:099, 


—0018310031 NI;RE0/CR-1728 ERR 

Errata to MUREO/CR-1728, "Feasibility of Epidemiologic 
Investigations of Health Effects of Lou Level lonliing 
Radiation," consisting of revised Pages 89.92 b 97. 
a Equifax Health Systems DIv. BO/il/88. 3pp, 07371:100. 


8012310028 NUREO-Ohli 

"Oenerle Evaluation of Feedwater Transients fc Small Break 
LOCAs in Uestlnghouss-Designed Operating Plants. " 

a Office of Nuclear Reactor Regulation, Director. 80/01/31, 600pp, 

Available at NT18, 07363:032. 


8012310116 MUREO/CR-ltaS Vi ERR 

Errata to NUREO/CR-l4a9, Vol 1. Number t, "Safeguards tiatl 
Control L Accounting Program,'' quarterly rcpttOct - Dec 
1979.Rept number changed to N'JftEO/CR-0349. Vo 1 9. 

■* Division of Technical Information L Document Control. 80/11/85. 
Ip. 07371:179. 


8012310297 NUREO-0139 V4 NOl 

Duff book: "Status Summary ReptiWator Reactor Safety 
Research," data as of 600131. Vol 4. Number 1. 

• Office of Nuclear Regulatory Research. Director. SO/04/14. 
300pp. Available at NTIS. 


8012310300 NUREO"03a9-79/9 

Sold booh: "Regulatory Liesns Ing. Da ta for Decisions." status 
summary rept. 

• afflee of Nuclear Katerlal Safety h Safeguards. 79/09/83. 806pp. 


0012310304 NUREO-0080 V4 NOS 

Gray book: "Operating Units Status Rept." data as of 800430. 
Vol 4. flumbar 9. 

e Commissioners. SO/06/19. 230pp. Available at NTIS. 


8012310308 NUREO-OSaO V9 NOS 

Interim blue book; "Regulatory Licensing. Data for Decisions. 
Nuclea.' Power Plants," status sutumary rept, Vol 9. Number 3. 

» Com.nlssionars. SO/OS/Ol. SSpp. Available at NTIS. 


a 0123 t 0313 NURE0-0S80 V9 NOl 

Blue book; "Regulatory Licensing, Data for Decisions, Nue lear 
Pewor Plants," status summary reptiVol 9. Number i, 

» Commissioners, 80/08/29. 840pp. Available at NTIS. 


8012310394 NURE0/CR-1BO3 

"Analysis of Earthquake Intensities H/Respeet to 
Attenuation, Magnitude L Rate of Recurrence. Revised Edition." 
final rept. 

BRAZEEi R, s/. Commerce. Dept. of. National Oceanographic b Atmospheric 
Administration. FIN B-9692. EDS NOSDC-S, BO/18/31. i64pp. 
Available at NTIS. 07370: 278. 


8012310399 NUREO-0304 V3 

"Regulatory b Technical Rapts. " compilation for 197S-78, 

Vol 3, 

« Division of Technical Information b Document Control. 
MCKENZIE. L., ARAOONfR, Systematic Evaluation Program Branch, 
eo/os/ai, SSOpp. Available at NTIS. 


8012310445 NUR£0/CR-i804 

"Re-evaluation of Hodifled Mercalli Intensity Scale for 
Earthquakes Using Distance as Determinant. " 

BRAZEE. R. J, Commerce. Dept, of. National Qceanograph ie b Atmospheric 
Administration. FIN B-8692. EDIS N08DC-4. 80/12/31. 340pp. 

Available at NTIS, 07365:040 


8012310177 Ferwerds sections of "Technical Evaluation of Elactrical 
Instrumentation b Control Design Aspects of Override of 
Cnntainment Purye Valve Isolation" in response to 801209 
telcon re NVREO-0737, Item tI.E. 4.2. 

MARIORE, J, A, Licensing Branch 3. 80/18/11. Spp. 07371:196. 


8012310187 Forwards proprietary b nonproprietary versions of 
"Mastinghouse Reactor Vessel Level Instrumantatlon Sys for 
Monitoring Inadequate Core Cooling C7300 Bysk." In response 
to NgREO-0707. Appl I cation b affidavit for withholding end. 
ANDERSOH, r. «. Westlnghouse Electric Corp NB-TMA-SSSB, 60/ 12/23, 
9pp. 07374:085. 


ORO CORREBPONOENCE WITH OTHER OROANIZATIONS 


8018010236 Forwards notification of SOI 184 meeting re LER saquanct 
coding b search procedure workshop. 

MtCHEL80N.C, Dir ic tor 's Of f lee. 00/10/23, 3pp. 07097:304. 


8012050001 Informs that NRC anticipates no difficulty in implementing 
FEMA guidelines for dam safety. Status of NRC progress re 
Imp lemanta tt on of guidelines b major recommendations will 
be provided by 811231. 

DIRCK3.W.V. Office of the Executive Director for Operations. 
80/10/17. Ip. 07211:001, 


— B012310193 Nonproprietary version of summary rept, '‘Westlnghouse 
Reactor Vessel Level Instrumentation Sys for Monitoring 
Inadaquate Core Cooling (7300 Sys), “ 

a Westlnghouse Electric Corp. 80/12/31. 7app, 07374:034. 


-6018310198 Nonproprietary version of summary rept, "West inghouse 
Reactor Vessel Levil Instrumentation Sys for Monitoring 
Inadequate Core Cooling tVpper Head injection Plant)." 

• Westlnghouse Electric Corp. 80/12/31, 79pp. 07374; 112. 


•*“0018310201 Nonproprietary version of summary rapt, "Weft inghouse 
Reactor Vessel Level Instrumentation Sys for Monitoring 
Inadequate Core Cooling (Microprocessor Sysl," 
a Westlnghouse Electric Corp. 80/12/31, a8pp. 07374:191. 


8012310284 nUReO/CR-1717 VS 

"BciU Structure Interaction Methods SLAVE Code," Vol 2. 

CQSTANINOi C. J. , .MILLER, C. A, Brogkhaven National Laboratory. FIN 
A-3ai6-9. BNL-NUREO-51843. 79/09/30. BOpp. 


BDI2310287 NifRE2/CR-0773 

"Training b. Qual Ifytng Personnel for Performing Measurements 
for Control b Aceounti.ng of 8NM, " 

BR0UN8, R. J. , ROBERTS, F.P, Battslle Memorial Institute, Peciflc 
Narth'jiast Laboratory. FIN B-80i4. PNL-3080. 60/11/30, t2po 

Avallatle at NTIS. 07370; 166. 


— 6018050008 Forwards "Federal Ouldellnes for Dam Safety," b "Early 
Pregrees to Implement Federal Ouldellnes for Dam Safety b 
Recommendations to Improve Federal Dam Safety Programs." 
Requests rept re progress of imp lemsntatton guidelines. 

MACV, J. (J. Federal Emergency Management Agency. 00/09/17. Spa. 
07211:008. 


— 8012050005 "Fedaral Quidallnas for Dam Safety. " 

a Federal Coordinating Council for Science, Eng. b Technology. 
79/06/25, SSpp. 07811:006. 


— 8012050009 '‘Early Progress to Implement Federal Ouldellnes for Dam 
Safety b Recommendations to Improve Federal Dam Safity 
Programs. " 

a Federal Emtrgency Management Agency, 80/07/30. 100pp. 

07211:056. 


8018090026 Responds to 600925 Itr re future commercial availability 
of DOE atmospheric raleese advisory capability at nuclear 
power stations, Pi lot tests to be performed b evaluated. 

REHM, T.A. Office of the Executive Director for Operations. 
eO/lf/86. ip. 07197:309, 


--8012090032 Forwards DOE S00717 memo presenting legal opinion that DDE 
cannot assume commercial sector role for atmospheric release 
advisory capability sys. Program datalls need to be worked 
out u/NRC b FEMA. 

BARBER, R.W. Energy, Dept, . of . , 66/09/85. 2pp. 07197:310, 



NONDOCKETED ITEMS 


aoi2llO!538 Reipond* to FCJIA r»<iue»fc #or memoranda of understand Inp 
betuaen MRC & FEKA. Pom/ards tuio memoranda of undarstandlng 
betueen NRC & FEliA for incident response {< radiological 
smcrgencg planning (< preparedness. 

FELTON. J.H. Division of Rules and Records. BO/IS/OS. ip. 
07Z87; ISO. 


6018010095 Comments bg Children's Orthopedie .Hasp L Hedicai Ctr on 
proposed rule 1OCFR20 re disposal of tritium tt C-14 
raduastes into sanitarg setuer sgs. Redut t ion in vol of uaste 
in form of scintillation fluid & vials uil 1 1 reduce cost. 

SMITH, E.H. Affi nation Onknousn 48FR4.70ia 093. aO/U/Il. Ip. 
07097: 330, 


”8012110330 Memorandum of understanding between NRC k FEMA re 
radiological energancg planning U preparedness. 

CAMK.F.A. Federal Emergencg Management Agencg, 80/11/04. 6pp. 


6012010103 Comments on proposed rule lOCFRZO. "Btds for Protection 
Against Radiation. “ Supports rule. 

BQNIEiF. J. Texas, Unlv. of, Dallas. 43Ffi6701B 077. aO/ll/03. Ip. 

07097: 329. 


8012110542 FOIA re<ioest for memoranda of understanding between NRC 1< 
FEMA noted in encl press release. 

OROBSMAN, K. Island Closeup News Service. 80/11/28. 2pp. 

07827: 151. 


0012110748 Concurs u/draft memo to Executive Director for Operations 
transmitting final rule on 40CFRt90. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 
80/11/24. Ip. 07827: 1'79. 


601283,}2ll Responds to B01028 Itr re<{uesting help In development of 
info package k other matt for use bg state k local emergencg 
preparedness officers in event of incident at nuclear 
pobier plant. Info will be provided. 

AHEARNErJ. F. Commissioners. 80/11/13, ip, 07317:053. 


—8012230216 Informs of contract award to N Lou k Associates, Inc to 
develop public education info programs re response to ang 
possible Incident at nuclear generating statl on. Requests NRC 
cooperation In course of project. 

HACVivl. N. Federal Emergencg Management Agencg. 80/10/28. ip, 
07317:034. 


8012230494 Responds to 800908 request for info re Task Oroup membership 
k proposed schedule for completion of wastewater studg. 

Meeting scheduled for 801818-19 at TMI. Rscommendatlons re 
tritium wilt be made in Feb 1981. 

StNCLAIRiN. K National Council on Radiation Protection k 
Measurements. 80/12/16. 3pp. 07313:210. 


B01S840442 Responds to 801801 request for review k comment on 
“Draft Outdance on Offsite Radiation Measurement 
8gs, Phase 8,Monltorlng k Measurement of Radlolodlne to 
Determine Dote Commitment in Hllk Pathway, “ 

ORIMEB, B. K. Emergencg Preparedness Program Office (after 801119 see 
l&E). 80/12/01. 6pp. 07327:337. 


—8012240443 "Draft Guidance Document on Offsite Measurement Bgs Phase 2 
Monitoring k Measurement of Radioiodine to Determine Dose 
Commitment in Milk Pat|,wag. " 

KELLER, J.H., HOZAi M. , HOFFMAN, L. G. Eison Nuclear Idaho Co. 

80/08/31. 67pp. 07327:343. 


6012010111 Comments on proposed rule i0CFR20 re disposal of liquid 
icint 1 1 la t Ion media k animal carcasses containing tritium k 
C-14. El Imt nates cost of shipment k bur ial. 8up par ts rule. 
KALAKOWSKY, S. C. Carter Wallace, Inc. 45FR*7018 078. 80/11/07. 

2pp. 07097: 327. 


6018010209 Forwards notice of correction to final rule tOCFR73. 1 <b ) , 
phgsical protection of plants k me tls, pub I i sh ed In 790724 
FR. Requests that correction be published at earliest 
possible date. 

CHlLKiS. J, Office of the aecretarg of the Commission. 80/10/08, 
ip. 07097:316. 


— 8012010259 Notice of eorracllon to final rule 10CFR73. 1 <b ) , phgsl cal 
protection of plants k mat 1 s, pub 1 i shed in 790724 FR. Error 
made in amtndatorg language resulting In Inadvertent 
deletion of tOCFR73. i ( b > (2 ), (3), < 4i k CS). 

DIRCKSiN. J. Office of the Executive Director for Operations. 
80/07/30, 3pp, 07097:317. 


6012010414 Forwards notices of Sgs of Records proposed ntinor amends 
for publication in 601028 FR. 

CHILK,8. J. Office of the Secretarg of the Commission. B0/i0/i6. 
Ip, 07097:013. 


— 6G1S01041B Notices of Sgs on Record's proposed minor amends to NRG-l, 
4,7,8,9,11,15, 16,16.20,22.27,31,33,34,36 k. 38. Comments due 
on or before 801121. 

DIRCK8, U. J. Office of the Executive Director for Operations. 
80/10/09, 21pp. 07097:016. 


8012010419 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media k animal carcasses containing tritium k 
C-t4. Supports rule, 

HENOERSHOTT, L, St. Louis Unlv. Medical Center 8t. Leuis.HQ. 
4SFn67i)18 iOl. 80/ll/iO. ip, 07097:014. 


6018010432 Comments on proposed rule 10CFR20 re diipasal of liquid 
scintillation media k animal carcasses containing tritium k 
C-14. Supports rule. 

FERNANOEZ-PAL 9t, Louis Unlv. Medical Center St. Louis, MO. 
45FH670ia 100. BO/tl/10, Ip. 07097:013. 


8012290245 Forwards TF Engelhardt 801209 Itr sent to FR requesting 
approval of matl to be incorporated bg ref into various 
sections of lOCPR. 

ENGELHARDT, T, F. Deputg Executive Legal Director. 80/12/12. Ip. 
07337; 081. 


—8018890850 Noti f les that review of listed matl to be Incorporated bg 
ref in various sections of lOCFR Is complete. 

SEGAL, 0. Office of the Federal Register. 80/11/85. 4pp. 

07337; 003. 


8018310087 "Use of Stds In Selecting Sites for Nuclear Power Plants. 
MINDGUE, R.O. Office of Standards Development, Director, 

ROBERTS. I. C. Assistant Director for Siting Standards. 80/12/16. 
13pp. 07369: 192. 


PR PROPOSED RULE 


8009100422 SEC 7-00-379 

Submits proposed plan for development k articulation of NRC 
safetg objectives, notab Ig w/respect to reactors. Status 
of NRC work, deter 1 p t ion of Qfc of Research sponsored 
projects k draft staff requirement memo k FR notice encl. 

HANRAHANi E. 0. Office of Polieg Evaluations. BICKNIT, L. Office of 
the General Counsel. 4SFR71023. 80/08/18. SSpp. 03517:197. 


8011880106 Transcript of 801121 Affirmation Session 80-51 in 
Washington, DC re discussion k vote on SECY 80-457. Pp 1-31. 
« Commissioners. 80/11/21. 31pp. 07002:043. 


—0011880112 SECY-00-476 

Informs that NRC has concluded k recommended that revisions 
should bt made to 10CFR73 amend k to draft Reg Guide 
SO 90i-4, Forwards revised amends k submits guide changes. 

MINQOUE, R. B. Office of Standards Development, Director. 80/10/80. 
60pp. 07002:091. 


6012010444 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media k animal carcasses containing tritium k 
C-14. Supports rule. 

HER81G, F. K, St. Louis Univ. Medical Center St. Lauis.MO. 43FR670ie 
102, 80/11/10. ip. 07097;, DOa. 


6012010450 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media k animal carcasses containing tritium k 
C-14, Supports rule, 

BOYD.R.H, Georgia Institute of Tschnologg. 45FR670ia 109. 
0O/li/il, Ip. 07097:003. 


6012010461 Comments on proposed rule lOCFRSO, "Interim Requirements Re 
Hgdrogan Control k Certain Degraded Core Cons iderations. " 

KEMPER, J.B, Phi ladelphla Electric Co. 45FR6 5466 003. 80/11/03. 

2pp. 07096:350, 


8012010463 Comments on proposed rule 10CFR50, "Interim Requirements Re 
Kgdrogen Control k Degraded Core Considerations. “ 

LEWIS,M. 1. Affiliation Unknown. 4SFR65466 005. 80/10/31. 7pp. 

06916:001. 


6012010501 Comments on proposed rule 10CFfi20 re radwaste disposal. 
Changes should be applied to other isotopes as we i 1 . Supports 
rule. 

BUOARMAN,N. Chicago. Univ. of. 45FR670ia 089. 80/1 1/lt. ip. 

07090:233. 


6012010503 Comments on proposed rule 10CFR20 re disposal of tritium k 
C-14 into sanitary sewer sgs. Rule would reduce pressures an 
bur lei sites. Supports rule, 

DAUY.M. J. Arlxona, Univ, of. 4 5FR 670 18 036. 80/11/04. Ip. 

07098:832. 
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S01301431& Com.Tisnti bij Veterans Ad mt n i * tra t i on Medical Ctr. Northport. NY 
on proposed role 10CFR20 re dtspoeal at liquid sclntUlation 
media t: animat carcasses containing tritium & C-14. aupport* 
role. 

HQDSONi It. L. AFflllatian Unknown, N»tFR670ia 053, BO/iQ/30. Ip 

07098:831. 


BOiaOdOOSB Advises recipients of comments on 10CFR30 onder 4SFRA54&fi & 
4 5FR6a474, Comment Nomters 14.80 U 89 under 4SFR<iS466 should 
be Numbers 2.3 & 4. respectively, under 45FR65474, Numbers 
1 4,. 20 & 89 will not be used again. 

• Docketing 4; Services Drench. 45FR6S466. 80/11/14. Ip. 

07170:801. 


0012010372 Com.nenis on proposed rule 10CFR8O re disposal o# liquid 
scintillation media S. animal carcasses containing tritium b 
C-14. Rule uill conserve resoure es. reduce medical costs & 
reduce chemical tt pathogenic hatards associated u/uastes. 
DUELFER.T. Johns Hopkins Hedical Institutions Dal t imore. HD. 
43Ffll>70lB 057. 60/11/05. ip. 07090:830. 


8012010530 Comments on proposed rule 10CFR80 re disposal of liquid 
sc inti t lati on media 4 animal carcasses containing tritium 
U C-14. Heavy culture vial containing I. 5 uCi C-14 culture 
media should also qualify under change. Supports rule. 

GREGORY. U. 0. Rochester. Unlv. of. Medical Center. 45FR670ia 054 
80/11/05. Ip. 07090:227. 


80I8040D72 Comments on proposed rule 10CFR2 re proposed general 
statement of policy i procedure for enforcement actions. 

Section on enforcement actions should devote same space to 
NRC responsibilities In inspecting plant. 

ALtFV. N. P. Federal Emergency Management Agency. 43FR6i7S4 008. 
BO/lt/07. Ip. 07170:260, 


8018040087 Comments on proposed rule 10CFR50 re whether broader range 
of accidents of both lesser 1< greater severity than DBA 
should be considered in plant des Ign. operation b safety 
analys is. 

AQUILAR.F, EOiO, Inc, 45FRdiS474 004. 00/10/31. 2pp. 07170:2d»l, 


8012010634 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media !t animal carcasses containing tritium 
4 C-14. Rule would reduce quantity of low level radtjaste sent 
to appro>ved landfill 4 capacity for higher level waste. 

JUODiC. I. Richardson-Herre 1 1. 1 nc, Herr e 1 1-Nat Iona 1 Laborator les Dlv, 
4SFR670ie 091. 00/11/13 Ip, 07093:816. 


8012020494 Comments on proposed rule 10CFR2O re dlspO'Sal of liquid 
scintillation media 4 animal carcasses containing tritium & 

C-14. Sup ports rule. 

CDTSON.R.C. St. touls Univ. Hedical Center St. Lovis.HO. 48FR670ia 
099. BO/ll/10. Ip. 07140:136. 


8012020459 Comments on proposed ruts lOCFRSO re disposal of liquid 
scintillation media 4 animal carcasses containing tritium 4 
C-14, Supports role. 

HO, J.E. 8t. Uooli Unlv. Hedical Center St. Louis. MO, 4SFR67018 093. 
80/11/10. Ip. 07140:135. 


8012020467 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media 4 animal carcasses containing tritium 4 
C-14. Supports rule. 

OEGROE.E A. 8t. Louis Unlv. Medical Center St. Louis. MO. 4SFfl670ia 
103. BO/ll/iO. Ip. 07140:134. 


0012030816 Comments on proposed rule lOCFRSO. "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Core Considerations." 

Evaluation should be done re challenges to containment 
integrity doe to fuel cladding 4 water hydrogen production. 

KOUALSKt, J. F. Affiliation Unknown. 45FR65466 009. 80/10/30. lo 

07149:143. 


8018040097 Comments on proposed rule lOCFRSO re nuclear power plant 
degraded core 4 core melt accidents. 

DEARIENiJ, A. Af f i I iat ion Unknown. 45FR6S474 003. 80/11/06. apa. 

07170:249. 


0O1 8040108 Common ts on proposed rule lOCFRSO re nuclear power plant 
d’agraded core 4 core malt accidents. 

RATHLES8EB0ER 1 n ter 1 or. Dep t. of , 45FR65474 002. 00/11/03. Soo. 

07170; 248. 


8012040119 Submits corrected cotr.nents an proposed rule lOCFRSO 4 
hlUREO-0696. "Functional Criteria for Emergency Response 
facilities. " 

SCHUYLER, V. 0, Pacific Qas 4 Electric Co. 45FRS47O0 035. 00/11/05, 

ip. 07170:241. 


8012040327 Comments on proposed rule lOCFRSO, "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Core Cons 1 derat ione. “ 

Rule should be Integrated w/reqoirement* of NUREO-0660. 

WATERS, D.n. Carolina Power 4 Light Co. 45FR65446 007. e0/10'/a9. 

8pp, 07170.173, 


8018040334 Comments on proposed rule lOCFRSO, "Interim Requirements R* 
Hydrogen Control & Certain Degraded Core Consideratlone. " 

6DHARDS. D. H. Yankee Atomic Eleetrle Co. 4SFR6S466 016. 80/11/05. 

Spp, 07170,153. 


-8012040349 IAEA-CA-39/218 

Probabllsttc aesessment of containment inerting in nWRi. 
HFISINO-OOODMAN Massachusetts Institute of Teehnologg. 80/11/80. 
ISpp, 07170:199. 


8012030084 Comma, its by Ethos Research Oroup on proposed role lOCFRSO. 
"Interim Requirements Re Hydrogen Control 4 Certain 
Degraded Core Considerations," 

BATESiA, Affil iatlon Unknown. 45Fn6S466 013. BD/lO/29, 4 dp 

07149:093. 


6012030031 Comments on proposed rule lOCFRSO. "rnterim Requirements Be 
Hydrogen Control 4 Certain Degraded Core Considerations, " 

HRC should flnallie policy 4 then ask for comment on 
technical details. 

YBARRONOOi L. J. Affiliation Unknown. 4SFR65466 008. 80/10/28. 2pp, 


0012030536 Comments on proposed rule lOCFRSO. "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Core Considerations. " 
Bite-specific evaluations of all subjs would be desirable 
in EIS to permit alternative solutions to problems. 

RATHLESDEROER Interior. Dept, of . 4SFR65466 014, 60/11/03 2cip 

noiam./ino ri- 


BOI20309IG Responds to FOIA request for all documents commenting on 
final rule 10CFfl40. “Deletion of Source Hatl Metflcinals from 
General License of Small Quantities of Source ffatl, " 

Forwards documents listed in App A, 

FELTOII. J. (i. Division of Rules and Records. 80/11/21. Spp. 


0013040360 Comments on proposed rule lOCFRSO. "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Core Considerations. " 

Rule te unrealistic 4 unnecessary 4 should be deleted or 
extensively revised. 

PARKER. W.O, Duke Power Co. 4SFfi65466 028. 00/11/07. 2pp. 

07170. 14S, 


8012040366 Comments on proposed rule lOCFRSO, "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Cor# Consideration." 

Rule should assure that proceedings will not be rushed In 
effort to provide rule on degraded core matters. 

FERGUSON, J. H. Virginia Electric 4 Power Co. 45FR6846 036. 

80/11/10. 2pp. 07170:143, 


6012040372 Comments on proposed rule I0CFR50. "Interim Requirements Re 
Hydrogen Control 4 Certain Degraded Core Considerations." 
Imple.iiontation of rule may be useful In documenting actions 
to be taken to reduce reactor risk re hydrogen control. 

BHERWQDD, 0, 0. General Eleetrle Co, 4SFR6S466 017, 80/11/06. loo. 

07170:136. 


6012040378 Forwards commments on proposed rule lOCFRSO, "Interim 
Requirements Re Hydrogen Control 4 Certain Degraded Core 
Considerations. " 

JONFadLC. Omaha Public Power District. 48FR68466 024. 80/10/30. 

Spp. 07170: 133. 


3018030922 FOIA request for all documents commenting on Pinal rule 
10CFR40i "Deletion of Source Hatl Hedicinals from General 
License of Small Quantities of Source Hatl. " 

MATSON. T . H. FOI Service. 001366. 60/11/09, Ip. 07151:132. 


J012040044 Comments on proposed rule lOCFRSO re advance notice of 
rulemaking on licensing requirements for pending CP 4 mfg 
license applications. Commitments required in areas subj to 
rulemaking have potential for delaying CP llcanslng proeeie, 

CAHM, A. L. Bechtel Corp, 45FR65247 004, 60/11/14, 6pp. 07152:053 


8012040398 Comments on proposed rule lOCFRSO, "Intsrim Requlremsnts Re 
Hydrogen Control 4 Certain Degraded Gore Considerations." 

Rule should pertain only to hot lag vents 4 pressurlier for 
raised loop Btif plants, 

DRIGHT, fi.M, Florida Power Corp. 45FR65466 083, 80/11/07, 2pp. 

07170:131. 


8012040662 Informs that< during 801009-11 moetlng, proposed rule o-n firs 
protection submitted to Committee w/SECV-SO-dOSA was 
considered. Does not recommend issuance of rule, but requests 
examination of revisions. 

PLESBETrM, 8. ACR3 — Advisory Committee on Reactor Safeguards. 
aO/10/14, 2pp. 07166:349. 
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eOtSOSOOiS Commanfci on praposad rules tOCPftSO/ 32( 70 h ISO re eiemptlng 
certain radioactive metals from use res trie ti one. Rule uould 
Increase risks of detrimental human health effects. 

Opposes rule. 

MAYr J. Affiliation Unknown, R7O074 003. 00/11/21. 2pp, 


3012050500 Comments bg State of UT.Dept of Health on proposed rule 
tOCFR20 re disposal of I i (}u i d scintillation media & animal 
carcasses containing trlttum C-t 4. Approve I recommended. 

ANDERSON. L. F. Utah, State of. 4SFRA70ia 050. 80/11/04. Ip. 

07174: 265. 


S012050053 gECY-aO-507 

Seeks Commission approval of end draft FR notice endorsing 
deferment of mandatorg acceptance of nuclear plant 
reliabllltg data sgs tt development of integrated operational 
esperlanea reporting sgs. Recommends approval. 

DIRCKB, W. J. Office of the Executive Director for Operatione. 
80/il/i4. 60pp. 07173: i!6. 


30120S006S Comments on proposed rule 10CFR50 on interim requirements 
re hgdrogen control. Interim requirements should not be 
established which mag be changed during long-term rulemaking 
process, onlfss neeessarg to protect public. 

BOUCHEV. 0. D. Washington Public Power Supplg Sgstem. 43FR65466 031. 
00/11/13. 2pp. 07174:330. 


3012050075 Comments bg OH EPA on proposed rule 10CFR20 re stds for 
protection against radiation, Assessment of scintillator 
solutions indicates that simplest ii safest method of 
disposal is to add solutions to local heating oil. 

HCAVOY, J. F. Ohio, State of. 4SFR4S302 006. 00/11/13. Ip. 

07174:332. 


3012050519 Comments on. proposed rule 10CFR20 re disposal of liquid 
scintillation media << animal carcasses containing tritium 
ii C-14.Rule maintains safetg of raduastos disposal resulting 
in reduction of vol of radwaste shipped to burial ground!. 
DOWATIiR H. St. Louis Unlv. Hadlcal School. 45FR670ia 059, 
00/U/OS. Ip. 07174:264. 


3012050552 Comments on proposed rule 10CFR20 ra disposal of liquid 
scintillation media containing tritium & C~14. Burial 
procedures for subj matls are expensive & wasteful. 

Supports rule. 

BIERMAN,E.L. Washington. Unlv. of. 4SFR67013 097. 80/11/10. Ip. 

07174: 270. 


8012050570 Comments on proposed rule IOCFR20 re disposal of liquid 
scintillation waste containing tritium 8; 0-14. Reduc Ing vol 
of waste shipped to disposal sites uould allow longer usage 
time for those fac i L it 1 es. Supports rule. 

PERKINS, K. A. Washington, Oniv. of, 4SFft67O10 096. 80/11/10. Ip. 

07174; 313. 


3012050004 Comments on proposed role 10CFR50 re advance notici of 
proposed rulemaking re Tech Specs. Rule should be postponed 
until specific criteria for categorising Tech Spec 
requirements generated. 

8HERHQDD, 0, 0. General Electric Co. 45FR4S9I6 033. 80/11/14. Spp. 

07174:333. 


0O12O5OS91 Comments on proposed rule 10CFR20 ro disposal of liquid 
scintillation waste containing tritium *•. C-14. Radueing vol 
of radwasta shipped to disposal sites would allow longer 
usage time for those facilities. Supports rule. 

BENJAMIN, M.M. Washington, Unlv. of. 4SFR670ia 095. ao/ll/10. Ip. 

07174:314. 


3012030098 Comments on proposed rule 10CFR50, ’'Interim Requirements Re 
Hgdrogen Control 4, Certain Degraded Core Considerations." 

Rule is premature it unnecessarg. 

DEMP9EY,P.A. Affiliation Unknown. 4SFR63466 034. 00/10/30. ip. 

07174; 339. 


8012050592 Comments on proposed rule 10CFfl20 re disposal of liquid 
scintillation waste containing tritium 4( C- 14. Reducing vol 
of radwaste shipped to disposal sites would allow longer 
usage tine for those fact It ties. Sup port s rule. 

WELCHrE. B. Washington, Unlv. of. 4SFR6701B 094. 00/11/10. ip. 

07174;319. 


3012050103 Comments on proposed rule lOCFRSO, "Interim Raqolremente Re 
Hgdrogan Control li Certain Degraded Core Considarationi. " 

Requirement to conildsr 755! of fuel cladding riactlng w/ 
watar to produce hgdrogen appears excessive. 

SHIELDS, 8. H. Public Servlee Co. of Indiana, Inc, 49FR6S466 033. 
80/11/17. app. 


6012030600 Comments on proposed rule 10CFR2O re disposal of liquid 
scintillation media K animal carcasses containing tritium tc 
C-14.0thar listed radionuclides ihould bo included In rule. 
Supports rule. 

aCHADTiW.H. Georgetown Univ. Medical Center Nash Ingten, DC. 
4SFR6701B 103. 80/11/11. app. 07174:316, 


3012050110 Submits supplemental comment on proposed rule lOCFRSO, 
"Interim Requirement Re Hgdrogen Control l< Certain Degraded 
Core Considerations," Addition of second "block" valve 
could result In unsafs design or violation of ASMS code. 

KEMPER, J. 3. Philadelphia Electric Co. 45FR6S466 038A. 80/11/18. 

app. 07174:343. 


0018030611 Comments bg Atomic Disposal Co, Inc on proposed rule 
10CFR20 re disposal of liquid scintillation media ti animal 
caresses containing tritium 6 C-14. Al terna 1 1 ve would 
be to open regional waste sites for low level waste. 

BELi.,d,P. Affiliation Unknown, 4SFR6701S 107. SO/lt/ll. app. 
07174:313. 


8012090115 Comments on proposed rule 10CFR90, "Interim Requirements Re 
Hgdrogen Control 4; Certain Degraded Core Considerations." 

Commission should Issue interim role but concentrate on 
compilation baias for degraded or melt core rulemeking. 

CLAYTON, F.L. Alabama Power Co, 43FR69466 032. 80/ 1 1/04. 3pp. 

06915: 001. 


801S030619 Commente bg Chemical Industrg Inet of Toxicologg on 
proposed rule lOCFRSO re disposal of liquid scintillation 
media 4; animal carcasses containing tritium 4; C-14. Bupportf 
rule. _ ^ 

PARKEfiiO.D, , WOLKOMSKI-TLV Affl I lati on Unknown. 48FRA7018 106. 
00/11/11. 20pp. 07174:320. 


8012050462 Forwards FES, "Mgt of Commerclallg Oenerated Railuaite," Volt 
1,2 4 3, for use in proposed rulemaking on storage 4 disposal 
of nuclear waste. 

BROWN, O.F. Energg, Dept, of. 80/11/28. 7pp. 07176:044. 


—8012050474 DOE/E I8-0046F VI 

FEB, "Mgt of Commerelallg Oenerated Radwaste," 
a Energg, Dept. of. UC-70. 80/10/31. SOOpp. 

*29.50. 07176:051. 


Vol 1. 

Available at NTI5, 


—8012030485 0OE/EI8-OO46F V2 

FE8, "Mgt of Commerelallg Oenerated Radwaste," 
* Energg, Dept. of. UC-70. 80/10/31. 390pp. 

*19.00. 07177:309. 


Vol S.Apps. 

Available at NTIB, 


-8012090493 DOE/EI8-O046F V3 

FES "Mgt of Commerelallg Oenerated Radwaste 
Commente Hearing Board Rept, 

# Enargg, Dept, of, UC-70. 80/10/31, 800pp 

•29,00. 07178:280. 


Vol 3,Publlc 

Available at NTIB. 


8012090465 Forwards comments on proposed rule lOCFRBO, "Interim 
Requirements Re Hgdrogen Control 1; Certain Degradad Core 
Coni 1 d omt ( ontb ^ 

ABEliO.fi. Commonwealth Edleon Co. 49FRA946 012. 00/11/03. 6pp, 

07175:313. 


0012050629 Comments bg Natl Association of Countries Research, Inc on 
proposed rule 10CFR20 re disposal of liquid scintillation 
media 4 animal carcasses containing tritlun 4 <S-t4. Level of 
0.03 mCl/g should be set tower in order to achieve ALARA. 

EPSTEINiL. R. Affiliation Unknown. 49FR670IB 109. 80/11/12. Spp. 

07174:322. 


0012080103 Reeponds to FOIA requeet for records re NRC opposition to 
making fira protection rule applicable to future plants or 
licenses 4 future application of rule. Forwards documents 
listed in App A. 

FELTON, J.M Division of Rules and Records. 80/12/02. app. 

07189: 187. 


—8012080118 Comments on proposed App B re fire protection. Disagrees «/■ 
weiver of requirement for automatic fire eupprestion & 
supports fivo tnomber fire brigade for most plants. 

3CHR0EDER, F. Division of agstems Safetg. 79/11/13. ip. 


8012080109 FOIA request for records rs NRC opposllioti to xtiaklng fire 
protection rule applicable to future plants or licenses 4 
future application of rule. 

WATKINS, M, Debovoise 4 Liberman. 80/11/18. 3pp. 07199:169. 


8012080110 Forwarda comments on proposed rule lOCFRSO, 
Requirements Re Hgdrogen Control 4 Certain Degraded 
Cone Ideratlons. i< 

BEELEVrO. T. , LEPPKEi 0. M. Floor Power Bervlcei Inc. 
00/10/31. 3pp. 07194:184, 


"Interim 

Coro 

45FR6S466 
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C«.-«ments on proposed rule 10CFR20 re dUpaeel of lleuid 
"c-uSfflc eontelning tritium 

in .ii should eicamine ways to provide greater leeuau 
FURTH F other radionueJide*. Supports rule. 

07J941T62 "“<* “'o'’''*®'' *• Co- 4SFRa70iB 090, BO/'U/ia. Jp, 

on proposed rule JOCFRgO re disposal of radieaste 
lab*al2i",° t>'itJum t C-14. Rule should be ertended to Include 

=o/n«,. 

NRC should state Intontion to utilija Interim 

corp,,;"-4dr°,?:r4:rorr^s^^ji;s^ ‘T.: 

07194^173 Consumers Power Co. 4SFR654i6 019. 80/11/03. 2pp. 



Ooorgia Power Co. ’ 45FR6S466 02 o"’'*''bO/ n/03. 3pp. 
^OTlMfaai. industrial Forum. 45Fft6S46A 013. BO/U/04, App. 

IS - 

60/11/04, 3pp, 55^94: ate Engineering Corp, 43FRiS466 Ola. 

®°H;d^oieac:nTo^‘Vc^?^:?rOag;a“^:d 

r^ss?:L^^?:s?te“:::t^^ 

*S?®“o7l94;31o!’‘“"®'’'’''" '=“"'> 49Ffii,3466 021. 00/11/04. 

£ ■ ' "I'TF--’’'" 

Wmfsoa Pouer Systems. 43FRA5464 022. S0/I1/O6, 2pp. 

07?94;2m ^5PR*7«>ie 123. ao/n/13. ip. 

6012000^16 Com/nffn6$ on propofeil rula ifiCFBon n* h j m », 

SSmna"' ^p. ‘^“I^»“''%5 p«*701b 124, 

fiOlSOBO^Sl CoiD'Donti an prapos^d pul-s lOCFnso r.« i t %e 

llniv. of. 4SFR6701B 127. 80/11/13, tp. 


®°sflnti?‘atiormedi!"/"®?“’?'' ‘OCFR20 re disposal of U,uid 

C-14 asmuit K carcasses containing tritium t, ’ 

LJJoftT iSle “ ** '-‘25. 

Unknown, 45FR670ie 120, 00/11/13, ip, 

^^aelntfllattormedsr/'''’?®®?'^ iOCFR20 re disposal of U,„id 

c!i 4 ^ animal carcasses containing tritium It ^ 

SHAH £!nti uoste. Supports rule. 

07l94f2k «PR67O10 129. BO/11/14, ip. 

^'^sclntiUatton'mnHi®"*,'’''®?®’?'' 10CFR20 re dlsposl of liautd 

C-M, sijpoi?; ?ule " o-rcasse* containing tritium «. 

a0/ll>"3'' " lp*^'^'’of?9;;'234, 45FR47O10 130. 

®°«?ntillatiormedi!V'''’?'’*?‘' 'OCFfiSO re disposal of liquid 

C- rluonniw carcasses containing tri t ium «, 

07194f233“‘‘"*'" *""• ‘’5’='R670IB 134. 00/11/07, Ip. 

®‘’«int?UatlormediaVr“r’t'' 1CCFR20 re disposal of liquid 

C-14 rinn!.! t carcasses containing tritium «i 

of wastry isooil r !!“ capacity, reduce high cost 

ijurafAii . ** '^*duc8 waste vol. Supports rule 

VMTALAN.J.T, Affiliation Unknown, 4SFR6701B 139. 80/11/03. 3pp. 

^°iclnt?Uat?on‘'ml^rr'’'‘‘’?”f'‘ 10CFR20 re disposal of liquid 

C-l4*Bul»llt^ media «. animal carcasses containing tritium t 
C 14. Supports rule but questions Intent of rulemaklno & 
what must be done to comply. >«ism«iing a 

app”^' 071*94: Unlv. 45FR67018 138, BO/li/04. 

®*’ielntillation*mliil!V'’'’?“*?'^ ‘OCFft20 re ditpoeal of liquid 

C^IS.sJJpli^S rull ^ carcasses containing tritium i. 

07194!’a20*’' •»5FR470ie 137. 60/11/12. Spp. 

Comments on proposed rule 10CFR20 re disposal of liquid 
C-14.a!ioiirrurl carcasses containing tritium t, ^ 

07194?227;”' 45FR470IB 132. 80/11/04. Ip. 

‘0CFR20 re disposal of liquid 

C-14*aiifliifc? carcasses containing tritium U ’ 

MFVAB ?u J“>®»'altratlon of regulations, 

00/lt>li Ip, 0?j9ir£S.“'‘' 4SFft67018 133. 

^*^d?aDosal d*”* East Carolina Unlv on proposed rule 10CFR2O re 

disposal o.f liquid scintillation media 4; animal carcasses 
^ C-14, Support, rule =4rca,.e, 

07t94:'2l9r'^' ^Joknown. 45FR470ia 134. 80/11/07, 2pp. 

10CFR20 re disposal of liquid 

C-14 eiioorts t,** containing tritium 4 ' 

applied^fco I-I2S** ^ ratommends that same criteria be 

tOCFRaO re dleposal of liquid 

c!|3,lipp“?J r!li^ carcasses containing tritium fc 

TOLAIJ^ J.^H^l^mssouri, Univ, of, Columbia. 45FR47018 041. 00/10/29. 


&0I20B0S^6 CocTcmentf on proposed rule l-flCFRart n*ef 4 .a. i 

?J. S?m:'29l. Of.. 4aFR67Ol0 123. 80/11/11. 

9012060320 Comments on proposed rule lOCFRsn t.. .ti 


10CFR20 re disposal of liquid 

r*i4^o*s ^ animal carcasses containing tritium U ^ 

rule'” *" decrease handling 4 burial costs. Support* 

07^9l-207 *^^*‘'*'’9*°'’ 4SFR4701B 110. 00/11/04, Ip, 

Comments on proposed rule lOCFRaO re disposal of liquid 
''’®*^** ** animal carcasses containing tritlutn 4 ^ 
C-14. Supports rulo. 

an/i'i'/nA' CA. 45FR6701S 111, 

00/11/04. Ip. 07194:202. 
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8012000304 Commtnt* on proposed rule I0CFR20 re dliposel of liquid 
stintlllatlon media & animal carcaeees containing tritium fc 
C-14.Rule should Include other raduaete based on isotope 
radiotosleltij, halF-life fc behavior in environ. 

COPE.R.H. AfPlllatton Unknoun. 4SFfi67018 112. 00/11/12. ip. 

07194: 201. 


B0120B0361 Comments on pro.pose 
scintillation media b artimal 
C-14.Reductjon of vol added 
uould alloy longer usage for 
OOEBEL. U. Wathlngtofii Univ, 
07196: 209. 


d rule 10CFR20 re disposal of liquid 
carcasses containing tritium b 
to radioactive disposal sites 
Pac i I i t i es. Supports rule, 
of 45FR670ia 12t. 80/11/10. Ip. 


801208030B Comments on proposed role 10CFB20 re disposal of liquid 
scintillation media b animal carcasses containing tritium fc 
C-14. Supports rule & encourages I Ibera 1 i jat ion of similar 
restrictions for other radionuclides. 

LINDENBLADi O. E. Mai I Inc krod t< Inc. 49FR67O10 lt3. SO/ll/14. ip. 
07194: 200. 


8012000312 Comments on proposed rule 10CFR20 re disposal of 
scintillation media b animal carcasses containing tritium 
C-14. 0uppartt rule. 

LAtIBOOVi J. P. Marglandi Unlv. of. Baltimore. 49FR67O10 111 
80/11/14. Ip. 071'94: 199 


liquid 

b 


8012080317 Comments on proposed rule 100FR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C“t4.Rule would conserve burial capacity b produce little 
radiological health haiard. Bupports rule. 

OSTER-ORANITE Margland. Unlv. of. Baltimore. 45FR67O10 H7. 
80/11/13. Ip. 0/194: 198. 


8012080329 Com, rents on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcaestt containing tritium b 
C-14. Supports rule. 

FLETCHER) J, W. 8 t. Louis Uni v. Medical Center at. Louli< no. 
49FR67018 104. 80/11/10. tp. 07194:195, 


8012080465 Comments by IN State Board of Health on proposed rule 
10CFR20 re disposal of liquid scintillation media b animal 
carcasses containing tritium b C-14. Supports rule. 

KATTERJOHN. J. C. Indiana. State of. 49FR6701B 042. 80/11/03. 

07194; 361. 


8012030476 Comments bg State Board of Health on proposed rule 10CFR20 
re disposal of liquid scintillation media b animal carcatsas 
containing tritium b C-14, Supports rule, 

BLANKENBAKER.R. Indiana. State of. 48FR670ia 114. BO/tl/07. Ip. 




8012080408 Comments ty Dept of Environ Resources on proposed rule 
10CFR20 re disposal of liquid scintillation media b animal 
careassee containing tritulm i C-14, Role should be 

establishad for various other I sot opes. Supports rule. , 

OERUSKY. T. M, Pennsylvania. State of, 45FR6701B 116. 90/11/18. t| 

07194:344. 


8012080831 Forwards comments on proposed rule lOCFft30 re CP 
licensing requirements 4 mfg license app I Ic atlons , Propoeed 
rule Imposes requirements which are excessively b needlesil 
burdensome b are inconsistent 4 confusing. 

LtWEHSTEItJ. R. Louens te In. Neuman. Rais. Axalrad b Toll 
eO/ll/18. I2pp, 07194:330, 


4SFft69247 00! 


9018080330 Comments on propoeed rule IOCFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium fc 
C-14. Supports role. ^ 

RODKEV. L. B, Kansas State Unlv. 45FR6701B 182. 00/11/13. Ip. 

07194: 194. 


0O18OBO694 Forwards comments 
general policy statament b 
a< tloiis. Opposes penall.tlng 
correction of errors. 
H'JOHEBi M. 0. House of Rep.. 
BO/ll/14. app. 07196:108. 


by constituent on proposed rule 10CFR8 T' 
procedure for enforcement 
licensees for identification b 

Judiciary Co(r..'iil ttee. 48FR66794 Oil. 


0018000333 Comments on proposed 
scintillation media b animal 
C-14. Supports rule. 

PICKARD. R. C. Ind tana. State 
07194:191. , 


rule 10CFR80 re disposal of liquid 
carcasfBS containing tritium b 

of, 45FR670ie 180, 00/11/07. ip. 


1012080668 Comments on proposed rule 10CFR8 re general policy stateme 
b procedure fop enforceionnt act Ions. Regulation! now in 
force are wholly adequate. 


CREWS. J.R.. LADYMAN. (5. K. 
a ni;D/.x.v>tJ ni 7 


art / 1 « / 4 o 


HERBST. M, Doctors Hosp. Poplar Bluff. MO, 




0018000337 Comments on proposed rule IOCFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
6 u 0 portt rul 9 . 

WYMPft 4 H.W. Affiliation Unknown. 43FR67O10 11^. 00/11/11. Ip* 

07194: 190. 


8018000343 Commants on proposed rule 10CFR80 re disposal of 
scintillation msdia b animal carcasses containing tritium 
C-14.NRC must resolve controversial matter of risk 

Involved In public exposure. Opposes rule. 

WEI 8 BLAT. 0. 1 . Upjohn Co. 4SFR67O10 IIB. 80/11/14. Ip. 


liquid 

b 

07196:210, 


8012080349 Comments on proposed rule 10CFR20 re dis 
scintillation media b animal carcasses containing 
C-14. Rule should be extended to include disposal 
radionuclides such as 1-129.1-131 b P-32. Supports 
HETTERAUi L. W. Vet. Admin. Hosp. Los Angeles.CA. 
0O/U/O6. Ip. 07196:209, 


posel of liquid 
tritium b 
of other 
rule. 

49FR670ia 008. 


0012080667 Comment by Plum Creek Lumber Co on proposed rule I0CFR8 re 
general policy statament b procedure for enforcement 
actions, Program generates revenue from stiff fines which 
finance f/RC growth. 

MCCORMICK. D. Affiliation Unknown. 45FR667S4 009. 80/1 l/lO. 2pp. 

07196: 114. 


8012080669 Comments by 
10CFR20 re disposal 
earcaiees containing 
YOHO. R. 0. Indiana. 
07196: 116. 


IN State Board of Health on proposed 
of liquid scintillation media b anima 
tritium b C-14. Supports rule. 

State of 49FR6701B i3l, 80/11/07. 


rule 

1 


If- 


8018000671 Comments on proposed rule 10CFR8 re general 
b proij«d.urs for enforcement aetlcns. Proposal should 
withdrawn until asiessment of new regulations. 
JANSBENi T. K. Washington County Hosp, Nashvl 1 la. lU. 
eO/tl/20, Ip 07196:117. 


policy statemi 
be 

4aFR66784 019. 


0OI2OBO349 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Facility does not possess nor use liquid scintillation 

MONRoL^M.^**at. **Margaret 's Hosp. Spring Valley. IL. 4SFR670ia 083, 
80/11/10. Ip. 07196:063. 


8012080352 Comments on proposed rule lOCFRaO re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14 Rule would reduce strain on disposal sites b medical 
research facilities w/o affecting public jafetg. 

DWORKIN. H. J. . HORMITZiN, William Beaumont Hosp. Royal Oak.ni, 
49FR67O10 0B6. 80/11/10. ip. 07196; 208. 


0012000399 Comments on proposed rule 10CFR20 re disposal of raduasfce. 
Change uould be economically advantageous. reduce 
liklllhQod of toKlc cai^t«n\ln*t Ion by nohr^d 

b present emaller health haiard. ..-B-oivnin in^A 

aCHHIOT. F. H. . WEITKAMP. W. O. Washington. Unlv. of. 49FR670ta 109A. 

80/11/07. Ip. 07196:207. 


8012080336 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal careatses containing J^lbium b 
C-l4.Rule would alleviate onerous restrictions applied to 
matls b reduce disposal costs. Supports rule, 

BLAHD.W.H. Vet. Admin. Hosp. Los Angeles.CA. 49FR670ie 007. 
80/11/06. Ip. 07196:206. 


8012080676 Comments on proposed rule tOCFR2 re general policy statenu 
b procedure for enforcement actions, Suggests revoking 
operator Hearse instead of levying fine. 

TERRELL. B.e. Affiliation Unknown. 

06919: 001. 


49FR66754 012. 90/11/11. 8 pp, 


0012030688 Comments on proposed rule 10CFR2 ro general policy stateif 
b procedure for enforcement actl oni. Scheduled meetings 
should be postponed for at least 6 months b should include 
provisions for Regulatory Flexibility Act of 1^90- Axaot.Ay 

BORKON.E, L, Memorial Hosp. of Carbondale Carbondalor IL. 4 SFR 667 
OtO. aO/H/l4. 2pp. 07196:110 


8012080680 Comments on proposed rule lOCFBBO re CP licensing 
requirements b mfg license applications CP licensing 
requirements should follow current guidelines for OL 
applicants. De facto moratorium on CPs should be listed. 
SHERIIDOD. 0. 0. Oeneral Electric Co. 49Fft65247 009. 80/11/17. 

07196; 121. 


Sp 


0'O12OBO693 Comments on proposed rule 10CFR2 re general policy state] 
b procedure for enforcement ax tlons . Cons iders policy 
amb tguous, Severe penalties should be reserved for wilful | 

STQCKLANO. L. Family Hosp. Ml I wauk ee. HI. 4BFH66784 016. 0O/ll/2’j 

2pp. 07196:127. P 
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8012000699 Cumment, on proposed rulo 10CFR2 re jeneral pollcu .tatemfint 

AtISLER c”d* proposed role, 

07196- 135 “' ^nkroun. 45FR66754 OIS, BO/11/18. Ip. 

8012000702 Comments on proposed rule 1 OCFRS re general polieu stotenent 
actions. Opposes proposed rule, “ 

BOm/il lit S7l96:;33 Chicago, U. 45FR66754 OU, 

8018030707 Comments on proposed rule 10CFR2 re general polieu statement 
t: procedure for enfortement ac t i ons. Concerned u/escalation 
Of civil penalties which appears to be Uberallu regulated 
against medical use 1 ic ensaes. Renuests public meetlno delau 

oS 1 1 "‘“I '"‘snumtered it now is Number 8 in 1 0CFn2. Numbei- 
27 will not be used again in 19CFR50. 

0699^00^"’*’^*^''*”’“''*"'''' 00/11714. Ip. 

8018080758 Comments on proposed rule 10CFR80 re disposal of raduaste 
Opposes rule t: urge, Nile not to tower stds on disposal of 
nucl0«r radwastBS, «»• 

07 196 '^ 895 ^*^*^ ******“" Unknown. 43FR670ie 035. 80/11/08. Ip. 

8012080768 Comments on proposed rule lOCFRSO, "Interim Reoul raments Re 
Hv^rogan Control t, Certain Degraded Core Consldaratlonr" 

Rule should permit approval of prevlouslg agreed upon 
solutlens for operating plants. 

CANN.A, C, aochtel Corp. 4SFR65466 006. 80/10/31, 4pp, 07196; 291 . 

8012000766 Comments on proposed rule lOCFRSO. "Interim Renulrementi Re 
Dejrad.d Core ConslderatTonl^" 

NRC attention should be prompt completion of long-term 
rulemak ing. Rul e should not be adopted. 

Conner, Moor* fc Corber, 4SFR6S466 004. 

2pp, 07196: 289, 


00/11/03. 


10CFR50, " Inter im Reoulrements Re 
Rul^wlll^nraufi *“ ‘’*8’'*'^®^ Core ConsldB^ation8^' 

ne'Lsii* sufficient assurance that health & safetu 

kLsnfv I caf ” degraded core accidents. ^ 

2pp 07196:80? El^tric Institute, 45FR65466 001. 80/11/03, 

on proposed rule 10CFR50 re plan to require 
lUansBes «, applicants to document deviations from SRP ’ 

** P*®'® complei burden on 

N«C llc«i>$«B9 1: applicants. 

5r''‘BO>„/2^*1pJ:’“*S7m?26l’‘''* 

8012080781 Comments on proposed rule lOCFRSO re plan to reaulr* 
licensees 6 applicants to document deviations from SRP ^ 

as'^onJu ^or. public cSSmenr?: 1981 

as onlg viable basis for proposal. 

07196^8b/' Unknown. 43FR67099 001. 00/11/18. 8pp. 

8012080789 Comaants on proposed rule lOCFRSO re plan to reoulre 

Plir^rl.H document deviations from SflP. ^ 

^'’lice2s!L^r^?!i;n ’‘“le lOCFRSO re plan to require 

Prooal»r..t document deviations from SflP, 

FLvSil J^n * ^ ^ «<>unterproductlve. 

app!^ *'07196:888*""* ^ Co. 43FR67099 003. 80/ 11 /IB. 

'•ole to lOCFRSO re plan to require 
deviations from SRP. ’ 

seen r’ ""‘ther cost-effective or safe t g-ef f *c 1 1 va. 

^5FR67099 003. 00/11/80, 3pp. 


0012080833 Comments on proposed rule lOCFRSO re CP licensino 
requirements b mfg license appl i ca t Ions. Si to evaluation, 

shautd conformance requirements 

should be deleted U Option 1 utflijed, 

07l'96°aii^' Co 4SFR6S247 008. 80/11/17. 


9pp. 


0*’ proposed rule 10CFR2 re general pollcu statenant 

io/U/Tr^ ip. '"“25 19^3^4* ‘ '*“*'* 43FR66754 O10. 

8018090009 Comments on proposed rulo lOCFRSO re plan to require 
revieu'pian ‘®*'’** document deviations from std 


FURBUSHi M. H. Pacific Oas i< Electric Cc 
4pp. 07199:334. 


43FR67099-007. 80/11/84, 


8012090017 Comments on proposed rules lOCFRSO, 32. 70 & 130 
requirement eiemption for contaminated smelted allous 
Opposes eiemption. anogs, 

WRlOHTiN. Affiliation Unknown. 45FR70a74 0003. 


log 
80/ 1 1/20, 


re licensing 


Ip. 


8012090094 Commonts on proposed rules 10FR30, 32, 70 fc ISO re llceneln. 
requirement eiemption for contaminated smelted alloir 
opposes eiemption. * 

FISHER, B. Affiliation Unknown, 45FR7O074 0001. 80/11/14. Ip, 

Pf0P«*P<i rules 10FR30, 32. 70 1, 150 re licensing 
requirement eiemption for contaminated smelted allous * 

rSguinill"'"'’**'’'’'”®''''®*^ “hout ‘ 

ATAMIAN, L. Affiliation Unknown. 45FR70e74 0002. 00/11/15, Ip. 

0012090037 Comments on proposed rule lOCFRSO re CP licensino 
requirement, t mfg license app I lea t i onS. NRC shoul HSSe " 
rule In conformltg w/Optlon 1 terms, 

aO/U^i?: I Sp;' ‘ *07!I5^35!, ^5'^'’*5247 007 

8018090048 Comments on proposed rule lOCFRSO re CP licensino 
Ufrr»^-?KI |‘”''®®/PP“catlon., Supports eiJo": 
iiAol o“o* moratorium from CP applicants. 



Comments on proposed rule lOCFRSO re CP licensino 
"'*^ 2 ,}^‘=®hse applications, NRC should respond 
eomprehonsive safetg review 
conducted during OL U SEP reviews, 

07f99°890*^‘ Co, 45FR65a47 010 . 80/11/18, 


app. 


comments on proposed rule lOCFRSO re plan to 
SRP 4 ^*'’*“* «< aPPHcants to document deviations f?or 

rule"irre;uUuS:‘'tf 6 RP** “>' 

80/U%i: ipj^ ^‘■O7i?9f807''“'‘”' • 45FR67099 016, 

OF proposed rule lOCFRSO re plan to 
licensee, * applicants to document deviations from 

authonJattoH bin"" ‘'’**'’* of NRC FVao 

App^'"' 07199; aao***"* ^ 025, 80/11/24. 

8012090066 Comments on proposed rule lOCFRSO re plan to reouire 
P applicants tp document deviations fJSm Inp ^ 

mirtl r.^ltLr ” *''** provision, re small user 

S8r'''8i)/U/So!""'8p;.*'T7’l9?f20?,’“" «FR67099 

8018090071 Comment, on proposed role lOCFRSO re plan to require 
nufc!?*"!? t *0 document deviations from SRP. 

aubstontlal concern about need for plan. Plan should be 
itatroui^ foevsBd. 

07199^279 ^*’"’^'"’'“•***'1' Ellison Co. 4SFR67099 023. 00/11/25. 2pp. 


OTlwfall;^' l^nkoown, 45FR670ia 052. 00/11/03, tp. 


on proposed rule lOCFRSO rs plan to require 
llcenseos fc applicants to document deviations fro 4 n BRP ^ 

Program exceeds Congressional intent of FY0O 

hill, Program should be withdrawn, 

07807:233”'^' ''*•''**'"* Power Co. 4 5FR 67099 022. 00/11/26. 5pp. 
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9018090078 Comtntnt* on proposed rul» lOCFRSO re plan to raouire 
licensees & applicants to document deviations frorn 8RP. 

Plan constitutes inappropriate use of limited manpower 
resources in NRC k industry. 

WITHERS! B. D. Portland General Electric Co. 45FR67099 021. 
80/11/24. 2pp. 07207:231, 


QO12'O9OO05 Comments on proposed rule lOCFRSO re plan to renuire 
licensees t< applicants to document deviations from 8RP. 

Plan is unneeassarg could cause severe disruption of 
regulatory process. 

SCHERERiA. E. C-E Power Systems. 45FR67099 020. BO/il/24. 3pp. 

07207:228. 


8012090406 Responds to 801010 Itr re possible alternate technologies 
for interim storage of spent fuol.Ory storage would be subj 
to NRC licensing. Forwards NUREO-OS75. Vcls 1-3, NOREO/CR-t223 
final rule 10CFR72, W/o NUREOs. 

AHEARtiE, J. F, Commissioners. 80/11/18. 7pp. 07200:010. 


— 8018090422 Final rule 10CFR72, ‘’Licensing Regulrements for Storage of 
Spent Fuel In independent Spent Fuel Storage Installation." 

Rule covers specific licensing requirements for Independent 
spent fuel storage. 

CHILRiS. J, Office of the Secretary of the Commission. BO/lI/03. 
adpp. 07200: 017, 


8012090089 Comments on proposed rule lOCFRSO re plan to require 
licensees t: applicants to document deviations from SRP. 

Plan extends considerably beyond Congressional intent of 
Bectlon liO of FY80 authorization bill. 

SALDARlNIi J. C. Envlroiphere Co. 45FR67099 019. 80/11/24. 4pp. 

07207:224. 


8012090092 Comments on proposed rulo lOCFRSO re plan to require 
licensees tt applicants to document deviations from SRP. 

Plan should remain guidance document far NRC use. 

JONES) M. C. Omaha Public Power District. 4SFfi67099 01 S. 80/11/84. 
2pp. 07207:222. 


8012090096 Comments on proposed rule lOCFRSO re plan to require 
licensees applicants to document deviations from 8RP. 

Proposal should be withdrawn until assessment can be made 
as to necessity of rule. 

WEBER) J. A. Washington County Hosp. Nashvi 1 IS) tU. 4SFR67099 014. 
80/11/25. Ip. 07207:821, 


8012100006 Comments on proposed rules lOCFRSO) 32. 70 t ISO re licensing 
requirement eiomption for contaminated smelted alloys. Rule 
does not address problem of contact u/rad loac t i ve products 
from mining to reprocessing to recyct ing. 

LAMBERT, D. Potomac Alliance, 45FR70074 0004. aO/ti/18. tp. 


8012100010 Coomont* on proposed rule lOCFRSO re licensing requirements 
for ponding CP & mfg license app 1 icat I ons. Ma jor effoct of 
rule will be to increase paperwork burden on both applicant 
4< NRC. 

SCHERER, A. E. Combustion Eng 1 neer iirg, Inc. 45FR6S474 005. QO/tl/14. 

3pp. 07217:034, 


0018100014 Comments on proposed rules lOCFRSO, 51 (■ 100 re remote siting 
criteria for nuclear power p lent s. Requirement Ic 
substance of proposed mod of policy ti regulation re siting 
criteria appear to be arbitrarily established. 

ORAODURY) R. D. Stone 1 Webster Engineering Corp. 48FR503S0 060. 
80/11/17. 7pp. 07817:027, 


8012090100 Comments on proposed rule lOCFRSO r# plan to raqulre 
licensees 6 applicants to document deviations from SRP. 

Proposed plan la unwarranted ft would serve to sidetrack NRC 
6 Industry capabilities in questionable exercise. 

KEARNEY, d. J. Edison Electric Institute. 45FR67099 Oil. 80/ii/24. 
2pp. 07207:219. 


8012090102 Comments on proposed rule 10CFR50 re plan to require 
lleenSBes ti applicants to document deviations from SRP. 

Program will result in actions which are cumbersome It 
ovarreactlve. 

BRADBURY) R. D. Stone 1< Webster Engineering Corp, 45Fn67099 008. 
80/n/24. 3pp. 07807:216. 


8012090105 Comments on proposed rule lOCFRSO re plan to require 
licensees & applicants to document deviations from SRP. 

Revised SRP should not be baseline document. 

LECOEUF.R, J. , LAM0,H.R.( LEIDY)A.C. LeBoeuf, Lamb, Lelby b HacRae. 
4SFfi67099 006, 00/11/24, 3pp, 07207:211. 


0018100020 Comraonts on proposed rules lOCFRSO, 38, 70 tt 190 re licensing 
requirement exemption for contaminated smelted alloys. 

Opposed to exemptl on. Radioactive contaminatloo should not 
be released to Industry. 

HOROAN,K.l. Aff 11 latlon Unknown. 45FR70B74 0006. BO/11/17. 2pp. 


8012100024 Com.ments on proposed rules lOCFRSO, 91 b 100 re remote siting 
criteria for nuclear power plan ts . Expresses concern re 
future growth b development of remote area. Site cannot bo 
mandated to remain remote. 

ARNDT, E.O. Structures b Components Standards Branch. 4 3FR 503 90 067. 
BO/ll/ie. Ip, 07217:028, 


8012100042 Comments by NY Hosp-Cornell Medical Ctr on proposed role 
10CFR20 ro disposal of liquid scintillation media b animal 
carcattes containing tritium b C~14.Rule will greatly 
decrease cost of burial prO'Csdures. Supports rule. 

BECKER, D.V. Affiliation Unknown, 49FR670ia 174. BO/U/l?. Ip. 
07217:021, 


8012090108 Comments on proposed rule 10CFR90 re plan to require 
licensees b applicants to document deviations from SRP, 

Proposal would not be productive. 

BOUCHEYiO. D, Washington Public Power Supply aystem. 49FR67099 009. 
80/11/20. 5pp. 07207:206. 


8012100049 Forwards comment on proposed rule lOCFREO re disposal of 
liquid scintillation media b animal carcasses containing 
tritium b C-14. Supports rule b urges swift enactment of 
prop osal. 

ALICKNAVITCH, 0. ICl Americas, tnc, 49FR67019 141. 80/11/14. Ip. 

07217:019, 


8012090111 Comments on proposed rulo 10CFR90 re plan to require 
licensees b applicants to documant deviations from SRP. 

Proposal Is unnecessary b burdensome to nuclear power plant 
Industry w/o substantive contribution to plant safety. 

AHOERSQN, T. M Westinghouse Electric Corp. 4SFn67099 013. 00/11/24. 

2pp. 07207:204. 


0012090117 Comments on proposed rule 10CFR50 re plan to require 
licensees b applicants to document deviations from SRP. 
Proposals are inaqoitable b burdensome. 

UHRIO.R. E. Florida Power b Light Co. 49Fn67099 012. 30/11/24, 

4pp. 07207:200. 


-“8012100093 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal eareaeses containing tritium b 
C~14. Levels under consideration reasonable b safe. 

ZULESKIrF. , eALAMA,A. 1. !CI Americas, Int. 00/11/04. Ip. 
07217:020. 


8012100054 Motion for denial of NV Atty General 801103 motion to strike 
portion of aclentlsts b Engineers for Secure Energy B01006 
suggestions b NRDC b New England Coalition on Nuclear 
Pollution 801107 motion to strike all of same. 

MCORANERY, J. P. Scientists b Englnaers for Secure Energy. 

HCORANFRY, 0. P. LeBoeuf, Lamb, Ueiby b MacRae, aO/it/10. 9pp. 
07219:008 


8012090120 Comments on proposed rule 10CFR90 re plan to require 
licensees b epplleants to document deviations from SRP. 
Documentation b justl f ication of deviations from SRP will 
drain Industry manpower. 

PETRICKiN. A. Standardized Nuclear Unit Power Plant System. 
4SFR67099 017. 80/11/24. 2pp. 07207; 198. 


— 8012100060 Notice of address change for m Todorovlch, Executive 
Secretary for Scientists b Engineers for Secure Energy. 
HCORANERY, J. P. Scientists b Engineers for Secure Energy. 
HCORANERY, J, P. LeBoeuf. Lamb. Ueiby b MacRae. 00/11/18. tp. 
07219:097. 


8012090126 Forwards comments on behalf of Shoreham Opponents Coalition 
on proposed rule 10CFR90 re plan to require licensees b 
applicants to document deviations from flRP.Plan should 
require doeumentatton of deviations for plants in OL stage, 

LATHAM, 8 B. Tiaomey. Latham b Schmitt. 49FR67099 019, 80/11/24. 

3pp. 07807: 198. 


0012100032 Forwards comments on behalf of Boston Edison Co, C-E, 

FL Power b Light Co b Houston Lighting b Pewsr Co on 
proposed rule lOCFRSO ro plan to require licensees b 
applicants to document deviations from SRP. 

NEWMAN, J.R. Lowensteln, Newman. Rets, Axelrad b Toll. 49FRA7099 010. 
80/11/24, 4pp. 07217:093. 


8012090132 Forwards, on behalf of Public 8ve Co of OK, comments on 
proposed rule 10CFR90 re plan to require licensees b 
applicants to document deviations from SRP. Plan should be 
changed to Include post-t teens Ing considerations. 

OAUO.J, Ilham, Lincoln b Beale. 49FR67099 026. 80/11/24. 4pp, 

07207:191. 


0012100088 Forwards comments on behalf of TX Utile Oeneratlng Co on 
proposed rule lOCFRSO re plan to require licensees b 
applicants to document deviations from 8BP, Plan cannot te 
.(osilfled as efficient method of achieving Improvemente. 

REYNOLDS, M. 8 I KORIN, W. A, Debevolse b Ulberoian. 49Ffl67099 027. 
80/11/24. 6pp, 07217:097, 
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IMONDOCKETED ITEMS 


lOCPRSO re tflspoial of liauU 
** e«rca**es tonfcalninB kritiixn t< ^ 

for *6 u 5 JSmSctivniu:.'' “* *'''•* 

OTanfois;” AfHIUtion Unkn06;n. 45FH4,70ia I7i, 90/11717. Ip, 

foposed rol» lOCFBSO re disposal of liouid 
C-lS^Biinnir '"*?^* *■ ■>''‘'"01 carcasses containlnj tritium t ^ 

? *■ *0 continue to studv other 

WQEThIr.M "«*!! special dll, poiat. 

gS/U/w”- ,p.*- o?817.0m"' ‘68. 

* animal carcasses contai ning^ tritium & ' 

* ‘'’■O** continue to stodu other 

6E.t!oTT.l7H“'‘st special disposal. 

0O/}?JIo ip. V2t7:oi3 ' 

^“«iStlllatiormL*iri,''??”?^ ‘OCf^RSO "e disposal of liquid 

«< animal carcasses eontalnlnj tritium it 
C-J4. Supports rule $, urges NRC to continue to study other 
MILL "" "***“ reiulrlna dpeeia 1 ^disposa I 

Ip b7217foia aC'^ot- 45FR470ia 'as. 'ao/u/io. 

lOCFftZO re disposal of liouid 

C-l4*Sui««iSD carcasses containlns'tr it i urn t< ^ 

/“‘r *• continue to stSdg other 

W.W.S ft sS’ *N* tp.c la I disposal. 

lOCFRSO re disposal of liquid 

c-ia*^niV media *( animal carcasses con taini n j' tr 1 1 lum U ^ 
uauJ' ^a*"**°r^*i'''** f ^ urges NRC to continue to study other 
eLICEtRl’’o'^L'‘"Rt*7 '“•lutring spec lal^d 1 sposa 1 . 

io;?!no ip. 07Si5-o!o ■ 144. 

^®lttS*}??atlon*mi2irjL'a®?‘’*?‘' ‘OCFftSO re disposal of liquid 

tinciiiatlon media 4; animal carcasses cantainlno tritium & ' 

«ri2'o2'’S!!:. '/•'‘r ^ r®** <=*’ continue to sSSdJ oihe? 

BRACKMAK>i*u*^' ^2! }*V«1 Lf «»(:9 Tfiiwirlrtg special dl«jiaft 4 i 

OTai/ioOA Affiliation Untnown. 45FR4a444 002. 


In iOCPRaO r« disposal of liquid 
r-»a*q!J modia t( animal carcasses containing trl tium & ’ 

CM^Sltuatlon could arise where neither raduaste dieposal 

WIL80ll"l'’i/^*Lm t* **''•* accept scintillation, 

07217/103^’ ii'’i''- of' 43FR6701B 170. 80/11/19 


Ip. 


BO/tO/30. 3pp. 


07217^008: “*'’'**' '•'''i''’ Of- ■t5FRA70ta 140. 00/11/14. Ip. 

®°«l^ntiMatiSrmidla"Vrr*t'’ ’’*'*• ‘OCFfiSO re disposal of liquid 

ao/n?ia; oSl « fr47oib 17 s. 

07217;5oS: «FR470ie 173. 80/11/18. ip. 

GO/Ii/lB'*'^p.^”o72t7;002.''**'*' '*®''A^7’<»i0 173. 

to folliw lead In matt^? " """‘’“‘'•S* Agreement etates 

CGOKEFW.n. Cornell Onlv.' 45FR470£a 171. 80/11/13. tp. 07217! 001. 


'ii*l>“**I “f liquid 

C-14 ^"i'"*' carcasses containing tritium t, 

t: 14. Supports rule t, urges NRC to continue to study other 

hELLEiN *‘*1' “***'* requiring special disposal. 

10CFR20 re disposal of liquid 
media (> animat carcassss containing tritium & ^ 

reitrlctlone*#r^*s? Hherallie similar 

oth»r rad lonucl id»i. 

45FR67o{a'*157”' ine. , Morton Salt Dlv, 

49rK6701B 357. 00/1 l/t7. Spp. 07217:090. 

^^^Intllfatlormi^ri'”'®?®*?'* IOCFR20 re disposal of liquid 

«< animal carcasses containing tritium *< 
f I acceptable radioactive dote to environ will 

OLOV£ft?H* "siael^VI^ ‘”’“***‘‘'9 frem isotope users. 

ao?n/14: 2ir 072??:S8a Sciences. 45FR470t8 186. 

^‘^«lntillat?onid<!V'’^f°*?^ lOC'^RSO r* disposal of liquid 

scintillation media & animal carcasses containing tritium t< 
C-14.aupperts rule h urges NRC to continue study on 
disposdi of otiior lou lowl 

PATEL, B. Vet. ihdmln. Hosp. 8t. Louis, MQ. 4SFR4701G 183. 80/11/10. 

on proposed rule 10CFR20 re disposal of liquid 
***?'’ "'•'*1* ** animal carcasses contalnlna'trltlum tt 

Ipf^' 07217*087*''"*'’' ”’’*'■ ■<8FR6701B 134. BO/U/IO. 

^‘^ifintlllation'mJSl ‘0CFfi20 re disposal of liquid 
e-14 Role*^wl?i PartMi.*? *‘/*H5***” 'sontolninit ti-ltlum «c 
rule'” ** ** facilitate safe disposal of waste, Supports 

O72i?io8l; ^‘^•’‘9*"' of. 4SFR6701B 133. 80/11/17, Ip, 

J®"'"*'’** Of' Proposed rule 10CFR20 re disposal of liquid 
^ animal carcassss containing tritium I, ’ 

i-nihiiitT****?*! *'• performed to assure complete 
combusiFlan of f luon . Supjiorts rul«, " 

07217^083^' *^'**’‘"9*®'’’ Of' ‘»3Ffi470la 140. 00/11/04. ip. 

^‘’iclntmatlon'maJir*-'"'®?®*?*' ‘OCFRSO re disposal of liquid 

r fl«dia tt animal carcasaas contalnino tritium l< 

C-I4. Supports ehangs for disposal of liquid scintillation 

Div. 45FR4i7018 ?4r*'8“?;/ti:’*‘{;''’%7Sl?roai:"*““''*^ Laboratories 

10CFR20 re disposal of liquid 

r-i4 '^w t onimal carcasses containing tritium li ’ 

C^|4.fiule would eliminate costs of waste disposal. Supports 

072l?^bs3'"' *'■ ‘^®f''’*70l8 147. 80/11/17 


ip- 


’’“‘o 10C7RZO re disposal of liquid 
C-l4*Rlca!i??. ^ animal carcasses eontalnlng'tr i tlum it ’ 

r.iiitino fimm ^ Of differentiating certain wastes 

THALER M E TnM?qol2 mV*'* **’' OPPI ‘cations. 

sS/U/l” Ip OT^alosJ; «FftA70ia 132. 

8012100218 Comments on proposed rule 10CFR2O re disposal of liouid 
a"!'"*! carcasses containing tritium & ' 
b«?. fh!* ®n econSmlcal 

•'"'‘'•on basis. Opposes role, 

*^07187? 001 ‘ 4SFR67018 ISl, BO/11/17. Ip, 

®®i?tn????at!qn*ma3i! VI *'''*• "• disposal of liquid 

C-14. sijjqjlij carcasses containing tritium t, 

aASSINOTHMAtOHT Hashing ton,. Uni V. of. 4SFR470ia 130, 80/11/14. 



NONDOCKETED ITEMS 


B0t8t00396 Commcntt on propuiad rule lOCFfiZO re ditpotiil at liquid 
1 C Inti llet len 'med i« t< anlma] careeiief containing tritium li 
C-14.Rule would reduce vol of radwaite to be shipped to 
burial ground. Support! rule. 

BMIt-EY. D. C. Virginia Tech. «»9FR670ia 149. ao/ll/ie. Ip. 

07217: 030. 


Q012100S33 Comrnenti on propoied rule 10CFA20 re dlspoial of liquid 
tctntlllablon media (< animal carcastes containing tritium St 
C-14. Support! rule. 

BURT. D. R. Hargland, Univ. of. Baltimore. dSFR&roiB 148. aO/lt/lB. 
Ip. 07217: 049. 


B012100237 Comment! on proposed rule LOCFR20 re disposal of liquid 
scintillation media ti animal carcasses containing tritium St 
■0-14. Supports rule. 

HIOEON. C. J. Johns Hopkins Medical Institutions Ba 1 tlmore. HD. 
49FR670]e 144. a0/tl/’14. Ip. 07217: 04B 


8012100840 Comments on proposed rule 10CFR20 re disposal of liquid 
eeintlllatlon media animal carcasses containing tritium It 
0-14. Support! rule. 

ORIFFIN. E. E. Teias, Univ. of. Dallas. 48FR470ia 143. 8071 1/13. 

Ip. 07217:047. 


8012100843 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ii. animal carcasses containing tritium ti 
C-14. In absence of universal ac c ep tanc e. such wastes mag not 
be accepted bg radwasbo disposal contractors. Supports rule. 

MARSHALL. C. H. New York Univ. Medical Center New YortiNY. 48FRii7018 
14S. ao/tl/ll. Ip. 07217; 04A. 


8012100391 Comments bg Veterans Administration Medical Ctr. Chicago. It. 
an proposed rule 10CFR20 re disposal of liquid 
scintillation mtdla (c animal carcasses containing tritium U 
0-14. Supports rule. 

WlLLIAMBi 0. A. Affiliation Unknown. 45FRA7O10 139, aO/ll/OA. 2pp. 
07217:044. 


6012100297 Comments bg Ooleta Sanltarg District on propossd rule 
10CFR20 re disposal of liquid scintillation media It animal 
carcasses containing tritium & C-14, Opposes rule. 

HtONOT. R. E. > DAVIS. S.J.. URtSE.J. D. California. State of. 49FR6701Q 
196, 80/11/12. 2pp. 07217; 042. 


6012100863 Comments bg Rockefeller Univ on proposed rule 10CFR20 re 
disposal of liquid scintillation media & animal carcasses 
contslntng tritium t; C-14. Rule will relieve undue phgeical 
V ftnanclel burden. Bupp orts rule. 

LEOERBERO. J. Affiliation Unknown. 49FR67016 l&l. 60/11/14. Ip. 
07217:040. 


6012100270 Comments bg Santa Clara Valleg Medical Ctr on proposed rule 
I0CFR20 re disposal of liquid scintillation media it animal 
carcasses containing tritium 4: C-14, Bupports rule 4 urges 
NRC to continue to look for wags to dlspoie of uastes. 

MCI-AUOHLINj W. T. Affll latlon Unknown. 49FR67018 162. 60/11/14. Ip. 

07217:040. 


8012100278 Comments bg American Council on Ed on proposed rule 10CFR20 
re disposal of liquid scintillation media 4 animat carcasses 
containing tritium 4 C-14. Hods re clarification of animal 
carcasses 4 disposable items should be included. 

8TEINBACH. 8, E. Affiliation Unknown. 48Fn670ia 142. BO/ll/17. 2pp. 

07217; 038. 


a0t8100640 Transcript of Commission 801126 public meeting in 
Washington. DC re BECY-S0-474/474A 4 10CFR60 concerning 
licensing procedures for disposal of high level waste in 
geologic repositories. 

* Commissioners. 80/11/86, 86pp. 07217:104. 


8012110021 Comments on proposed rule 10CFR2 re pel leg & procedure for 
enforcement ecti ons. Opposes beavg fines. 

SCHUMACHER. J. L. Celumet Memorial Hosp. Chi I ton. Ml. 4SFH66794 026. 
80/11/29, Ip. 07226: 094, 


8012U0029 Comments bg Dept of Health on proposed rule 10CFR2D re 
disposel of liquid scintillation media it animal carcasses 
containing tritium 4 €-14. Supports proposal, 

ANDERSON. L, F. Utah. State of, 43FR670ia 196. 80/11/20. Ip. 

07226:093. 


8012110044 Comments tg Dept of Natural Resources on proposed rule 
tOCFR20 re disposal of liquid scintillation media 4 animal 
earcassfs containing tritium 4 C-14. Ang storage or burlel of 
radwasta et OA must tomplg M/state rules t regulations. 

KOOAN. B.A. Oeorgiai State of, 49FR670tB 163. 80/11/18, Ip, 

07286: 092. 


8012110051 Coroments bg North Shore Univ Hosp on proposed rule tOCFREO 
re disposal of liquid scintillation media & animat carcasses 
containing tritium & C-14. Supports rule. 

SZILAOYI.A. Affiliation Unknown. 43FR670ia 238. 80/11/20. Ip. 

07226: 051. 


6012110062 Comments bg Pham Mfgs Association on proposed rule 
10CFR20 re disposal of liquid scintillation media 4 animal 
carcasses containing tritium 4 C-14, Rule would alleviate 
ragutatorg 4 financial burdens re d 1 sposat. Supports rule. 
ADAMS.J.O. Affiliation Unknown. 49FR670te 243. QO/U/24. 2pp. 

07226: 049, 


6012110067 Comments bg Cltg of NY Dept of Health on proposed 
rule 10CFR20 re disposal of liquid scintillation media 4 
animal carcasses containing tritium 6 C-f 4. Approvss overall 
objective 4 Intent of rule w/llsted qualifications. 

FERRER. R, A. New York, NY. 43Ffl:670l8 246. 80/11/17. Opp. 

07226: 046. 


6012110079 Comments bg Univ of HO Hosp on proposed rule I0CFR20 re 
disposal of liquid scintillation media 4 animat carcasses 
containing tritium 4 C-14. Rule will save public cotta. 
Radioactive disposal vol outweighs radioactive releases. 
HOUKiJ.L. Affiliation Unknown. 45FR670la 247. B0/ll/i9. Ip. 

07226: 04 9. 


6012110081 Commsnts bg Natl Cancer last. Baltimore Reiearch Program. on 
proposed rule t0CFR20 re disposal of liquid scintillation 
media 4 animal carcasses continuing tritium 4 C-14. Concurs 
u/NRC rula changes. 

BACHUR. N. R. Health 4 Human Services. Dept, of., 49FR67018 282. 
BO/11/21. Ip. 07226:044. 


6012110094 Comments bg Dept of Human Reeources on propoeed rule 10CFR2i 
re iflepotal of liquid sc inti I latiun media 4 animal carcasses 
containing tritium 4 C-14. Favors changes. however raises 
questions re chemical problems. 

OSSORNE.R.P. Kentuckg. State of. 45FR67018 260. 60/11/26. 2pp. 

07226:042. 


6012110109 Comments bg Sterling Drug Inc on propostd rule 1DCPR20 re 
disposal of liquid scintillation media 4 animal carcasses 
containing tritium 4 C-i4. Recommends rule be finillied 4 
restrictions llbarallied for other rad 1 onuc tides. 

AN Z ALONE, A. e. Affiliation Unknown. 49FR6701B 293. 80/11/21. Ip. 

07826:041, 


8012110116 Comments on proposed rule 10CFH80 re disposal of liquid 
scintillation media 4 animal carcasses containing tritium 4 
C~M. Qpp OSes rule. 

ILLHARDT, J. Affiliation Unknown, 45FR670ia 290. ao/li/20. Ip. 

07187: 001. 


6012(10139 Advises recipients of corrections to conmsnts on proposed 
rule lOCFRSQ 45FR670i B. Comment Number IBl miscategorl ted. 

Comment should be Number 29 under t0CFR2t49FR66794l. Number 
181 will not be used again under t0CFR20C49FR6701BI. 
s Docketing 4 Bervlcei Branch. 49FR6701B. 80/12/02, Ip, 

07187:001. 


8012(10139 Comments on proposed rule 10CrR20 re disposal of liquid 
scintillation media 4 animal carcasses containing tritium 4 
C-14. Proposal should be rejected due to haiards presented 
to pub lie health. 

DOUGHTY, J. Affiliation Unknown, 49FR67O10 249. aO/U/iO. 3pp, 
07187:001. 


8012110140 Responds to FQIA request for sis categories of info re fire 
protection requirements In App R to 10CFR9D. Forwards draft 
reptt ''Fire Protection for Colocated Elements of Redundant 
Dtvsc" which will be placed In PGR. 

FELTON, J. II. Division of Rules and Records. 60/12/03, Ip. 
07223:346. 


— 00121 10157 Forwards prellmlnarg draft rept. "Fire Protection for 
Colocated Elements of Redundant Divs. *' 

CAMPBELL, J. A. Oage-Babeock Assoc ia tes> Inc. 7917-3, 79/00/07. 

Ip. 


— 0012110164 Prellminarg draft ropt, "Fire Protection for Colocated 
Elements of Redundant Divs. 

» Oage-Oabcack Associates, Inc. 79/00/07. 29pp. 

8012110146 FQIA request for til categories of Info re fire proteetiony 
requirements in App R to 10CFR90. 

WATKINS, M, , Debevolse 4 Liberman. 80/11/10. 2pp. 07223:347. . | 
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3012110147 Comments on proposed rule lOCFREO re disposal of lin«Jid 
scintillation media ft animal car eaoses cen ta ini np tritium b 
^ore appropriate disposal method uould be abovc**ground 
storage in motal drums or tins after «jaste is miied u/llme, 
VAUGHAM. n. C. Affiliation Unknown, dSFRATCta 244 30/11/22 2dd 

OTiin^' nni 


8012110195 Comments on proposed role 10CFR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium ti 
C~14. Endorses proposed rule. Urges that rule be made 
effective as soon at possible. 

HOROAN, J. T. National Naval Medical Center Dothesdai MD. 4SFft670l8 
261. 30/11/25. 2pp. 07226:027. 


3012110149 Commants by Medical Unlv of SC on proposed rule lOCFREO re 
disposal of liquid scintillation media i animal carcasses 
containing tritium i C — 1 4, Suppor ts proposals, 

WISE^ J. D. Affiliation Unknown. 43FR670I8 213. 30/11/21. Oaa. 


3012110150 Responds to 300730 suggestion that Coitnlsslon reconsider or 
clarify 800619 "Statement of Pol 1 c y ; Fur t hor Commission 
C'uldaxce for Power Reactor OLs. " Forwards 801103 denial of 
VCQ & Shoreham Opponents Coalition request for stay. 

AHEAHtici J. F, Commlss loners. 30/11/19. Ip. 07223:349, 


3012110161 Order denying UC3 & Shoreham Opponents Coalition request for 
stay of Commission "Statement of Pol icy : Fur then Cotnmisslon 
Ouidance for Power OLs. " Separate Commissioner views end. 

CHILK> S. J. Office of the Secretary of the Commission. 80/11/03 
t5pp. 07223:350. 


8012110154 Comments on proposed rule 10CFn20 re disposal of liquid 
sc inti 1 i at 1 on media ti animal carcasses containing tritium tt 
C-14.Role should include 0.05 uCl/g Bactee blood 
culturcmsdla containing C-l 4. Supports rulo. 

Medical Center Ann Arboriiil. 45FR6701B 242. 
80/11/21. Ip. 07226:037 


3012110160 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media tc animal carcasses containing tritium ti 
C-14. Safety of low level radiation has not bean established. 
Opposes rule. 

MINT2,S.L. Affiliation Unknown. 45FR670IB 241. 00/11/80. Ip. 


3012110166 Cormonts on proposed rule lOCFfiEO re disposal of liquid 
scintillation media t animal carcasses containing tritium b 
C-14.flule should include other rad lonoc 1 1 dosi C-14 blood 
ffli-dla li Cr^Si . Sup p ortft Tula. 

eCKHAUSER.F. Vet. Admin, Medical Center Ann Arbor. Ml. 43Fn670lB 
240, 30/11/21. ip, 07226:036, 


3012110170 Comments on proposed rule 10CFR20 re disposal of liquid 
r'. ^ animal carcasses containing tritium it 

C“i4. environ impact should not poso any undue concern. 

Supports rule. 

State Unlv, 45FR67018 239, 80/11/21, Ip, 


8012110173 Comments on proposed rule 10CFR20 re disposal of liquid 
*''®'**® *■ Pi'imal carcasses containing tritium 6 
c~i4. oispoitng of radwaste in sanitary sewer sys should not 
be permittod. 

I ‘ation Unknown. 45Fn6701B 291. BO/ll/20. ip. 

U7SS6:034. ^ 


3012110176 Comments on proposed rule IOCFR20 re disposal of 
«t animal carcasses containing tritium 

C-14, Supports rule. 

''“'■••'bV Medical Center Horsheyi PA. 
249. aO/il/21. ip. 07226:033, 


liquid 

b 

49Fft67018 


Pi-opoted rule 10CFn20 ra disposal of liquid 
V.* ^ animal carcasses containing tritium U 

C-U.Urges speedy adoption of proposed rule b eipansion to 
Inclvdfi (ith«T i«ot;o|>o 9 . 

0. R, American Association of Physicists in Medicine 
45FR6701B 243, 90/11/21, ip. 07226:032 Medicine. 


8012110(36 Comments on 
scintillation media b 
C-14. Supports rule. 
COOLEY. L, ft. Maryland 
Ip. 07286:031. 


proposed rule 10CFR20 re disposal of liquid 
anitnat carcasses containing tritium b 

. Unlv, of, Baltimore. 4SFR67018 233. 80/11/21. 


Comments on proposed rule 10CFR20 re disposal of liquid 

containing tritium b ’ 

■' **"** Suldellnai under more Isnlant 
controls. Opposes rule, 

0713^001^’ AfflllatUh Unknown. 45FR670ie 282. BO/lt/aO. Ip. 


on proposed rule 10CFR20 re 
ki 2?*“' ^ -nlmal carcasses 

ti’ttjum b C-14. Supports proposal. Bas Ic problem 
'"’‘'‘prm definition of radwaste matl. 

07226^029f 45FR67018 824. 80/11/19. 2pp. 


5012110198 Comments on proposed rule t0CFR20 re disposal of liquid 
media b animal carcasses containing tritium b 
C-14. Rule will help generate program that will result in 
si 9 niMcdnt idvinjs for uni v. Supports rule. 

07 lil'^n 34 of,. 45FR670la 259. 80/11/21. 2pp. 


8012110201 Commsnts on proposed rule 10CFR20 re disposal of liquid 
****‘"’ ^ animal carcasses containing tritium b 

C- 1 4. Chang«* ulll achl^vs bsttar cost ef f sc tl veness for 
adoption of proposed changes. 

ZIEHERiP.L. Purdue Univ. 45FR670ia 290. 80/U/21, Ip, 07226:024. 


6012110204 Comments on p,tpo:.i4 rule 10CKR20 re disposal of 
media b animal carcasias containing tritium 
c-14. Suggests expansion of program to permit similar 
disposals of numerous other isotopes used, 

0722 A- 03 a' Inc. 45FR670ie 2S7. 80/11/21, 


liquid 

b 


Ip- 


mrcoS; ''’’IT®"'* »</ A">«rlean Hosp Supply Corp on proposed rule 
lOCFRSO re disposal liquid scintillation media b animal 
carcasses containing trl tium b C-14. Supports proposal. Favors 
niSfS**.”" cover dry, solid contaminated w/C-14 or H-3. 

nation Unknown, 45FR670ia 226. 00/11/19. 2pp. 

07S29:329. 


wvA«b b bw'cbBr bdQ;nmenps OH 


svase bwsairbKb/ IB tltVpOlflb gf* J 

;?*«****'’” '"•'•n *• animal carcassas containing tritium b 
C-14, Supports rule b urges NRC to continue study to reduce 
wl, r^iwt'-ing special disposal. 

aO/U/lO, Ip, 0722^324!^'“''' School. 4SFR6701S 856, 




I ^7i 7 propo«e<i rule I0CFR20 re dispos 4 l of liauld 

*• *'’i"’al carcasses containing tritium b 
C-14. Role ehouU Include de mlnimoe level for tolld 
radioactive metis baied on isotopes radlotox ic Itg 

aS/n%J'^p.®*07fe23* 45FR6701B 259. 


codiments bg Bgntes Research on proposed rule lOCFRSO re 
disposal of liquid scintillation media b animal carcasses 
contoininp tritiunt U C~’i4. Supports proposal* 

SIMS, J.M., Affiliation Unknown, 48FR67018 282. 80/11/14. 

07S&8 ! 981 • 


8pp. 


Naunbinanvi 




r ^ animal carcassas containing tritium b 

C-14. Rule should be modiflad to include de minimus level for 
matls based on rad lotoxle Ity. 

07225^319 Unknown, 45FR67O10 805. 80/11/24. 2pp. 


ouiwiiw.,S4i comments by Aseoclatlon of American Medical Callages on 
proposed rule 10CFfl80 re disposal of liquid scintillation 
media b animal carcasses containing tritium b C-t4. Bupports 
f"®****® •“Iff total problem, 

eS?n/i9 2p^^07^2^I^^7, ^'’known. 49Ffi67Ot0 229. 


8012110248 Comments on proposed rule lOCFRaO re dleposal of liquid 
n ***^‘’*’ "*****• *• 4nlmal carcasses containing tritium b 
c-14. Proposal does not consldar cumulative effect on public 
health. NRC shows no scientific bases for new cutoff level, 


a0l2UO2A2 Commefltf on propoiad rule IOCrR20 r* difpoft«l of liquid 
ffltdlA 4( 4nim4l csreqttos cent«ining tritium t 
C-14. Supporti propotal. 

a0/ll/2i;’^'2pjr*'’o7a25?3i7.*®* 4SFR670ia 225. 


8018110270 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation midla b animal carcasses contelnlng tritium b 
C-14. Supports proposel. Suggests extension to cover other 
organic radwaste. 

eo/lI/sV' ^8pp®"‘ 07289? 309. ** '^5*^R«70ia 227. 
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e0181t0P73 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium (t 
C-14. Supports proposal , Favors eitension to cover other 
isotopes. 

CORRICAMtK. W. Foster 0. McOrawKosp. ChtcagoilL. 45PRli701S S88. 
80/ 11/81. 8pp. 078SS:303. 


8012110884 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media fc animal carcasses containing tritium fc 
£■'14. Supports rule. Urges NRC to continue to study uays 
at reducing low level waste requiring special disposal. 
WARNECKBEi K A. St. Louis Univ. Medical Center St. Louis. HO. 
49FR670ie 179. 80/11/ 10. tp. 07226:301. 


S012110S66 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media 1; animal carcasses containing tritium & 

C-14. Other means of elimlnationi such as Inc ineratlon. would 
cause no environ or public health consequence. Supports rule. 
LAMBREMOMT. E. N. Louisiana State Unlv. 49FR670ia 177. 00/11/18. 

tp. 07289:300. 


8012110893 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium It 
C-14. Supports proposal. Proposal should also cover other 
radwas te. 

O'BRIEHtM. J. Washington. Unlv. of. 4SFR670t8 214. 80/11/10. 3pp. 

07229: 290. 


S01211029& Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium 4( 

€-14. Urges consideration of fragile nature of groundwater 
sgs tt land-use/ land-d tscharge relationship. 

MEYLAND.8. New York. State of. 4SFR670ia 818. 80/11/21. 2pp. 

07229:280. 


8012110310 Comments on proposed rule 10CFR20 re dispoeet of liquid 
ac inti 1 latlon media t< animal carcasses containing tritium (t 
C-14. Supports proposal, 

KATSIKIS. E. Burroughs Wellcome Co. 49FR&70ie 217. 80/11/19. 2pp. 

07229! 286. 


8012110312 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium t< 

C-14. Supports proposal. Favors entenslon to cover other 
commonly used radiotracers. 

PATTON. D. D. Artiona. Univ. of. 49Ffl6701B 219. 80/11/81. 8pp. 

07289: 284. 


8012110317 Comments on proposed rule t0CFR20 re disposal of liquid 
iclntlllatlon media U animal carcasses containing tritium It 
C-1 4. Supports pr opotal . Etpretses concern re companies 
without access to EPA-approved incinerator. 

LUrZtH.O. McNeil Laboratories. 49FR67018 823. 80/11/21. 2pp. 

07289:282. 


8012110319 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media li animel carcasses containing tritium It 
C-14. Supportt proposal. Favors extension to cover other 
redlonuc 1 Ides. 

BROSEUSiR. W. HHS. Dept. of. US Public Health aervleo. 49FR6701B 
221. 80/11/21. 3pp. 07229:277. 


8012110323 Comments on proposed rule 10CPR20 re dlaposal of liquid 
scintillation media ti animal carcasses containing tritium tc 
C-14. Supports proposal. 

PETTINOA. C. W. Eli Lilly 6 Co.. Lilly Research Laboratories Oiv. 
4 SFR 670 ia 231. 60/11/20. 3pp. 07829:274. 


8012110326 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media li animal carcasses containing tritium 6 
C-14. Supports proposal. 

DISALVO, R. Johnston Labs. 49FR67018 216, 80/11/17, Spp. 

07289:272. 


8012110331 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media t; animal carcasses containing tritium Sc 
C-14. Supports proposal, Problems associated w/liquid 
scintillation counting are not eliminated. 

MURPHY, O.L. Otorgla, Univ. of.. 48FR67018 230, 00/11/20. 2pp. 

07229! 270. 


8012110334 Commenti on propoeed role 10CFR20 re dleposel of liquid 
eelntl 1 latlon media 1; animal carcasses containing tritium t, 

C-14. Supportt proposa 1 . Favors estenslon to cover other 
Isotopes; 

OURKOSHfE.D. Pittsburgh. Unlv. of. 49FR6701B 219. 00/11/19. «pp. 

07229: 268. 


8012110337 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ti animal carcasses containing tritium (t 
C-14. Present burial policy for raduaste will continue. 

Requests further info re proposal. 

JACMSOU. 0. L, Harrisburg Hoap. Harrisburg. FA. 49FR67018 832. 
80/11/19. 2pp. 07285:266. 


6012110344 Cominents on proposed rule 10CFR20 re disposal of liquid 
scintillation media ti animal carcasses containing tritium 6 
C-t4. Supports approval of alt radioactive limits & toaks 
f orward to addl revisions re other radioisotopes. 

FLINT, S.M. New England Nuclear Corp. 45FR670i8 234. B0/tf/2i. tp. 

07229: 269, 


0012110365 Comments on proposed rule I0CFR20 re disposal of liquid 
scintillation media (< animal carcasses containing tritium (> 

C-14. Rule will reduce risks by eliminating environ Impact 
of transporting waste matls 4: e sposure. Supp arts rule. 

SHAPIRO.d. Harvard Onlv. 45FR67018 233. 80/11/21. Ip. 07229:264. 


0012110575 Comments on proposed rules 10CFR30t 38, 70 4 190 re use of 
lout e.trlehed U as contaminant in metal s. Qp p oses rule. 

SPILKA, E. Affiliation Unknown. 49FR70B74 0082. 00/11/24. Ip. 


8012110583 Cominents on proposed rules 10CFR30< 38, 70 S> 150 re licensing 
requirement eiemptlon for contaminated smelted alloys. 

Byproducts of enrichment process are all emlters of alpha, 
beta 4 gamma rays. Opposes rule. 

OOSIK. 8. Affiliation Unknown. 43Fn70374 0021. 80/11/21. Ip. 


0012110648 Comments on proposed rules lOCFRSO. 32, 70 4 190 re returning 
radioactive scrap metal to market as uncontrolled metal. 

Opposes rule. 

O30ORNE, J. Affiliation Unknown. 49FR70B74 0020. 80/11/80. tp. 


0012110664 Comments on proposed rules 10CFR30, 33, 70 4 190 re releasing 
contaminated matls for unrestricted use in consumer goods. 

Opposes rule. 

DA8S.R. Affl 1 latlon Unknown. 49FR7D374 0019. 80/11/29. tp. 


8012110690 Comments on proposed rules 10CFR30, 32, 70 4 190 which would 
be erempt from licensing 4 regulatory requirements persons 
who receive possess, use of transfer Tc-99 or low enriched U 
as rtslduel contaminat 1 0 'n in smelted alloy. Opposes rule. 

HEDMAWiB. Affiliation Unknown. 4SFR70B74 0018. 80/11/24. Ip. 


0012110706 Comments on proposed rules IOCFRso. 32, 70 4 180 which would 
allow possess i on, use 4 transfer of low enriched U as 
contaminant in me tals. Op poses rule. 

FOOELSQN.A. Affiliation Unknown. 4SFR70a74 0017. 00/11/26. Ip. 


8012110724 Comments on proposed rules lOCFRSO, 38. 70 4 190 re licensing 
requirement etemptlon for contaminated smelted eltoys. 
apposes rule. 

ERLICK, J. Affiliation Unknown. 45FR7CI874 0016. 80/11/28. Ip. 


8012110744 Comments on proposed rules lOCFRSO, 32, 70 4 190 re exempt.lon 
of licensing requirement for contaminated smelted alloys. 

Opposes rule. 

HINDLIN.H. Affiliation Unknown. 4SFR70a74 0019. 00/11/36. tp. 


8012110783 Comments on proposed rules lOCFRSO, 32, 70 4 190 re licensing 
requirement cjramptlon for contaminated smelted alloys. 

Contaminated scrap should be burled In one place, hfg scrap 
should be marked u/red 4 yellow warning labels. 

JACOBSON. H. Affiliation Unknown. 4gFR70a74 0014. 00/11/36. ip. 


8012110798 Comments on proposed rules lOCFRSOr 32. 70 4 190 processing 
contaminated metals for mfg of contuner 4/or capital 
equipment preduc ts . Haiards from lew level eirposura have not 
been determined. Opposes rule. 

GRAOYiJ. Rhode island Public Interest Research Oroup, 49FR70B74 
0013. 80/11/24. Spp. 


0012110015 Comments on proposed rules 10CFR30, 32, 70 4 190 re licensing i 
requirement exemption for contaminated smelted alloy. 

Opposes rule. 

JOPPA, J. Affiliation Unknown. 45FR70874 0012, 80/11/29, Ip. 


0012110829 Comments on proposed rules lOCFRSO, 32, 70 4 180 tsemptlng 
from licensing or regulatory requirements any person who 
receives, uses or transfers low enriched U as residue! 
con tan i net Ion smelted alloy. Op posts rule. 

KENNEDY. fl.E. Affiliation Unknown, 4SFR70B74 0011. 00/11/24. Ip. 


8012110633 Comments on proposed rules 10CFR30a32, 70 4 190 eKempting 
licensing 4 regulatory requirement for any perion who 
receives possassts or uses tow enriched U as residual 
contamination in smelted a I lay. apposes rule. 

LEPKOHBKIrO. Af f 1 Hat Ion Unknown. 49FR70a74 0010, 80/11/24. Ip. 
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Q0121I0344 CoiTisients on proposed roles lOCFRSOi 33. i 70 t 150 eiemptlng 
from licensing L regolation re-*?'?. No safe level of 
radio t ion. Rad lat i on has cumulative ef fee t. Opposes role. 

LEPK0W3XI.M. Affi nation Unlrnouo. 45FR70a74 0009, BO/ll/ad. Ip. 


6013110853 Come)Bnts on proposed rules ICCFRSO. 32. 70 & 150 re eiemptlon 
from licensing or rogulatorij renotreraents for persons 
rece lving> possess i ng> us 1 ng or transferrins Tc-99 
contamlnatsd products. Prate s ts rule. 

SCHUHACHSR. J. Affiliation Unknown, 4 5FR70a74 OOOB. 30/11/33, Ip. 


0013130101 Comments on proposed role 10CFR20 re disposal of liquid 
scintillation media ti animal carcasses containing tritium t< 

C-14. Supports proposal. Suggests proposal be eetended to 
Include addl Isotopes. 

HOLEMAM.O.B. ValeUniv. 45FR6701B 307. 80/11/31. Ip, 07330; 833. 


8013130104 Coaiments on proposed role lOCFRSO re disposal of liquid 
scintillation media fc animal carcasses containing tritium b 
C-14. Supports proposal. 

FEIR. D. J. St. Louis Untv. ftodUal School. 43FRdi70lB SOB. SO/it/iO. 
Ip. 073d0:332. 


8012120003 Comments on proposed rules lOCFRGO.i 33* 70 b 150 re exemption 
of licensing for smelted allegs.Rule is Irresponsible b 
reckless. Pr otasts rule. 

FHEED-THALL. P. Affiliation Unknown. 45FR70074 0007. 80/11/23. Ip, 


6013120005 Comments on proposed rule l0CFn2O re disposal of liquid 
scintillation, media b animal carcasses containing tritium & 

C-14. Rule Is excellent step in better allocation of moneg b 
burial space, Suppor ts rule. 

FLUKEiO. J. Duke Uni V, -ISFRATOlB 334. 90/11/19. Ip. 07327:345. 


8012120007 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C— 14.Rult would alleviate shortage of waste burial capacity 
risks involved In transportation of wastes. Supports rule. 

TRElNISHi M. J. Abbott Laborator les. 45FB470JB 337. 80/11/18. Ip. 

07327:344. 


9018130013 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports rule. 

SARMONS. U. M. American Hadical Association. 45FR6701B 184, 
aO/ll/10. epp. 07187:001. 


6013120018 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C— 14. Preamb le to final rule should state that f edera I i sta t e 
b local requirements would be applicable. 

FIBELKANt S. J. Merck Sharp b Dohme. 43FR6701G IBS. 90/11/19, 2pp. 
07227:343. 


8012130034 Forwards comments on proposed rule 10CFR20 ra disposal of 
liquid scintillation media b. animat carcasses containing 
tritium b C-14. 

Q'BRIEN* K. J, Washington, Unlv, of. 45Fft4701S 384. Q0/I1/2S. 3po. 

07230:295. 


8013130039 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C— 14. Rule fails to address Impact on incineration as uasts 
disposal method b total scope of prac t i c os. Sup por t s rule. 

BAMPYiL. W, Dow Cbemlcal Co. i Dow Chemical U, B. A. Dlv. 45FR670ia 
233. eO/ll/21. 3pp, 07230:293. 


8013120044 Cotnmants on proposed rule 10CFR2O re disposal of liquid 
scintillation madia b animat carcasses containing tritium b 
C-1 4. Supports proposal. 

LUCDKE* J). Veterans Administration. 4SFR67O10 209, 80/1 1/10. Id. 

07230:891. 


8012120071 Comments on proposed rule I0CFB20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-i4. Proposed concentration limits for tritium b C-14 
should be Increased to 0.1 or 0.3 uCl/g. 

DETORIE.N. A. Southern lu tools Unlv,, School of Medicine. 4SFn470ia 
182. 80/11/13. Ip. 07230:278, 


8012120076 Coffimants on proposed rule 10CFR30 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C- i4. 9upp orts proposal. 

0ARTLER,S. M. Washington, Unlv, of, ASFRATOtB 203. 80/11/20. In. 


801S12008S Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. 

FLUKE. D, J. . KAMIM, H. Duke Unlversitg Kedical Center. 45FR67010 204, 
BO/I 1/20. Ip, 07230:256. 


8012130093 Comments on proposed rule I0CFR20 re disposal of liquid 
selntlllatlen media b animal carcasses containing tritium b 
C-14. Supports proposal. Suggests rule be extended to Include 
chemical b biological natls. 

MILLER, D.R., LEAS I A, L, T. Northwestern Unlv. 45FR670ia 205. 

90/11 /ta. Ip. 07230:250. 


9012120096 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b aitlmal carcasses containing tritium fc 
C-14. Supports proposal. 

BRANTLEY, J. C. New England Nuclear Corp. 45FR6701S 206. 80/11/21. 


8012120109 Comments on proposed rule l0CFfi20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C- 1 4. Suppor ti proposal . Ac tion should applg to other drg b 
I Iquid wastes, 

FIN3T0N*R.A. Stanford Unlv. 4SFB670iS 199. 80/11/17. in. 

07230: 226. 


9012120115 Comments an proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. Othar eommonlg used radionuclides 
should be Included. 

HARTMAN, J. D. Warner-Lambert Research Institute. 49FR67018 201 
aO/1 1/17. Ip. 07230; 215. 


8012120142 Comments on proposed rule 10CFR20 re disposal of liquid 
sclntUlatlon media b animal carcasses containing tritium b 
C-»4.Suports proposal. Regulation should he first step in 
dealing w/loui level medical radioactive waste disposal. 

LAUOHLIN, J, a. Memorial Sloan-Ketterlng Cancer Center New York, NY. 
45FR67018 202, 90/11/20. Ip. 07228:357. 


8012120147 Comments on proposed rult 10CFfi20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. Other C-14 b tritium media should be 
Included in rule, 

COOPER. R.F. Veterans Administration. 4SFR670tB 191. 80/11/21, in. 


8012120151 Comment! on proposed rule 10CFR20 ra disposal of liquid 
se inti I latlon media b animal carcasses containing tritium & 

C-14, Supports proposal. 

LIEK, R.O. Princeton Unlv. 45FR67018 192. 00/11/19, la, 

07228:345. ^ 


0012120189 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Ouestions several points of proposal. Concerned about 
radioactive ash b distillation b raegcUng of liquid. 

SUTHERBiH. B. Princeton Unlv. 45FR670tS 193. 80/11/20. Id. 

0723B; 339. 


8012120169 Comments on proposed role 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal b suggests application of similar 
logic to other low specific activltg watte. 

LOVAAS.A. Colorado State Unlv. 49FR67018 194, 80/11/20 to 

07228:323, 


8012120180 Comments on proposed role IOCFR20 re disposal of liquid 
selntlllatlan media b animal carcasses containing tritium b 
C-14. Supports proposal. Suggests other media besides liquid 
scintillation be Included at C-14 level. 

WEINHOLD, P. Veterans Administration. 4SFR67018 195. 80/11/21. tp. 

0722B.317. 


6012120105 Comments on proposed role 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. 

OAIN, J. 0, Sandoi, Inc, 4SFR67O10 197. 80/11/20. tp, 07228:311. 


8012120189 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. 

CHRiaTIAH,d.e. Purdue Unlv. 4SFR670tB 198, 80/11/24. Ip, 

07187:001. 


B012I20193 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. 

aiBLEY, C.H. Washington, Unlv. of. 4SFR67018 190. 80/11/20. Ip, 

07228:305. 


8012120196 Comments on proposed rule 10GFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium b 
C-14. Supports proposal. 

VOMACHKA, A. J. Princeton Unlv. 4dFR670tB 1S9. BO/ll/lB. Ip. 
07228:299. 
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8012180199 Commsntt on prop^osed rule 10CFR20 i*e ditpoiel of Liquid 
ec 1 nt 1 1 let 1 on media t> animal carcaesee containing tritium & 

C-14. Bu-pporte propotal. 

JENKINSj C. U. . Morth Carolina State Univ. 4SFft670ia 188. 80/11/18. 

ip. 0722B;S'78. 


8012120204 Commentf on propoeed rule 10CFR2O re diepoeal of liquid 
«c Int 1 1 tat 1 on media animal carcaasee containing tritium b 
C-1 4. 8oppor ti propotal u/euggettion of Including ttrongar 
admont tiont for llcanteet to complg u/non-NRC atatutee. 

BRINBRi M. H. Duke Univoraltg Medical Center. 4SFR6701B 187. 
80/11/21. 2pp. 07228:296. 


3012120261 Commenta on propoaed rule 10CFR2'0 re ditpoeal of liquid 
1C Inti 1 la t Ion media b animal carcaaeea containing tritium b 
C-14.Chanqee do not protect health b tafetg of public b 
iliould ba reverted. 

LOCHSTGTi If. A. Af fl 1 iat ion Unknown. 49FR670ia 288. 80/11/24. 3pp. 

07227: 319. 


8012L2026B Commenta on propoaed rule 10CFR20 re diaposal of liquid 
ac tnttl latlon media b animal earcaaaet containing tritium b 
C-14. Ouidance ehould recogniie problame b eheuld not promote 
eouage diapoaal. 

UARD.^, 0. California. State of. 45FR67018 287. 80/11/24. 2pp. 

07231 : 337.. 


6012120273 Commontt on propoaed rule 1DCFR20 re ditpoeal of liquid 
aclntlllation media b animal carcaaeea containing tritium b 
C**I4. Supporte propotal. 

UEtR<0. J. American Collage of Nuclear Phifelclant. 49FR670ia 27S. 
80/11/28. Ip. 07231:336. 


8012120288 Commenta on propoaed rule 10CFR20 re diapoaal of liquid 
eclnt 1 1 latlon media b animal careaeeae containing tritium b 
C-14. Supporta propotal. 

MACINTVRE. M. J. Claveland Clinic C leveland. OH. 45FR670ta 274. 
aO/li/t4. Ip. 07231:324. 


8012120299 Commenta on propoaed rule 10CFR20 re dlepoaal of liquid 
eelntillatlon media b animal carcaaeea co.ntalnlng tritium b 
C-14. Supporta propotal. Favor* broadening propotal. Definition 
of what conetitutea radioactive matl neede clarification. 

NIHMOi E. Wlaeoneln. Univ. of. Madlton. 49FR67018 277. 80/11/24. 

ip. 07231:323. 


8012120299 Cominenta hg Jeuiah Memorial Hoap on propoaed rule lOCFflSO re 
diipoeal of liquid ac inti I lat 1 on media b animat carcaaeea 
containing tritium b C-t4, Oppoaaa rule, 

LUTHAI4. M. Affiliation Unknown. 4SFft670ie 266. 80/11/18. ip. 

07231:322. 


8012120302 Commenta on propoaed rule H>CFfi20 re dlepoaal of liquid 
eelntillatlon madia b animal carcaesoe containing tritium b 
C-14. OppO'Cea rula. 

• Affiliation Unknown. 49FR6701B 278. BO/ll/24. Ip. 07187:001. 


8012120310' Commenta on propoaed rule 10CFR20 re diepoaal of liquid 
eelntillatlon media b animal carcaaeea containing tritium b 
C-14. aupp or te propotal. 

SEEKER-MALHER Bt. Lou I a Univ. Medical School. 4SFH67O10 231. 
aO/il/lO. ip. 07231:321. 


8012120312 Cemmanta on propoaed rule t0CFfi20 re dlepoeal of liquid 
eelntillatlon media b animal carcaeaoe containing tritium b 
C-14. Suppor t* propotal. 

ORIFOiA.P. Ohio Agriculture Reatarch b Development Center. 
49FR670ia 230. 80/11/26 Ip. 07231:320. 


0012120316 Commenta on propoaed rule 10CFR20 re dlepoeal of liquid 
•clntlllation media b animal carcaseai containing tritium b 
C-14. Suppor te propotal. 

BPECrORiA. Columbia Unlv. 45FR67018 271. 80/11/26. Ip. 

07231:319. 


8012120318 Commenta bg Rivanne Water b Sewer Authorltg on propoetd rule 
100FR20 re dtfpoaal of liquid aclntlllation media b animal 
careaeaei containing tritium b C~14. QueetJone baela for 
propoeed I iml ta. Requeata further info. 

MIbUlAHS. 0. W. Cherlotteavll lei Va. 4SFR6701S 267. BO/ll/21. Ip. 

07231:318. 


8012120319 Commenta on propoaed rule 10CFR20 re dlepoeal of liquid 
eelntillatlon media b animal carcaecee containing tritium b 
C-14. Supporte propotal. 

JES8E.k:b. iUlnola State Univ. 4BFR67013 270. 80/11/19. Ip, 

07231:317. 


8012120333 Commenta on propoaed rule 10CFR20 re diaposal of liquid 
scintillation .media b animal carcaaeee containing tritium b 
C-14. Suppor te proposal. 

KEENE. W.E. Catholic Univ. 49FR670ie 264. 80/11/21. 2pp. 

07187:001. 


8012120339 Cemmanta bg TK Womans Univ on proposed rule 10CFR20 re 
diapoaal of liquid aclntlllation media b. animal carcaaaee 
containing tritium b C-14. Support a proposal. 

ERDMAN, M. E. , HARDCA6TLE, J. E, . MECAVi W. L Affiliation Unknown. 
4SFR6701Q 268. 30/11/19. Ip. 07231:316 


0012120348 Comments bg TX Womani Untv on propoaed rule t0CFR20 re 
ditpoeal of liquid ac Ink 1 1 la t Ion madia b animal carcaiee* 
containing tritium b C-i4. Supports proposal. 

HUEY.M.E. Affiliation Unknown. 4&Fft67Ol0 269. 30/11/20. Ip, 

07231:315. 


8012120359 Commonts on proposed rule 10CFR20 re ditpotal of liquid 
sc Inti i Lat I on media b animal carcasses containing tritiuin b 
C-14. Supports proposal, 

TALLEY.W. Aff 11 latlon Unknown. 45FR67D18 293. 80/12/01. Ip. 

07231; 314. 


8012120357 Comments bg Beth leraol Medical Ctr on proposed rule 10CFR20 
re diaposal of liquid scintillation media & animal carcaeaes 
containing tritium b C-14. Supporta propotal. 

LORCH.i.,B. Affiliation Unknown. 45FR67O10 273. 80/11/29. Ip, 

07231; 313. 


8012120359 Comments on propoeed rule 10CFR20 re dlapoeal of liquid 
ic int 1 1 lat 1 on media b animal carcaaeea containing tritium b 
C-i4. Supporta rule. 

BTEWAROiF. Vet. Admin. Hasp. 8t. Loula.HO. 49FR670ia 292. 
80/11/28. Ip. 07231:318. 


8012120369 Comments on proposed rule 10CFR20 re ditpoeal of Hqui'd 
ic int 1 1 lat i on media b animal carcaaeea containing tritium b 
C-14, Supports rule b encourages change! to Improve low 
level raduaete diapoaal practices. 

BROaEUSiR.H. Health b Human Services. Dept, of.. 4SFR670ia 290. 
80/11/21. 2pp. 07231:310. 


3012120370 Comments bg Desert Samaritan Kosp b Health Ctr on proposed 
rule lOCFREO re dlepoeal of liquid scintillation media b 
animal carcaeeei containing tr 1 tl un b C-14. Bupporte 
pTopoeal. Favors axtenaion to cover ether iaotopea. 

JOHNSQNi S Affiliation Unknown. 49FR6701B 272. 80/11/26. Ip. 

07231 ; 309. 


B012120374 Comments on proposed role 10CFR20 re dtapoial of liquid 
scintillation media b animal carcaatea containing tritium b 
G-14. Supports propotal. Stds re biological bg-produets not 
developed. 

aiLVAiJ. Michigan. Univ. of. Med leal Sc boo 1 . 45FR670tB 262. 

80/11/22. 2pp. 07231:307. 


S012120330 Comms'nta on propoeed rule 10CFR20 re diaposal of liquid 
scintillation media b animal careatsea containing tritium b 
G-1 4. Supports propotal. Fa vert ertension to cover other 
radlonucl idea. 

MURPHVrR.T. Travenol Laborator lea. 49FR6701S 263. 80/11/25. tp. 

07231:306. 


8012120383 Comments bg Cuttor Labs on pre^peeed rule 10CFR20 re diapoia^ 
of liquid scintillation media b animal cai'caiaea contalnl'ng 
tritium fc C-14, Supports proposal. 

NAKAMURA. O. M. Affiliation Unlrnaun.. 45FR670t8 276. BO/ll/20. Ip. 

07231 : 308. 


8012120384 Comments on proposed rule 10CFR20 re dlepoeal of liquid 
scintillation madia b animal carcaeeei containing tritium b 
C-14. Supports proposal. Favor a eitenaion to cover 
radlo-lmmuno aaaag generated waste. 

WANOEMANNj R. T. Armg.Dept. of. Office of Surgeon Oeneral. 49FR670I8 
269. 80/11/24, Ip. 07231:304. 


8012120608 Commenta bg Hunter College on proposed rule t0CFR20 re 
disposal of liquid aclntlllation media b animal carceesat 
containing tritium b C-t4. Opposes rule. 

PICCiaWI.R.O, , PISELLO.D.M, Af f 1 1 iat lon Unknoun, 4SFR67D19 209. 
80/11/30. 4pp. 07228:240. 


6012120613 Comments bg 8t Lukes Hoap Medical Ctr on proposed rule || 
tOCFR20 re diaposal of liquid scintillation media b animal | 

eareassea containing tritium b C-14, Supporte rule. Other 
laotopeeahsuldtaetnicluded. 

RtNDE.A, Affiliation Unknown. 49Fn670ia 299. 80/11/26. 2pp. 

07227:358. 
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B0|Z1206I7 Comments by Humana on proposad ruU lOCFRSO ti disposal of 
scintillation mQtfl4 It anijual earc4ss«s containing 
trlttM«» Supports proposal. Pi-ot) I om eilsts ra lack of 

uniforflt definition of uHat constitutes raduaste. 

HOLSCOTT^W. 0, Affiliation Unknown. 4SFft676l8 212. 80/11/20 2po 

07227 : 39 ^. 


60tSI206SO <Ccir.ments bg Honteflsre Hosp & Medical Ctr. Bronx p MV on 
proposad rule I0CFR20 re diiposal of lid.uit( scintillation 
media l< animal carcassei containing tritium ^ C-14 
Supports rule 

FRERICHS.J. Affiliation Unktiawn, 43FRA7OI0 291. a0/ll/2t la 
07227:358 


B0t2120ir24 Commsnts by Cood Samaritan Hosp on proposed rule t0CFR20 re 
disposal of liquid scintillation media animal carcasses 
containing tritium U C-14, Supp oris proposal. Other Isotopes 
in cdirnor use should be included. 

HILGER1M.T. Affiliation Llnlnoaxn. 45FR470ie 200 SO/ll/ia la 

07S2739a i ji 


3012120626 Comments tig HA Oniv In St Louis on proposed rule 10CFR20 re 
disposal of liquid scintillation media $: animal carcasses 
contalnlTig tritium 4; C**14. Supports proposal. 

UELDOII.V.V. Affiliation Unknown. 4SFR670ia 279. 80/11/23 Is 

07227:333. ' '■ 


8012160600 Comments on proposed rules 10CFR30. 32i 70 4 ISO re 
possession. use 4 transfer of lou enriched U as contaminant 
in me t a 1 s. Opposes rule. 

B lUUEC 1 1 0. D. Affiliation Unknown. 45FR70a74 0043. 90/12/03. Ip. 


8012160606 Comments on proposed rules tOCFRaOi 32i 70 4 ISO re 
possession. use 4 transfer of lou enriched U as contaminant 
in metals. Opposes rule. 

LEONARDi C. Affiliation Unknown. 4SFR70a74 0042. 80/12/03. tp, 

8012160609 Comments on proposed rules lOCFRGO. 32. 70 4 ISO rs 
possession. use 4 transfer of lou enriched U as contaminant 
in meta Is. Opposes rule. 

MURPHV. T.A. Affiliation Unknown. 4SFR70874 0041. 00/12/03. Ip. 


S012I60S17 Comments on proposed rules IOCFR3O1 32. 70 4 ISO re 
possess Ion. use 4 transfer of leu enriched U as contaminant 
in metals. Opposes rule. 

COMER. M. Affiliation Unknown. 4SFR7O074 0031, 90/12/03, Ip. 


8012160631 Comments on proposed rules 10CFR30. 32. 70 4 130 re 
possession. use 4 transfer of low enriched U as contaminant 
in metals. Opposes rule. 

MULLER, J.C. Affiliation Unknown. 45FR70e74 0026, 80/12/03, Ip, 


1012120629 Coir-iiefits by Uoint Comnission on Accreditation of Hosos on. 
proposed role 10CFn20 re disposal 0# liquid scintillation 
media 4 animal carcasses containing tritium 4 C-14 
Supports rule. 

Affiliation Unknown. 45Ffl670ie 286. QO/U/24. 2op 

07227: 351 . 


1012180631 CQ«:...ents bg Resources Ajencg of CA on proposed rule lOCFflSO 
re disposal of liquid sftntHlallon media 4 animal carcasses 
containing trlt ium & C-l 4, No comment. 

California. State of. 4SFR670I8 294. 90/12/01. Ip 

07227:350. 


01216023B Responds to 901118 comments on proposed rules 30.32.70 4 ISO 
re exemption of smelted alloys from licensing requirements 
Prospect thet recycled enrichment plant scrap would cause 
cancer unlikely. 

HEMRV.J. J. Transportation 4 Product Standards Branch. BO/12/02. 


8012160642 Comments on proposed roles lOCFfiaO, 32. 70 4 ISO re using 
contaminated scrap metal 4 mixing u/other metals. Pro test s 
rule. 

R ICHAflOS. R. L. Affiliation Unknown, 4SFR7O074 0023. 90/11/29, Ip. 


8012160649 Comments on proposed rules 10CFR30, 32, 70 4 180 re reusing 
scrap metal from U enrichment plants for eonsumir or other 
items, apposes rule. 

PILUOIN.N. M Affiliation Unknown. 43FR7O074 0024. 80/11/23, Ip, 


B0I21606A3 Comments on proposed rules 10CFR30, 38, 70 4 180 re 
possesslomuse 4 transfer of lou enriched U kt contaminant 
in mate 1 1. Opposes rule. 

JONSB. B. Affiliation Unknown, 43FR7O074 0035. flO/18/03. Ip, 


9012160668 Comnenti on proposed rules I0CFR30. 32, 70 4 ISO re 
possession, use 4 transfer of low enriched U es contaminant 
in metals. Opposes rule. 

SHEM-TRANZ, E. Affiliation Unknown. 45FR7O074 0039. 90/12/03. Ip, 


0121605S0 Comments on propO’Sed rulos lOCFROO, 32, 70 4 ISO re 
possBsslon.use 4 transfer of lou enriched U as contaminant 
in metals. Opposes rule. 

MARTINEZ. 0, Affiliation Unknown. 4SFH70874 0070, 80/18/03. Ip. 

M2160S62 Comments on proposed rules lOCFROO. 38. 70 4 150 re 
possession. use 4 transfer of low enriched U as contaminant 
in metal s. Opposes rule. 

PAMESEEFF, 0, Affil lation Unknaun. 45Ffl70374 0066. 80/18/03, Ip. 


8012160682 Comments on proposed rules 10CFR30. 38, 70 4 150 re 
possessloni use 4 transfer of lou enriched U as contaminant 
in metals. Opposes rules, 

1AR0B5E. D. Affiliation Unknown. 48Fft70a74 0037. 90/12/03. tp. 


6012160689 Comments on proposed rules lOCFRSO. 38, 70 4 150 re 
possession, use 4 transfer of low enriched U at contaminants 
in ntfcaifte Oppotei rule. 

■* Affiliation Unknown. 48FR7O074 0036. 90/18/03, tp. 


>12160569 Comments on proposed rules lOCFROO, 32, 70 4 ISO re 
possassion. use 4 transfer of lou enriched U as contaminant 
in metals. Opposes rule. 

CAPELLANiR. Affiliation Unknown. 45FR70874 OOSl. 80/12/03. Ip. 


8012160707 Comments on proposed rules 10CFR30, 32, 70 4 1 50 re using 
contamlnatsd metals for consumer products. Opposes rule. 

HUtiez.rt. Affiliation Unknown. 43FR 70874 0040. 80/12/03. Ip. 


112160574 Co.mfflBnts on proposed rules 
possession, use 4 transfer of lew en 
In metals. Opposes rule. 

STROKOEROtlf. Affiliation Unknown. 


i0CFft30.32,70 4 ISO re 
'iched U as contaminant 

4SFR70a74 OtJSO. 80/12/03. Ip. 


B01216071B Comments on proposed 
possession, use 4 transfer of 1 
in eieta Is. apposes rule. 
ktRAUS.O. Affiliation Unknown. 


rules lOCFRSO, 32, 70 4 ISO re 
ow onrlehed U as contaminant 

48FR70974 0030. 80/12/03, Ip, 


'12160578 Comments on proposed rules lOCFRaO, 32, 70 4 ISO re 
possession, use 4 transfer of low enriched W as contaminant 
in metaks. Opposes rule, 

H0N1EZ.Y. Affiliation Unknown, 45Frt7O074 0049. 80/J2/03. Ip. 


8018160737 Comments on proposed rules 10CFR30, 32, 70 4 ISO re 
poesassion.use 4 transfer of lou enriched U as contanlnant 
in me ta 1 s. appof as rule. 

CARBELI,A. Affiliation Unknown. 45FR7O074 0039. 90/11/26. Ip 


12160581 Comments on proposed rules 1OCFR30, 38, 70 4 180 re 
possesslon.usa 4 transfer of low enriched V as contaminant 
in metals. Opposes rule. 

JACOQOlfrrz, P. Affiliation Unloown, 45FR7O074 0048. 80/12/03, 


12160583 Comments on proposed rules lOCFRSO, 32, 70 4 ISO re 

** o' low enriched U as contaminant 

in metals. Opposes rule. 

RICA.S. Affiliation Unknown. 4SFR70874 0047, 80/18/03. Ip, 


8012170030 Comments on proposed rules lOCFROO, 32, 70 4 ISO ra releasing 
radwasto water, Opposes rule. 

CORNWELL, W. Affiliation Vntnown. 45FR70g74 0045. 80/11/26. tp. 

8012170046 Commsnts on proposed rule lOCFRSO re "Proposed Licensing 
Requirements for Pending CP 4 Mfg License AppHeetions, " 

Urges NRC to terminate proposed rulemaking, but In event of 
rulemaking, util requests to participete. 

DAIL, L. C. Duke Poieer Co, 45FR65247 014. 80/11/85. 2 dd 

07266! ISS. 


12160588 Comments on proposed rules lOCFRSO, 38, 70 4 ISO re 

^ of low enriched U as contaminant 

In metals. Opposes role. 

CafiHHEf-L.M. Affiliation Unknown; 4SFR70874 0046. 80/12/03. 

12160593 Comments on proposed rules IOCFR30, 32, 70 4 150 re 
Jrme?als!’opp*st*'‘?2?;,'" iched U as contaminant 

1ENTZER.M, Affiliation Unknown. 4SFR70e74 0044. 80/12/03. 


Ip. 


8012170053 Comments on proposed rule lOCFRSO re proposed licensing 
requirements for pending CP 4 mfg license eppl Icetions. MRC 
should pursue licensing policy that ensures only necesiery 
safety Iirprovoments will be made based on TMI experience. 
WITHERS, B. 0. Portland Oeneral Electric Co. 45FR6S247 013 
80/11/24. 2pp. 07266:153. 


If. 


NOIMDOCKETED ITEMS 


G01S170038 Canirrffnti on propoiftd rule 10CFR50 ro p ion to roquiro 
doeofflpnfcotlon from BRP.Urga* NRC to rettructwre pUn in 
•etordoncB w/otil roeomir.endatlon*. 

COUNSILi M. 0. Connoetieut Yankeo Atomic Power Co. CQUNSIL.W. 0, 
Mortheait Nuclear Energy Co, (»ub». of Northeeit Utllltlee). 
4SFR67099 031, 00/11/24. 3pp, 07266: 180. 


0012170069 Comment* on proposed rule 10CPR90 re proposed licensing 
requirement* for pondlno CP i; mfg licen** application*. 

Option 1 is onlg logical approach to resuming licensing 
pending completion of generic rulemaking proceedings, 

ANDERSON. T. M. Hestlnghouse Electric Corp, 4SFR69347 012. 00/11/24, 

2pp. 07266: 140. 


8012170069 Comments on proposed rules lOCFRDO. 32. 70 190 re 

p osiss* ion. use k transfer of low enriched U a* contaminant 
In me ta 1*. Oppose* rule. 

LEyiNEiH.R. Affiliation Unknown. 49FR7O074 0002. 00/11/29. Ip. 


8012170092 Comment* on propoted rule* lOCFRSO. 32. 70 k ISO re 
poasesslon. use t> transfer of low enriched U a* contaminant 
in metal*. Opposes rule. 

BECKERiP. Affiliation Unknown. 45FR70a74 0001, SO/12/04. Ip. 


0012170093 Comments on proposed rules tOCFRSO. 32. 70 k 190 re exempting 
certain radioactive metals from restrictive use. Opposes 
rule. 

&AD0ER,0. Aff 11 lation Unknown. 4 5FR 70874 0023, 00/12/03, ip. 


0012170100 Comments on proposed rules tOCFRSO. 32. 70 t. 190 re 
possess Ion. use k transfer of low enriched U as contaminant 
In meta It. Opposes rule. 

KELLDOO.H, Af fi 1 la t Ion Unknown. 45FR70874 0080. 00/12/02. Ip, 


0012170101 Comments on proposed rules lOCFRSO. 32. 70 li ISO re 
possass ion> use >. transfer of low enriched U as contaminant 
In matal f. Opposes rule. 

DUFFY, D, Affiliation Unknown. 4SFR70674 0028. 00/12/03. Ip. 


0012170119 Comment* on propotad rules iOCFR30r32, 70 It ISO re 
p oseesilon. use k transfer of low enriched U as contaminant 
in metals. Opposes rule. 

MILLER. 0. Affiliation Unknown. 48FR70e74 0032, 00/12/03. Ip. 


0012170120 Comments on proposed rule* 1CCFR30, 32. 70 8 ISO re 
poseesslon. use & transfer of low enriched U as contaminant 
In metals. Opposes rule, 

FOPAKIAN.K. Affiliation Unknown. 45FR 70874 0079. 00/12/01. Ip. 


0012170127 Comments on proposed rules 10CFR30. 32. 70 t< ISO re 
possess Ion. use k transfer of low enriched U as contaminant 
in metals. Opposes rule. 

ZEBLR.K. Affiliation Unknown. 4SFR70e74 0070. 00/12/04. Ip. 


0012170129 Comments on proposed rules IGCFRSOi 32. 70 k ISO re 
poesoss ion, use tt transfer of low enriched U as conteminant 
in cnetals. Opposes rule, 

nOSENFELO.S, Aff 1 1 lation Unknown. 4 8FR 70 074 0034. 00/12/03. Ip. 


8012170134 Comments on proposed rule* 10CFR30. 32. 70 ti 180 re 
poseesslon. use k transfer of low enriched U as contaminant 
In matalf. Opposes rule. 

HILL8, M. Affiliation Unknown. 4SFfi7O074 0077, 00/12/01. tp. 


0012170137 Comments on proposed rule* ICCFRSO. 32. 70 ti ISO re 
poeeetilon. use 6 transfer of low enriched U as contaminant 
In metali. Oppose* rule. 

CHOPRA.D. Affilletlon Unknown. 48FR 70674 0029. 80/12/03. ip. 


0012170143 Comment* on proposed rules lOCFROO. 32. 70 k ISO re 
possession, use !* transfer of low enriched U as contaminant 
In metal 1. Opposes rule. 

e Affiliation Unknown. 48FR70S74 0076. 00/11/24. Ip. 


8012170146 Comment* on proposed rule* IOCFR30. 32. 70 k ISO rs 
possass Ion. use ti transfer of low enriched U as contaminant 
In meta Is. Opposes rule, 

aOANOA.F.8. Affiliation Unknown. 4SFR7O074 0033. 80/11/26. Ip. 


8012170180 Comments on proposed rules tOCFR30< 32. 70 t. 190 re 
possess Ion. use li transfer of low enriched U ei contaminant 
In metal *. Opposes rule. 

DMORETZKY. B. A. Affiliation Unknown. 43FR7O074 0073. 00/11/30. Ip. 


0012170137 Comment* on proposed' rule* 10CFR30. 32. 70 k ISO re use. 
poesetiion 1. transfer of low enriched U as contaminant in 
metals. Opposes rule, 

KABtlAN.R. Affiliation Unknown, 43FR70a74 0027. 80/12/03. Ip. 


0012170159 Comments on proposed rules 10CFR30, 32. 70 S. ISO re 
possession, use k transfer of low enriched U as contaminant 
in metals. Opposes rule. 

LANOERT.O. Affiliation Unknown. 48FR70a74 0074. 00/12/03. ip. 


0012170173 Com.eents on proposed rules 10CFR30>32> 70 ti ISO re 
p ossess ion. use k transfer of lew enriched U as contaminant 
tn metals. Opposes rule. 

DE LIOMIBUS.O. Affiliation Unlnown. 4SFH70a74 0073, 00/12/03. 


0012170104 Comments on proposed rules 10CFR3a.32i 70 k ISO re 
p ossess ion. use k transfer of loiu enriched U as contaminant 
In metals. Op poses rule. 

OALANO.Ii. Affiliation Unknown. 4SFR70a74 0072. 00/11/23. ip. 


6012170190 Comments on proposed rules lOCFRSO. 32.70 k ISO re 
possession. use k transfer of low enriched U a* contaminant 
In me tals. Opp oees rule. 

LAZARO.U. Affiliation Unknown. 45FH70674 0971. 80/11/28. Ip. 


8012170193 Comments on proposed rule tOCFR20 re proposed general 
statement of policg k procedure for enforcement actions. 
Opposes rule. NRC should not become both judge k jurg 
because of license violations. 

ME0REMI8' T. L. Morgan Countg Memorial Hosp. Hartinsvllte. IN. 
4SFR67019 IBl, 80/11/10. Ip. 07266:139. 


8012170231 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media k animal carcasses contelning tritium ti 
C-14. Rule would etlevlate chronic t: costlg radwaste disposal 
prob 1 Bois. 0th er Isotopes should be added. Supports rule. 

DROWN. R.C. Washington State Univ. 45FR670ie 100. 80/11/19. Ip 

07266: 130. 


8012170234 Comments on proposed rule 10CFR2 re policy b procedure f 
enforcement actl on s.Qp poses policg. 

HEOREMIS. T. L. Morgan Countg Memorial Mosp. Martins vl 1 le. IN. 
49PR66794 029. 00/11/18. Ip. 07266: 100. 


8012170243 Comments on proposed rule 10CFR2 re policy k procedure f 
enforcement ac t Ions. Po 1 icg is inappropriate for nonprofit 
organl la t ions .especially hosps. 

CULVER, C, Veterans Adminls tra 1 1 on. 4SFR667g4 024, 00/11/24. 1 

07266: 172. 


8012170290 Comments on proposed rule 10CFR2 re policy k procedure f 
enforcement ac tlons. Requests extension of comment period. 
C0UN3II..N. 0. Affl 1 let Ion Unknown 4SFn667S4 023. B0/11/2S. 3p 

07266: 169. 


0012170267 Comments on proposed rule 10CFR2 re policy 4. procedure f 
enforcement actions. Opposes proposed policg. 

MCKAY.C.E. Cabel Huntington Hosp. Hunt Ing ten. MV. 4SFR667S4 021. 

60/11/28, ip. 07266^276. 


SOI 2170289 Comments on proposed rules 10CFR90. SI Ct 100, "Mod of 
Folicy k Regulatory Practice Oovcrning Biting of Nuclear 
Feuar Plants. ", 

0RAS80. E, Connecticut, State of, 45FR5O3S0 06V. 80/11/29. 6pP 

07266:001. 


6012170297 Comments on proposed rule IOCPR2 re policy b procedure f 
enforcement ac tlons . Civil penalties for violation of 
health physics, transportation k metis operation should he 
equal for all categories of licensees. 

OROMNEVtE. J. Affiliation Unknown. 4SFR667S4 020. 80/11/16. ip 

07266:117. 


6012170307 Comments on propoted rule tOCFR2 re policy it procedure f 
enforcement ac tlons . Limited consideration has bean given to 
small entitles comprised of diagnostic it therapeutic 
nuclear medicine depte. 

RIETVELDiP.A Dickinson County Memorial Hosp, Iron Mountain, MI. 
4SFR667S4 022. 00/11/17, 2pp. 07266:113, 

0012170320 Comments on proposed rule 10CFR34 re dieposal of record! 
pocket dosimeter read Ings. Mainta Intng pocket dosimeter 
reading for 2 yr period is reasonable. 

MALEK. F, A. Oulf Nuclear, Ine. 4SFR39086 046. 00/06/30. Ip. 

07266: 131. r 


'ft 

8012170330 Comments on proposed rule lOCFRSO re hydrogen control bift 
certain degraded core considerat lone . k 

CaUNBIL.U. 0. Connecticut Yankee Atomic Power Co. CDUNeiL.W.O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). I' 
49FR69466 033 . 60/11/17. 9pp. 07266:126. ' | 
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6012170340 Conmenti on proposed rule 10CFR50 re plan to reqwir* 
docuoientat i on oi deviations fro<n 3RP. Urges HRC to uithdrau 
current proposal ti begin congres s I ona 1 1 y mandated C'ffarb u/ 
Identification of regulations significant to public fiealth. 

UKITE.L. 0. Rocbester Oas t< Electric Corp. 43FR&709? 028. BO/11/24 

3pp. 07266: S23. 


G012180i9& Foruarde MO Laurence SOI 106 coinmonts on proposed rule 
10CFR20 re disposal of low level raduas te. Opposes rule. 

CRANSTQM. A. Senate. 4SFR67018a06 80/12/03. 2pp. 07272:244. 


G0121S0I9? Confients on proposed rule lOCFRSQ re plan re 4 ,uirlng 
licensees 1: applicants to document deviations from SRF. Mods 
should be made to take greater advantage of eilstlng 
programs. 

TAYLOR, J.K. Dabeack & Ifilcoi Co. 4SFR67099 032 80/ll/24>. 2pp. 

07272:242 


8012IB01d.l Comments on proposed rule lOCFRSO re plan requiring 
licensees applicants to document deviations from BRP. 

Opposes rule in present form. 

MrONER.If.A. Oeorgla Power Co. 45Fn67099 OS'?. 00/11/24, 4pp. 

07237: 224 


801210014)6 Comments on proposed rule tOCFRSO re plan requiring 
licensees & applicants to doctrnsnt deviations from GRP. NRC 
should respond to Congress 6g outlining comprehensive saFetg 
review conducted bg NRC during OLi G£R & TMI reviews. 

SHERHOnO. Q. 0. General Electric Co. 4SFR67097 030. BO/ll/lB. 2pp. 
07272- 236. 


8012180)71 Forwards comments on proposed role IOCFR20 re disposal of 
liquid scintillation media & animal careassas containing 
trltlun U C-14. 

FUSON.B. Affiliation Unknown. 4SFR670ta 309. 80/12/04. Ip. 

07272; 232 


8018180173 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media !■ animal carcasses containing tritium & 
C-14.0ppo3es rule. 

ODORIB.P.R. AfflllatiDii Unknoun. 4SFR67Ot0 303. 80/12/10. 3pp, 

07272. 289. 


8012180177 Comments on proposed rule I0CFR20 re disposal of liquid 
sc Intl 1 1 atign media tf animal carcasses containing tritium 
€-1 4. Opp uses rule. 

HEISBLAT. D. I. Upjohn Co 49F«67018 307. 80/12/04, Ip. 07272:288, 


80)2100182 Comments bg Dept of Environ Protection on proposed rule 
)0CFR2O re disposal of liquid sc Int i 1 tat 1 an media tt animal 
carcasses containing tritium t C-14. Supports role. 

HEUENEF.A.T. Connecticut, State of. 4SFR670IB 304. 80/11/23. Ip. 

07272: 227. 


8012180187 Comments on proposed rule lOCFRGO re disposal of liquid 
scintillation media L animal carcasses containing tritium t< 

C-14. 

(10RRIS.V. Aff I 1 iat ion Unknown. 45Ffl:670ia 302. BO/lI/18. ip. 
07272: 226 


801218019) Ccm.Tents on proposed rule 10CFR20 re disposal of liquid 
scintillation media b animal carcasses containing tritium & 

C-14. Suppo^rts rule. 

HIOH.H, Affiliation Unknown. 49FR670ia 301, 80/U/24. ip, 

07272:225, 


30)2180197 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media l< animal carcasses containing tritium !<. 

C-14. Supports rule. 

KElSEV.C. A. New Mexico, Univ. of, 45FR67O10 297. 80/11/26. ip. 

07272:224 


8012180200 Comments on proposed rule I0CFR20 re disposal of liquid 
scintillation media 4: animal carcasses containing tritium fc 
C-J4. Supports rule. 

NADEL.E.H. St. Louis Univ. Medical Center at. Louis. MO. 45FR670ia 
296. 80/11/25, Ip. 07272:223, 


8{>l2180i’03 Comments on proposed rule I0CFR20 re disposal of liquid 
scintillation media ii animal carcasses containing tritium tt 
C-1 4. Supports rule, 

SHAFJRq.e. J. Air Force. Dept. of. 4SFfi67018 300. 80/12/02. Ip. 

07183:001. 


8012160706 Comments on proposed rule 10CFft20 re disposal of liquid 
scintillation media 6 animat carcasses conta Inlng tri t ium & 

C-14. Supports rule i urges NRC to proceed u/eJoptlon as 
soon as pcssible. 

VAN PELT. M. R. Koffman-Ls Roche, tnc. (subs, of F. Ho#fman-L* Rocha & 
Co.. Ltd,). 45FB67018 298. 80/11/23. Ip, 07272:222. 


8012100311 Advises rscipiensts of coirments on proposed rule iOCFRSO 
that cor.-nent Numbers 14 6 24 wore mlscategor 1 zed. Comments 14 
24 will be Numbers 27 (< 23 under proposed rule 10CFR2. 

* Docketing S: Services Branch, 00/12/03. Ip. 07183:001. 


3012180716 Forwards 1976 6 1977 NRC documents from Ofc of Nuclear 
Reactor Regulation re documentation of devlationias noted in 
801124 comments on proposed rule IOCFRSO on behalf of 
Shoreham Opponents Coalition. 

LATHAMiS. Tuotnegi Latham «< Schmitt. 49FR67099 OiaA, 80/11/29. 
3pp. 07183: 001. 


8012180271 Comments on proposed rule 10CFR2 re proposed general 
statement of policy % procedures for enforcement action. 

Supports rule. 

REINOR.W, M. I MCCUTCHEON, J. 0. . BELL, H. E. Mercer. PA. 49FR66794 032. 
aO/ll/ 06 . Ip. 07272:221. 


8012180224 Comnents on proposed rule 10CFR2 re proposed general 
statement of policy ti procedures for enforcement action. 

Suppls IV t: V address specific exposure to personnel as 
violation but do not include time frame. 

WILLARD,?. Affiliation Unknown. 45FR66754 031. 80/11/04. Ip. 

07272: 280. 


8012180225 Comments on proposed rules 10CFR30, 32. 70 %t 190 re 
possession, use 6 transfer of low enriched U as contaminant 
in me tals . apposes rules. 

ERDOS, K, Affiliation Unknown. 4SFR70874 0084. 80/12/03. Ip. 


8012180227 Comments on proposed rule 10CFR2 re proposed general 
statement of policy fc procadures for enforcement action. 

Requests extension to 810227 to comment. 

EDOAR, 0, L, Morgan. Lewis l<BockiUs. 43FR66754 030. 00/12/01. ip. 

07272: 218. 


8012180730 Comments on proposed rule iOCFR2 re proposed general 
statement of policy 8. procedures for enforcement action. 

Froposal should be withdrawn until assessment can be made 
as to necessity of new regulations. 

UANSSEN. T. K. Washington County Hosp. Nashvi 1 1 e, IL. 43FR66754 029. 
80/11/20. ip. 07272:217. 


8012160233 Comments on proposed rule 10CFR2 re proposed general 
statement of policy & procedures for onforcement action. 

Requests that NRC postpone p lanned meetings on proposed 
policies t rewrite regulations pertaining to small user. 

CERNV. R. J. Memorial Hosp. of Mason County Ludlngton, MI. . 49FR66734 

028. 80/11/20. 2pp. 07272:215. 


8012180237 Comments on proposed rules IOCFRSO. 32. 70 6 ISO re licensing 
r equir emsn t exemption f oi- contaminated smelted allays. 

Opposes rule 

PETERS, A. Affiliation Unknoun. 45FR70a74 0003. 80/12/02, Ip. 


8012180242 Comments on proposed rules 1CCAR30. 32. 70 ti 190 re licensing 
requirement exempt! on for contaminated scrap metal. Opposes 
rule. 

MVLLER.M.6. Affiliation Unknown. 498870874 0089. 80/11/30. ip. 


0012100346 Comments on proposed rules IOCFRSO. 32. 70 It 190 re licensing 
r equip ement exemp t ion for c on tamlnatod scrap metal. Opposes 
rule. 

MUELLER, B.P. Affiliation Unknown, 49FR70874 0086. 80/11/30. Ip, 


6012160256 Comments on proposed rule 10CFR2 re proposed general 
statement of policy t: procedures for enforcement action. 

Proposal should be withdrawn until assessment can be made 
as to necessity of new regulations. 

WEOER, J. A. Washington County Hosp. Nashvi 1 le, IL, 43FR66754 027, 
80/11/29. Ip. 07272:213. 


8012180399 Comments on proposed rule 10CFR90 re plan requiring 
licensees & applicants te documont deviations from BRP. 
Inappropriate to use Section 110 of NRC FYSO Authorization 
as basts for documenting deviation from 8RP. 

EDWARDS. D.W, Yankee Atomic Electric Co. 45FR67099 041. 80/12/03. 

3pp. 07272:210. 


8012160360 Comments on proposed rule tOCFRSO re plan requiring 
licensees t: applicants to document deviations from SRP. 

01008, D.C, Atomic Industrial Forum. 45Ffi67099 038. 90/12/04. Bpp, 

07272:202. 


6012160266 Comments on proposed rule lOCFRSO re plan requiring 
licensees 1: applicants to docu-rent deviations from SRP. 

Oppose s rul e. 

DOCKEL.R.T, Palos Community Hosp. Palos Park. IL. 45FR67099 040. 
80/12/04. 9pp. 07272:197, 
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BO1S10O371 Toruardf c'ommsnts on proposed rule lOCFRSO re plan requiring 
licanseet & applicants to document deviations from BRP. Plan 
o/fers NRC opportunitg to demonstrate that programs aimed at 
plant safetg can be carried out in erflcient manner. 

BAYflE.J, P. Power Author itg of the State of New York. 4SFFId>709? 037. 

00/13/04. 6pp. 07272; 191. 


8012100374 Comments on proposed rule 10CPR90 re plan requiring 
licensees It applicants to document deviations from 8RP. 

FURBUSHiM.H. Pacific Gas & Electric Co. 4SFR670'f9 039. 00/11/24. 

4pp. 07272:107. 


8012180277 Comments on proposed rule 10CFR50 re plan requiring 
licensees It applicants to document deviations from 8RP. 

Program is overreactlon to Section 110 of Public Law 96-299. 
FAYiC. H. Wisconsin Electric Power Co. 49FR67099 036. 00/11/29. 

3pp. 07272:184. 


8012180203 Comments on proposed rule 10CFR90 re plen requiring 
licensees It applicants to document deviations from 0RP. 
Proposed rule should be rescinded t: advance notice ef 
proposed rulemaking Issued. 

DAILrt. C. Duke Power Co. 45FR67099 039. 00/12/01. 2pp. 

07271:360. 


BO1210O206 Comments on proposed ru.le 10CFR90 re plan requiring 
licensees applicants to document deviations from 8RP. 

NRC should consider plan uherebg regulations are eignlficant 
In terms of public health It safatg. 

PARKER. W.O. Duke Power Co. 49FR67099 033. 00/1 1/24. 2pp. 

07272: 178. 


3012190497 Comments on revision of 10CFR91 (i related conforming amends 
In response to 0OiiO3 memo. Grandfather clause should be 
Incorporated in 90. 36b to cover facilities licensed prior to 
700101. Environ repts will be required for 10CFR90 amends, 

EIEEUHoTi D. 0. Division of Licensing. 00/12/04. 9pp. 07204:073. 


—0012190463 Forwards Commission paper requesting approval of FR notice 
promulgating revised 10CFR91 U related conforming amends as 
final rule. Comments should be submitted bg 0Olii4. W/o end. 
8HAPAR.H.K. Office of the Ekecutlve Legal Director. 80/11/03. 

3pp, 07204:079. 


8012190933 Discusses 000109 request for ACRS participation in proposed 
rulemaking to reassess Commission confidencs in safe 
disposal of radwastes. Safe disposal of radwastes is 
reasonablg assured w/present state of knowledge. 

PLC88ET. K. 8. ACRS - Advisorg Committee on Reector Sefeguards. 
80/12/10. 6pp, 07274:009, 


8012220029 Comments on proposed rule 10CFR2 re proposed general 
■ tatement of pollcg 1; procedures for enforcement action. 
Disproportionate significance attached to matters of 
little potential or actual consequence. 

RAKE. A, V. Wright State Unlv. 49Fni6734 4l. 80/11/10. Ip. 

07304: 140. 


0012220039 Comments on proposed rules 10CFR50 re plan to require 
licensees applicants to document deviations from 8RP 1; 
proposed general statement of pol teg. respec t ivetg . Opposes 
rules, 

FEULWERiR.C. Waukesha Memorial Hosp, Waukesha .Wt. 49FR67099 034, 
00/11/29. 3pp. 07304:136. 


0012220067 Comments on proposed rule 10CFR2 re proposed general 
statement ef pollcg 4i procedures for enforcement action. 

Requests that NRG postpone scheduled hearings for 6 months & 
reconsider proposed policies. 

ABRAM80N.C.L Edward A. Utlaut Founda t ion. Inc . ~ £. A.Utlaut Memorial 
Hoip. Greenville, IL. 49FR66794 040. 00/11/29. Ip. 95104:269. 


8012280070 Comments on proposed rule 10CFR2 re proposed general 
statement of pollcg 1: procedures for enforcement action. 

More fleiibilitg Ik judgment Is required. 

PRICE, D.J, St. Michael Hosp. Mi Iwauk ee. WI, 45FR66754 039. 
00/12/01. Ip. 07304:109. 


0012240002 Motion for wUhdrawl of requests For quotation re watte 
confidence rulemaking. 

8CHAEFER.H.W Safe Haven, Ltd. 00/11/26. Ip. 07324:179. 


0012890032 Draft "Compliance Determination Procadures for, Environ. 
Radiation Protection Stds for U Recoverg Facilities: 

40CFR190. '• 

a Uranium Recoverg Licensing Branch. 40CFR190. 00/11/30, 23pp. 

07300:001. 


8018290121 Forward* comments on proposed rule 10CFR2 re proposed 
general statement of pollcg procedures for enforcement 
action. Proposed itatemotit of enforcement actions should not 
be applied to research test reactors. 

SHRIVER.B.L. Affiliation Unknown. 4SFRA6754 OS4. 00/12/09. 44pp. 

07345: 207, 


8018290123 Comments on proposed rule 10'CFR2 re proposed general 
statement of pollcg (< procedures for enforcement action. 
PATtl.F. J, Burns t: Roe Co. 49FR66754 049. 80/12/03. 7pp. 

07349: 200. 


0012290126 Comm.ents on proposed rule I0CFR3 re proposed general 
statement of pollcg t: procedures for enforcement action. 

Opposes role. 

SMALL, J. H. Henrg Coontg Health Center, Mt. Pleasant. lA. 4SFR66794 
046. 00/11/28. 2pp. 07349:118, 


0O1S29O128 Comments on proposod rule 10CFR2 re proposed general 
statement of pollcg 1: procedures for enforcement action. 
Proposed fines not nec essarg. Sta temen t indicating hou 
matter of noncompl ianc e will be corrected is sufficient. 
LOZADa,B.E. Calumet Memorial Hosp. Chilton. WI. 45FR66794 049. 
OO/U/85. Ip, 07349:199. 


8012290132 Comments on proposed rule 10CFR2 re proposed general 
statement of pollcg 4; procedures for enforcement action. 

Advises that A Nassman ti NF Rgak will attand 001204 public 
meeting & will submit listed questions. 

OMOHUNDRO. F. P. Public Service Electric 4; Oas Co. of New Jerseg. 
49Ffi66794 044, 80/11/26. 2pp. 07187:001, 


0018290133 Com,nents on proposed rule tOCFRS re proposed general 
atataraant of pollcg 4 procedures for enforcement action. 

Protests imposition of monetarg fines for noncompliance 
w/NRC regulations. 

OSAKA. E. 8. Frances A. Bell Memorial Hosp. Ishp emins, HI. 48FR66794 
043. 00/12/02. Ip. 07343; 190. 


8012290137 Comments on proposed rule 10CFR2 re proposed general 
statement of pollcg 4 procedures for enforcement action. 
Requests that NRC postpone scheduled hearing for 6 months 4 
reconsider proposed policies. 

ABRAMSON, C, L, 8t. Jos eph ' s Hosp Highland, IL, 49FR667S4 030. 
00/11/25. 2pp, 07349: 196. 


8012290139 Comments on proposed rule lOCFRR re proposed general 
t tatement of pollcg 4 procedures for enforcement action. 

Public meetings should be deferred for 6 months in order to 
make schedule changes 4 formulate proper response. 

CLAYDAUOH. W M. Hartford Memorial Hosp, Hartford. WI. 45Fft66704 036. 
00/11/23. ip, 07348:198. 


8012290141 Comments on proposed rule iOCFR3 re proposed general 
statement of polieg 4 procedures for enforcement action. 

Opposes rule. 

LAUtn. J. 0. at. Joseph Hosp. Kirkwood. MO. 4SFR66734 035. 00/11/88. 

Ip. 07343: 194, 


8012290144 Comments on proposed rule 10CFR2 re proposed general 
statement of pollcg 4. procedures for enforcement action. 
Proposed pollcg is corruption of professionalism 4 works to 
defeat high purpose of NRC-safe nuclear industrg, 

RUSSELL.J.L. Georgia Institute of Technalogg. 4SFR667S4 034. 
00/11/06. ip. 07349:116. 


0012290147 Comments on proposed rule 10CFR2 re proposed general 
statement of pollcg 4 procedures for enforcement action. 

PreamblP should be included re dedication to continued 
implementation 4 eipansion of safe nuclear energg industrg. 
HAU3«AN,A. L. Affiliation Unknown. 45FR66754 033. 00/11/01. Ip. 

07345:117. 


0012290191 Forwards com.nents on proposed rule 10CFR2 re proposed 
general statement of pollcg 4 procedures for enforcement 
a ct ion. Corments will be presented bg BR Clements at NRC 
801809 regional meeting In Irving. TY, 

KAHLER.R.E. Te»as ytllttles Generating Co. 45FR667S4 042. 
80/12/03. 7pp. 07343:187 


8012290459 Response joining NY Attg General 801103 notion that NRC 
withdraw request for bids to unidentified consu 1 tants. IfRC 
must provide all participants u/alt correspondence. 

Certificate of Sve end. 

JOIINSRUD. J. H Environmental Coalition on Nuclear Power. 00/11/20. 
8pp, 07339:042. 


8012890476 Transcript of 801211 meeting in Wash Ing ton, DC re flECY-OO- 
474C. Pp 1-32. 

a Commissioners. 80/12/11. 34pp, 07335:066. 
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'80iaE9{)479 DIscusibs lejal is»ue» re proposal to approve publication of 
I0CFR60 final role re disposal of high level raduaste In 
geologic repositories. 

BICKIItTrL. Office of the Oeneral Counsel. B0/I2fl0. 3pp. 

07335; 101. 


— 8013290453 SECV-eO-474C 

Suppis 9ECY-e!)-4T4 S; fortuards tlarifi/liia changes to 10CFRA0 
final rule It conforming amends. 

DIRCKSi IJ. J. Office of the Ejcscutive Director for Operations 
aO/la/0?. lipp. 07335: 104, 


--51)13290435 Foroards NRC recommended changes to final rule lOCFRfjO. 
DIRCKS- If. J. Office of the Fiecutive Director for Operations. 
80/l3flt. 9pp. 07335:130 


80l3300fi73 Staff renuirements memo re Commission 801 12i meeting on 
SGCY-80-474/474A. Requests staff actions to disposal of 
high level raduastc in geologic repositories. 

ClIlLKiS.tt, Office of the Sscretarg of the Commission. M301124A, 
HO/ 13/10. Ip. 07359:209, 


S01230D703 Staff requirements memo re Commission Affirmation Session 
00—53 on 801305. Approved memo 4: order denglng Dote Potier Co 
nation for reconsideration of amergeneg planning, 

CHILKiS.^. Office of the Secretary of the Commission. 80/13/08. 
Ip, 07359:297. 


PHOJ PROJGOTS - PREDDCKET ClCENaiNO 


8013010055 Comments on draft generic EIS on U rot 1 1 i ng. Inprac 1 1 cal to 
limit tailings disposal schemes to prime option of complete 
helou grade disposal. 

LAflOi G. A. Atomic Industrial Forum, 79/10/34, 74pp. 07098:116, 


3013050403 Forwards project prediction for FFTF reactor sys 
transient natural circulation test from 35Z power, 

CARLlSLEtC. B. Energy^ Dept. of. FTF: DJF:234, 60/11/38. Ip 

07174: 137. 


--8012050488 Submits Info re pretest predictions for 3SVi natural 
circulations test 4 up-tg-data revision of Tech Specs. 

HCSHAMEiU. Hanford Engineering Development Laboratory. 8054023 
80/11/18. Ip. 07174; 120. 


—8013050492 TS-Sl-SAOOS 

’•Pretest Predictions for FFTF Reactor Sys Transient 
Natural Circulation Test From 35'/ Poweri " Part 2, 

NUTTi IJ. T. I HECK»F, M, • ELlAi C. 0. ifanford Engineering Development 
Uaboratory, 80/11/10. 29pp. 07174:12? 


— 8012055496 TC-l??? 

’’Pretest Predictions cf Thermal 4 Hydraulic Responses of 
Fueled Open Test Assemblled to 35'4 Power Natural 
Circulation FFTF Plant Startup Test.’' 

JOHWSONi H, 0. Hanford Engineering Development Laboratory. 
30/10/31. 60pp. 07174: lit. 


0013080243 Informs that 30-day review of final EIS began on 801019. 
« Oregon. State of. 17722, 80/10/19, ig. 07187:065. 


0012080743 Verifies offletal filing of FES re generic U milling. 
Scheduled FR publication of notice of availability is 
801010. Public review period terminates aOillO, 

UILSONaK. U. Envlroninenta 1 Protection Agency. 60/10/08. Ic 

M lo^. ft A I » T r 


8018180436 Forwards agenda 4 list of attendees re 801106 meeting on hot 
experimental fac ill ty . Ne> t meeting scheduled on 810114. Matl 
accountebi Llty instrumentation 4 physical protection will be 
addressed. 

CLARK. A. T. Advanced Fuel 4 Spent Fue 1 Licens Ing Branch. 60/11/35. 
3pp, 07272; 130. 


8012320088 Forwards draft West Valley Demonstration Project Act 
requiring NftC to enter interagency agreement u/DOE to define 
role In revlqwing DOE activities for project. 

CUNNINOHAH. R. E. Division of Fuel Cycle L Material Safety. 80/11/23. 
app, 07307:047. 


801M4043S Act receipt of FES for final generic environ impact 
on U ifilllinQ.Nv coffloe ntf r«ctlved. 

BAUKSpLeEe North Ddl(ota.f StAtf oi. 17960. B0/11/I3. la. 

n^*7s>i ♦ faoiL. - - . . ^ 


PT21 NONCQMPLIANCE REPORTS AND RELATED CORREaPQNDENCE 


B012100406 Part 21 rept re N521-SR actuators, reported on 801113. Parts 
causing problem have been cha^^ged by 801118 enginoering 
change notice. 

L0CA3C10. A. T, OH Bettis Corp. 60/11/17. 4pp, 07210:001. 


QA999 OUALITV ASSURANCE INSPECTIONS 


8013020667 Ac k receipt of 801106 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900030/80-02. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 00/11/19. 
ip, 07143:329. 


•S012030675 Responds to NRC 001017 Itr re deviation noted In OA Program 
Insp Rapt 99900030/80-02. Corroc t Ive ac tions: s igned Revision 
1 rept ulll be sent to archi tec t. Ifeld ing procedures will be 
documented t drawings redesigned. 

hOROANi J. F. Colt Industries. Inc.. Fairbanks Morse Engine Olv. 
80/11/06. 15pp. 07145:330, 


—8012020603 Forwards 3A Program Insp Rept 99900300/80-02 on 800915-18 
4< notice of deviation. 

POTAPOVe.U, Region 4. Dallas. Vendor Inspection Branch, 00/10/17. 
2pp. 07145:345. 


“-B012020692 Notice of deviation from insp on 800915-10. 

* Region 4, Dallas. Office of the Director. 80/10/14. 8pp, 
07143:347. 


— 8012020702 QA Program Insp Rept 99900300/00-02 on 000915-18. 
Noncompliance noted ; f o 1 1 ouups on Part 2t rcpts & Inspector 
identified problems not consistent lu/regulat ions. 

FOBTEft.W.E. . BARNES. I. Region 4. Dallas. Vendor Inspection Branch. 
80/10/14, Upp. 07145: 349. 


8012020709 Ac k receipt of 801027 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900510/80-02, 

POTAPOVSiU. Region 4, Dallas, Vendor Inspection Branch. 00/11/14. 
ip. 07147:295. 


0012020716 Responds to NRC 800922 Itr re deviation noted in QA Program 
Insp Rept 99900510/80-03. Corr ec t Ive ac tions; revisions to 
specs will be identified 4 recorded w/monthly reviews by 
planning engineer. 

CORNANEi R. A. United Engineers 4 Constructors. Inc. (subs, of 
Raytheon Co. 1. 80/10/27. 2pp. 07147:296. 


— 8013020731 Forwards QA Program Insp Rept 99900510/80-02 on 800825-89 
4 notice of deviation. 

POTAPOVS. (J. Region 4, Dallas, Vendor Inspection Branch. 00/09/22. 
3pp. 07147:290. 


”8012080726 Notice of deviation from insp on 800825-29. 

* Region 4. Dallas. Office of the Director. 0O/O9/t9, Id. 
07147:300. 


— 8012020733 OA Program Insp Rept 999.30510/80*03 on 000025-29. 

Mon comp 1 i anc e nDted:design document control contrary to 
proced'jral requirements. 

U.Q3TELU0 . J. R. . BREAUK.D.Q,. HALE. C, V, Region 4. Dallas. Vendor 
Inspection Branch. 80/09/19. I4pp. 07147:301, 


0013020792 Ack receipt of 801014 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900309/00-02. Add 1 info required re welding operator 
performance qual if Icat i ons. 

POTAPOVS. U. Region 4, Dallas, Vendor Inspection Branch. 00/11/12. 
Ip. 07145:291, 


--8012030796 Responds to NRC 600910 Itr re deviation noted In QA Program 
Insp Kept 99900209/80-02. No proprietary info. Corrective 
actions: training program to be held in Oct 1980 re 
documentation requirements for welding .■satis. 

BECKBTED. W, F. Bergen-Patterson Pipe Support Corp. 00/10/14. 6pp. 
07145: 292, 


■3012030800 Forwards OA Program Imp Rept 99900209/00-02 on 800004-08 4 
notice of deviation. 

POTAPOVS. U, Region 4. Dallas, Vendor Inspection Branch. 00/09/10. 
2pp, 07145:290 


— B012020B02 Notice of deviation from insp on 800804-08. 

• Region 4, Dallas. Office of the Director. 00/09/05, app. 
07145:300, 
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— eOtS020aoa QA Program Insp 
None amp 1 lance noted: maei 
order requirements prior 
not included ih purchase 
ELLERSHAUi L. E. . QAPMES, 1. 
Branch. 80/09/05. 10pp. 


Rept 99900809/80-02 on SOOSOd-OS, 
not checked against purchase 
to release b drauing requirements 
documents. 

Region At Oallasi Vendor Inspection 
07145: 302. 


e0’12040013 Forwards QA Program Insp Rept 99900401/00-02 on 800826-28. 
No noncompliance noted. 

POTAPOVS' V. Region 4> Dallasi Vendor Inspection Branch. 80/10/20. 
2pp. 07169:285. 


--BOI2040023 QA Program Insp Rept 99900410/80-02 on 000026-29. No 
noncompltance noted. Major areas i nsp ec ted : Imp lementatlon of 
I0CFH21 b lOCFRSO.App D re OA records b action on previous 
Insp findings. 

0RICKLEY. R. H. > AOEE, J. R. . AII0ER8ON. O. 0. Region 4. Dallas. Vendor 
Inspection Branch. 00/10/17. 10pp. 07169: 287. 


8012080238 Ack receipt of 601002.1110 b 19 Ifcrs Informing NRC of 
steps taken to correct deviation noted in OA Program Insp 
Rept 99900528/00-02. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 80/11/25. 
Ip. 07186: 187. 


--0O12O6O244 Responds to NRC 801002 1 tr re deviation noted In QA Prograoi 
Insp Rept 99900525/80-02. Corrective actions: des Ign 
verification procedures will be followed b design review 
general checklist will be completed. 

BARRERiN.R. 0 1 Ibert /Commonweal th Co s. 80/11/19, 2pp. 07186:188. 


--0012080250 Responds to NRC 801021 Itr re deviations noted in QA Program 
Insp Rapt 999OOS2S/0O-O2. Clarifies that vendor drawings 
revised bg OAl 800501-0900 will be handled according to 
comprehensive identification sgs manual. 

BARKER. H. R. Oi Ibert/Cemmonweatth Cos. 80/11/10. 2pp. 07106: 190. 


— 8012080272 Forwards QA Program Insp Rept 99900081/00-02 an 001014-16 b 
notice of deviation. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 80/10/24. 
2pp. 07189:282. 


--8012080275 Notice of deviation from Insp on 301014-16. 

« Region 4. Dallas, Office of the Director. 80/10/24. Ip. 
07189: 284. 


— 8012080252 QA Program Insp Rept 99900081/80-02 on 801014-16. 
Noncompliance noted: two alectron beam welders still in use 
were past catlbr cycle. 

MCNEtUL. W. (1. . WHITESELL. D. E. Region 4. Dallas. Vendor Inspection 
Branch. 80/10/24. 6pp. 07189: 285. 


8012030287 Ack receipt of 801028 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900710/80-02. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 60/11/19. 
Ip. 07186: 239. 


— 8012080291 Responds to NRC 801010 Itr re deviation noted in QA Program 
Insp Rept 99900710/80-02. Corrae t Ive ac tions: sessions given 
to educate workers in use of ID tags b in review of drawings 
to assure Inclusion of welder call-outs. 

JACK8ON1R, W. National Valve fc Mfg. Co. 80/10/28. 3pp. 

07IB6; 240. 


— 8012080297 Forwards QA Pro,gram Imp Rept 99900710/80-02 on 000825-20 
b notice of deviation. 

POTAPOVS. U, Region 4. Dallas, Vandor Inspection Branch. 00/10/10. 
2pp. 07186:243. 


— 0012000300 Notice of deviation from imp on 800825-28. 

# Region 4. Dallas, Office of the Director. BO/IO/00. tp. 
07106:245. 


— 0012080257 Ack receipt of 801002 Ur informing NRC of stepe taken to 
correct deviation noted In QA Program Insp Kept 
99900525/80-02. Requests addl info on. handling of revisions 
to TMl-revlsed vendor drawings Issued QOOSOi-0700. 

POTAPOVS. U. Region 4, Dallas, Vendor Inspection Brench, 80/10/21. 
ip. 07106: 192. 


— 8012000254 Responds to NRC 800903 Itr re deviation noted in QA Pragram 
Insp Rept 99900525/00-02. Corrective ac tions; change to 
project mgt manual incorporating commitment of 800429 Itr b 
electrical discipline drawings design verified. 

BARKERiN.R. Oi Iber t/Commonweal th Cos. 80/10/02. 0pp. 07106:193. 


— 0019080260 Forwards QA Program Insp Rept 99900825/00-02 on 800721-25 b 
notice of deviation. 

PQTAPOVB.U. Region 4. Dallas. Vandor Inspection Branch. 80/09/03. 
2pp. 07106:201. 


—8012000265 Notica of deviation from insp on 000721-25. 

« Region 4. Dallas. Office of the Director. 80/00/29. 5pp. 
07186: 203. 


—8018000268 QA Program Insp Rept 99900525/00-02 on 000821-25. 
Noncompliance noted: correc tive ectlons to previous 
deviations not comp leted. Vendor drawings not identified u/ID 
numbers b Issued w/o design verifications. 

FOX. D, F. . BREAUX. D.O.. OAOE, L. W. Region 4, Dalles. Vendor 
Inspection Branch. 80/00/29. 24pp. 07186:208. 


3012080252 Forwards QA Program Insp Rapt 99900396/80-01 on 000922-26. 
No noncompliance noted. 

POTAPOVS. U. Region 4, Dallas, Vandor Inspection Branch. 00/10/17. 
2pp. 07187:066, 


—8012080256 QA Program Insp Rept 99900396/80-01 on 800922-26. No 
noncompllance noted. Major areas inspected: initial mgt 
meeting b Implementation of lOCFRSO.App B including mfg 
process controls b audits. 

BROUN. R.L., UHITE8EU. D. E. Region 4, Dallas, Vendor Inspection 
Branch. 00/10/08. 6pp. 07187:060. 


8012000263 Ack receipt of 001106 Ur informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900081/00-02. 

POTAPOVS, U. Region 4, Dalles, Vendor Inspection Branch. 80/11/17. 
Ip. 071091279. 


-00.12080267 Responds to NRC 001024 Ur re deviation noted In QA Program 
Ihsp Rep t 99900081/00-08. Corrective actions! callbr of 
electron beam welders checked b log sgs set up to Insure all 
equipment will be entered on computer sgs updating malnt. 

VQUMER.C.J. Ekkon Nuclear Co., Inc. (subs, of Bkxon Corp. ). 

80/11/06. 2pp. 07189:280. 


— 8012080307 QA Program Imp Rept 99900710/00-02 on 000825-20. 
Nonconp 1 lance noted:pallet lacked blue ID tag . Assemb ty 
drawing b QC data sheet did not include tack welding 
documentation provisions. NCN number not on QC sheet. 
R0BERD8.H. W. , BARNES, I. Region 4, Dallas. Vendor Inspection 
Branch. 80/10/03. 6pp. 07186:246. 


8012090048 Ack receipt of 800917 b 1024 Urs Informing NRC of steps 
taken to correct deviation noted in OA Program Insp Rept 
99900036/80-01, 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 00/11/18. 

Ip. 07199:217. 

— 0012090051 Responds to NRC 601006 Itr re deviation noted in OA Program 
Insp Rept 99900086/80-01. Corrective actlonsjall gauges 
routed to dept to Insure catibr accuracy b retnsp of 
eastings made. 

HOLT.P. E. Hopklnsons. Ltd. 80/10/24. 3pp. 07199: 218. 


— 8012090050 Ack receipt of 800917 Ur Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900086/80-01. Requests addl info. 

POTAPOVS, U. Region 4, Dal las. Vendor Inspection Branch. 00/10/06. 
Ip. 07199:221. 


— 0012090054 Responds to NRC B00731 itr re deviation noted in QA Program 
Imp Rept 99900086/00-01. Corrective act ions: c 1 ean i ng 
opei-atlon added to opera 1 1 0'na I chart b Induction hardening 
procedure prepared. 

HOLT, P.E, Hopklnsons, Ltd, 80/09/17, 6pp. 07199:822. 

— 8012090057 Procedure TDL 031, "Callbr of Hand Operated Torque 
Urenehas. " 

s Hopklnsons, Ltd. 30/06/86. 9pp. 07199! 228, 

— 8012090059 Forwards QA Program Insp Rept 99900086/80-01 b notice of :! 
deviation '■ 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 30/07/31. f 
2pp. 07199:837, 


— 8012090062 Notice of deviation from Ihsp on 900623-27. 

a Region 4, Dallas, Office of the Director. 80/07/29. 3pp. 
07199:239. 


— 8012090065 0 A Program Insp Rept 99900086/30-01 on 900623-27. 
Noncompl lance noted:mfg orders did not provide complete 
ins true tions, torque wrench not checked for accuracy b 
flange had inadequate radius. 

. BARNEB, I. r ELLER8HAW, L E. Region 4, Dallas, Vandor Inspaetlon • 
Branch. 00/07/29. I6pp. 07199:242. 
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3013180394 Foruards QA Pposram Insp Rapt 99900219/S0-01 on 000929-1003. 
No nosicomp L ian< » noted. 

PQTAPOVS^U. Region A, Dallas. Vendor Inspection Drench. 00/10/21. 
2pp. 03790: 243 


— 8012190599 OA Program Insp Rept 99900219/90-01 on 900929-1003. No 
ngnconp 1 i ance noted. Kajor areas Imp ec ted : imp 1 amen tat ion of 
lOCFRSO.App G t( applicable codes U stds. 

FOBTER. 11. E. I 8 ARNE 8. r. Region 4> Dallas. Vendor Inspection Sranch. 
ao/io/is. 9pp, 03790:247. 


3012190602 Ac k recaipt of 901201 Itr informing NRO of itapi taken to 
correct deviations noted in QA Program Insp Rept 
99900100/90-02, 

PQTAP9VS.U. Region 4. Dallas. Vendor Inspection Branch. 80/12/11 
Ip, 03790:256 


--9012180607 Responds to NRC B0I106 Itr re deviations noted in QA Program 
Insp Rept 99900)00/90-02 . Corre c t ive aetionsiall variation 
repts killl be revleuied bg QO supervisor. 

CROOliE.K. l.lmltor()ue Corp 60/12/01. 2pp. 03790:257. 


—8012190060 Responds to NRC 801020 Itr re deviations noted in QA Program 
Insp Rept 99900521/80-03. Correc t ive act ions : mat Is It quality 
SVC dept & project engineering revieued Form 04 (i made 
necessary corrections per Drawing Change Notice 52. 

NORONSKI. V. V. Deehtei Power Corp. (subs, of Bechtel Corp. i. 

80/11/26. 6pp. 07279:011. 


—8012190068 Forwards QA Program Insp Rapt 99900521/00-03 on 800922-23 » 
notice of deviation. 

POTAPORSi U. Region 4. Dallas. Vendor Inspection Branch. 00/10/20. 
2pp. 07279, 017, 


—8012190074 Notice of deviation from insp on 000922-25. 

« Region 4. Dallas. Vendor Inspection Branch. 60/10/17. 2pp. 
07279:019. 


—6012190030 QA Program Insp Rept 99900521/00-03 on 000922-25. 
Noncompl lance noted:fanure to check drawing for eompliange 
u/appllcabtc codes It stds required bg procedures. 

□RICKLEV, R. 8. , AOEE. J. R. . HALE. C. J. Region 4. Dallas. Vendor 
Inspection Branch. 60/10/17. llpp. 07279:021. 


•8012180612 Forwards QA Program Insp Rept 99900100/80-02 on 800930-1003 
h notice of deviations. 

POTAPO'VB. V. Region 4. Dallas. Vendor Inspection Branch. 80/11/06. 
2pp. 03790:259. 


8012190085 Ack receipt of 801121 Itr Informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900047/80-02, 

PQTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch. 80/12/03. 
Ip, 07279: 096. 


—0012160615 Notice of deviations from Insp on 800930-1003, 

• Region 4. Dallas. Vendor Inspection Drench. 80/11/05. 2pp. 
03790:261. 


—6012190621 QA Program Insp Rept 99900100/00-02 on 800930-1003. 
Noncomp I lance noted: failed to include mfg supervisor 
signature on variation repts originated in machine shop. 

QULCR.R.E I BARNES. I. Region 4. Dallas. Vendor Inspection Branch. 
aO/tl/OS. 9pp. 03790.263. 


8012180623 Forwards QA Program Insp Rept 99900404/80-04 on 800908-12, 
No noiscomp 1 lane e noted. 

PDTAPOVS.O. Region 4. Dallas. Vendor Inspection Branch. 80/09/26. 
2pp. 03790:272. 


—8012180629 QA Program Insp Rept 99900404/80-04 on 800908-12. No 
none omp Hance noted Major areas Inspcc ted : 10CFR21 I. lOCFRSO. 

App S in areas of design Insp. 

BRICKtEY. R. H. . DENNETT. A. B. . AOEE. J. R. Region 4. Dallas. Vender 
Inspection Draaeh. 8(3/09/25. llpp. 03790:274. 


0012180637 Forwards QA Program Insp Rapt 99900034/80-02 on 800724, 

No neneomp I lane e noted. 

POTAPOVS. if , Region 4. Dallas. Vender Inspection Branch. 80/09/25. 
2pp. 03790:265, 


—8012190644 QA Program Insp Rept 99900054/80-02 on 800724. No 
none omp 1 lance noted. tCajor areas 1 nsp ec ted : Imp lementa t i on of 
IOCFrso. A pp 9 tc 10CFR21 & applicable cades 6 stds. 

KELLEY.M. D. , NHITESECLi D. E Regland. Dallas. Vendor Inspection 
Dratieh. 90/09/23. 0pp. 03790:297. 


8012190008 Ack receipt of 801121 Itr Informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900293/80-01. 

P0TAP0V3»U. Region 4. Dallas. Vendor Inspection Branch. 80/12/03. 
Ip. 07276:183, 


— 8012190093 Responds to NRC 801010 itr re deviations noted in OA Progran 
Insp Rept 99900047/80-02. Correct ive act Ions; comp lete 
evaluation of all records re automatic submerged arc 
welding process performed. 

HILLER. T. D. Nestlnghouse Electric Corp. 00/11/21. 6pp, 

07279:097, 


—8012190098 Forwards QA Program Insp Rept 99900047/80-02 on 000908-12 
h notice of deviation. 

SEYFRIT. K. V. Region 4. Dallas. Office of the Director. 00/10/10. 
2pp. 07279:103. 


—8012190101 Notice of deviation from insp on 800908-12. 

a Region 4. Dallas. Vendor Inspection Branch. 00/10/07. 2pp. 
07279: 105. 


—8012190104 QA Program Insp Rept 99900047/00-02 on 000908-12. 
Noncompliance no ted: fal lure to maintain segregation & 
tdentitg of welding matl in holding ovens. 

ELLERSHAWrL. E. , R0DERD8. H. N. , BARNE8. I. Roglon4> Dallas. Vendor 
Inspection Branch, 90/10/07. llpp. 07279: 107. 


0012190095 Notes decision not to submit application for withholding of 
Info from public disclosure, 

PQTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch. 60/12/11, 
ip. 07279:120. 


— 8012190154 Informs .that QA Program Insp Rept 99900271/80-01 affidavit 
will not be prepared because of current priorities (< effort 
required. Rept errors should be corrected prior to placement 
In PDR, 

KQCH.H.H. Rosemount, Inc. 00/11/24. ip. 07279:121. 


— 8012190160 Informs that application must be submitted for withholding 
of info in OA Program Insp Rept 99900271/00-01. 

POTAPOVS. U, Region 4. Oallast Vendor Inspection Branch. 00/10/24. 
ip. 07279:122. 


--001219(3012 Responds to NRC 601030 Itr re deviation noted In OA Program 
Insp Rapt 99900293/60-01. Correc t Ive ac tions : 10CFR21 
compliance revised on div level. Previous procedure replaced 
in entirety. 

ALLIN.R.V. OulP b Western Industries. Inc. 80/11/21. 3pp. 

07278: 164. 


—6012190166 Requests QA Program Insp Rept 99900271/80-01 on 000721-25 be 
withheld from public disclosure due to proprliterg neture 
of Info. 

KOCH, N. H. Rosemount, Inc. 00/10/10. Ip. 07279:123. 


— 8012190016 Forwertfs QA Program Insp Rept 99900293/80-01 on 800930-1003. 
No noncompHanc e noted. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 80/10/30. 

2f p. 07270: 187. 


— 0012190021 QA Program Insp Rept 99900293/00-01 on 600930-1003. No 
noncomp) lance noted. C larlf Uatlon of audit schedule 
requirements needed to clarify discrepancy between Bectlone 
t. 1. 2 & 13. 4. a of QA manual. 

SUTTON.J. W. 1 tiHI TEOELLi Q. E. Region 4i Dallas. Vendor Inspection 
Branch. 80/10/20. 6pp. 07270:169. 


0012190090 Ack receipt of 601126 Itr Informing NRC of steps taken to 
correct deviations noted In QA Program Insp Rept 
99900921/80-03, 

P0TAP0V9.U. Region 4. Dallas. Vendor Inspection Branch. 80/12/09. 
Ip. 07279:010. 


—0012190194 Forwards QA Program Insp Rept 99900271/80-01 on 000721-25. 
No noncomp 1 lance noted. 

PQTAPOVS.U. Region 4, Dallas. Vendor Inspection Branch. 00/09/10. 
2pp. 07279: 124. 


—8012190200 QA Program Insp Rept 99900271/00-01 on 0OO721-29.No 
noncompliance noted. Major areas inspac ted; environ 6 seismic 
qualifications of Model 11S3A pressure transmitters b 
procurement documents. 

ELLERSHAWi L. E. , BARNES. I. Region 4, Dallas, Vendor Inspection 
Branch. 80/09/05. t0pp. 07279:126 


8012190289 Ack receipt of 801111 Itr clarifying comments re QA Program 
Insp Rept 99900118/80-01. 

POTAPOVS, U. Region 4« Dallas, Vendor Inspection Branch. 00/11/26. 
ip. 07286:041. 
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--60121902^4 fiispondj to WRC 801030 I tr r» QA Projram Intp R*pt 
999001 IB/BO-Ol . Clari f les ropt itomi r» Irtont to coat* iti-fg 
oporationt at plant focllitg t-. decision not to subcontract 
lafg of K stamp valvsf. 

SHIELDBjS. Ualworth Co. (tuts, of tU International Corp. ). 
QO/ll/li. Ip. 07284 043. 


■8012190302 Foruardt QA Program Intp Rept 99900118/80-01 on 801008-09, No 
noneomp 1 lance noted. 

POTAPDVSfU. Region 4> Dal lati Vendor Intpaction Branch. 80/10/30, 
tp. 07886:043, 


— 8012190318 OA Program Insp Rept 99900118/80-01 on 001008-09. No 
noncompl lance noted. Kajor area Int pec tad : Imp 1 amenta 1 1 on of 
lOCFRSOiApp 8 b applicable codes (c stds 4: verification QA 
racordt will be protected after plant closure. 

KSLLEViW. D. < MHTTEBELLi D. E. Region A, DallaSi Vendor Impaction 
Branch. 80/10/23. 7pp. 07866:043, 


6012190433 Forwards QA Program Intp Rept 99900262/80-01 on 600803-06 (« 
notice of deviation. 

POTAPOVS-U. Region 4> Dalle it VendO'r Inspection Branch. 90/09/04. 
2pp. 07286: 262. 


—6012190439 Notice of deviation from fntp on 800803-06. 

a Region 4i Dallati Vondor inspection Branch. 80/09/02. l.p. 
07286:264. 


—8012190446 OA Program tnsp Rept 99900262/80-01 on 800803-06. 
Noncompllance noted: revised proced'ures not being processed 
es required bg App B to lOCFRSO prior to release it 
iaiplamentatlon. 

KELLEVtN.D. < UHITESELU. D. E. Region 4i DallaSi Vendor Inspection 
Branch, 80/09/02. 9pp. 07806:263. 


8012190438 Act receipt of 801121 Itr Informing NRG of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900807/00-02. 

POTAPDVSiU, Region 4i Dallas. Vendor Inspection Branch. 80/12/09. 
Ip. 07286:274. 


--8012190442 Responds to NRC 801017 Itr re deviations noted In OA Program 
Insp Rapt 99900807/80-08. Correct Ive ae t ion ; revised project 
dra.ulng list to show current Revision F of Structural 
Draulng 830-1418, 

MCFARLAND. J. E Bergent «< Uundg. Inc. 80/11/21. 2pp. 07296:873. 


—8012190448 Forwards QA Program Insp Rept 99900307/80*02 on 800918-19 
4c notice of deviation. 

POTAfQVB.lI. Region 4. Dallas. Vendor Inspection Branch. 80/10/17. 
2pp. 07886:277. 


“801219 0449 Notice of davlatlon from Insp on 000915-19. 

e Region 4. Dallas. Vendor Inspection Branch. 80/10/08. Ip. 
07S86: 279. 


—8012190434 QA'Program Insp Rept 99900307/80-02 an 800915-19. 
HoncompI lance noted: pro jeet drawing list not updated to 
show currant revision of structural drawing. 

COSTELLO. J. R. . JOHNSON. J. M, . HALE.C.d. Region 4. Dallas. Vandor 
Tnspectlan Branch, QO/IO/OB. 10pp. 07286:280. 


8012190483 Ack recslpt of 800912 6 1106 Urs Informing NRC of steps 
taken to correct deviations noted in OA Program Insp Rept 
9990O400/B0-02. 

POTAPOVS. U, Region 4. Dallas. Vendor Inspection Branch. 80/11/26. 
ip. 07286:290. 


—8012190470 Responds to 801021 Itr reciuestlng addl Info ra responses ta 
QA Progrem Insp Rept 99900400/80-02. Discusses measures to 
assure thet varletions from equipment design requirements 
receive equivalent level of review as original design. 

OUILBERT.D.E, Bebcoc k 6 Ml Icox Co. 60/11/06. 3pp. 07286:291. 


—8012190476 Ack receipt of 800912 Itr S: raquests add! Info re measures 
to assure that variations from equipment design requlremsnts 
receive equivalent level of review at original. 

POTAPOVBiO. Region 4. Dallas. Vendor Inspection Branch. 80/10/21, 
Ip. 07366:294. 


—8018190409 Responds to NRC 800818 itr re deviations noted In OA Program 
Insp Rept 99900400/80-02. Corrective ac tlons; ini 1 1 ated 
tracking 6 followup sgs to assure mgt commitments for 
resolution of notices of deviations perforisied. 

SUILRERT.D.E, Babcock 6 Wilcos Co, 80/09/12. app. 07286:293, 


—8012190496 Forwards QA Program insp Rept 99900400/80-02 on 800707-11 1< 
notice of deviation. 

POTAPOVS.U. Region 4, Dallas. Vendor Inspection Branch. 80/08/15. 
2pp. 07286:303. 


--8012190515 Noties of dovlation from Insp on 000707-11. 

a Region 4. Dallas. Vendor Inspection Branch. 80/0B/I3, 4pp, 
07286:305. 


— 0012190522 QA Program Insp Rept 99900400/00-02 on 000707-11. 
Noncompl lance noted : con tract variation approval requests 
not ca tegor I led. revl ewcd or approved 1 rt accordance 
u/procedures. 

FOX.D.F,. DREAVX.OO.i HALE.C.J. Region 4. Dallas. Vendor 
Inspection Branch. 00/08/13. 15pp. 07206: 309. 


8012190351 Forwards QA Program Insp Rept 99900345/80-02 on 001014-16. 
No nonccmp 1 1 ance noted. 

P0TAP0V8. U. Region 4. Dallas. Vendor Inspection Branch. 60/10/30. 
2pp. 07208: 1B9. 


— B012190552 QA Program Insp Rept 99900345/00-02 on 301014-16. No 
noncompliance noted. Najor areas Inspec t ed: implementa ti on of 
10CFR50i inc lud tng procurement control <s training. 

BRONN.R.L. . NHITESELL, D. E. Region 4. Dallas. Vandor Inspection 
Branch. 00/10/29. 7pp, 07208: 191, 


6012220001 Ack receipt of B01117 itr Informing NRC of st.|ps taken to 
correct deviation noted in OA Program Insp Rept 
99900509/80-03. 

POTAPOVS.U. Region 4. Da 11 as. Vendor Inspection Branch. 80/12/1 1. 
Ip. 07307:029, 


--8012230006 Responds to NRC 801030 Itr r« deviation noted in QA Program 
Insp rept 99900309/80-03, No problems etist u/flu*d head 
penetrations at North Anna 3 6 4. Requests deletion of 
facilltg name from rept. 

KELLY, R.D. Stone ItNebster Engineering Corp. aOtS34/VUK/OAR. 
00/11/17. Ip. 07307:030, 


•0012220090 Forwards QA Program Insp Rept 999 00309/ 80-0 3 on 800923-1003 
ic notice of deviation. 

POTAPOVS.U, Region 4, Dellaii Vendor Inspection Branch. 80/10/30, ‘ 
2pp. 07307:031. 


--6012220094 Notice of deviation from insp on 000929-1003, 

a Region 4, Dallas. Office of the Director. 80/10/30. 2pp. 
07307:033 


—8012220098 QA Program Insp Rept 99900309/80-03 on 800929-1003, 
HoncompI lance noted: specs for noneng Ineared Items not 
approved bg' constr or OA & pipe stress atialgsis summery did 
not have independent reviewer signature block. 

CDSTELLQi J. R. . JOHNSON. J, M. . HALE. C. J. Region 4, Dallas. Vsndor 
Inspection Drench. 80/10/30. t2pp. 07307:035. 


8012230169 Ack receipt of 801029 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900404/00-03. 

POTAPOVS.U. Region 4. Dallas, Vendor Inspection Drench. 00/12/03. 
Ip, 07317:007. 


—0012230174 Responds to NRC 000923 ttr re deviation noted in QA Program 
Insp Rept 99900404/90-03. Corrective ac tlons; revl sed 
■WRD-OPR- 19. 0 to reflect current practices it changes 
resulting from. Insp. 

ANDERSON, T. H. Wes t Inghous# Elec trie Corp, NB-TMA-2330. 80/10/29.: 

2pp. 07317:008. 


—8012230170 Forwards OA Program tnsp Rept 99900404/00-03 on 000812-15. ' 
POTAPOVS, If. Region 4, Dallas. Vendor inspsetien Branch. 80/09/25.: 
2pp. 07317:010. 


—8012230103 QA Program Insp Rapt 97900404/60-03 on 800812-13. 
None ompl lance noted : Imp 1 amerttat 1 on of 10CFR2t requlrementt, 
particularly data varlficatl on. 

ANDERSON. D. 0. , HALE.C.J. Region 4. Dallas, Vendor Infpectii>n 
Branch. 80/09/22. 4pp. 07317:012. 


3012230234 Ack receipt of 800905 $t 1006 Itrs Informing MRC of steps 
taken to correct deviation noted In OA Program Insp Rept 
99900039/80-01. 

POTAPOV0.U. Region 4. Dallas, Vendor Inspection Branch. 80/11/14. 
Ip. 07317:272. 


"8012230239 Responds to NRC 000922 ttr re deviation noted In QA Prograii 
insp Rept 99900039/00-01 . LI sti findings on survey of Thyssen ;:i 

Dracht 79-C-06, ii; 

8LUI3. B. J. A. Rhlne-Scheldt-Verolme Zware Apparatenbouw. DIR/021. 
80/10/06. 2pp, 07317:273, | 


—8012230242 Ack receipt of 800905 Ibr Informing NRC of steps taken to 
correct deviation netad in OA Program Insp Rapt j-’: 

99900039/80-01. Requests addl Info. i; 

POTAPOVS.U. Region 4, Dallas. Vendor Inspection Branch. 90/09/22.;’ 
Spp, 07317:275. 
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8O1SSJ0S46 Respond* to KRC S00729 I tp p« deviation noted in QA Prooram 
Imp Rept 99900039/fl0-0l. Cor p Bc 1 1 v» at t i one ; internal audits 
conducted it ueldinj ulre matl tes t ed. Noncon^ opiiianc * repts ti 
QA procedure enel. 

&UU1&« B, J. A. t LQDDERi II, Rh i n »'~8c h fr 1 de*-'/ero lAe Zuiare Appapatenbouui 
DIR/Ol?, SO/09/05, 10pp. 07317:276. 


•B0I2230249 Forwards OA Projrara Insp Rept 99900039/90-01 or 900616-20 
*. notice oA deviation 

SE/FRl Ti K, V. Region 4i Oallasi Vendor Inspection Branch. 
eO/07/29, 2pp, 07317:294. 


"9012230249 Notice of deviation #rom insp on 800616-20, 

■» Ragion 4 j Oallasi Vendor Inspection Branch. S0/O7/2B. Sod 
07317:296. 


--8012230295 OA Program Insp Rept 99900039/80-01 on 000616-20. 
Noncomp 1 lance noted: approval of vendor ui/o followup 
actions renuired i failure to issue heat treatment 
none onformttg repts. 

QARMSSit.f ELL EH SHAH I U, E. Region 4» Oallasi Vendor Inspection 
Branch. 30/07/23. I3pp. 07317:299. 


8012290496 Ack receipt of 801120 Ur informing NRC of steps taken to 
correct deviation noted In QA Program Jntp Reot 
99900400/80-02. 

POTAPOVS. U. Region 4. Dallas, Vendor Inspect ion Branch. 80/12/09, 
ip. 07339: 134, 


8012020764 Forwards Revision 2 to 0AI'(“IOO92. "Environ Qualification of 
Class IE Control L Instrumentat ion Equipment." 

TAYLOR, J.H. Babcock U Hllcox Co. BO/11/20, 2pp. 07132:342. 


-8012020268 Revision 3 to "Environ Qualification of Class IE Control L 
Instrumentation Equipment. " 

BURSTEIH, N. H. , LEBNIAK, U. H. . LLOYD. A. B. Babcock t Hi IcoK Co. 
BAH-I00a2 R2, 60/10/31. I30pp. 07132: 344. 


0012030640 Forwards commonts on proposed Revision 3 to Reg Oulde 1.39, 
"Inservlcs Insps of Ung.outed Tendons in Prostressed 
Concrete Containments," ti Reg Oulde 1.35.1. 

FULTON, J.F. Ollbert/Commonuealth Cos. 00/10/31. I3pp, 07149:076. 


8012040650 Commends NRC for assembling Reg Oulde 1.97 discussed at 
800806 meeting In Hash ing ton, DC. Coverage of parameters to be 
monitored It too comprohens 1 ve. Requei ts specific attention 
to prlmarg coolant inventory. 

ZUDANSiZ Franklin Insti tute/Frank Mn Research Center. 80/09/23. 
2pp. 07165:359. 


8012050053 8ECY-0O-SO7 

Seeks Coirmission approval of end draft FR notice endorsing 
deferment of mandatorg aeceptoncs of nuclear plant 
reliabllitg data sgs t development of integrated operational 
B »per lence reporting sgs. Recommends approva 1. 

DlRCKSiH. J. Office of the Executive Director for Operations. 
80/11/14 , 60pp. 07173: 116. 


0012290492 Responds to NRC S00912 Itr re deviation noted in QA Program 
Insp Rept 99900400/00-02. Corrective ac t i ons ; Phase 1 of NPOD 
historical document list review will be completed bu 010303. 

OUILBEHTi D, E. Babcock ItHiUox Co. 60/11/80, ip, 07339:135, 


8012300005 Act receipt of 801113 Itr informing NRC of steps taken to 
eorract deviation noted in QA Program Insp Rept 
99900036/80-02, 

PaTAPOVS, U. Region 4, Callasi Vendor Inspection Branch. 80/12/02. 
Ip. 07356:085. 


--8012300009 Responds to NRC B01017 Itr re deviations noted In OA Program 
Insp Rapt 99900036/80-02. Corr sc 1 1 ve act ions: relnstruc ted 
perenmel that orange guatltg status tags should be attached 
it retained on shop travsler. 

BATESi B. J. I MILLER, L.C.j STONE, W. A. Combuetlon Engineering! Inc. 
80/11/13. 3pp, 07356:006. 


--0012300016 Forwards OA Program Insp Rspt 99900036/80-02 on 000922-26 A 
notice of deviation 

POTAPava.U. Region 4, Dallas, Vendor Inspection Branch. 00/10/17, 
2pp. 07356:089. 


— 8012300010 Notice of deviation from Imp on 000922-26. 

* Region 4, Balias, Vendor Inspection Branch. 80/10/14. In. 
07356:091. 


— 8011130046 Forwards Input re IE needs for upgraded NPRDB L LER sgs. Rtg 
Guide E. 16 does not provide requirements for reporting model 
L serial numbers 6 mods for failed components, Ouldel inee 
need to address AO repts as LER subsets. 

JORDAN, E, L. Division of Reactor Operations Inspections. 00/09/28. 
Bpp. 03731:117. 


8012080170 Comments on proposed Revision 1 to Reg Oulde 1,23. 
Differences between prlraari; t other towers should bs 
addressed’, tower Instrumentation requirements should also bs 
addressstf. 

BAYNE, J.P, Power Authorltg of the State of New York. 80/11/17. Ip. 
07194:307. 


8012080177 Comments on proposed Revision 1 to Reg Guide 1.23. 

FAV,C.H. Wisconsin Electric Power Co. 80/11/14. 2pp. 07194:305. 


0012080104 Comments on proposed Revision I to Reg Guide 1.23. 
Requirement for addi mechanism for transmitting sams 
meteorological info unwarranted. ' 

OALEiL.F. Mississippi Power «< Light Co. AECM-80/2Ba. 80/11/20. 
2pp. 07194:303, 


8012080190 Comments on proposed Revision 1 to Reg Oulde 1.23. 

KEMPER, 0.8. Philadelphia Electric Co. 80/11/18. Ip, 07194:301. 


•0012300026 QA Program insp Rept 99900036/00-02 on 800922-26. 
NoneompUaneo npted:5tatos qualiti/ tags not attached to 
appropriate traveler es required by 10CFR90. 

ROBERDS, H. M. a BARNES, I. Region 4, Dellas, Vendor Inspection 
Branch. aO/iO/ 14 . 6 pp. 07356:092, 


8012080208 Comments on proposed Revision I to Reg Guide 1.23. Oulde 
should define coastal si tes. Oef ini t ion of adequate dlsptau 
is not given 

LAWHN, R. H. Dag Point Power L Light Co. 8T-HL-AE-578. 80/11/20. 

2pp. 07194:299. 


REOOD REGULATORY 0UIDE8 


0011210740 Forwards notice of withdrawal of Reg Oulde I. 101, Rev! slon 1, 
"Emergency Planning for Nuclear Power Plants. ■' 

CHILK.S. J. Office of the Secretarg of the Commistlon. 80/10/16. 

Ip. 07029:131, 


■8011060238 Notice of withdrawal of Reg Guide 1. iOl, Revision 1, 
“Emtrgencg Planning for Nuclear Power Plants. " 

HINOOUE, R. fi. Office of Standards Otvelopnsnt, Director. 00/10/06. 


-8011060236 Forwards FR notice for publication. 

niNOOUE, R, B. Office of Standards Developmsnt, Olreelor. 80/10/08 
Ip. 03708: 192. 


8011280106 Transcript of 001121 Affirmation Session 80-91 in 
Washington. DC re discussion A vote on EECY 00-497. Pp 1-31 
a Commlislohors. 80/U/21. 3tpp. 07082:043, 


-9011280112 SECY-80-476 

Informs^ that NRC has concluded 1, recommended that revisions 
si® -if ** 10CFR73 emend «, to draft Reg Oulde 

M|«000£,«^8v Office of Standards Development, Director. 80 / 10 / 


a0120a02P3 Comments on proposed Revision 1 to Reg Oulde 1. 23. Monitor i ng 
schemes other then those in guide would be more appropriate, 

SALDAR INI, J. C. Ebasco Services, Inc. (subs, of Enserch Corp. 1, 
80/11/20, 4pp. 07194:292. 


8012000245 Comments on proposed Revision 1 to Reg Ouide 1. 23. Comments 
directed at Section 7 requirements re mtteorolog ice 1 
monitoring sgs. Other means to collect meteorologie Info 
available. 

YEWOALL, R. F. Affiliation Unknown. 80/11/18. 2pp. 07194:192. 


8012080261 Comments on proposed Revision 1 to Reg Ouide 1. 23. A1 lowance 
should be made for digital wind speed & direction on both 
channels If sample rate Is high enough to give effectivelg 
continuous chert recording. 

PUCH, L.C, General Electric Co, M/C 214, 00/11/13. Ip. 07194:230. 


8012080269 Forwards comments on proposed Revision 1 to Reg Oulde 1,23. 
Revision lacks guidance re aval lab i 1 Itg of offsite 
meteorological data. 

TIPTONiT.E. General Public Utilities - OPU Service Corn, EiiL-2930. 
80/ 11/19, 0pp. 07194: 224, 


8012080280 Comments on proposed Revision 1 to Reg Guide 1,23 re 
meterological programs in support nuclear plants. Oulde needs 
to be modfted b elaborated on in certain areas. 

BRENNAN, P, r. , SMITH, M.E. Meteorological Evaluation eervlces, Inc. 
80/09/30. iOpp. 07194:210, 
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B0130a03?& Commvnti on profiaied Revision t to R«g Ouide 1.23. Appaori 
to bo no opponent appllcotion for ambient moloiuro Info at 
plant* uhlch do not uee closed cgelt cooling sgs. 

HaODYiJ. H. Yankoe Atomic Electric Co. ldYC-GO-39. 80/11/13. 3pp. 
07194: 203. 


8018080380 Comments on proposed Revision 1 to Reg Guide 1. 23. Hang 
pooltlcns ore not justifiable for either routine operations 
or accident cond It ions. Revision should be re-evaluated u/ 
consideration given to other safetg requirements. 

HIOOINBOTHAMi L. Office of Inspection ti Enforcenenti Office of the 
Director. 80/11/14. 2pp. 07196:195. 


8018080401 Comments bg Rl Dept of Health on revision to Reg Oulde 10.8. 
Info In Item □. 4 re plotting data obtained during llneoritg 
chaelis of dose calibrators Is Incorrect. Correct procedure 
It to use semi-log paper. 

DUHOULISi U. P. Rhode Island. State of. 80/10/31. Ip. 07196:189. 


801S0B0S02 Comment* on proposed Revision I to Reg Guide 5. 7. Concern* 
• slst re correct sequence' for protected area entrg 

searches. 

BRADBURY. R. 0. Stone 1( Uebster Engineering Corp. GO/ll/18. 2pp. 
07194; 342. 


8018080697 Comment* on second proposed Revision 2 to Reg Guide 1. 8. 
"Personnel Qualification & Training." 

MOODY, J.H. Yankee Atonic Electric Co. WYC 80-36. 00/11/17. 2pp. 

07196; 129. 


B0180B0704 Comment* on draft reg guide fp 716-4 ri value/impact 
statement format. Suggei ts addi guidance documents uorthg of 
ref in Section 34.2.2 on ventilation requirements. 

FISHrJ.E. American Air Filter Co. 80/11/17. ip. 07196:136. 


8012080724 Comments on draft reg guide PP 818-4 re std format (i content 
of license appl Icat ions. No consideration given. in info 
required, for environ rept. to federal land which mag be used 
or located near in situ ectractlon solution site. 

« Interior, Dept, of I Bureau of Land Management. 3S00<930>. 
eO/ll/19, 8pp. 07196; 147. 


6012080731 Comment* on proposed Revision 3 to Reg Guide 1.33 re QA 
program requirements. Borne wording In Paragraph C. 13 
should be delated. 

BRADBURY, R. B. Stone 1; Uebstev Engineering Corp. 60/11/14. Ip. 
07196; 186. 


8012110643 Partial response to FQIA request for documents re 
Imposition of civil penal ties, NRC requests for congressional 
authorltetion for more sever* penalties It responsibilities L 
behavior of nuclear plant operators. Forwards documents. 
FELTON, J.M. Division of Rules and Records. 80/11/20. 2pp. 
07227:809. 


“8018110770 Forward* proposed Rag Ouid* 1. «gi, "Factor* to be Considered 
Before Allowing Licensed Personnel to Hanlpulate or Direct 
Manipulation of Control* of Nuclear Power Plant." Requests 
comment f on listed questions. 

FARMER, W. 8. Research Support Branch IPre 801 119). 78/01/06. 4pp. 


—8018110678 Provides background info on proposed Revision 1 to Reg 
Guide 1. 114. "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Include* comment resolution t< 

Implementation schedule. 

ARLOTTO, 0, A. Office of Standard* Development. Director. 76/10/07. 

8pp. 


—8018110782 Draft of Revision 1 to Reg Ouid* 1.114, "Guidance on Being 
Operator at Controls of Nuclear Power Plant." 

* Office of Btandard* Development, Director. 76/09/18. 2pp. 


—8018110787 Comment* on Reg Guide 1. 114. "Guidance on Being Operator at 
Control* of Nuclear Power Plant." Section C, I should be 
modified to remove Implication that changing condition* 
alwagt requires corrective action on part of operator. 

CAHILL, U.J. Consolidated Edison Co. of New York. 76/04/16. Ip. 


—8018110792 Comment* on Reg Guide 1.114. "Guidance on Being Operetor at 
Control* of Nuclaar Power Plant." Strict Interpretation* of 
provisions in Baetlon BiParagraph 2 could preclude nuclear 
plant operator from performing data logging 1< ravlew taeke. 
^HNSON.H.P. Yankee Atomic Electric Co. 76/04/01, tp. 


—8012110000 Commanti on Reg Quid* 1.114, "Guidance on Being Operator at 
Control* of Nuclear Power Plant." Ouid* can be Improved bg 
MOP* itronglg emphasitlng importance of sound design for 
controls used during normal operating situation*. 

BCHERER.A, E. C-E Power 8g* terns. LD-76-044, 76/04/80. app,., 


— 8012110806 Comments on Reg Guide 1.114, “Ouidanca on Being Operator at 
Controls of Nuclear Power Plant." Paragraph C. 4 should 
differentiate between temporarg relief 4; format relief as 
conducted during shift change. 

UHR10.R.6 Florida Power & Light Co. L-76- 1 94. 76/04/03. ip. 


— 6012110810 Comments I subml tte d bg Nuclear Engineering 8vc Co. on proposed 
Reg Guide 1.114, "Guidance on Being Operator at Controls of 
Nuclear Power Plant." More stringent enforcement should be 
Imp 1 ement ad. Resolution of public comments end. 

YOUNOS.R.A, Aff i 1 latt on Unknown. 021-6-41. 76/03/03. 5pp. 


— 8012110618 */alue/impact assessment of proposed Revision 1 to Reg Guide 
1,114. "Guide to Being Operator of Controls of Nuclaar Power 
Plant." Reg guide Is co.nsistent u/SRP. Section 13.1.2. 
e Office of Standards Development. Director. 76/10/07. Ip. 


— 8012110816 Forwards Rag Guide 1. 114. Revision I, "Guidance on Being 
Operator at Controls of Nuclear Power Plant," FR notice (. 
draft NRC public announcement. Guide was revised al result of 
public comment b addl staff review. 

HtNOGUEiR D. Office of Standards Development, Director. 76/11/23. 

Ip. 


— 6012110822 Reg Guide t. 1 1 4, Revls 1 on 1, “Guidance on Being Operator at 
Controls of Nuclear Power Plant. " 

* Office of Standards Development, Director. 76/11/30. 2pp, 


—6012110643 Notice of issuance 4 avatlabilltg of Reg Guide 1.114, 
Revision 1, "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Draft NRC public announcement and. 

M1NOOUE,R. U. Office of Standards Development. Director. 76/11/23. 
4pp. 


—8012110646 Reg Ouid* 1.114. "Guidance on Being Operator at Controls of 
Nuclaar Power Plant. " Related FR notice inel. 
e Office of Standards Developmant, Director. 76/02/29, 4pp. 


—8012110840 Working Paper F on proposed Reg Guide I. X7, “Ouidanc# on 
Being Operator at Controls of Nuclear Power Plant." 

* Office of Standards Oevelopnent. Diractor. 78/10/10. 9pp. 


—6012110849 Working Paper E on proposed Reg Guide 1. XXi "Guidance on 
Being Operator at Controls of Nuclear Power Plant." 

* Office of Standard* Development, Director. 78/08/29. 8pp. 


—6012110693 Forwards Dorking Paper D on proposed Reg Ouid* 1. XX, 
"Oudiance on Being Operator at Controls of Nuclear Power 
Plant." Regulatory position should be followed 4 applied by 
all current 4 future licensees. 

MlNOOUEiR, B, Office of Standards Development, Director. 79/08/18. 

2pp, 


—6012110891 Horklng Paper D on proposed Reg Guide 1. XX, “Outdance on 
Being Operator at Control* of Nuclear Power Plant." Three 
draft working paper* end. 

a Office of Standard* Developmant. Director. 75/07/16. IBpp- 


— ©012110689 Forward* Working Paper C on proposed Reg Guide 1. XX. 
"Oudiance on Being Operator at Controls of Nuclear Power 
Plant." Revised working paper reflects suggestions made by 
Reg Guide Subcommittee at 790907 meeting. 

HINDOUE.R, D, Office of Standard* Development. Director. 7S/09/22. 
Ip. 


— 8012110853 Working Paper C on proposed Reg Guide l.XX, "Ouldance on 
Being Operator at Controls of Nuclaar Power Plant." Two 
draft working paper* end. 

T* Office of Standards Development, Director. 79/09/19. I4pp. 


— 6019110692 Forward* Working Paper B on proposed Reg Guide 1. XX< 
"Guidance on Being Operator at Controls of Nuclear Power 
Plant. '■ 

mNOOUE,R.B. Office of Standard* Development, Director. 79/04/14. 
ip- 


—8012110694 Working Paper B on proposed Reg Ouide l.XX, "Outdance on 
Being Operator at Controls of Nuclear Power Plant. " Three 
draft working papers end. 

e Office of Standerd* Development. Director. 79/04/10. 20pp. 


--6012110717 Comments on proposed rag guide 4 RQ bulletin. "Hanning 
of Controls at Reactor Fecllltiei." Definition of "present 
at controls" should be publidted via reg guide. Requests 
clarification re neceasltg of RO, 

CASE.E.O. Atomic Energy Gommis* 1 on. 73/01/06.' Ip. 
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S01SSSO?dO Ccmnicnti on preposed fievision i to Re^ Quids t. 23 ro 
meteorological programs ih support of nuclear pouer plants. 
Conisieists In Oerpian. 

TAliEfi Oermang. Federal Republic of, BO/ 11/20. 11pp. 07231:328. 


8012160861 Forwards review of draft Reg Ouide 0. 14i Revl slon S, 
"Parsonnsl Mautron Dos iriators. " In response to B01009 memo. 

Calc ul at iona 1 methods for doslmetrg are unacceptable 
alternatives. 

SCHROBDER.F, Assistant Director for Generic Projects. 00/12/01 
I3pp. 07261:212. 


8012170040 Ooninents on draft Reg Ouide OH 710-4i "Health Phgsles 
Surveys In U Mills." 

HAZLE. A. J. Colorado! State of. 80/11/07, 3pp. 07266:157. 


0012170240 Forwards cemraenti summary on proposed revision of Reg Guide 
1.23. Section C. 4 Instrument criteria Is improved. LI censee 
c leap inghoui es for meteerotog 1 cai info should be considered 
carefully. 

RAMSDEi U. J. V. Battel le Memorial Instltotei Pacific Northwest 
Laboratory. BO/H/19. 3pp. 07266:175. 


8012170244 Forwards comments on Draft 3 of Revision 2 to Reg Guide 1.97 
re LWfi Instrumentation to assess plant 6 environ conditions 
before k after accident. Document is eofifuiing. 

REHREROERt D. L. Hashington Public Power Supply System. 

ELE-RAH-a0-03S. 80/11/07. 2pp. 07266: 173. 


8012300165 Draft summary of public comments It resolution re draft Reg 
Guide SC 705~4i "Ultrasonic Testing of Reactor Vessel Raids 
During Preservice 6 Inservlce Eiamlna t ion. " Marked-up draft 
reg guldec unof f i cial comments 6 public comments end. 

» Commissioners, 80/11/14, 2a2pp. 07347:068. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8012010043 "Trip Rept for Unlv of MI Meeting on 0OO822“23( NRO-04-77- 
I45i " Itr rept. 

HAMLIN. O.R. Southwest Research Institute. NRC"04-77-145. 80/09/09. 

6pp. 07092; 106. 


8012010049 "Review of Ltr from ON Keefer. EOttOi to OP Manley. US DDE. 
NRC-04-77-14S, " ltr rept. 

JACKSONi J. U. Southwest Research Institute. NRC -04-77- 143. 
aO/09/n. 5pp. 07092:1 12 


6012010046 "Southwest Research Inst Project Organltation for 
NSC— 04-77— I48i " ltr rept. 

HAMLINiD.ft. Southwest Research Institute. NfiC-04-77-143. 80/10/07. 

4pp. 07092,117, 


0O12OIOOSO "Status Rept on NRC-04-77-145, Ac t I vl t las for Aug 1980," 
JACKSON, J, L. Southwest Research Institute. NRC-04-77-14S. 
80/09/09. 6pp, 07092:131, 


S012170252 CommentH on second proposed Revision 2 to Reg Guide 1,8 re 
persontiel qua 1 1 f lea tl on JL proposed tratfiing. Supports 
•'•V’lslot'. Minor change should be required for items that 
conflict u/revlstan. 

HEEOiG, H. Affiliation Unknown, 00/11/26, 3pp. 07266:166. 


6012170259 Comments by Empresas Nucleares Brasllelras on proposed 
Revleior 1 to Reg Guide 1.23 re meteorological programs in 
support of nuclear power p lants. Requests add! Info re wind 
speed criteria. 

DE ALMEIDA. O. L. Affiliation Unknown. DEER. RP. E. 045/0. 60/11/17. 

2pp. 07266:164. 


3012180075 Comments on Draft 3 of Revision 2 to Reg Guido 1.97 re LWR 
Instrumentation to assess plant k environ conditions before 
after eccident. Supports rsvislon, 
fLERr F. M. Gibbs i: Hill. Inc. (subs, of Dravo Carp. >. 60/10/31 

3pp. 07272:288. 


8012020224 Submits Progress Rapt 33 re NRC-Ot-77-lBO for Oct 1980. 
PLATO, P. Michigan, Unlv. of. 80/11/10. 4pp, 07133:132. 


8012040303 "Monthly Status Rept 2 on NRC-04-77-145 Activities for 
Sapt 1980, " 

HAI1HN, D. R. Southwest Research Institute. NRC-04-77-14S, 80/10/00. 

7pp. 07163:294. 


8012040336 "Monthly Status Rept 3 on NflC-04-77-14S Activities for 
□c t 1900. " 

HAMLIN. D. R. Southwest Research Institute. NRC-04-77-143. 00/11/07. 

6pp. 07163: 301. 


6012040583 "Summary of PNR Loss of Offsite Power Calculations." 
preliminary assessment rept. 

FLETCHtR, C. 0. EOW Idaho, Inc. FIN A-604QC. EOO-CAAP-3203. 
00/11/30. t07pp. 07167: 142. 


0012240204 Forwards comments on proposed Revision 1 to Reg Oulde 1.23 
re meteorological programs In support of nuclear power 
p lants. 

LCDMIB, J. 8. Sargent i( Lundy, Ine. 00/11/24. 2pp. 07328:200, 


8012290955 Forwards draft Reg Oulde RS 110-5. "Nuclear Power Plant 
Simulators for Use in Operator Training." draft value/lnpeet 
statement k draft AN8 3.3, "Nuclear Power Plant Simulators 
for Use In Operator Training. " 

ARLOTTOiO. A. Division of Engineering Standards. 90/12/12, in 


B0I2O4O591 "Review of LOFT Cladding Temp Response for L2-2 k L8-3; 
Recommendations for tinproved LOFT Fuel Rod Meaturements 
<6yi 14 It 67), " Informal rept, 

TOLHAN,E,L.. CORVELL, E. W, EO&O Idaho, Inc. FIN A- 6033. 

EGO- LOFT-524 4. 80/10/17. 117pp. 07167; 234. 


8012040605 "Program for Field Validation of Synthetic Aperture 
Focusing Technique for Ultrasonic Testing <8AFT UTl," 
quarterly rept on NRC-04-77-145. 

JACKSON, j. L. . HAMLIN, D. R. Southwest Research Institute. 
NBC-04-77- 145, 80/11/19. 36pp. 07163:213. 


•8012290239 Draft Reg Guide R0 IIO-S, "Nuclear Power Plant Simulators 
for Use in Operator Training. " 

MfeRBCHDFF. e. W. Reactor Systems Standards Drench. 00/10/31. 6pp. 

07337 : 009 . 


— 8O12290«.65 Value/ imp act statement re draft Reg Oulde RS 110-5. "Nuclear 
Power Plant Simulators for Use in Operator Training. " Reg 
guide has been prepared endorsing AN8 3, 5, 

» Reactor Systems Standards Branch. BO/lO/31. 6pp. 07337:013. 


8012040606 "Documentation of Bidding Games Used in Measuring Boclal 
Value," e«cerpt from NUREG/CR-0909, PNL-2952i Vol 2>App C. 

CURRIE, J.N., KIDD, J, Oattolla Memorial Institute, Pacific Northwest 
Laboratory. PNL-279a. 80/09/30, 21pp. 07165:252, 


8012050692 Forwards status rept for Sept 1900 for core melt 1< separate 
effects programs, 

BERMANiM. Sandta Laboratories. 4441/ML-16, BO/li/13, 4po. 

07171:199. 


—8012290269 Revised "Nuclear Po.utr Plant Simulators for Use In Dperator 
Tralnlrg. " Apps A fc B B discussion of public comments on 
draft reg guide end. 

« American Nuclear Society. BO/03/24. 3app, Available at 
Standartfa-Setting Organ! ladons. 07337:021. 


8012100146 "Program for Standardised Analysis of Fuel Shipping 
Containers, " technical progress rept. 

WHI TESIDES, 0. E. < PARKS, C. V. Union Carbide Core. FIN 0-1072. 
ORNL/CSD/lNF-ao. 80/10/29. 9pp. 07219:277. 


-8012290276 Forwards comments on draft Reg Guide R3 110-5, "Nuclea 
Pouar Plant Blmulatopi for Use In Operator Training. " Guide 
If written 4 will «fiK«nc< cf huclt^r fouvr 

pl«pl o^arators. 

eS/OWU:® §pp,®‘S^S57: 046°* K.Tfott Dlv, 


-8012290282 Comments., submitted by Power Techno I ogies, Inc, on draft 
Guide R8 llO-rS, "Nuclear Power Plant Simulators for Use In 
Operator Tpal-nlng. 4 Any reg guide must recognise limitations 
vf aimuiatpre 

MILLSift.J. Affiliation Unknown. B0/Q9/I2. t2pp, 07337:049, 


6012100190 "Nondestruetl ve Esamlnetlon Evaluation Support," monthly 
progress rept, Oct 1900. 

SMITHiJ.H, Oak Ridge National Laboratory. FIN 0-0233, 
ORNL/HCD/NEE8-0. 80/11/11. 4pp. 07818:243, 


6012100643 "Esperlment Safety Analysis (ESAl for LOFT Small Break Test, 
EBA Lg-S/5A. " 

COOPER, O.H. EOLO Idaho, Ine. ESA L3-S, 80/09/23. 30pp. 

07210:174, 


8018110003 "Technology ti Costs of Termination Surveys Associated 
M/Decommlss toning of Nuclear Facilities." monthly progress 
rap t for Aug 1980, 

HOLOWAV.C, F. . WITHERSPOON, J. Oak Ridge Netlonal Laboratory. FIN 
A-9042. ORNL/HASRD-93. 00/08/31, 3pp. 07283:110. 
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SOlStlOOS? "Anslgsis of Hgpo<;het ica 1 Accidents Resulting in Core 
Hettdouin>" montfily progress rept for Oct 1980. 

OEKNIMQ. R. S. . CYBUL8K18. P. , GAY8UTT. P. Battel le Memorial Institute. 
Columbus Leboretories. FIN A-4067. 80/11/14. 7pp. 07823:132. 


eOlSllOSia “Decontamination as Precursor to Decommissioning.'' informal 
monthly progress rept for Oct 1980. 

PERFIIOO.L. D. Battelle Memorial Institute. Pacific Northuest 
Laboratory. FIN B-S303. 80/11/17. 2pp. 07226:167. 


6012110951 "LWR In-Plant Measurement Program." informal monthly 
progress rept for Oct 1980. 

HANDLER. J.M EO&O Idaho, Inc. FIN A-607S. 80/11/12. 4pp. 

07226: 169. 


6012120609 “Acoustic Emission Charec tsr i latlon of Flau Orouth In AS33B 
Pressure Vessel Steel." monthly Itr rept for Oct 19B0. 

HUTrONiP.H. Battelle Memorial Institute. Pacific Northwest 
Laboratory. FIN 8-2088. 80/11/21. tOpp. 07228:230. 


8012170/81 “Communications Control to Support Incident Mgt: Initial 
Daslg.i Considerations." 

OASPAROrri, J. . HIMES, d. I dANlCIK.E. Mitre Corp. 46-6996, 79/12/31. 

62pp. 07269:084. 


—8012170784 "NRC Incident Response Essrcise 10." 

HANNAN, d., HIMES, J,. WOLFE, D. Mitre Corp, MTR-BOW0012I. 
80/04/30, 13pp. 07269; 145, 


--801217078B "Operational Implications of Alternative NRC Roles in 
Incidents. “ 

JAMICIK, E. , OTTENQEflO, M, Mitre Corp. NRC-O5-0O-25a. 
MIR-80W00120. 80/09/31. 200pp. 07265:163. 


80IS18C09Q "Dlv of Reactor Safety Rcsearch-ORNL Programs. " monthly 
highlights for Qct, 1980. 

MYNATT.F.R. Oat Ridge National Laboratory. 80/11/10. 37pp. 

07272; 291. 


8012190044 "Operational Transient Test Series, Tests OPT l-l ti OPT 1-3 
Espariment Predictions." 

OARNER,R.W.< MARTINSON, Z. R. > SMITH, R.H. Idaho National Engineering 
Labisratory. FIN A-6041. E00-TFBP-92S9, 80/11/30. 71pp. 

07S78: 241. 


8012270164 "Southwest Research Inst Activities in Support of NRC for 
Field Validation of Synthotlc Aperture Focusing Techniitue 
for Ultrasonic Testing," Monthly Status Rept 40, 

HAMLIN. D. fi. Southwest Researeh Institute. NRC-04-77- i 45. 
l7-5023<26). 80/12/04. 7pp. 07305; 261. 


6012270174 "LOFT Monthly Progress Rept," Qct 1960. 

KAUFMAN, N.C. EG&O Idaho, Inc. FIN A-604a. EOO-LOFT-S290. 
80/ 11/30. eSpp. 07305:268. 


8012220186 Monthly rept for Oct 1980 for Semlscale, Therma I Fuels 
Behavior Program. 2D/3D Program.Code Bevel O'pmment it Analysis 
Program. Code Assessment 4. Applications Programs it OPP ii Line 
I terns. 

BOSTWICK.W.E. , LEACM.L.P. Idaho National Engineering Laboratory. 
F ! N A-6009, 80/ 1 1 /30, k 90p p . 07306; 069. 


8012240196 "LNR Code Assessment it Appt i cati on. “ monthly highlight Itr 
for Oct 1980. 

SAHAiP. Brookhaven National Laborato-ry. FIN A-3219. 00/10/31. 

6pp. 07324:356. 


REVIEW ORP NRC RESEARCH REVIEW CROUPS 


8009100422 SECY-BO-379 

Submits proposed plan for development S< articulation of NRC 
safety objectives, notably u/respcct to reactors. Status 
of NRC work, description of Ofe of Research sponsored 
projects 4 draft staff reiiulrement memo L FR notice end. 
HANRAHAN.E. J. Office of Policy Evaluations. 6ICKWIT.L. Office of 
the Oeneral Counsel. 49FR71023. 80/08/12. 2app. 03517:197. 


8012020246 Forwards summary of 801028 meeting in Oa i theriburg > HD re 
development of in-p lace test for early warning fire 
detection sys acceptance & verification procedures at 
nuclear power plants. List of attendees end. 

FEIT.R, Fire Protection Review Group. 80/11/17. 6pp. 07133:148. 


8012030861 Advises that docket for safety goal project has been 
established In PDR In Wash ing ton. DC. A1 1 project-related 
matls should be sent to PDR epcept for items withheld under 
FOtA or determined to be withheld by responsible member. 

HANRAHAN. E. J, Office of Policy Evaluations, 49FR710a3, BO/tl/24. 

ip. 07149:060. 


8012190049 "Preliminary Model 
TRAC-BDl Computer Program." 
DOLANDER, M. A. . LARSON, J, R. 
FIN A-6039. EOO-CAAP-5292, 


of Steam Sector Test Facility Using 
technical rept, 

Idaho National Engineering Laboratory. 
80/11/30. 49pp. 07270:324. 


8012030Q66 Discusses 001029 interview w/T Cochran of NRDC re NRC 
safety goat. NRDC Is mob actively engaged in any work 
related directly to safety-goal formulation. 

SEOE.O. Off Ics of Pol icy Eval uattons. <15 Fr; 1023. 80/11/24. 3pp. 

d7149; 097. 


6012190130 "Relating Pressure Vessel 
to Preeeure Vesiel Damage. " 

CAREW, J. F. , MIN, K. D. , ARONSDN. A. L. 
BML-NUREO-20SII. 80/09/30, 29pp. 


Surveillance Capsule Measurements 

Drookhavan National Laboratory. 
07202: 014. 


8012030870 Discusses 801029 Inte 
WestlnghousB re NRC safety goa 
SEOE.O. Office of Policy Eval 
07149; 099. 


view u/R Wles<hanm L 0 Ooeser of 
latlons. 49FR71023. aO/lt/lB. 2pp. 


8012170146 "RAMONA-30 Code Mod t. Evaluation, " monthly highlight Itr 
for Oct 1900. 

OlAMONO, D. J. Brookhaven National Laboratory. FIN A-3014. 00/10/31. 

4pp. 07202:010. 


8012030875 Forwards working paper on criteria for safety goal 
formulation, for comment 

aEOE.O. Office of Policy Evaluation*, 4SFR71023, 80/11/17. Ip. 

07149; 030, 


8012190191 "S8C Code Dave lopment. Ver if t cat ion It Application." monthly 
highlights for Oct 1900. 

OUPPY, J. 0, Brookhaven National Laboratory. FIM A-3019. 00/10/31. 

7p p. 07202: 037. 


—8012030877 Working paper criteria for safety goal formulation. 
BEOe.O, Office of Policy Evaluations, 4SFR710a3. 80/11/14. 

I2pp. 07149:039. 


8012190166 "HTOR Safety Program." monthly hlghllghti Itr for Oct 1980. 
8A3TRE, C. Brookhaven National Laboratory. FIN A-3016. 80/11/04. 

6pp. 07202:040. 


8012190179 “Simulator Improvement Program." monthly highlight Itr 
for Oct 1980. 

WUlFF, W. Brookhaven National Laboratory. FIN A-3014. 80/10/31. 

4pp. 07282:066. 


8012190185 "Technology It Coste of Termination Survey* Aseoclated 
U/Decommlstloning of Nuclear Facilities," monthly progress 
rept for Oct 1980. 

WITHERSPOON, U. , HDLOWAY, C.F. Oak Ridge National Laboratory. FIN 
A-9042. ORNL/HABRD-103. 00/10/31. 3pp. 07288:076, 


8012190199 "Advanced Instrumentetlon for Reflood Btud’iee (AIRS)," 
foreign trip rept, 

HERSKOVITZ.M, B, , PAYNE, H.R,, THORNTON, R. H, Oak Ridge National 
Laboratory. FIN 0-0413 ORNL/FTR-902. 80/11/17. 9pp. 07208:008. 


8012190808 "Safeguards Analysis for Byproduct Matls »i Small Ouantltlei 
of BNM, " monthly progrsss ropt for Oct 1980. 

CHESTER, R. Q. , RANDOLPH, M. L. Oak Rldgo National uaboratory. FIN 
8-6108, 0RNL/HA9RD-IO2, 80/11/17, 6pp. 07202:102. 


— 0012030879 Forwards NUREO-0735, "Plan for Developing Safety Ooal," 
for comment. W/o end. 

SEOE,0. Office of Policy Evaluations. 4SFR71023. 80/11/12. ip. 

07149:051. 


—8012030883 Agenda for 001120 Inter-ofc steering group meeting in 
Beth«sda,MO re criteria for development of safety goal. 

HANRAMANtE. U. Office of Policy Evaluations. 49FR7iOS3. 80/11/12. 
Ip. 07149:092. 


—8012030889 Agenda for 801 103 inter-ofc steering group in Bethesi)a,MD 
re action p Ians, as * i gnments I: bails for resource eitlmates 
for development of safety goal. 

HANRAHAN.E. U, Office of Policy Evaluations. 45FR71023. 80/10/30. 

Ip. 07149:093 


— 8012030890 Forwards NUREO-0735, "Plan for Developing Safety Goat,*' 
for comment. W/o end. 

6EOe,0. Office of Pol ley Evaluations. 45FR71023, 80/10/31. Ip. 

07149:094. 


374 


IMOIMDOCKETED ITEMS 


8012030099 Swff.«arg 001130 meeting u/ir.tsr-o;c ,1,erirg flroup re 
development of safetg goal. uv le 

07t49°037°^^‘^* Policg Evaluations. 45Fn7t02a, 80/11/24. ip. 


a0120309OT RB(}u*it5 ea(ti't>ants on end tentative outline for 
prel iqilnarg policy paper by 801107. 

07?49°b3i°*'^‘" ^&FR^I033. BO/lO/30. 


4pp. 


-8012030905 Submits tentative general outline re safety goat for 
pr 4 1 lii^ir>4ry policij p^per, 

®' Q^^lce of Polity Evaluations. 4 5FR71023 
07149:033. 


80/10/27. 3pp. 


-3012030910 Confirms 801029 meeting u/lnter-ofc steering group 
gD4l proj&ct. Agencffl enel. ^ 


HANRAHAM. £. J. Office of Policy Evaluations 
2pp. 07149:035. 


4SFR710a3. 80/10/27. 


80120309(7 Forwards 801027 press release re NRC issues plan for 
developing safety goal 4 T Refim 801027,0 Sege 801O2B fc 
EJ Hanr-Ahdfi 801.014 

07149^*009**^*'''* Policy Evaluations. -15FR71023, 80/10/30. ip. 


8011200286 SECY-80-500 

Recommends Commission approval of end draft final rule re 
amend to code requirements providing title change for NRC 
adjudicatory panel members. SoUc 1 tat Ion of public comments 
coneoroB agency organ! lat Ion, 

03744^033** '* O^^ice of the Oeneral Counsel. BO/H/IO. Spp. 

8011280106 Transcript of 801121 Affirmation Session 80-91 in 
Washington. DC re discussion 4 vote on SECY 80-497 Pp 1-31 
* Commits loners, 80/11/21, 3lpp. 07082: 043, 

— 0011280117 S6CV-80-4S7 

Requests NRC approval of revised Manual Chapter 0t03 re EDO 
delegations of author i ty. Chap ter will be published upon 
raceipt of r»vl$ioni approval 

ai/?S% 7 :" 27 p;.''” 7 SL-S; 7 ^**'‘'“''* 

—8011200112 6ECY-0O-476 

***’ concluded 4 recommended that revieiont 
^”0^? 5 » "'««'• to 10CFR73 amend 4 to draft Reg Guide 

^ submits guide changee. 

Sf 07082:091 Standards Development, Director. 80/10/20. 


-8012030925 Responds to 801014 Info request re safety goal project 
Steering group uili identify areas ll&ely to require 

d^^Auri^Sr*’'"''"'"''® 

HANRAHAN.E^J^^ ^Office of Folscy Evaluations. 4SFn71023. BO/iO/27. 


^0714?' Old*****'* '’5FR71023, 80/10/20. 


5pp. 


—8012030930 Forwards questions ro development of safety goal Plans 
inbervleulng each Commissioner early In program to 
P''*“"'‘''4ry thoughts 4 advice. 9 

3pp *^*07149:01°^"“ Policy Evaluations. 4SFR 71023. 80/10/14. 

^^HAnSI V of Trtl Action Plan. 

4?p'!^ 07149 022 Policy Evaluations, 49FR71023. flO/09/23. 

HOYLE ^ TMI Action Plan, 

aS/of/09 3pp 'S7:?J9: 026 

staff requirements memo re GECY-80-379, Advises that 
Cam.nls8ian has approved proposed plan for development 
"C safety goal subj to listed mods. evesopmenc 

aSnO>H**’ 2p SI,®'”* commission, 49FR71023. 

Forwards NUREe-0739. "Plan for Developing Safety Goal," 4 
801027 neuB release on subj, H/o end. ^ 

ZECM.0.0, Technical Support Drench, 80/11/22. Ip. 07197:300. 

Developing Safety Goal" 

LErllSrM. I. Aff I Hat ion Unknown, 80/12/05, Ip, *07197-301 


PO9ITI0M PAPERS BEFORE THE COHMISBIOH 

8009100422 SECY-BO-379 

Submits proposed plan for development 4 art ieu lat 1 on of MRC 
d w/respect to reacUri Ita^us 

of NRC uori. description gf Ofc of Research sponsored 

HAMRAHAIi.E. ^ FR^notice end. 

the General Ceunid, Wr71023, '^BO/OB/ 12*' 20^?"*" 03917: 197.' '* 

8011300233 SECY-80-4B9 

Recommends reappointment of DH Moeller to ACRS for 4-ur term 
Drlfr«lp?o?n?i."rir:nd''" f.Uou, members, 

e0n0/ao:^'4pj""®037$lr3ir' a-feguard*, 

8011200263 8ECY-BO-32gA 



80/11/07. Ip. 03743:349* Director for Operations. 


Washington. DC for dl.eu.sien 

V vote on SECY-BO-406 re resolution of pat-doun search issue 
Pp 1-2B* status of related safeguards activities. 

* Commissioners. 00/11/17. 20pp. 07143: 067. 

—8011140484 SECV-00-486 

Recommends approval of end amends to 10CFR73 re search 
F^ndulJ IncI*"*” Portals. Draft 

eS/lo^lb**- 22 ;;.‘”oSl 32 d 0 r* "**"'** ^-'^suard., 

0012020393 8£CY-e0-904 

Summarlies potential impact of hypotheses re Iodine release 
during reactor accidents 4 proposes agenda for 801110 
•ting. 

80/!?/n:'’-6p?.'"Sll4"4:202.‘**'' R-B^lation, Director. 

8012030773 8ECY-aO-9ia 

Informs Commission of favorable Ejocotive Branch position on 
ssport license appl icatlons, X6NM-i429*4 

Awi\ni“ l nZ?. 

aa/5?/',9:'''lp‘*''|||9lfl«* Op.r-tions, 

0012040162 Forwards staff requirements memos for dosed Gammlstlon 

07?70;039,°^^‘** *'’* Commission. 00/11/06, Ip. 

requirements memo re Commission 000313 AfflrmiHon 
^ aECY-A-aO-20. SECY-80-099, SECY-A-BO-gA? 

6ECY-A-ao-9 4 8ECY“A-aO“2i. Commisi i on approved notice of 
hearing re 791206 order, nonce or 

CHILK, 8. J. Office of the Secretary of the Commiiilon. 00/03/17. 
8012090093 aECY-60-907 

notice endorsing 

deferment of mandatory acceptance of nuclear plant 
reliability data sys 4 development of integrated operational 
experience reporting sys. Recommends approval. 

80?n/i4:'* 

—0012050061 Informs of 800920 memo requesting various Ofc of Nuclear 
Reactor Regulation branches to Identify areas of needed 

LErn[:dea^"pHn:'remb!lur"jr"** " 

80/™/29;"’4p;.*’^'ShI|:1oI‘*^'' R«9«l-tion. Director. 

—B0120S0066 Forwards seven paragraphs describing nuclear plant 

vIsELV m'f V In 800716 meeting. 

VESEUYf W. E Probabilistic Analysis Staff <Pr« S011i?K 0D/Oa/15, 

8012050073 Submits reasons for mandatory nuclear plant reliability 
Include features not installed. 

0# Management and Program Analysis. 

B0/08/M, I7pp, 07173: 193. * * 
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--0OOB27O155 Forward* branch *fcatdmsnt re need for NPROS-tijpe Infoia* 
Input to Commistion paper. Input should be placed in apps to 
paparjas supporting documents. Description of combined NPROS 
k LER reporting sgs available late Aug. 

KICHELSQN.C. Director's Office. 8O/0Q/19. (5pp. 03431:032. 


■*-6011130046 Forwards input re IE needs for upgraded NPRDS ti LER egt. Reg 
Oulde 1.16 does not provide requirements for reporting model 
it serial numbers tt mods for failed components. Ouldel ines 
need to address AO repts as LER subsets. 

JORDAN* E. L. Division of Reactor Operations Inspections. GO/00/29. 
app. 03731:117. 


aOI20B0765 SECy-eO-513 

Forward* Esecotlv# Branch position recommending approval of 
application bg DA Co to esport 1>37S g U< enriched to 70K 
U~239i to Yugoslavia. 

OlRCKSi U. J. Office of the Etecutlve Director for Operations. 
00/11/19. ip. 03767:063. 


— 8Oi?O0O77O Forwards application for export license. 

MOURVtU.R. General Atomic Co. (subs, of Oulf Oil Co. ). IEL~Q93. 
77/11/16. 2pp. 03767:069. 


—0012080778 Application for license to export 1*372 g U* enriched to 
70/i U-239* to Yugoslavia. End use statement end. 

HOIfRY*U. R. Oeneral Atomic Co. (subs, of Oulf Oil Co.). IEL-B90. 
79/11/16. 2pp. 03767:067, 


8012110438 Addl response to FOIA request for documents re nuclear 
incident in USSR in 1999. Forwards documents listed in App A. 
FELTON* J.H. Division of Rules and Records. 80/12/09. 2pp. 
07227: 140. 


—8012110449 BECY-79-416 

Provides Commission w/summarg of reported events in UBBR re 
safetg of peaceful nuclear act! vl ties. Forwards listing of 
reported USSR nuclear events* news articles re nuclear event 
it evaluation papers t: repts. 

BHEAiJ.R. Office of International Programs* Director. 79/06/26. 
32pp. 


8012120220 aECY-80-9l4 

Foruiardt rept on possible changes in statistical treatment 
of inventory differences in nuclear matt accounting. NiiSS 
wilt evaluate costs b benefits of possible changes listed in 
rapt. 

OIRCKSiK. J. Office of the Executive Director for □peratlons. 
80/ 11/20. 43pp. 03773:208. 


8012120369 Transcript of 801126 public meeting in Uashington. DC re 
Inetructlon* to A8LB on facility proceeding. Pp 1-39. 
a Commissioners. 60/11/26. 39pp. 


—8012120373 8ECY~A-B0-179C 

Forward* draft order reflecting divergent position* on 
certain question* re principal focus of ad (udlcation. 
OICKNlTiL. Commissioners. 80/11/26. 14pp. 


8012190327 8ECV-80-920 

Forward* Executive Branch reeponse to pending export 
application* XSNM- 1729. XSNM- 1726 b X8NM- 1727* original 
applications b related correspondence. 

DiRCKS* W J. Office of the Executive Director for Operation*. 
80/11/21. Ip. 03794:064. 


8012190416 BEGY-80-S23 

Requests authorization for issuance of proposed export 
License XCDh-0319 b author I lation for staff to process 
future similar licenses for exports destined for Cernavoda 
Nuclear Power Station w/o Commission referral. 

DIRGKSiH. J. Office of the Executive Director for Operetlons. 
BO/lI/28. 4pp. 03794:267. 


—8012180420 Discusses end Canadian Embassy 78120S Itr of assurance re 
U9 exports of nuclear component*. Assurances maet 
requirement*. 

NOSENZO*L.Y. Sta te* Dep t. of * Bureau of Oceans b Internatl. Environ, 
b Scientific Affaire. 00/06/23. 4pp. 03794:276. 


“8012180427 Concur* w/rovised procedure allowing Commission to take 
action on license applications for export to Canada w/o 
Executive Branch review. Applications for export to other 
countries still need review. Ltr of assurance end. 

NOBEUZOjL. V. state. Dept. of. Bureau of Oceans b Internatl. Environ, 
b Sdentlfle Affairs, 78/09/06 3pp. 03794:280. 


8012290009 SECV-B0-3S4 

Recommends approval of FR notice to respond to DQE rsquest 
for rulemaking to exempt from licensing requirements smelted 
alloys containing Tc-99 b low enriched U as residual 
c ontamlnat ion 

MINOOUE* R. B. Office of Standards Development. Director. 80/08/19. 
8pp. 07330:240. 


8012290476 Transcript of 801211 meeting in Nash ington* DC re SECY-SD* 
474C.PP 1-32 

* Commissioners. 80/12/1 i. 34pp. 07339: 066. 


— 8012290403 8ECV-80-474C 

Suppls 8ECY-80-474 b forwards clarifying changes to iO'CFR60 
final rule b conforming amends. 

D1RCK9. H. J. Office of the Executive Director for Operations, 
80/12/09, 16pp. 07339: 104. 


8012290493 Transcript of B01215 public meotlng in Uashlng ionrOC re ASLB 
instructions. Pp 1-54. 

* Commissioners. 80/12/19. g6pp. 07335:219. 


8012290389 8ECY-aO-934 

Summarlies status of application by OA Co to 

export research reactor to Ha lay s ia. Recommend s license be 

1 ssued. 

DlRCKSrN. J. Office of the Executive Director for Operations. 
90/12/10. 6pp. 07339: 301. 


--9012290599 Responds to 000211 memo re plans to provide one TRIOA MARK 
II research reactor b 8NK to Malaysia. DQE should modify 
proposal to show physical protection info being given on 
bilateral basis. 

SHEA* J. R, Office of International Programs* Director. 80/07/19. 
2pp. 07335: 312. 


— 9012290593 Responds to NRC 800719 memo re U3/IAEA/Kalays la project b 
supply agreement. Exc hangs of physical security itife* 
safeguards Infob fallback safeguards meets all statutory 
requirements. 

8EN(JhL8D0RF. H. Energy. Dept, of, 00/09/02, 6pp. 07335:314. 


STATE PROO STATE PROORAHB 


e0111G0303 Forwards statement of NRC/FEMA interfacing responeibllities 
re assessment of states' emergency plans* in response to 
801007 request for Input to OAO evaluation. 

DENI ON* H. R. Office of Nuclear RojctO'r (tegulatian* Director. 
BO/lO/19. 2pp. 06986:030. 


"801 1 180319 Requests statement of NRC/FEMA interfacing responsibilities 
re assessment of states' eme:rgency plans for OAO evaluation 
of federal programs. 

BARRY* L.N. Office of the Controller. 80/10/07. Ip. 06986:032. 


8012010018 PNA-QO-361]: sta tux of State o-f FL b Inti Chemical Workers 
Union actions re lack of training b respiratory protection 
program*. Ofc of State Programs will review State of FL 
actions during Nov 1960 meeting w/Intl Minerals Corp. 

KERRrO. U. * DaLLINO*L. A. Office of State Programs* Director. 
80/10/29, Ip. 06915:001. 


8012010019 Comments on 601003 FR notice re evaluation of agreement 
state radiation control programs. 8td requirements re program 
budgeting b staffing should be developed. 

UARD. J. 0 California. State of. 80/11/09. Ip. 07096:396. 


8012010037 Comments on 801109 FR notice re evaluation of agreement 
state radiation control programs* proposed general policy. 
Commtseion licensing program should be reviewed by outside 
entity. 

WOLFFrT. A. Now Mexico, State of. 80/11/03. Ip. 07092:081. 


8012010048 Submits comments on NRC notice of proposed general statement 
ef policy* ’’Evaluation of Agreement State Radiation Control 
Programs, “ Techn LcaT qua 1 1 float ion of agreement state staff 
should be improved. 

SHEALV.H. 0. South Carolina. Btate of, 80/10/29. 3pp. 07092:094. 

8Q120I04S1 Informs Div of Rad iol ogtcal Health.Dept of Public Health 
that state control of agreement matls program is 
satisfactory . Requests review of b comment on NRC 
recemmendat i one b cerr.nents re program. 

LUSENAU, J. Q Assistant Director for State Agreoments Programs. 
80/H/07. 2pp. 07097:00i, 
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B0S2Di04S7 Inforin'S TTN Dept of Public Health that stato proj^ram for 
rEgulation of agraaniont matl Is adequate to protect public 
health 4; fafetq 4 is coirpatihle ip/NflC pragram for 
regulation of similar matls. 

KERR. a. H. Office of State Programs. Director. SA/ROD. 00/11/07 
2pp. 07096:361. 


eoi2020?a3 Forwards Stats of FL 001029 Itr tranami t t Ing fourth 
quarterly progress ropl on transportation surveillance 
program. Rept covert period frohi Jul-8«pt 1900. 

JANIIlEhi M. Office of State Programs. Director, 00/11/13 2oe 
07133: I ei 


B012190S62 PNA-BO-040: on SOI 123. res Ident discovered radiation hot spott 
around Neutron Product*. Inc facility in Dickerson.MO. State 
of HD ulll conduct Isotope analysis of hot spot activity. 

LUOEMAU. J. 0. t BOLLlNSit.. Office of State Programs. Director 
aO/12/03. 2pp. 07206:010. 


6012220103 Aespond* to POIA request for info re storage of nuclear, 
radioactive or other haiardoos waste In NM. App A document* 
may be obtained from NTI8. Forwards App 0 documents b 
NL/REO/CR-0394. W/o end NOREO. 

FELTON. J.M. Division of Rules and Record*. 80/12/09. Obd 
07303: 243. 


—9012020294 Forwards fourth quarterly progress popt on transportation 
surveillance program, c aver ing period from Jul-Scpt 19a0. 

Objectives have been fulfilled In first yr of a t udy . Contrac t 
renewal has not been requested. 

SHULER. P.E. Florida. State of, 80/10/29, 12pp. 07133:113. 


6012020691 Discusses regionalization of emergency preparedness 
technical review functions for development of safety 
0 va lua 1 1 one . R eg ion s 1 4; 2 ready for emergency preparednsss 
tea.m leaders, 

CfllMES.B.K. Emergency Preparedness Program Office (after 80(119 see 
14.E). BO/ll/ai. ip. 06916:0.31, 


80120S0038 Confirms intention to provide adequate resources for 
radiation control program in NY Dept of Environ 
Conse>-va 1 1 cn. Reorganl I a t ion ulll place increased emphasis on 
control of tosie substances including radioactive matl, 

FLACKE. R.F, New Vorl. State of. 00/11/07. Ip. 07174:327. 


—6012050056 Act receipt of 600926 Itr to NY Dept of Environ Conservation 
re NRC program revl eu. Comtnen ts on findings summariled in 
1 tr. Rad i oac ti ve ma t 1 permits issued will be forwarded to NRC 
quarter 1 y. 

CASIIHAN, T. J. Nbu York. State of, 60/10/30, 2pp. 07174:320, 


8012100649 Forwards rept to Oovernor re NRC & DOT agreement to shift 
emphasis from surveillance to onf orcemen t. Roi true tured 
program will have state focus on enforcement action against 
violators of RAH transportation rcgula 1 1 on*. W/o end. 

OIRCKSi IJ. J. Office of the Eiecutlvo Director for Operations 
00/11/2.1, 3pp, 07220:057, 


8012110474 Forwards rept to Governor re NRC t DOT agroenont to shift 
6.isphasis from surveillance to enf orcemen t. Res true tured 
program will have state focus on enforcement action against 
violators of RAM transpo. tat i on regu la 1 1 on*. U/o end. 

DlRCKS.If, U. Office of the Ezecutive Director for Operations 
60/11/24, 3pp. 07225:294, 


80121 1<,'476 Forwards rept to Oovernor re NRC {< DOT agreement to shift 
emphasis from surveillance to enf orcemen t. Rost rue tured 
program util have state focus on enforcement action against 
violators of RAM transpor tat ion regulations, W/o end. 

Office of the Eiecuttve Director for aperations, 
80/11/24. 3pg. 07229:249. 


8012120235 Notifies that NY City Dept of Health radiation control 
program Is adequate to protect public hoalth & compatible 
u/N«C program. Ltr to L Solon conveying technical comments 
etiK 1 . 

State Programs. Director. 80/11/20. Ip. 


--80121PO843 Confirms discussion re 
program. Reco.nmenda procedures be 
provision for followup 4< rreordf 
previous violations, 

LVRENAU. J. 0. Assistant Director 
80/11/20, Ip. 07236:206. 


review of MY City radiation control 
mod ified to include 
ng of results of all 

for State Agrsemonts Programs. 


“-8012220194 Escerpt from NK radiation control program from 
7S1023-760G27 re commercial low level radwaste burial. 

» New Mezieo. State of. 76/08/27. Ip. 


-8012220200 “NMSlte Application Experience.'’ Albuquerque Journal 
artlela entitled "NM Given Nuclear Waste Site Caution Note" 
end. 

a New Heslco, State of. 80/12/05. 3pp. 07187:001. 


--9012220207 Requests NRC comments on end draft guide for applications 
for license to operate low level radwaste disposal facility, 
including overall scope of guide, compat ib 1 1 Ity of state It 
NRC technical requirements 4 acceptance criteria. 

WOLFF. T. A. New Mexico; State of. 76/09/29. 10pp. 


8012220212 Forwards NRC comment* on draft licensing guide for radwaste 
disposal facilities. In response to 760923 request. Licensing 
of new burial grounds is not prudent prior to development of 
comprehensive natl low level waste mgt program. 

HERRiO. If. Assistant Director fop State Agreements Programs. 

76/11/19. 6pp. 


““®®^®22021 9 PNA-76— 006; on 76120B. artl c le appaared in Albuquerque Journal 
re NRC comments on State of NM proposed licensing guide for 
commercial radwaste burial grounds. NRC comments did not 
imply concurrence in licensing of commercial burial grounds. 

KERR. Q. If. . LOHAUSiP. Office of State Programs. Director. 

76/12/08. Ip. 


—8012220224 Discusses NRC Ur to State of NM re adoption of formal! ted 
policy on licensing of low level radwaste disposal 
facilities by agreoment states. Requests meetiijg w/NSC to 
dl5.;usi current 4 future plans re radwaste disposal. 

ANDREWS. L. J. Chem-Nuclear Systems. Inc. 76/12/00. 2pp. 


8012220233 Informs that recommendation In NRC 761119 Ur ra regulation 
of eommevcIaJ low level waste burial grounds was not adopted 
as Commission poUe y. Provides NRC current position, State of 
NM 771129 ti 30 Itrs to Chem-Nuc tear Sy s . Inc end. 

KERR.O. M. Assistant Director for State Agreements Programs, 

70/10/12. Bpp, 




---- - - rWT *IITW r» VCnVOUil 

eons Id*rdtlon of Chem-Nycloar Sys lou level radwaste 
disposal license application. Forwards listing of licensing 
draft schedule of application processing, 
WQLFF.T. A. New Mexico. State of, 77/07/li, 4pp, 


-8012220246 'Comments on Chem-Nuclear NM. Inc Application for Radioactive 
Matl License. " M/related Info. 

PIERCE. J.. DUDLEY. J. 

96pp, 


OALLAHER.D. New Mexico. Stats of. 77/11/30. 




Prepared for NM Environ Improvement Agency. " W/reUtad'^lnfo. 
RODGERS. J, C, Affiliation Unknown. 77/11/30. 19pp. 


e0l2l60620 Confirms comments made at conclusion of radiation eontro 
program review, RI program for control of agreement matls is 
adequate to protect public health 6 safety 

ao/?2/oa:^'°ip.''*0 7lM"2S2.‘''*'''‘''’ Agreements Programs. 


-8012160625 Confirms comments made re regulatory program revtaw RI 
program for regulation of agreement matls Is adequate to 
protect public health 4 safety, 

07261^253 State Progra.ns, Director. 80/12/02. 2pp. 


8012170040 Co.mments on 
Surveys in U Mills." 
HAZLEiA. J. Colorado. 


draft Rag Guide OH 710-4. "Health Physics 
State of. 00/11/07, 3pp, 07266:157, 


“"®®1S2202S9 Statsment to NM Environ I.rprovement Agency ri Chem-Nuclear 
KH. Ine application for license to dispose of nuclear waste 
In Colfax County. NM.H/related Info. 

DAVIDSON, J, P, Moratorium. Inc. 77/09/01. 6pp. 

8012220264 "Comments on Application for Radioactive Matl Uleeni# by 
Cht.'ti-Noc leer NM. Inc. " 

MONTAGUE. P. Southwest Research and Information Centsr. 77/11/30. 
Spp, 


8012220269 "-Comments on Chem-Nuclear Radwaste Disposal License 
Application. " 

KYDER.C, Southwest Research and Information Center. 77/11/30, 
ispp. 

—80.12220275 "Comment* 4 Question* on Application for Radioactive Matl 
l-le^ofo bif Ch«m NucJ®4r Ntif Inc, Rtlatad documttntation tncl, 
BCH'JuTZ. K. B, Southwest Research and Information Center. 77/09/18, 
39pp. 
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— aoiS280284 "Conyncnti on Application Ear Radioactlva Mafel Licanse to 
Optrate Commercial Raduaits Burial Fac i 1 itgt Col fai Cauntgr 
KM. " 

a Environmental Protection Agencg. 77/11/21. 8pp. 


— 901S220290 Ac k receipt of 770518 1 tr informing of receipt of 
■pplication from Cham-Nuclear Sgs> Inc to establleh 
commercial lou level radufaete burial ground. Of fers 
aisistance on environ repti including economic analgeie. 
HERfi.O. H. Aeelstant Director for State Agreetnonti Program*. 
77/^06/07. 2pp. 


--8012220298 Ack receipt of 761208 1 tr re NRC Itr to State of NM re 
adaption of formallted poltcg on llcenilng of lou level 
radwaete dlipoeal facilities bg agreement states. NRC 
comments & position mere of generic nature. 

HERR(0. H. Assistant Director for State Agreements Programs. 
76/12/17. ip. 


8012220402 Notifies that NY State Dept of Environ Conservation program 
for control of agreament mat! is acceptable. 

KEflR.O. W. Office of State Programs, Director. B0/I2/O5. Ip. 
03797:072. 


8012220410 Confirms 801107 discussion re NRC rcvlsw of State of CA 
radiation control program. Ear 1 lest possible adoption of 
State revised radiation control regulations recommended. 

Summarg statement end. 

KERR, 0. N. Office of State Programs, Director. 80/12/09. 7pp. 
07301: 169. 


S012220417 Confirms NRC comments re NRC review of radiation control 
program. Regulations recommended to provide fur Intp of 
licensees to DOT reguirements re package preparation it 
shipping procedures. Summarg statemsnt end. 

LU0ENAU, J. 0. Office of State Programs, Director. B0/12/O9, 7pp. 
07301; 176. 


8012230290 Responds to 800908 Itr re overview of radiation control 
program. Addl staff resources ntcessarg to complete program 
requ 1 riments. 

ARNOTTtR. A. Colorado, State of. 80/11/12. 3pp. 07318:039. 


8012240365 Forwards comments, on behalf of NL Industr les, Inc re 
proposed pollcg statement re evaluation of Agreement State 
radiation control programs published In 801003 FR. 

FRIEDlANOER, J. LeRoeuf, Lamb, Lelbg h MacRae. 4SFR65726 010. 
80/11/17. 7pp, 07324:055. 


"8012240370 Forwards NROC comments on NRC proposed general statemant of 
poltcg for evaluation of Agreement Btate program*. Bupports 
evaluation process L utllltatlon of administrative critirta. 

YUANrO. Natural Resources Defense Council. 4SFn65726 004. 

0O/U/14. 12pp. 07324:062. 


--0012240374 Comments on evaluation of Agreement Otatc radiation control 
programi proposed general statement of pol leg. Quest 1 on* 
ade^uaeg of program structure. Prob lems are not unllaterallg 
fault of agreement states, 

BERICKiD. Environmental Pollcg Institute. 45FR6S726 006. 

80/11/17. 3pp, 07324:074. 


—0012240379 Comments on criteria for evaluation of Agreement States 
program. Btatamenti in supplemantal info of Commission poltcg 
rai(.ulr* discussion. 

PARROTT,M.W. Oregon, State of, 4SFR6a726 009. 80/11/14. app. 

07324:077. 


--80122403S3 Comments on proposed general statement of pollcg re 
evaluation of Agreement State radiation control program*. 

Quallf leation of staff member* should be strengtheneif 
through training program*. 

BRt>NN,C.B. North Carolina, Btate of. 4SCF6a72& 002. 00/11/07. 

2pp. 07324:032. 


--8012240390 Comments on FR notice of NRC proposed general statement of 
pollcg re evaluation of Agreement State radiation control 
prrgrams. Program evaluation criteria should ba well thought 
out h conslstantlg applied. 

BEARE.d.A. Nashington, State of. 4 5FR 6 5726 009. SO/it/17. 6pp. 

07324:084. 


--0012240395 Comments on proposed general pollcg etatemsnt for evaluation 
of Agreement State radiation control programs. Program 
guidelines adequate but stds mag be costlg tc time consuming 
for oparatore. 

THOmB,E.L. Air Transport Association. 45FR697a6 007, 80/11/17/, 

Ip. 07324:090, 


-801224039? informs of review of proposed general statement of pollcg o 
evaluation of Agreement State radiation control programs. No 
eomnents. 

RATHLEEBEROER Interior, Dept, of 4SFR65726 003. BO/il/12. Ip. 

07324:091. 


--B012240404 Comments on Categorg I indicator of personnel qua 1 If t cation 
In guide for evaluation of Agreement State radiation control 
programs. Questions if i-rag technician w/tuo grs training 
would be accaptatle personnel for state program, 

OSBORNE, n P. Kentuckg, Btate of. QO/it/1?. ip. 07324;0?2. 


— 8012240407 Comments on proposed general statement of pollcg for 
evaluation of Agreement State radiation control programs. 
Larger data set should be gathered bg licensee to provide 
better program. 

H4CTQR,A.0.i RODINSOKiP. Southwest Research and Information 
Center. 80/11/17. 9pp. 07324:093. 


TOPREP VENDOR REPORTS AMD RELATED CORRESPONDENCE 


8002260187 Notifies that pagment is due for NRC review of Topical Rapt 
0LP-9fc40i "Use of Thorium Or id* Fertile Fuel Particle* in 
Fort Saint Vraln Fuel Elements." 

HILLER, N.O. License Fee Management Branch. 80/02/07. tp. 

04144: 233 


Q012010463 Informs that proposed changes described in Revision 14 to 
8A rept €E-IAi "Comm Ed QA Program for Nuclear Generating 
Stations," have been evaluated. Rept acceptable w/ekception 
of certain potential changes. 

HAAS3, W, P. Oualltg Assurance Branch. SO/tl/lO. 2pp. 07096:359. 


8012020041 Notification of B00908 meeting w/Nes t inghouse in Betheida,KD 
to discuss manual actuation of engineered safetg features. 

QLSHAN, L. N. Operating Reactors Branch 1. 80/09/02, 2pp. 

07147; 191, 


8012020046 Notification of B00911 meeting u/OE in Bethetda.HD to 
discuss application of core sprag heat transfer coefficient 
using OE nethodologg. 

PHILLIPS, L. E. Core Performance Branch. 80/08/29. 2pp. 07147:193, 


8012020054 Notification of 601015-16 meeting u/DLN owner* group to 
flnallie criteria that will form basis for future plant- 
epeclftc mods. 

HANilONiJ, N. Operating Reactor* Branch 2, 80/10/08. Ip. 07147:196, 


6012020102 Forwards OA program for nuclear generating etatlons. 
TRAMM, T.R. Co,TimonuBal th Ed 1 eon Co, 00/11/24. Ip. 07141:079. 


0012020217 CE-l-A R14 

QA program, Revision 14, for nuclear generating etationi. 
a Commonwealth Ediecn Co. 80/09/09. 142pp. 07141:060. 


8012020250 Forwards errata to NEDCl-248tt, ''4T Condensation 
Oscillation <4TC0) Test Progra.m Final Test Rept." 

5UCHHOL2,R. H. General Electric Co. MFN-193-80. 60/11/13. ip. 

*7147: 315. 


—8012020265 NEDO-240iI ERR I 

Errata I to NEDO~24011, <>4T Condensation Oec Illation (4TC0) 
Tast Program Final Test Rept. '' 

» General Electric Co 80/09/30. 6pp, 07l47.’3t6. 


8012020264 Forwards Revision 2 to aAN-10082. "Environ Quallf tcetion of 
Class IE Control L Instrumentation Equipment. “ 

TAYLOR, J.H. Babcock & Mllcoc Co. 80/11/20. 2pp. 07132:342. 


— 8012020260 Revision 2 to "Environ Qualification of Clast IE Control t 
Instrumentation Equipment." 

BURSTEIN, N. H. , LE8NIAK, L. H. , LLOYD, A. B. Babcock h Nlicot Co. 
BAN-100B2 R2. 60/10/31. 130pp. 07132:344. 


801202*481 Advises that detail* of plan for developing U submitting 
revision* to Meetinghouse small break ECCB evaluation model 
will also be applicable to Nestinghoute fuel reloads of C-E 
plants. NOTRUHP code will be eubnitted bg 020401. 

AIIOERSON, T. H. Usitlnghoues Electric Corp. NB-THA-2344. 80/11/29. 

Ip. 07130:20*. 


B01202*/6a Forwards ,791206,600222 U 0606 Itrs for entrg Inta QA 
program topical rept. Changes mentioned in Itrs will be 
incorporated into next topical rept revision. 

OIEDRtCS, 0. 0. Northeast Utilities. aA-4065. 80/11/06. ip. 

*7147:322. 
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0O12O3OaaS Forward* Errata 1 tc NEDE-2^0U-P ''4T Cond«n»ation 
Oscillation <4TC0> Tost Program Final Tost Rept. " Errata 
available in Central Files onli* (ref IOCFn2.790), 

BUCHHOLZiR.H Saneral Electric Co MFN-194-00, 00/11/13. Ip. 


8012030316 Forwards propriotarg I norpropr letarg documentatian re model 
«. Input for anali/si* of LOFT Test L3-6, Description of model 
for tOFT L3-6 analysis withheld (ref lOCFRS. 790). Af f Idavi t 
for withholding end. 

OASKln, «. P. c-E aparating Plants Owners Group. 60/12/01. 7pp. 

ISTI 'll • nso ' r r 


8012100385 Forwards inpu 1 1 mode 1 description 4: transient time stspc PoT 
prediction of LGFT small break Test L3-6 using NOTflUMP 
computer code. 

ANOEREOHi T. K lies t ing h ouse Electric Corp. 4 Plvn Systems Div. 
NS-TI1A-235t, 00/12/08. 34pp. 07187; 001. 


0012120492 Responds to NRC 001016 Ur re Dechtel OA Topical Rapt 
DQ-TOP-l, Revision 3A. Vice president for corporate staff 
functloni added & manager of OAi thermal pouier organl latiani 
relnitated.arganliation chart encl. 

AHARAL. J. H. Bechtel Power Corp. (subs, af Bechtel Corp.). 
OAS-aO-385. 80/12/02, 2pp. 07230; 312. 


8012030697 Forwards NEDE-242a8-P, -Oenerie Condensation Oscillation 
Load Definition Rept. “ Document defines load for Mark II 
pressure suppression containments. Rept withheld 
(re# 10CFR2. 790). 

BUCHHQLZ.R, H. General EUctric Co. HFN G0-20S. BO/ll/26, Ip. 


0O12ISOO94 Informs that changes to OA Topical Rept TVA-TR79-1 provtdeil 
in 001201 Itr are not specifically referenced In FBAR (c 
Itr should be disregarded. 

MILI.8<L. i1. Tennessee Valley Authority, 80/12/08. Ip. 07239; 3 SB. 


8012040228 Forwards proprietary i nonproprtetary versions of 
"Inadequate Core Cooling Studies of Scenarios H/Feedwater 
Available for Upper Head Injection Plants Using NOTRUMP 
Computer Code.” Application for withholding end. 

AKDERSatJ.T.K Westinghouse Electric Corp, N8-TMA-2326. 80/11/17. 

llpp. 07160;072, 


-0012040237 WCAP-9763 

Nonproprietary version of "Inadequate Core Cooling Studies 
of Scenarios W/Feedwater Available for Upper Head Injection 
Fla.ibs Using ROTRUHP Computer Code, " 

MARK. R. H. , THOMPSON, C, IS. , ANOERSON, T. M. Westinghouse Electric 
Corp. 00/06/30. 200pp. 07160:053, 


80121S0202 Forwards proprietary & nonproprietary version* o# elides 
presented at 801125 meeting u/NRC t BHL. 

SCHERER, A. E. C-E Power System*. LD-aO-071 . 80/12/OB. Spa 

07241: 109. ^ 


0012160011 Notification of 801202 meeting w/vendor in Lynchburg, VA to 
review huinan factor* program. 

IRELAND, R, Division of Human Factors Safety. QO/12/04. 2a o 
07262:330. 


8012160408 Submits comments In response to W Delke question* re 
601022 revisions of ETR-lOOliQA pi^ogram manual. 

TENZER, B.E. Ebaseo Services, Inc. (subs, of Ensareh Corp. >. 
80/12/00, 2pp. 07263:047. 


8012030126 Forwards proprietary version of "GE BUR Feedwater Moirle 
Survalllance Instrumentation 3ys. “ End withheld 
(re# 10CFR2, 790), 

HATANABE. H. T, General Electric Co. HTW-B0-6B. 80/11/24 5 dd 


8012160410 Forwards proprietary t; nonproprietary version* of BAU-IOIAB, 
•Statistical Core Design Applied to nabcodi-205 Core." Rept 
supersedes BAW-10139, "Statistical Core Design." Affidavit 
end. Prepr ietary version withhold (raf 10CFR2. 790), 

TAYLOR/J.H. Babcock L HI leo« Co. 00/12/10, 10pp. 07252:104. 


0012080428 Forwards description of analytical model Intended for 
for prediction o# LOFT L3-6 test. Submittal of L3-6 
prediction results is planned for approt S wks after 
receipt of actual Initial corditions U results verification. 
TAYLOR, J.H. Gabcod «< Hi Icor Co. 80/12/04. ISpp. 07195:010. 


use 


—8012160413 8AW-10145 

Nonproprietary version of "Statistical 
to Babtock-205 Core," 

HELLER, A. 8. , JONES, J. H, < FARNSWORTH, D. i 
00/10/31, llSpp, 07252; 1 14. 


Core Design App lied 
I. Babcock ti Hi icoi Co. 


8012000467 Forwards input t model for prediction of LOFT Small Break 
Test 13-6. WFLASH computer code evaluation model version will 
be used u/listed mods.Noding d iagram, Input U printout of 
initidHiatf problem «ncJ. 

ANOERSOTLT^M. O^Mei ting house Electric Corp. N9-TMA-234B, 00/12/01. 


3012160503 Inform* of recently eetablished policy r« communication* 
botweaii C-E Ouners Croup NHCfpor group roouoft. Owntri 
group submittal* will not be applicable to Indlviduel 
I icensee* until referenced by licensee for use on docket. 
07263^001*” Operating Plant* Owner* Group. 00/12/02. 2pp, 


“Program Plan for Performance Testing of 
PWR Safaty i Relief Valves. " Areas where program not 
co.mpletely responsive to NUfi £0-0578, Sec t ion 2. I 2 reoulre 
add I info, ' 

VDLLKER, n. H. Division of Engineering. OO/H/36, 5pp. 07197:293, 


0012180310 NUREO-0212 R2 

f®’’ R*''**!®*’ 2. * u per sed Ing 

NUAEC-021Sr R9vi « i on I. * 

*03769*026°^ Nuclear Reactor Regulation, Director. 00/12/31, 


400p p. 


8&I2090D21 Informs that organ i latlonal 
Reactor Divs requested In 801020 Itr 
HAA8S.W.P. Quality Assurance Branch. 


changes In Westinghouse Water 
acceptable. 

00/11/21. jp. 07197; 302, 


8012090194 Notification cf 801118 meeting 
Westinghouse in Bethasda.MD to discuss i 
DP measurement sys for inadequate core c 
PHILLIPS. L. E. Core Performance Branch. 


w/ORNl, D artmouth College U 
nfo requirements of 
ool Ing Indication. 

BO/11/14. 2pp. 07199:361. 


8012090190 Summary of 801023-29 .nestings w/ARMP 
utilrEFRI ti contractor progress L etperience 
codes. Abstracts a# particular interest end, 
LOISiL. Core Performance Branch, 00/11/12, 


users in Dallas, TX 
In ARMP sys of 

i>pp. 07202:230. 


re 


“Tganiiational changes. WS Qrser became manager 
technical operations L RL Steele became manager, nuclear 
projects engineering effective 801117, 

0720^^163 ^ Portland General Electric Co. 80/12/03. 2pp. 


a012090F68 Forwards guide tube wear input for Fuel Performance Annual 
POWERS, D.A. Core Performance Branch, 60/11/17. 6pp. 07202:339. 


8012100379 Forwards RELAX computer code description for LOFT small 
‘’'‘a* NRC 800626 Itr.W/S end 

nodallratlon U listing of code input data, 

JENSEN. 3 E. Etion Nuclear Co., Inc. (sube of E««on Cam i 
3EJ;O57:0O. 80/12/01. .3pp. D7219: 049 ‘• 


?*^}'** 2",°^ 010183 meeting w/utll In Dethts(fa,HD to 
DEHOonltj^^R'* i;; support of core reload llcansing, 

2pp°°”o7279^iia^''*"‘^^'’'^**^**°'' Projects Branch. 80/12, 


8012190471 Requests approval of Topical Rept El/NNI -77-7-P, "RHR-ITM 
y®* Reduction Sy*. " Affidavit requeetlng that rept 
be withheld (ref 10CFR2. 790) encl 

Newport News Industrial Corp, (sub*, of Newport New* 
07282 4^"® ^ ’’’'yOoc'' CO' »• 080/MrtC/aO-202, 00/11/23 3pp. 


rorwaros affidavit describing proprietary natu 
conta ned In NEDE-24200-P. Aff idavi t pfovlded on behdf 

b5cHHDLZ°r")V* “''‘’“P-^^^l'^Pvlt withheld (ref 10CFR2. 790 
BUCHHOLZ, R. )|. General Electric Co. MFN-214-80, 00/12, 


of info 
1. Ip. 


0012230109 Summary of 
JENSEN. H L. Reactor 


800410 meeting w/OE re review of ODYN code. 
Systems Branch, 80/11/20, 4pp, 07316:320, 


roruaras summary re changes made 
*'* CPC-IA QA Program, 

HOrrrtAN. D, P. Consumer* Power Co, 80/12/1 


project* engineering It 
2pp, 07314:013. 


result* Requests meeting WNRC rEShorinr?: d 
Westinghouse owners group L3-t results & oost-te.t ..nai.,.,.. 


00-46. 
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aOtS23030B Bumnarltes proposal re utllltatien of Ues t Ingliouse NOTRUMP 
cod» as potential means of resolving reactor coolant pump 
trip issue. UitI submit final L3-i> transient using NOTRUHP 
B102I9. 

JUROCNSENi R U. Hestinghouse Operating Plants □’uners Group. 00-45. 
00/12/03. 2pp. 07311:108. 


B01SS30467 Objects to issuance of Suppl 2 to tE Bulletin 79-010. 
"Environ Qualification of Class IE Equipment." Recommends 
lelthdraual of nau scope items installed duo to TMI Lessons 
Learned. Addl comments and. 

ANOERSON. T. M. Uestlnghouse Electric Corp. tEB-79-018. 00/12/10. 

3pp. 07313'.223. 


BOtS230473 Confirms 801127 telcon re proposed method to calculate leak 
rate from best estimate cracks in RC8. Details it resulting 
sample calculations ulll bo included in final rep t on 
fracture mechanics uork. 

HOCHREITER.L. E. Uestinghouse Electric Corp. SE-LEK-SaS. aO/12/22, 
3pp. 07312:264. 


0012230807 Foruiards XN-NF-75-27<A). Supp I 2. "Esson Nuclear Neutron ics 
Design Methods for PURs, " Dec 1900. 

OHSLEV. 0, F. Exxon Nuclear Co., inc. (subs, of Exxon Corp. >. 

OFQ: Ul;e0. 80/12/12, Ip. 07314:163 


—6012230811 XN-NF-78-27(A> S2 

"Exxon Nuclear Neutronics Design Methods for PHRs. " Dec 
1900. 

SItOOEN, F. B. , STOUT, R.D., MORGAN, J. N. Ex ion Nuclear Co. r Ine. 
(subs, of Exxon Corp. ). 00/12/31. 120pp. 07314:164. 


BO12230SS0 Forwards addl info requested bg NRC B01125 Itr re 
NEDE-2378S-Pi "OEBTR - Model for Prediction of OE DHR Fuel 
Rod Therma l/Mechanical Performance," Affidavit for 
withholding (ref 10CFR2. 7901 end. 

DUCHHDLZ.R.II. General Electric Co. MFN 213-00. 00/ 12/OS. 9pp. 

07316:221. 


0012240312 NUREO-0123 R3 

"STS for OE BURS (aUR/9).'' Supersedes NUREO-01 23, Rev 2. 

» Office of Nuclear Reactor Regulation, Director. BO/12/31. 300pp. 

07329: 276. 


0012240480 Notification of 001217 meeting lu/LLL in Bethesda.MO to kick 
off contract for review of RC6 high point vents. 

ALBERTKAL, 0. Reactor Sgstems Branch. 00/12/12. 2pp. 07324:177. 


3012240484 Notification of 000114-19 meeting w/vendor to discuss small 
break LOCA methodologg tt BUR jet pump LOCA models. 

OUTTHANN, J. Reactor agstems Branch. 80/12/12. 2pp. 07324:102. 


0012240809 Notification of 001210 meeting u/vendor 4, ANL re review of 
Section 19 in WCAP-9500, 

0UTTMANN,J. Reactor Sgstems Branch. 00/12/12. 2pp. 07324: 172. 


8012290094 Requests billing of CF Braun li Co for Of< of Nuclear Reactor 
Regulation revteuj of 300707 organl lat Icnal change for 
TR-21A-GA program. 

MILLCRiU. 0. License Fee Management Branch. 00/11/26. tp. 

07349; 291. 


0012290261 Forwards addl info rs Bsction 4. 4 of i4CAP-9SOOi In response 
t« Request 4 transmitted In NRC 001203 Itr. 

ANDERSON, T. M. Uestlnghouse Electric Corp., PUR Svstems Oiv. 
NB-TMA-8339. 00/12/10. 9pp, 07342:329. 


0012300231 Forwards proprietarg 6 nonproprietarg versions of topical 
rept on TN-220 Radwaste Vol Reduction Sgs 6. application ti 
affidavit for withholding. 

TEER.B.R. Transnuclear, Inc. RU-0037. 00/12/24. Ip. 07392:286. 


—0012300239 Requests portion of TN-220 topical rept be withheld 
<ref 10CFR2. 7901. 

TEER.B.R. Transnudear, Inc. RU-0036. 80/12/24. 2pp. 

07352; 250 


—BO 1 2300237 TN-RW-lOl/OO-NP 

Mqnproprletarg version of "TN-220 Radwaste Vol Reduction Ogs 
Topical Rept." 

e Transnudear. Inc. 00/12/31. 93pp. 07392:299. 


0012300482 Forwards 'NEDD-24023, "Analgsls of Two-Loop Test Apparatus 
Small Break Test Results, " on behalf of BUR owners group. 

Submittal satisfies part of NUflEG-0970i Requirement 2. i- 9, 

BirCHHDLZ, R. H, Oeneral Electric Co. MFN-218-aO. 00/12/29. Ip. 

07392:392. 


—8012300486 NEDO-24823 

“Analgsls of Two-Loop Tost Apparatus Small Break Test 
Results. ’’ 

HUANG, H.a., MARRIOTT, HOOD, J. £ Oeneral Electric Co. 90NED042. 
ao/oe/ 31 . 62 fp. 07392:393 


0012300569 Forwards 6CP-01. "Radical Gamma Thormomekers as Local Power 
Measuring Devices for Use in Cores of All PWRs." U/o end. 

MORRIS, P, A. Scanpower. Inc. 80/12/23, 2pp. 07346:220. 


6012300726 Summarg of 001202 meeting w/Uastinghouse re planned 
rosponses to NRC requests for addl info re WCAP-9500i “Rof 
Core Ropt 17x17 Optimlied Fuel Assembtg. " List of attendees 
enc 1. 

0ERGGREN, J. 8. Standard i lat ton 4; Special Projects Branch. B0/t2/lI. 
3pp. 07399; 291. 


8012310028 NUR£G-06tt 

"Oentrie Evaluation of Feedwater Transients t, S.mall Break 
LOCAt in Ues tinghuuse-Des 1 gned Operating Plants," 

» Office of Nuclear Reactor Regulation, Director, 00/01/31, 600pp. 

Available at NTIS. 07363:032. 


8012310187 Forwards proprietarg & nonpropr i e barg versions of 
"Uestinghause Reactor Vessel Level Instrumentation Sgs for 
(ionitoring Inadequate Core Cooling (7300 Sgsl," In response 
to NUREO-0737. Ap p 1 icat ion tn affidavit for withholding encl. 
ANDERSON, T. M. Uestlnghouse Electric Corp, NS-TMA-239S. 80/12/23, 
9pp. 07374:025. 


—0012310193 Nonproprietarg version of summary reptr "Uestlnghouse 
Reactor Vessel Level Ins tru-nentat ion Sgs for Monitoring 
Inadequate Core Cooling t73CD Sgsl." 

e Uestlnghouse Electric Corp. 00/12/31, 7epp. 07374:034. 


— 0012310193 Nonproprietarg version of summary rept, "Waatl nghouse 
Reactor Vessel Level Instrumentation 3g( for Monitoring 
Inadequate Core Cooling (Upper Head Injection Plant)." 

4 Uestlnghouse Electric Corp. 80/12/31. 79pp. 07374:112. 


— 8012310201 Nonproprietarg version of summary rept, “Meetinghouse 
Reactor Vessel Level Instrumentation Sgs for Monitoring 
Inadequate Core Cooling (Microprocessor Sysl." 

* Uestlnghouse Electric Corp. 80/12/31. 82pp. 07374:191. 


8012310247 Notification of 801222 meeting u/Mest inghouse in Bethes4a,MD 
to discuss plans for reviewing 6 Improving small break LOCA 
methodotogg. 

OUTTHANN, J. Reactor Sgstems Branch. 80/12/12. 2pp. 07369:360. 


3012310292 Notification of 810122 meeting u/C-E In Oethesda, MO to 
discuss plans for reviewing 6 improving small break LOCA 
1 icenslng codes. 

OUTTHANN, J. Reactor Sgstems Branch. 80/12/12. 2pp. 07370:001. 


0012310496 Forwards request for addl info on BAU-10120, "LYNX liReactor 
Fuel Assemblg Thermal Hijdraulic Analgsls Code" 6 0At<l-lOi3Q, 

"LYNX 2, Bufcc hannel Thermal Hydraulic Analgsls Program.** 

TEDESCD, R. U. Assistant Director for Lleeniing. 00/12/04. 4pp. 
07369:224, 


WASTE HOT NUCLEAR WASTE HANAGEMENT 


8012030893 Proposes high density polgethelgne for use as alternative 
lining matl for new tailings disposal facllltg. 

THOMPSON, 0. E. Dawn Mining Co. 17834. eO/lO/ 31 . 3pp. 07149:242, 


8012000643 Forwards notice of public hearing on Dawn Mining Co mill 
tailing expansion project. 

SCROOOS.A.C, Uashlngton. State of, 80/10/20. 2pp. 07186:361. 


00120307/9 Informs of intention of making licensing determination for 
continued operation of Uravan by 001231. Suggest* 801119-21 
meeting w/NRC to resolve remaining retlcsnsing issue*. ( 

HAZLE, A, J, Colorado, State of. 17716, 00/10/19. 2pp. 07187:099, | 

8012090093 Responds to NRC request re ownership it easement* at mill [: 
site, Three deeds it overslt* nap of site end. ^ 

THOMPaON, J. E, Dawn Mining Co. 17967, 80/10/20. i4pp, 07246:102. r;: 


I 
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soiajaoasa Forwards Uator Qualitij Honlfcorlng Refht fl-ao. 
CAINfJ. Cottor Corp, eO/11/05, Spp. 07234:251. 


XPDRTLIC EXPORT AND IMPORT LICENSES 


0O12l2aa'?4 Rosponds to final qu»stlot» re tellings area satt 1 eaient . 
Tailtnss distribution ^ planned procedures i*or 
reelairation of 3-ce 1 1 schema ut U eonmence In Initial cell 
unila eilll operations are underuag. 

THOMPSOWi II. A. Cyprus l-flnes Cere. 17379. 30/11/04 4dd 

07234:233 


3013020150 Forwards Executive Branch response on pending 
far Ueanse to export highly enriched U to Yugoslavia, 
Requests prompt review of response to facilitate earlu 
to^CoTiulssion action paper. W/n end. 

SHEA< J. R. Office of International Programsi Director 
Ip. 07142:089. 


app I icatlon 
reply 
80/11/14, 


0012130443 Application to amend State of CO Radioactive 
150-01S. author! ling production of U-33a & associated 
Isotopes Ic daughter products. 

RAN&ONE. 0. H. Kanes tale Mining Co. 17997. BO/OB/I I 
07272; Oil. 


Mail License 


iOOp p. 


8012220405 Responds to 801038 1 tr requesting description of info 
ostalned ty KRC contractors at mill. Data will be forwarded 
pending ANL info retrieval from computer storage. 

SCARAMOtR.A. Uranium Recovery Licensing Branch, 00/12/03. Ip, 


"8013220409 Requests description of 
mill In 1977-78. 

HAZLEt A. U. Colorado. 8tate of. 


Info obtained by NSC contractors at 
80/10/23. Ip. 07301:168. 


8012380477 Forwards Preliminary Eiecutlve Licaniing Review Summaru. " 
evaluating application S: environ repts for radioactive matls 
license. Draft notice of hearing end. 

HAZLE. A. J. Colorado. State of, 17997. 80/11/07, 3pp. 07299:047. 


—8018220479 "Preliminary Executive Licensing 
» Colorado. State of, 17997. 30/11/06, 


Review Summary. " 
79pp. 07299:052, 


3012020104 Informs that Cf-252 cermet wire will be repacked In sealed 
source & used In France for electrical board reactors 
» Transnudear, Inc. 80 / 11 / 12 . ip, 06916- 001 


3012020214 Requests Amend I to export 1 icense. add Ing two utilllatlon 
07142 ^ 099 ”' '^***‘'' 9 t'ouse Electric Corp, 1L8-013. 80/11/11, 2 pp. 


3012020333 Confirms telcon notifying that one 
36 Irradiatetf fuel elements. is scheduled to 
Portsmouth. VA on 001027. 

STONEQURNERi W. Transnudear. Inc, 17667. 


Pegass Cash 1. conta lining 
arrive In 

80/10/14. Ip. 


8012020243 Confirms notification that TN-7 Cask containing 60 
irradiated fuel «lea>ents i% scheduled for arrival in 
Portsmouth. VA on 001029 , 

STONEBURh’ER. W. Transnudear. Inc. 17663, 80/10/13. Ip. 


3012020230 Confirms telcon notifying that Pogase Cask 4 eontainl 
801027 element is due to arrive in Portsmouth. VA on 

STQNEBURKERi M, Transnudear. Inc. 17661. 80/10/09. Ip, 


ng 


one 


0012230220 Forwards sum.nary of NRC technical assistance to State of 
NM on Church Rock dam failure contamination. Ofc recommended 
elean-up criteria. arranged neblle lab onsite to process soil 
samples & provided svet of health physicists. 

0^ Nuclear Material Safety U Safeguards. 
00/12/02. 5pp. 07311; 092 


■0012330224 Confirms 801119 telcon re revision to criteria for 
of contamination from Church Rock dam failure. Revised 
criteria do not appear to pose unacceptable risk to public 
health (t safety. 

n 7 ST!!*’ I5*Ylsion of Masts Management. 80/12/02. 2 pp. 
v/3 1 1 J 097- 


cleanup 


8012020317 A.ppllcatlon by Transnudear. Inc for license to 
34,900 kg 0, containing 1,159 kg U-235, to Nest Oermany, 
a Transnudear. Inc, RBU 354-00-230. 80/10/24, 3 pp 


export 
07143: 110, 


8012020332 Application by 
131. 6C0 kg U. containing 
MATSON, V. Transnudear. 
07143: 116 


Transnuc 1 ear , Inc for license to export 
4,473 kg U-235i to West Oermany, 

Inc. R0U 351 80-231/. 00/10/24, 4pfl, 


8012020337 Forwards application for license 
containing 650 kg U-235. to Mast Oermany, 
OUTEN610, r. Transnudear, Inc. 80/1 1/04. 


to export 19,412 kg U, 
ip. 07143:121. 


8012240076 Trip rept of 801030-1104 vi 
Edgtinent cleanup action program, 
EADIE.O. 0. Uranium Recovery Llcensl 
07324:280. 


sit to EdgeaiontiSD to observe 
ng Branch. 80/11/17, Ip. 


8012240286 Com.-nents on "Revised Draft ElB f< 
Tailings Expansion Project." Table tt maps 
THOMPSON, J. E, Dawn Mining Co. 80/11/21, 


r Dawn Mining Co Mill 
enc J , 

10pp. 07320:198. 


8012020331 Submits addi Info for records re 
MATSON. V. Transnuc I ear, Ine, BO/li/06, 


delivery of product, 
ip. 07143:122. 


0012030335 Application by Transnuc leap, Ine for license to 
kg U, containing 650 kg U-235, to Nest Oermany. End use 
statement end, 

now 353 80-236/. BO/il/04. 3pp. 

07143r IS-a 


vKport 1?|412 


^'Vised Draft Eia-Proposed Dawn Mining Co Hill 
Tdilins* EjtpaniIor» Project.'' Several jtemi qvestipnable or 

HEMMrcKR*n*’w ‘•"foved In content. 

■Ir. Environmental Protection Agency, 17946. 80/11/13. 

9pp. 0738S: 193. 


roruaTas 


1 4 VIII 1 1 6^0 bdi V V iioidV r 


sww«»iijf rtmetvifu rrorn 

s review a« addendum fco 000904 Itr. Info 

withheld (ref 10CFR2. 790). 

MAT80M.V. Transnudear, Inc, 17501. 00/09/24. 2pp. 07140:132, 


0012240303 Evaluates environ impact on ground water by seepage from 
existing tailings pond at Dawn ml 1 1 . Deta 1 1 ed resistivity' * 
over area prior to Implementation 

HILL 'ilx *y* lekni.d desirable. 

Affiliation Unknown, 17964. 80/10/15, 6pp. 

wrsd2a« 107, 


8012240437 Forsuards rept from Odder A 
settlement question at new tailings 
end. 


ssociates re differential 
disposal facility. U/o 


THOMPSaW, J. E. Dawn Mining Co. 17947. 60/ 11 /1 1. Ip. 07328:060. 


Tequost to provide background on decision 
reeomeend use of high density polyethylene as alternative 

w/eirhon if » I* k *' M * urate d 

u/carbon black k less erpansi've to use. 

2fp!'**0734sfi75'^'^ '^‘ iates, Ine. 17966, 80/11/20. 


0012020477 Provides Initial notification of moderate strateg 
signlricance shipment of 4.66 kg U-23S, contained in S. 0 kg 
U Japan. Info ’ wl thh 0 Id (ref t0CFft2.790), 

* Trantni^eUarf Inc. 17S03. 00/09/24. 2pp. 06916:001. 


ic 


di/iBwvrvi r«9spona« to aoioaa itr re 


components for Atucha 11 nuclear power plant In Argentina. 
EKBcutlve Branch review underway when applications were 

activity re applications end. 

DIRCK8.N. J. Office of the Executive Director for Operations. 
80/11/12, 8pp. 07151:221, 


-8012030708 Responds to £00527 Ur re C-E applications to export 
components to Atucha 11 power plant in Argentina. NRC 
following nudear-ra latod developments In Argentina 6 will 
eSL**", upon receipt of Executive Branch views. 

-HEA.J.R, Office of international Programs. Director. 00/06/19. 
Ip. 07191:223. 


a 1 te mat 1 ve syn t hot: 

LldnS balou-Ji-ade tailings disposal area, 

ttninp FAcl chiiji9« r€c«mioend*d. ^ 

07346^77^^’ k-*e«h‘ ing Branch, BO/ia/03, I 


-8012030714 Discussal efforts to gain US govt approval of applications 
to export components to Argentina Contracts tost due to 
g ovt delay s. 

SCHMITZ. H.K, Combustion Engineering, Inc. 80/07/16. 2do 

ft7f Sf » MA ^ ^ 
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"8012030719 ForiKard* C-E 800327 Itr re application* to export eomponente 
to Atuctia II nuclear power plant In Argent ina. Requeete ropt 
on stated p rob lent*. 

WARNER, J.W. Senate, 80/10/23 5pp, 071Sl;22i>. 


90120307/3 SECY-80-512 

Inform* Commisiion of favorable Eiecutlve Branch pogitlon on 
tuo pending export license app 1 1 cat ions, X8Nt1-1429 St 
X9NI1-1429. 

DIRCK9,W. J, Office of the Executive Director for Operations. 
aO/11/19. Ip. 03738:174, 


8012050387 Submit* findings re OE 601107 application for license to 
Import 2,000 Vg U, enriched to 3,87. U-235r from Italy. License 
should be granted. 

MOCRE, R. N. Assistant Director for Export/Import It International 
Safeguard*. 00/11/19, Ip, 07172:027. 


— 8012030631 License for OE to Import 2,000 ig U, enriched to 3.87 U-235i 
from Italy. 

DEVINE, J.B. Office of International Programs, Director, 80/11/19. 
Ip. 07172:028. 


8012080040 Responds to 801118 telcon. Di scusies reasons for Increase in 
number of absorber tubes required for export. Requests 
license be revised to permit 874 tubes. 

PARSONS, W.D. Par Systems Carp. BO/1 1/19. Ip, 06586:003. 


8012080034 License for Edlou Inti Co to export . 127 a U 233, enriched to 
1. 53237 1/-23S, to Japan. 

DEVINE, J.B. Assistant Director for Export/Import & International 
Safeguards. 8HIB 8 8-97-80, 80/11/25. 2pp. 06586:003. 


8012080067 License for Mitsubishi Inti Corp to export .91 g U-23S, 
containad In eight hoke tube* li 41.59 g depleted U, In four 
hoke tubes, to Japan. 

DEVINE, J.B. Assistant Director for Export/Import 1< Internationa! 
Safeguards. H8A-6702-01. 80/11/25, 2pp, 


8018080086 License for Aldrich Chemical Co to export 5 kg deuterium 
oclde to Veneiuela. 

DEVINE, J.B. Assistant Director for Export/Import 1« International 
Safeguards. 23/80. 80/11/25. 2pp. 06586:003. 


8012080097 Inform* that export application for Kearsarge Metallurgical 
Corp meets requirements of Atomic Energy Act. Normal IS-day 
waiting period waived. 

DEVlNEtJ.B. Assistant Director for Export/Import k International 
Safeguard*. 80/11/25. Ip, 06586:003. 


--9012000104 License for Kearsarge Metallurgical Corp to export 750 set* 
of tie Plata castings to West Germany. 

DEVINE, J. B, Assistant Director for Export/Import 6 International 
Safeguards. 80/11/24. Ip. 06566:003. 


6012080112 Requests Executive Branch position re Westinghouse amend 
request extending expiration date of License 8R-003 to 
Dee 31,2021. 

DEVINE,J.B. Assistant Director for Export/Import fc International 
Safeguard*. 80/11/21. Ip, 07194:183 


8012080132 Executive Branch position re Dept of Navy application for 
license te export 373,000 rounds of 20 millimeter pcnetrator 
ammunltloni containing 2hi000 kg depleted U, to Saudi Arabia. 

License should be issued. 

N08ENZ0,L. V. State, Dept, of, Bureau of Ocean* U In tarnati . Environ, k 
Scientific Affair*. 00/11/21 ip. 07194:181. 


8012090138 Amend 2 to license for OE, extending expiration date from 
BlOtOl to 840101. 

DEVINE, J.B. Assistant Director for Export/Import (, International 
Safeguards. TK22R1. 80/11/25. Ip. 06586:003. 


0012080144 Amend 2 to license for OE, extending expiration date from 
BlOlOl to B40101. 

DEVINE, J.B. Assistant Director for Export/Import L Internatl on* 1 
Safeguards. T-R7. 80/11/25, Ip. 06586:003. 


8012080150 Amend 1 to license for Q£ extending expiration date from 
801301 to 810701. 

DEVINE, J. B, Assistant Director for Export/Import t, Intarndtl onal 
Stfaguards. BOW 79223. 80/11/25. Ip. 06396:003. 


6012080157 License for Dept of Navy to export 23,723 leg depleted U In 
373,000 rounds of 20 millimeter ammunition, to Saudi Arabia. 

DEVINE, J.B. Assistant Director for Export/Import L Internatl ona 1 
Bafaguard*. 63/374819, 80/11/21, 8pp, 06586:003. 


8012000166 License for Ed low Inti Co to export 3,790 kg depleted 0, in 
form of U t etraf luoT 1 de, t o United Kingdom 

DEVINE, J.B. Assistant Director for Export/Import & International 
Safeguards. 80/11/20. 2pp. 07194: 221 


8012080639 Application by Reuter-8to kes, I nc for license to export Model 
R3 -CS-EStO-l 1 4 fission chamber to Nest Germany. 

EECKHOUT, A. Reuter-StoV es, Inc. 11-8785. BO/lt/05. Ip. 07196:106. 


8012080647 Application by Sigma Chemical Co for license to export 
equivalent of 10 ig deuterium oxide liquid to India. 

STERN, W. C, Slgm* Chemical Co. (subs, of Si gma-Al drtch Corp. 1. D-60. 

eO/1 1/21. tp. 07176: 107. 


8012060765 SECV-BO-SIS 

Forwards Executive Branch position recommending approval of 
application by OA Co to export 1,372 g U, enriched to 707 
U-235, to Yugoslavia. 

DIRCKBi W. J. Office of the Executive Director for Operations. 
80/11/19, Ip. 03767:063, 


--B012080770 Forward* application for export license. 

MOURV.H.R. General Atomic Co. (subs, of Gulf Oil Co. >. 1EL-85B. 

77/11/16. 2pp. 03767:065. 


--8012080770 Application for license to export 1,372 g U, enriched to 
707 U-235r bo Yugos I avia . End use statement end. 

MONRYiU.fi. General Atomic Co. (subs, of Gulf Oil Co. 1. IEL-e38. 
79/11/16. 2pp. 03767:067. 


8012000800 Approves application by Graham Mfg Co, Inc for license to 
export pump by-p«ss cooler L return cooler 4( supply heaters 
to Kor ea. L I c ense Issued w/o customary IS-doy waiting period 
due to urgency of export. 

DEVINE, J. a. Assistant Director for Export/Import It International 
Safeguards. 80/11/17. Ip. 07196:217. 


—8012080909 License for Graham Mfg Co, Inc to export pump by-past cooler 
6 return cooler t-. supply heater* to Korea. 

DEVINE, J.B, Assistant Director for Export/ Impor t fc International 
Safeguard*. 80/11/17, 2pp. 07196: 218. 


80120902-57 Informs that due to anticipated licensing delays, dl fferent 
intermediate storage facility In Germany will be utiUted. 

Review U approval of change requested, 

HANSEN, L. E. Exxon Nuclear Co. i Inc. (*uht. of Exxon Corp. >. 
80/11/24. Ip. 07202: 345. 


9012090534 Amend I to license for Transnuc t ear, Inc, e x tend I ng expiration 
date to 820101 

DEVINE, J.B. Assistant Director for Export/Import 6 International 
Safeguard*. TNP 300 79-1 16. 80/12/01. tp. 07206:224, 


8012090937 License for Bendvlk Special Metals Corp to export Zircaloy-4 
Caterpi I lar thimble tube to Japan. 

DEVINE, J. Q. Assistant Director for Export/Icnport tc International 
Safeguards. 03-6-70, 80/12/01. tp. 07107:001. 


8012090942 License for 8andvik Special Metals Corp to export sirconlum— ' 
niobium seamless tubing to Canada 

DEVINE, J. 8. Assistant Director for Expor t/Import 6 International 
Safeguard*. 80/12/01. tp. 07187; 001. 


0012090546 Amend 1 to license for Time* Carp , ext ending expiration date 
to aiiioi. 

DEVINE, J.B, Assistant Director for Expor t/Imp ort 6 International 
Safeguards. 80/12/01. 2pp. 07187:001. 


0012090949 Amend I to license for Transnuc I ear, Inc, ex tending expiration: 
date to 020601. 

DEVINE, J.B, Assistant Director for Export/Import 6 International 
Safeguard*. NUK-277 79119/0. 80/12/01 . Ip, 07187: OOi. 


8012100012 Forward* 1 tr from Transnuc lear, Inc reqirasttfig cancellation i 
of 801001 amend to License XSNM-1345. - 

DEVINE, J.B. Assistant Director for Export/Import 4 International 
Safeguard*. 80/12/01 Ip, 07219:062. 


6012100062 Application by Mitsubishi IntJ Corp for license to export 
sir reactor vessel irradiation surveillance test capsules 
containing 120 mg Np-237,86 mg 0-308 4 72' mg U-23B 
KlfGE, T. Mitsubishi international Corp. (subs, of Mitsubishi Corp.). 
64-739O-B0. 80/11/25. Ip. 07219:037. 


8012100182 Application by Bydkraft for license to import 138,991 kg 
U-308 from Canada. 

WlNGRCHiH. SydKraft Aktiebolag Sweden. 80/11/11. 3pp. 07318:236. 
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E>BC(ftiv* 3ranch position pb Transnuc 1 ear, fnc 
to erpopt SMM to Msst Oermany. 

DEVIME.J^D Assistant Director fop E»p orty Import i In tepnatlona 1 
Safeguards. BO/ 1 1 / 21 . ip. 07218:280. 

8012100201 RenuBSts Eiecutive Dranrii position rs Edlou Irtl.Ca 
Bpplteatlon for license to eiport SlJil to France. 

DEVU4S. >3. Assistant Director for Eip ort/Import «< International 
Safeguards. 60/11/31, Ip 07310:331. 

OTanch position re Transnoc lear, Inc 
ap{)iic4Clon top licen*© tfecroasing ^uantlbu of 

«Kpor^Bd matl from 5. 72 kg U t-o 2 3^3 kg y. 

OEVIME.J D Assistant Director for Ecpor t/Impor t & International 
Safeguards, 60/11/31, Ip, 073 ia; 2 a<l. 

Branch position r* Transnuc loar, Inc 
Application POT license to aipopt Sf.'M to Swltierland, 

DEVINE, J 8 , Assistant Director for Eipor t/ Impor t & In t ernatlona I 
Safeguards, 60 / 11 / 21 . Ip. 07217:308, sernacionai 

3012100216 Esecotive Branch position re Mitsubishi Inti Corp 
application for license to eiport 0,81 g ‘J-235, contained In 
aj. la g U>to Japan.Ltr of assurance end. License should be 
grant* d . 

NOSENZO.L, V, State. Dept, of. Bureau of Oceans 6 In ternat 1 , Environ 
Scientific Affairs. 80/lt/ia, 3 pp. 07217:312, 


position '•o Tran, nuclear. Inc 

application to amend 1 1 censo, inc reai log quantity of natural 
npu^f^e kg W/o end 801105 Itr, 

sXu;rd2. SO/U/O?* '’i;*'‘^5a23ri47'’“^*"'"''’‘"’* *• 

“T"’ >'* Timex Corp application for 

ettension of license to eiport 400,000 Ci tritium to 
Singapore, License should be eitended, 

Bdfntif^r Bureau of Oceans 6 Inte rna 1 1. Envlran. it 

scientific Affairs, 80/11/25, 2pp. 07223:148. 

®°iDd?idifn'p):e“d PO'ii^ion ro Nissho-lual AmarUan Corp 

application for license to export 660 kg heavy water to 
Japan for use as moderator *. coolant. License should be 
granted . 

oT Oceans & Internatl , Environ, b 
Scientific Affairs. 80/11/26. 2 pp. 07223 : 153 , 

America Corp application for 

Japan** ®*Port 4B5 kg Lf-235. con ta ined in 10,491 kg U. to 
MIVADAVASHI, M. Japan. 80/10/07. Ip. 07223:159. 

*«(>iration date on llcon,, to 820101. 
OUreNKO,T. A. Tranflnuc loarr fnc. 80/11/03. Ip. 07223:170. 


f . Tor Rad i a t icn Mgt Corp to export two power range 
detector assemb 1 jos, (lode 1 WL-23686 A add I miscellaneous “ 

ri''' ><>«'• reactors to South Korea, 

DEVINE.J.B Assistant Director for Expor t /Import t, Intornatlanal 
Safeguards, 60/U/21. Ip, 07317:3(5, vernacienai 

Branch responses on three pending eiport 
license app Ilea t ions, orig inal applications 6 related ^ ^ 

correspondence. Reques t 5 response as soon as poss i b le. If/o 
enc I . 

SHEA. Office of International Programs, Director. 80/11/21, 

8012100935 Forwards sal .f-eip lanatory Executive Branch views on three 
pending eiport app 1 ica 1 1 ons. Commi s a Ion action paper is 
being prepared. W/o end 

?p**' 0731Dd33^'^ International Programs. Director. BO/11/21. 

®°ddtfe‘’to rid.",’* '“'■ ''P»rt 10 kg deuterium 

DEVIMB. J 0. Assistant Director for Expor t/Import J, International 
Safeguards B-6. 2. 80/12/03. 2pp. 07187:001. 

completing licensing actions on 
1 o Tor addl info re matl fabrication. 

Ip 07218: 020 “* International Programs. Director. 80/11/28. 

8012100436 Application by EberUne Instrument Corp for license to 
expor, certified Pu-239 alpha calibr s td Model DNS-216 to 
(. ADdd a. 

07218^027' "■ Instrument Corp. BO 874041. 00/10/07. Ip. 

Executive Branch position re PAR Sus Corp 
application for amend to llcenso to increase quantity of 
SSoTwS" W/o end B01I19 telex. 

- 

oL/lb t er I And, 

DUIENKa, T. A, Transnudear, Inc, 80/11/12. Ip. 07223:124, 

license to export 

Doremo^r a’ SMltierUnd. 

073 ? 3 r'l 36 ^‘ Transnudear, Inc, 60-241/01 RDU-S, 80/11/12. 2 pp. 

8012110031 Application by Sigma Chemical Co for license to export 
rA^trdif ** ''^'-tedum oxide liquid ever ' 

'aom/li: fr%52a::‘3?|,‘^" ‘-b,. of Sigmo-AUnch Corp. 0 58. 

position re Univ of CA application 

S^fi'gtrd^ m^AVAl' ‘’}r*‘S;2a4r3fo'‘"^''"'’‘”‘' " international 


®°iune°l9Bl'’?5'ju^e extending expiration date from 

MATSON, V. Transnudear, Inc. 80/11/19. Ip, 07223:171. 

Executive Branch position re Hestlnghouse 
W^ i'd 801031 11^" **’ cfPiratlon date. 

s;;i; 5 r ‘ '■’‘""■>'•"•1 

lp”^*'o7223:24r*“‘ “T Commission. 00/10/16, 

—8012120560 Forwards FR notice of applications for licenses to 
eipoft/import nuclear facilities or matls. 

Ip^*' 07228 245*'* Internatlonai Programs, Director. 80/10/07. 

— 0OI212O6O3^Notice^of^ license applications to oxport/import nuclear 
Ip^^’ 07228' International Programs, Director. 80/10/07, 

^°2^37'’MobVum*r?? 9^®*® Erase t, Copper to export 250 lb lirconlum 

nFo?Ki2^ i^n ®“ow ®*t'’udBd tubes to United Kingdom. 

Expor t/ Impor t t< International 
Safeguards. 80-4083, 60/12/05. Ip. 07254; 330, 

position re Edlow Inti Co application on 
behalf of Radio Chemical Ctr to re-export 3,7 mg Cf-252 
to India License should be amended, 

ecifntific'^A#f!?^*'®’“on^.S^m.^"''®®“ Oceans t, Internatl . Environ. 
bclentlflc Affairs. 00/12/04, ip. 07254:331, 

^'^Franc”^ License for Transnudear. Inc to export 2,002 mCi Cf-8S2 to 

OEVIME.J.B, Assistant Director for Export/Import t< Internotlonal 
Safeguards. TNP 356 80-230. 80/11/28, 2pp. 07261:383. 

position ro Westinghouse 

application for license to export tuo addl power reactors to 
South Korea. W/o end BOlltl application. 

DEVINE, J^B, Assistant Director for Export/Import t. International 
Safeguards. 80/12/04. Ip. 07261:327 nsernarxonai 

re Marubeni American 

nFu?wm'^'y‘n If’ stpori aNM to Japan. 

OEVINci J. n. Assistant DireclfOP for Eiport/Import U Int«rn«tlonal 
Safeguards, 80/18/09. Ip, 07268 : 211 . mcernacionai 

Tor export license for minor nuclear 
export. Ltr of assur^nca renuired. W/o and, 

DEVKfE.J 0. Assistant Director for Export/Import t> International 
Safeguards, 80/12/09. Ip. 07268:212 xncernac i onax 

8012170748 Requests Executive Branch position re Overseas Bechtel. Inc 
application for license to export Cf-852 to Taiwan, 

DEVIhSE, J B, Assistant Director for Export/Import t< Internatienat 
Safeguards. 80/18/09. ip. 07860:215. eemasionai 
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S0t217OP3<t EiecutivB Branch pDilhion re Commonueal th of Aus ia 
<|k|il icatton for licanee tio eiport LbO kg heavy uater ta 
Austral la. Ltr of assurance end. License should be granted. 
flQSENZOt L. V. Statei Dept, ofi Bureau of Oceans & Interna tl . Environ. It 
Belantlfle Affairs. 00/12/03 2pp. 07107:001. 


3012170311 Application by Teledyne I4ah Chang Albany for license to 
stport 22)046 lb Zlrcaioy-2 tube shell to Meet Oerniany. 

AERMIrD.L Teledyne Wah Chang Albany 3431 (oFH). 80/18/01. Ip 
07260: 331. 


8012170295 Executive Branch position i 
application for amend to license tni 
neutron absorber tubes to be etporti 
be granted. 

ffOSENZO) L. V. StatBi Dept, of) Bureau 
Scientific Affairs. 80/12/05. Ip. 


80121702^7 Eiecutlve Branch position i 
for license to export 2. OOS kg of U- 
kg Ut to Sul tier land. 

NOSEtiZO) L. V. State) Dept, of ) Bureau 
Scientific Affairs. QO/il/1?. 2pp. 


e PaR Metal Sellaus Corp 
Teasing numb er of 
d to Spain. Amend should 

of Oceans t< Internat 1 . Environ. (■ 
07268: 220. 


'e Transnuc lear) Inc application 
■235, contained In 4. 416 

of Oceans O Internat 1 . Environ. & 
07268; 224. 


8012170317 Submits application to 
consignee. 

VAIlANAi K. Nl ssho-Iwa I American 


8012170335 Submits application to 
date from 801231 to 811231. 
HANSEN. L E. Exxon Nuclear Co. < 
80/12/01 Ip. 07268:352. 


8012170331 Submits application to 
21,600 kg Ui from Hast Oermany 
HANSEN, L.E. Exxon Nuclear Co.. 
60/12/02. 3pp, 07368:350. 


amend license changing intermediate 
Carp 80/12/02. Ip. 07260:343. 

amend license extending expir-atlon 
Inc. (subs, of Exxon Corp.l, 

import 530 kg tf-23S) c onta ined in 
Inc. (subs, of Exxon Corp, ). 


8012170261 Reguests Executive Branch position re C-E application for 
license to export components to India. U/o end 801114 
application. 

DEVINE. J. B. Office of international Programs, Director. 00/11/24. 
ip. 07260:232. 


8012170264 Executive Branch position re Boeing Co application for amend 
to license to export max of 1,000 lb per consignee or 
10,000 lb per country, of depleted U. Amend should bo granted. 

NOSENZQ, L. V. State, Dept, of , Bureau of Oceans & Interna 1 1 . Environ, t. 
Scientific Affairs. 80/12/04. 2pp. 07268! 239. 


8012170269 License for Reuter-Stokes, Inc to export fission chamber. 
Reuter-Btokes Model R8-C3-2310-1 14, to Mest Oermany. 

DEVINE, J.B. Assistant Director for Export/Impor t Si International 
Safeguards. W-8785. 80/12/09. Ip. 07107:001. 


8012170269 License for Matheson Oas Products to export 180 g deuterium, 
contained In Number 2 cylinder, to Australia. 

DEVINE, J.B. Assistant Director for Export/Impart St International 
Safeguards. 101-17399. 00/12/09. 2pp. 07266:242. 


6012170336 Ltr of assurance ra Transnuc I ear, Inc application for license 
to export 2. OOS kg <J-239, c ontalned in 4.416 kg U, to 
Sul tier land. Delegation of Commission of European Comnunitlei 
801105 ltr of assurance enct. 

HVLLER-R.E. SultierUnd. 80/10/06. 2pp. 07270:167, 


8012170393 Approves Issuance of License k6NM-1713. 

MOORE. R.M. Assistant Director for Ex por t/Imp art & I nternatianal 
Safeguards. 80/11/26, Ip, 07270:189, 


801217045? License for «E to export 26S kg V~239, eontainad In 9.675 kg 
U as U-dioxlde pouer. to Japan 

DEVINE, J.B, Assistant Director for Export/Import Sc International 
Safeguards. 8017 60104. 80/12/09. 2pp. 07187:001. 


0012180269 License for Eberllne Instrument Corp to export 0.10 
mlcrogram Pu-239, car t I f led Pu-239 alpha calibr std, Model 
DMS-2lBi el ectrop lated on 3/4-lneh diameter stainless steel 
disc, to Canada. 

DEVINE, J.B. Assistant Director for Export/Import fc International 
Safeguards. 8.0.674041. 60/12/10. 2pp. 03768.001. 


8012170270 Forwards application for license to export nuclear matl b 
equipment to West Oermany. 

HANSEN, L.E. Exxon Nuclear Co., Inc. isubs. of Exxon Carp. ). 
00/12/03. Ip. 07268:249. 


— 8012170273 Application by Exxon Nuclear Go, Inc for license to export 
nuclear fuel element hardware, including fuel rod hardware b 
cage aisemb 1 1 as, to West Oarmany. 

HANSENiL.E. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
60/12/01. Ip. 07268:250. 


8012160275 License for Sigma Chemical Co to axport 10 kg deuterium 
oxide to France. 

DEVINE, J.B, Assistant Diroctop for Eipor t/Impor t b International 
Bafaguards. D-63. 80/12/11. 2pp. 03766:001. 


0012180:^80 License for Mostlnghouso to export two self-powered neutron 
assomb ) les, Hod el WX 3S964, to West Oermany. 

DEVINE, J.B. Assistant Director for Export/Import b Internet 1 anal 
Safeguards, ZE-10347. 00/12/09. Ip. 03766.001. 


8012170272 Informs that since no matl changed circumstances exist 
since issuance of License X8NM-1435, License X6NM-1705 may 
ba Issued. 

MOORE, R.H. Assistant Director for Export/Import b International 
Safaguardi. 80/12/04. Ip. 07187:001. 


--8012170277 License for Marubeni American Corp to export 3, 4B6 kg U-835, 
contained In 156,333 kg U, to Japan. 

DEVINEiJ.B. Assistant Director for Expor t/Inpor t b International 
Safeguards. 8K-1 169/ZH0170, 80/12/09, 8pp. 07187:001. 


8012180327 SECV-80-520 

Forwards Executive Branch response to pending export 
applications X8NM-I72S, XSNM-1726 b XBNI1- 1727. orig 1 nal 
applications b related correspondence. 

DIRCKBiN. J. Office of the Executive Director for Oporations. 
00/11/21. Ip. 03794:064. 


8012160382 Requests license to export 400 sets af machined tie plate 
castings to West Oermany. 

POMFlANrS, Kearsarge Metallurgical Corp. 60/11/06. 2pp. 

03760: 001. 


8012170280 Forwards application for license to export nuclear matl b 
equipment to West Oermany. 

MAN8EN,L.E. Exxon Nuelaar Co., Inc. (subs, of Exxon Corp. I, 
80/12/02. Ip. 07268:263. 


— 8012170287 Application by Exxon Nuclear Co, Inc for license to export 
■pacer assemb 1 les, fuel rod hardware, tie plates b 
miscellaneous assembly hardware to West Oermany, 

HANSEN, L.E. Exxon Nuclear Co., Inc. (subs, of Exxon Corp,), 
80/12/01. Ip. 07268:264. 


8012170292 Application by Teledyne Wah Chang Albany for license to 
•Xpert 4,409 lb Zirealcy-2 trex to Watt Oermany. 

AERNI.B.L. Teledyne Wah Chang Albany. 80/12/01. Ip. 07268:332. 


8012170296 Application by Sigma Chemical Co for llcenta to export 10 kg 
deuterium oxide over 2-yr period to awltierland. 

8TE«M,W.C. Sigma Chemical Co. (tubs, of Slgma-Aldr Ich Corp. I. D 64. 
60/12/01. Ip. 07260:310. 


8012170305 Application by Sigma Chemical Co for license to expert 10 
kg deuterium oxide over 2-yr period France, 

STERN, W.C, Sigma Chemical Co, (subs, of Slgma-Aldr Ich Corp, ) . D-60, 

60/12/01. Ip. 07260:323. 


8012180416 8ECY-aO-98a 

Requests aubhorliatlon for issuance of proposed export 
License XCOM-0313 b author 1 ta ti on for staff to process 
future similar licenses for exports destined for Cernavoda 
Nuclear Power Station lu/o Commission referral. 

0tRCK9,W J. Office O’f the Executive Director for Operations. 
80/11/86. 4pp, 03794:267. 


6012190026 Application, by OE for license to export 650 g U dioxide, of 
various enrlchmsnts, to Italy. 

WILSON, B.D. Oentral Electric Co. BDW 80130. 80/11/25. ip. 

07878:810. 


6012190029 Application by OE for license to export 650 g U dioxide 
at U powder to Japan. 

WILSON, B.D. Oensral Electric Co. BOH 80131. BO/ll/25. tp. 

07276:211. 


801 2 190605 Forwards IE Insp Rept 110-548/80-01 on 601020-22. No 
noncompl lance noted. 

KENNA, U. 8. Region 2, Atlanta, Safeguards Branch. 80/12/03. Ip. 
07268; 243, 
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no-542/80-01 on 801030-82. No noncomp I lanco 

\r'o 7 i.", =■ •' «• 

«0|S320135 Application by Nuclear Transport «, Storaoe. tnc 
Ucanso to include import o4 dop U t ed^J ^otaT 


Canada, ’■ 

07303^232“"' *■ Storage, (nc. 80^11/17. 


2pp. 


SafiSL'd^ ao/}|/ 0 ?‘ ^ Internationa l 


*’2'’ *’1’°''^ 265 kg U-235< containsd in 

AivILvIosut^S •*'' ^‘^*1 fo>- Tsactor. 

nIyAOAYASHI* M. Japarv. SO/ll/ai. Jp. 07301:192. 

Transnueisar, Inc be listed at agent for 
t1ATS0N,V, Trans nuclear, Inc, 79-046/Oi. 80/'I2/07, ip. 07299:046, 

0012220500 Forwards Inti Customs Sve, Inc 801119 itr fc CEflN aoiaos l rr 
r.auest ng amend te esport U c ens ., Bequest, input re 
illMri‘"2 ^ exported & extending expiration until 

^^cf«B?fcaUerlor^n'''‘‘''*.®''^'''=^ J«ition re Betfab Dailey Controls 
stalS to I^dla to e.port bellow control rod 

Si;|i;s' 

®°l“??cation‘'traLnru^‘^'’ P«*iUon re Nissho-twei Corp 

c^ilgnee license to change name of intermediate 

BaflJuaris.' TomVAI' p*' International 

;:.‘ss?si,‘{rs;:»sr 


8013230094 Requests Executive Branch position re Eicon Mud 

‘r sfm to* lldJ'o^^manq 


ear Co, Inc 


DEVINE, 3. Q 
Saf eguards 




82 /!l%a^ ,p''”S? 3 t 7 'oy!'"" ' e^oncorp.!. 

.."“SJaKiSJ'- ’"=■ .7 c!„. ., 

- 


position TO Seamodal Transport Corp 
application for license to export 440 NBS U stds U 172 NHS ^ 

Licence U-235, in 980g U. to B , Turn 

NmInzS l S «»urance end. 

^^Sf'fo^SdSlO?, *“ OE.ectendlng e.piration date from 

Ba^i;t;^d!: r,:AVoT 2 i ir%^zrooi 

DEV?nI' I psued u /0 normal 15 day waiting period. 
llVAil'/.A: tVAVAT ^ international 



07ia3?^oi^' ”®''te’'-Stoiies, Inc, QE-ei3a, 00/n/as. ip, 
®'’idd^"?o cinlS^* "9 <‘®‘‘t«''ium 

Baf IJ^^rds: VAllVolr^^ ^ international 

DICK.H, E. Bechtel Corp, 9713-N-lOB. aO/12/Oi. Ip. 07107:001. 

^'’fco^I^dlf. application to export 20 bellows control rod seals 

MERINOER, J, H. J. flay McDermott i Co, 80/11/24, Ip, 07107:001. 

"'®'*e?oor?®2o'‘bd'}nV“'" Control. Co for license to 

eeport 20 bellows control rod seals to India. 

00/U/il^ ‘^3pp*''®'‘o7?S7:oSj.*' *' ‘=‘’' 00‘-0»*A- 

^°eRu?valint'’d^5o*!ra'’^^^?™“ Chemical Co for license to e.port 
India ^ dsuterium oxide over 2-yr period to 

®80/li/lS: ?;,®"^7S25 :‘h{."’ 8l9"--AI<frlch Corp.). D-S9. 




I2Xh" “••• Dlv, 

TS‘"srrs’ !? u;::.- - 

BO/ll/24. lp!’"’*073J7:0ai Slgma-Aldrich Corp. ). D-61, 

aairte, to Japan contained in seated neutron radiation 

• Mlssho-Iwai American Corp. (S8M-I362, 80/11/21, Ip. 07317:312. 


®^.iate?^to blpan.” American Corp to export 660 k, he. 


Japa 
B 

Saf eg uard s 


DEVIflE.J.fl. Assistant l>i;;ec t or f or Export/Import U International 
rtiSM-OZiO. SO/12/04. 2pp. 07325: 142. 


iiVAitAr.i: sni‘*“S 5 /?i; 5 r‘’%;p“:' *' 

®°tft?ahu?rr2m! application for license to export SNM.Pu sulfate 
Japan. End use statement end. 

UKUDAiH. Marubeni America Corp. isubs of Maruh.ni f>n,.n x 
MAl-HO-6239, BO/11/31. Ip. 57ia7;0oi. ^• 

— 0Oi224O3aO^Applleation by Marubeni America Corp for license to export 
53.75 g Pu 4: Pu sulfate tetrahydrate to Japan, 

B!l/U/2!'"‘3?;.’''‘5718"obl.‘’"'"’ °' ’■ ""“ISa-OU. 

07323^{45*^' Electric Corp. 7E-10347. SO/11/18. Ip. 
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8018240396 Application bi^ llatbsson Oas Products for Hcanso to ssport 
ItOOO lltsrs chemically pure deuter iu(n> contained In 81ic 2 
cylinder) to Australia. 

a Hatheson Oas Products. 101-17359. 80/11/14. Ip. 07323:131. 


601S270534 Petition tor leave to intervene it rstiuest for hearing. 
Req.uetts U60S volcanic it seismic assessment it study at 
global impac t. Supportive documentation encl. 

MATTISQNi 0. L. Center #or Development Policy. 80/12/09. 25pp. 

07335: 162. 


8012290565 8ECy-80-534 

Summarltes status of application by OA Co to 

export research reactor 1° Ka lay s ia. Recommends license be 

1 1 sued. 

DIRCKSjM.J. Office of the Executive Director for Operations. 
90/12/10. 6pp. 07335:301. 


’0Oi229OSB9 Responds to 600211 memo re plans to provide one TRIOA HARK 
II research reactor it 8NH to Malaysia. DOE should modify 
proposal to show physical protection info being given on 
bilateral basis. 

SKEAi J. R. Office of International Programs) Director. 60/07/15. 
2pp. 07335:312. 


6012290634 Submits application to amend 1 icense) Increasing tiuantlty to 
fee exported by 5.794 kg U. Amend urgently needed. 

MATSON) V. Transnueleat) Inc. 80/12/10. Ip, 07335:217, 


8012300224 Amend 2 to License XU-8422 to remove Transnuclearj Inc as 
licensee it add Inti Customs SvC) Inc. 

DEVlMEiJ, 8. Assistant Director for Export/ Import it International 
Safeguards. 80/12/17. Ip. 07357:008. 


8012300313 Forwards C-E request for extension of License Xn-0137 until 
Dec 2030 ii confirmation that matl under License XBNM-1754 
will be limited to three reloads. N/o encl. 

DEVINE)J.H. Assistant Director for Export/ Import fc International 
Safeguards. 80/12/02. tp. 07308:001. 


8012300323 Re<iuaits amend to license increasing quantity by i6i 786 kg 
natural U for export to Uest Germany. 

BUTENKO) T. A, Transnuc lear) Inc. 80/11/05. tp. 07356:359, 


8012300328 Requests cancellation of 6010DI request to amend License 
X am- 134 5. 

MATSON, V. Transnuc tear, tnc, 80/11/03. Ip. 07358:360. 


6012300712 License for Marubeni America Corp to export 465 kg U-235) 
contained in 18)491 kg U, to Japan. 

DEVINE) J. a, Assistant Director for Export/ Import b International 
Safeguards. ZH-018Q-0iV. 80/11/26. 2pp. 07308:001. 


8012300762 Application by Reuter-Stokes, Inc for license to export 
R3-C6-0201-231 Incore fission chamber for flux trapping to 
Meet Oermany. 

a Reuter-Stokes, Inc. W-8a49. 80/12/10. Ip. 07363:010, 


8012300765 Application by Wostinghousa for license to export WL01O5 
caiepensated lonliation chamber to Nest Germany, 

8CMNAUTZ, C. E. Wostinghousa Electric Corp. ZE-10227. 80/12/12, Ip. 

07363: Oil. 


8012300769 Application by Nestinghouse for license to export NL23748 
ea,Tpeniated ionlxatlon chamber to Franc*. 

aCIINAyTZ,C. E, Westlnghouse Electric Corp. ZE-20394. 00/12/11. Ip. 

07363:012. 


8012300773 Application by Pacific Pumps, Inc for License to export 
specially designed pump parts needed for repairs to India. > 

* Pacific Pumps Div. Q7LOlOj8-R-fi 00/12/12, ip. 07363:013. 


8012300777 Amend 2 to license for GA Co. extending expiration date from 
810101 to 840101 

DEVINE, J.D Assistant Director for Erpor t/Imper t i International 
Safeguards. ,IEL-2030 60/12/22 Ip. 03907:021. 


8012300782 Amend I to license for Transnuc t ear , I nc, inc reas ing quantity 
from 900 to 905,349 kg U to be exported to France. 

DEVINE, J.B. Assistant Director for Expor t /Imp art 6 International 
Safeguards, TNP -269 79-203. 80/12/19. ip. 07363:015. 


6012310C66 Submits application to amend export 1 I cense, extend ing 
expiration date to 840101. 

HARMON, D. Ed low International Co, 00/12/15. ip. 07369:080. 


8012310069 Submits application to amend 1 icense, e x tend i ng expiration 
date to 820301. 

MATSON. V. Transnuc I ear, Inc. 79-258/01 <RDU. 80/12/15. Ip. 
07369: 081. 


8012310073 Requests Executive Branch position re Edlou), Inti application 
to amend export 1 1 cense, Lnereat ing quantl ty , extend Ing 
expiration date 6 adding EiR storage facility in Switxerland 
to store matl before enr Ichment. W/o encl BO1203 Itr. 

DEVINE, J.B. Assistant Director for Exp ort/ Impor t 6 International 
Safeguards. 60/12/19. Ip. 07362:001. 

8018310077 Executive Branch position re Nlssho-Iual American Corp 
application for license to export 1,000 kg heavy water to 

Japan.Llcenseshouldbegranted. 

NDSENZQi L, V. Sta t o , Dap t . of < Bureau of Oceans * Internatl, Environ. « 
Scteottflc Affairs. 00/12/15, ip. 07362:002. 


8012310079 Executive Branch position re Exxon Nuclear Co application 
to amend I ie ense. c hang i ng tnternediate consignee for storage 
to NUKFM GmbH, Hanau, Wes t Germany. Ltr of assurance encl. 

License amend should be granted. 

NOBENZOiL, V. 8ta t e , Do p t o f , Bureau of Oceans t, Internatl. Environ, fc 

Scientific Affairs. 80/12/15. 3pp. 07362: 003, 


9012310034 Forwards application for export license for minor nuclear 
export. Ltr of assurance required, W/o oncl. 

DEVINE, J 0. Assistant Director for Export/ Import t< International 
Safeguard a. 80/12/19, Ip. 07369; 271. 


6012310100 Forwards application for export liconso for minor nuclear 
export. Ltr of assurance required. W/o encl, 

DEVINE, J. 3. Assistant Director for Export/lmport i International 
Safeguards. 00/12/19. Ip. 07369:276. 

B012310F30 Requests amend to license for export of two NSSS to Taiwan 
to extend proposed expiration date to Dec 2030. 

WEST, 0. M. C-E Power Systems. SO/ 1 1 / H Ip. 07369: 350 

8012310236 Requests amend to license for export of reload nuclear fuel 
to Taiwan to cover only first throe reload fuel batches. 

WE8T)-J. M, C-E Power Systems. 80/11/11. Ip. 07369:399. 
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PR 


ABRAMSON. C. L. 

8012290137 

PR 


ABRAMSON, F. 

0012230130* 

CONTRACT 


ABT.6. R. 

0012090790* 

40-8004 


ABT.S.R, 

8012090925* 

40-BOa4 


ACOBTAr A. J. 

0012090191 

ACRe 


ACOSTA. A. P. 

9012010036 

40-0984 


ACOSTA, A. P. 

8012020976 

40-8984 


ACOSTA, A. P. 

9012090332 

40-8904 


/tDAHBi ^}4 

0012110062 

PR 


ADITVA, 1. 

0012070287* 

50-279 

0 

ADLER, R.W 

0012290190 

90-809 

0 

ADLER. R.W. 

0012290003 

90-289 

0 

ADLER, R. U. 

8012310307 

50-289 

0 

AERNI.B. L. 

0012170292 

XPORTLIC 


AERNI, B. L. 

0012170311 

XPORTLIC 


AOEC. J. R. 

0012100629* 

0A999 


AOSCi J. n. 

0012040023* 

QA999 


AOEE, J. R. 

8012190000* 

QA999 


AOUILAR, F. 

0012040097 

PR 


AHEARNE, J. 

0018330027* 

90-399 

0 

AHEARNE. J, 

0012080443* 

90-364 

E 

AHEARNE, J, 

0012310393* 

COMMISSI ON 

AHEARNE. J. 

0012310403* 

COMMISSION 

AH^AAN^r 4J. 

9012310399* 

COMMISSION 

AHEARNE. U. F. 

8010300939 

50-320 

u 

AHearne, j. f. 

9010300539* 

50-320 

u 

AHEARNE. J. 

0012230037* 

50-309 

0 


AUTHOR 

ACCEB8I0N 

NUMBER 

SUB JEC T 
CATEOORV 

AHEARNE, J, F, 
AHEARNE, J, F. 
AHEARNE, J. F, 
AHEARNE, J. F. 
AHEARNE. J, F. 

8012010927 
0012030740 
0012030792 
001 8030797* 
001 2030001 « 

COMMISSION 
50-380 U 
COMMtSEION 
COMM IS8 ION 
COMM I SB ION 

AHEARNE, J. F. 
AHEARNE, J, F. 
AHEARNE, J. F, 
AHEARNE, J, F. 
AHEARNE, J.F, , 

8012030003* 

8012030000* 

0012090501 

0012040136 

0012230211 

COMMISSION 
COHMIBaiON 
50-320 P 
50-320 P 
COMMISSION 

AHEARNE, J. F. 
AHEARNE, J, F. 
AHEARNE, J. F, 
AHEARNE, J. F. 
AHEARNE, J. F. 

0012030762 

8012090406 

0018110150 

0012110140 

0018110036 

90-320 U 
COMMliaaiON 
COMMISSION 
COMMISSION 
COMM 1 93 1 ON 

AHEARNE. J. F. 
AHEARNrC. D, 
AHEARN, C.D. 
AHEARNE, J, F. 
AHEARNE, J. F. 

8018290409* 

0018170672 

0018170672 

0012290403 

0012890031* 

COMMISSION 
50-445 M 
50-445 M 
COMMISSION 
50-80? 0 

AKER.R. E. 

AKER.R. E. 
ALDERTHAL.O, 
ALDEN. W. 11. 

ALOEN.M. 11. 

8012090473* 

9012150210* 

0018240400 

0018040393 

0012160475* 

50-895 8 

50-299 8 

TOPREP 
90-877 P 

90-277 R 

ALICKNAVITCH. 0. 
ALIVIANKIB.N. 
ALLAN, J. M. 

ALLAN. J. M. 
ALLEN8PACH, F. R. 

0012100045 

0012160479 

8012100393* 

8018100357* 

8012310249* 

PR 

50-854 P 
50-847 9 

50-247 0 

50-889 T 

ALLEVfN. P. 

ALLINrR. V. 

ALLRED, 0. L. 

ALTER, H. H, 

ALVAR, K. R, 

9012040072 

0012190018* 

8018890633 

0012120392* 

0018190432 

PR 

0A999 

70-890? 

40-6682 

NUREO 

AMARAL, J, M. 

AMBLER, C.D. 

AN.W. P. 

ANCARROW, H. R. 

ANC ARROW, M. R. 

0018120498 

0018000699 

8012100401* 

0012890071 

0012290071 

TOPREP 

PR 

50-369 0 

70-2623 

70-2623 

ANDERSON, T. M. 
ANDERSON, D, 0. 
ANDERSON, D. 0. 
ANDEHOON, L. F. 
ANDER80N, r. H. 

0012040837* 

8012230193* 

0012040023* 

0012160766* 

0012230174* 

TOPREP 

0A999 

06999 

40-3453 

QA999 

ANDERSON. T. H. 
ANDERSON, T. K. 
ANDERSON, L. F. 
ANDERSON, H. 
ANDERapN, C, R. 

0012080462* 

8012080160 

0012090509 

0012000201 

0018090290* 

50-424 A 
PR 

PR 

PR 

50-244 0 

ANDERSON. T, H, 
ANDERBON. L. F. 
ANDERSON, T. H. 
ANDERBON, T. H. 
ANDERSON, T, 11. 

9018040828 
8012110089 
90120901 1 1 
8012170069 
9012020481 

TOPREP 

PR 

PR 

PR ' 

TOPREP 


AUTHOR 


ANDERBO.SJrT. H. 
ANDERS ON, J. C. 
ANDERSON. D. R. 
ANDERSON. T. M. 
ANDERSON, R. N. 

ANDERSON. C. 
ANDERSON, T. N, 
ANDERSON, E. 
ANDERSON, T. N. 
ANDERSON, T. N, 

ANDERSON, R. P. 
ANDERSON, T. N. 
ANDREWS. >1. L. 
ANDREWS. K. L. 
ANDREWS. H, U. 

ANDREWS, a. L> 
ANDREWS. H. L. 
ANDREWS. N. L. 
ANDREWS, H. L. 
ANDREWS. L.J. 

ANDRUS, N. U. 
ANESHANBLey, t1. 
ANO, W. P. 

ANO.W. P. 
ANOOLOBE.O. 

ANSON, W. B. 
AN8TINE, L. D. 
ANZALONE.A, E. 
ANZELONE.8. 
ARADON, R. 

ARENAL, A. 
ARKINS.R, J. 

AR LOTTO, 0. A. 

AR LOTTO, 0. A. 
ARLQTTO.Q. A. 

ARCOTTI.IIO, 
ARLOTTO, 0, A, 
ARHSTRONO, N. E. 
ARNDT. R. W. 
ARNDT, E.O. 

ARNOTT.R, A. 
ARONSON, A. L. 
ASH, R. F. 

ASH, R. F. 

ASH, R. F. 

ASHTON. A. M. 
A8WELL, D. L. 
ASWELL, D. L. 
ASWELL, 0. L 
ASWELL, D. L. 

ASWELL, D.L. 
ATAMIAN, L. 
ATKINS^ U.S. 
AUDE.L.J. 
AULTHOUSE, D. L. 


ACCESSION 

NUHBER 


aoisisosjo 

8018060014 
0012180384 
00 ISOS 0467 
0O1884O274* 

6018160180 

SOISIOOOBS 

6018170686* 

8013830467 

0012390361 

S012300677* 
6012310197 
SO 1 20304 48* 
6012030696* 
BO 13030966* 

SO 18030562* 
BO 1803062 7* 
9012030610* 
SO 12030073* 
9012280384* 

6018330134 

S01S0a0B34» 

9018090656* 

9012110709* 

9018030715 

9018120812* 

8012030854* 

8012110105 

8012150115 

8012310399 

9012310369 
9012010210 
60121 10739* 
8012110670* 
9009060096* 

9012120434* 

9012290295 

8012300660* 

8012190611* 

9012100024 

60 1 2230290 
0012190139 
60 120302 49 
6012170450 
0012290299 

6012110399* 

8012100473 

0012190473 

8012190540 

0012300674 

9012300501 
BO I 2090030 
9012030499* 
0012090908 
0018030096* 


SUBJECT 

CATEODRV 


SO-445 A 
NUREO 
NUREO 
TCP REP 
90-282 0 

50-388 A 
TOP REP 
90-209 H 
TOPftEP 
TOPREP 

90-466 T 

TOPREP 

FOIA 

FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-4492 
50-313 0 

50-369 Q 
50-364 0 

50-247 H 

90-875 H 
50-10 P 
PR 

50-209 M 
NUREO 

50-361 B 

40-9743 

FOIA 

FOIA 

FOIA 

80-206 P 
REOOD I- 

90-466 T f 
71-354 h 


Proj 

RES 'f 

90-317 P j? 

90-310 F U 

30-317 P p 

CONTRACT I 

90-392 A 

90-392 K 

90-392 8 ;! 

50-392 8 

!; 

50-392 9 p 

PR t 

FOIA ■ 

50-389- A 

50-320 H p 


387 


388 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEODRY 

AUSTIN) H A. 

8012030789 

70-1 3S 


AUSTIN. M.A. 

0012040049 

70-133 


AUSTIN. M.A, 

8012080374 

70-364 


AUSTIN. M. A. 

a012O90O77» 

70-133 


AUSTIN. M. A. 

8012030858 

71-9768 


AUTIOiM. A. 

7910190174 

90-29 

8 

AUTIO. H. A. 

8012020470 

90-29 

S 

AUTIO.H, A. 

8012090390 

90-29 

B 

AUTIQiH. A. 

8012090292 

90-29 

8 

AUTIO. H. A. 

6012090301 

90-29 

8 

AUTIO. H. A. 

8012160509 

90-29 

8 

AUTIO. H. A. 

8012300595 

50-29 

8 

AVANT. P. 

B012i70324» 

90-187 

R 

AXELRAD. H. 

6012020446 

50-344 

0 

AXELRAD. M. 

8012020450* 

50-344 

0 

AXELRAD. H. 

8012020490* 

90-344 

0 

AXELRAP. M. 

8012090325 

50-344 

0 

AXELRAP. H. 

8012290048 

50-344 

0 

AXELRAD. M. 

8018300457* 

50-344 

0 

AXELRAD. M. 

8012300491 

50-344 

0 

AYERS, H. 0. 

8012390021 

50-413 

H 

BACHMAN.^. R. 0. 

80120B0522* 

70-8909 


BACHMAMN.R.O. 

8018290199 

70-1308 


BACHMANN.R. 0. 

8012310460 

90-170 

0 

BACHUR.N. R. 

8012110081 

PR 


BAOSER. 0. 

8012170099 

PR 


BAER. T. 3. 

8018050079 

71-6400 


BAER.T. 8. 

80 180405 75 

71-6679 


BAOAOLIO.M. 

8012090036* 

90-275 

0 

BAIE1TI. A.L. 

8012030116* 

FOIA 


BAIETTI. A. L. 

8012030094* 

FOIA 


BAIETTI. A. L. 

8012030180* 

FOIA 


BAILEY. I.K. 

6012110231* 

FOIA 


BAILEY. R. ^}. 

8012220069* 

90-220 

Q 

BAILEY. R. D. 

80121S0307 

NUREO 


BAILEY. K. D, 

8012160353 

90-329 

8 

BAIRiO. 0. 

80121 S00S7* 

90-344 

R 

BAIRiO. 0. 

8012230499* 

90-344 

8 

BAIR.O. 0. 

8012300973* 

90-344 

8 

BAISDEN. L. 

8012310999 

CONTRACT 


BAKER. C. E. 

8012080780 

40-8691 


BAKER. K. R. 

8018150268* 

90-331 

0 

BAKER. K.R. 

8012310499* 

90-346 

Q 

BAKER. £. H. 

8012290023 

90-247 

H 

BALL.L.H. 

8012030703 

90-247 

H 

BALL. H. L. 

6012030254 

' 90-247 

H 

BALLARD. R. L. 

8012020718* 

90-367 

0 

BALLARD. R. L. 

8018020726* 

90-367 

0 

BAULARD.fi. L, 

80180&0750* 

90-367 

0 

BALLARD. R.L. 

8018160633 

90-299 

p 

DALLENTIKE. 0. H. 

8012160330 

90-327 

R 

BALLINDER. P.L. 

8012150081* 

90-898 

R 

BALOUOH. R.C. 

8012300024* 

90-449 

M 

9ALT20, R. M. 

8012220096* 

90-266 

0 

BANCROFT. J. R. 

8012040114 

30-329 

F 

BANCROFT. J. R. 

8018040238 

90-367 

F 

DANOART.fi. L. 

8018330906* 

SO- 10 

P 

DANKDFF. 8, 0. 

8018320609 

NUREO 


BANKS. L. E. 

8018340439 

PROJ 


BANNER. R.H. 

8012030949* 

FOIA 


BANNER. J. E. 

8012040367 

70-143 


BARBER. R. U. 

8018090032* 

ORO 


BARBOUR. 0. K. 

8018020687* 

90-289 

0 

BARCLAY. A. 0. 

8018(70730* 

90-289 

H 

BARKER. N.R. 

8012080294* 

QA999 


BARKER. N.R. 

8012080290* 

QA999 


BARKER. N.R. 

8012080244* 

QA999 


BARKER. N.R. 

8012340047 

90-393 

B 

DARKER. N. R. 

8012240131 

90-399 

8 

DARNEE, I. 

8012230299* 

QA999 


BARNES. I. 

8018090069* 

0A999 


BARNES. I. 

8018020808* 

0A999 


BARNES. I. 

8012190200* 

0A999 


BARNES. I. 

8012190104* 

0A999 


BARNES, t. 

8012060307* 

0A999 


BARNES, t. 

8012020702* 

0A999 


BARNES, t. 

8012300026* 

QA999 


BARNES. I. 

8012180999* 

0A999 


BARNES. I. 

8012180621* 

0A999 


BARRETT. P. A. 

8012340094* 

30-373 

8 

BARRY, it. W. 

8011180319* 

ai«t« Prag 

BARTH, C. A. 

8012110346 

90-398 

0 

BARTH. 0. A. 

8012190986 

90-398 

0 

BARTH, C. A. 

8012190649 

30-398 

e 

BARTH, C. A. 

8012290497 

90-398 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BARTLETT, J, 

8012290446* 

90-220 

0 

BARTLETT, T. A. 

8012110241 

PR 


BASIN, 3. T. 

6012080023 

NUfiEO 


BASKIN, K. P. 

001 1250949 

50-361 

A 

BASKIN, K, P. 

8012020521 

50-206 

P 

BASKIN. K. P. 

8012020247 

90-361 

A 

BASKIN. K. P. 

8012020282 

50-361. 

A 

BASKIN, K.P. 

8012020609 

50-206 

P 

BASKIN, K. P. 

8012030316 

TOPREP 


BASKIN, K, P. 

8012030977 

90-206 

P 

OASKIN.K.P, 

8012160903 

TOPREP 


BABKIN, K. P. 

8012100927 

90-206 

P 

BASKIN, K. P. 

8012090202 

90-361 

A 

BASKIN, K. P. 

8012100936 

50-361 

A 

DASKIN, K. P. 

0012300389 

50-361 

E 

BASKIN, K. P. 

8012300944 

50-206 

P 

8 ASS. N. 0. 

8012110196 

PR 


BASS. fi. R. 

8012220181 

NUREO 


DA3SIN, N. 

8012030603* 

FOIA 


BA3SIN, M. 

8012030374* 

^fOIA 


BAS81N, H. 

8012030594* 

FOIA 


BASSIN, N. 

8012030236* 

FOIA 


BASaiNOTHUAIOHT 

8012100223 

PR 


BAST. B. A. 

8012290306 

50-266 

0 

BATCHELDER, A, H. 

8012030362* 

FOIA 


BATCHELDER, A, H. 

8012030394* 

FOIA 


BATES, A. 

8012030624 

PR 


BATES. 8. J. 

8012300009* 

QA999 


BATES, J. 0. 

8012020069 

50-438 

A 

BATES. U.W. 

8012180482* 

70-1113 


BATES, A. 

8012220314 

50-327 

0 

BATHE. K. J. 

8012230319 

NUfiEO 


BAUER, T. L. 

6012020700 

70-197 


BAUM. A. 

8012230339 

90-320 

P 

BAUM, P, W, 

8012190047* 

90-133 

R 

BAUM. E. A. 

8012220363 

90-280 

F 

BAUM, S. A. 

8012220373 

50-280 

F 

BAXLEY, a. X. 

8012240268* 

90-321 

a 

BAXLEY, 3. X. 

8012290339* 

90-321 

8 

BAXTER, r. A. 

8012100047 

50-484 

0 

BAXTER, T. A. 

8012100047 

90-484 

0 

BAXTER,?. A. 

8012300449 

50-209 

0 

BAV8UTT, P. 

8012110097 

RES 


BAYLOR, C. J. 

8012020614 

50-307 

0 

BAYLOR, J. 8. 

8012110409 

90-269 

H 

BAYNARD. P. Y, 

8012010911 

50-302 

0 

BAYMARD, P. Y. 

8012080738 

50-302 

0 

BAYNARD, P. Y. 

8012240232 

50-302 

0 

BAYNARD, P. Y. 

8012010097 

90-302 

p 

BAYNARD, P.Y, 

8012010098* 

30-302 

p 

BAYNARD, P.Y, 

8012090211 

50-302 

p 

BAYNARD, P. Y. 

8012090220 

90-302 

p 

BAYNARD, P. Y. 

8012300740 

50-302 

Q 

BAYNARD, P. Y, 

8012190238 

30-302 

F 

BAYNARD, P. Y, 

8012160463 

50-302 

R 

BAYNARD, P. Y. 

8012170509 

50-302 

P 

BAYNARD, P. Y. 

8012240274 

30-302 

P 

BAYNARD, P. Y, 

0012240328 

50-302 

P 

BAYNARD, P. Y, 

8012300461 

90-302 

P 

BAYNE, J. P, 

8012080824 

50-206 

0 

BAYNE, J. P. 

8012080170 

REOOD 


BAYNE. J. P. 

8012030992 

50-206 

P 

BAYNE, J, P. 

8012100457 

90-333 

V 

BAYNE. J. P, 

8012180271 

PR 


BAYNE, J, P. 

0012100224 

90-333 

0 

BAYNE, J. P. 

8012160360 

50-286 

0 

BAYNE, J. P. 

8012170352 

50-286 

p 

BAYNE, U, P. 

8012230381 

90-333 

p 

BAYNE, J. P. 

8012300984 

50-333 

p 

BAYNE, U. P. 

8012300592 

50-286 

p 

BEAN, R. M. 

8012120270 

NUfiEO 


BEAN, R. M. 

8012120324 

NUfiEO 


BEARE, U. A. 

8012240390* 

Stati Prog 

HECHHOEFER.C. 

8012080009 

90-409 

0 

BECHHOEFER.C. 

8012120643 

50-387 

0 

DECHHQEFERiC. 

8012300477 

30-498 

0 

BECHHOEFER.C. 

8012230233 

50-329 

0 

BECHHQEFERiC. 

8O12290S9S 

30-409 

0 

BECHHOEFER.C. 

8012300044 

90-387 

0 

BECHHOEFERcC. 

8012300068 

90-329 

0 

BECHHOEFER.C. 

8012290222 

50-387 

0 

BECHHOEFER.C. 

8012300494 

50-350 

0 

BECK. 0. P. 

6012040196 

80-191 

F 

BECK, 0. P. 

8012090303 

50-191 

8 

BECKER, D, V. 

8012100042 

Pfi 



AUTHOR 

ACCEB8I0N 

NUMBER 

SUBJECT 

CATEGORY 

BECKER. P. 

0012170092 

Pfi 


DECKERLEY, J. 0. 

8012160009* 

FOIA 


BECKERLEV, J. 0. 

8012160012* 

FOIA 


BECKMAN, 0. A. 

8012100102* 

90-334 

Q 

BECKSTEO, N. F. 

8012020796* 

QA999 


BEENV, 8. T. 

8012230004 

90-399 

H 

BEERS, R. 

8012010026* 

40-8743 


BEERB, R. 

8012020794 

FOIA 


BEILMAN, T, P. 

8012160496* 

90-319 

a 

BEINHONER. L. E. 

SOI 2090368 

90-209 

H 

BELIN. A. 

8012110206 

FOIA 


DELISLE, 0. A. 

6012090228* 

50-261 

0 

BELL. H. £. 

8012180221 

PR 


BELL, J. P. 

8012090611 

PR 


BELOTTl.H, 

8012030718 

90-247 

H 

BENDICK, N. B. 

8012020699 

NUREO 


BENEDETTI. F.P. 

8012170736* 

30-289 

H 

BENOELSDORF.H. 

8012290993* 

SECY 


BENJAMIN, M. H. 

8012050981 

PR 


BENNETT. A. B. 

8012180629* 

QA999 


BEOLETTO, J. A. 

8012120413* 

90-206 

P 

BEOLETTO, J. A. 

8012240427* 

80-361 

C 

BEROAN, 0. 

8012020991* 

90-249 

8 

BEROOREN, J. 8. 

8011200397 

90-280 

P 

6ER00REN. U. 8. 

0012190090 

TOPREP 


BEROOREN, J. 8. 

8012300726 

TOPREP 


BERICK, 0. 

8012240374* 

Stal!* Prog 

BERMAN. M. 

8012220719 

NUREO 


BERMAN, M. 

8012020139 

NUREO 


BERMAN, H. 

8012090632 

RES 


BERNARD. D. 

8012160432* 

90-271 

R 

BERNARD, D. M. 

8012180276* 

90-29 

R 

BERNEROi R. H. 

8012230090* 

90-389 

0 

DERNREUTER, D. L. 

8012030379 

90-806 

P 

BERRY, J. F. 

8012080739* 

40-8106 


DERNICK, D. E. 

0012240008 

80-498 

0 

BESHORE. M. 

8012170699* 

90-289 

H 

BEST, B, 

8012110949 

70-2623 


BETTENHAUSEN, U. 

8012160309* 

90-289 

Q 

BIANCO, J. S 

8012040377* 

CONTRACT 


DICKEL. J. 

8012020797* 

90-312 

0 

BICKEL. J. 

801 2020804* 

90-312 

Q 

BICKNIT, L. 

8012300273* 

90-289 
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8012170637* 

80121 10828# 

50-285 

P 

COOOIN.C.L. 

0012230549# 

80121 10832# 

50-285 

P 

COOOIN.C.L. 

0012240285# 

8012040009 

50-259 

F 

COOOIN.C.L. 

0012240304# 

80121 10429 

50-285 

P 

COOOIN.C.L 

0012290253# 

8012120533# 

50-336 

P 

COl^N, I. 

0012230061# 

8012230121 

50-338 

P 

CDHN.O. B., 

0012290535 

8012230127# 

50-338 

P 

COHN.O. B. . 

0012290530# 

8012230139# 

50-338 

P 

COHN.D.B. 

0012290535 

8012160515 

50-285 

P 

COHN.O, a. 

0612290530# 

8012170492 

50-338 

P 

COLBURN, T.O. 

0012010140 

8012170494 

50-338 

P 

COLEMAN, A,C. 

8012300358 

8012160607 

S0.-36B : 

P 

COLEM/W.R. 

8012300158 

8012300267 

50-344 

F 

COLEMAN, R.: 

00 12300139 

8012180436 

PROJ 


COLEV. O, L. 

8612100307# 

8012030686 

50-20 

e 

COLHOUN, M. L, 

801230Q2SO 


SUBJECT 



ACCESSION 

SUBJECT 

CATEOORY 

AUTHOR 

NUMBER 

CATEOORY 

50-344 

F 

CQLITZ, J. J, 

8012100177 

50-209 

T. 


P 

COLL. N. A. 

8012300516 

50-250 

0 

50-266 

P 

COLL. N. A. 

8012300516 

50-250 

0. 

50-309 

P 

COLLINS, P.F. 

7909200110 

50-29 

Q 

50-313 

P 

COLLIER, R. P. 

0012230104 

NUREO 


50-461 

0 

COLLINS, J. T, 

8012020022 

50-320 

R 

roiA 


COLLINS, J, T, 

a012tt042S 

50-320 

R 

FOIA 


COLLINS. J. T. 

0012100179 

50-320 

8 

FOIA 


COLLINS, P, F, 

0012170597 

50-302 

V 

50-201 

H 

COLLIER. L. E. 

8012020289# 

50-395 

0 

PR 


COLLIER, R. P, 

9012120590 

NUREO 


50-340 

F 

COLLINS, P. F. 

8012290382 

50-209 

V 

50-340 

8 

COLLINS, P. F, 

8012310075 

50-209 

V 


0 

COLLINS, J. 

0012190092 

30-209 

8 

50-340 

F 

COLLINS. J. 

8012190110 

30-289 

8 

PR 


COLLINS, M. P. 

8012170717# 

50-269 

h: 

50-339 

A 

COLLINS, J. T, 

8012290411 

50-320 

p 

50-364 

p 

COLOMBO, R. 

8012120484# 

50-312 

R 

50-382 

A 

COLOMBO, R. U. 

8012090398# 

50-312 

s 

50-364 

a 

COLOMBO, R. N. 

8012160467 

50-312 

p 

50-364 

p 

COLOMBO. R. N. 

8012290220 

50-312 

p 


A 

COLOMBO, R. N. 

0012300467 

SO-312 

0 

50-348 

3 

COLON. T. E. 

0012100223# 

50-259 

Q 

30-364 

a 

COLON, T. E 

0012180222# 

50-330 

Q 

50-348 

8 

COMER, M, 

0013160617 

PR 


50-364 

p 

COMPTON, A. T. 

0012110270 

PR 


50-364 

p 

CONDON, V. H. 

0012020660* 

S0-2B9 

O' 

50-348 

Q 

CONDON, V. H. 

0012020660 

50-209 

9. 

50-340 

Q 

CONDON, V. H. 

0012160144 

30-219 

o; 

30-340 

p 

CQNLON.T. E 

8012240141# 

70-143 


30-348 

8 

CONLON, T. E. 

0012020159# 

50-369 

a 

50-364 

8 

CQNLON. T. E. 

0012120377# 

50-366 

3 

50-364 

P 

CONLON, T. E. 

8012090524# 

30-424 

0 

50-348 

P 

CONLON, T. E 

0012U0539# 

50-321 

o' 

50-364 

8 

CONLON. T. E. 

8012170076# 

50-413 

Q 

50-364 

P 

CONLON, T. E. 

801 21 10623# 

50-413 

a 

50-348 

F 

CONLON, T. E, 

0012110144# 

50-261 

a 

50-348 

B 

CONLON, T. E 

0012110629# 

30-230 

a 

50-349 

P 

CONHAUOKTON, K. 

8012020700# 

50-373 

a 

50-364 

R 

CONNAUOHTON, K. A 

0012110753* 

50-106 

a 

50-348 

R 

CONNER,!. B. 

0012030053# 

FOIA 



P 

CONNER, T. B. 

8012030059# 

FOIA 


50-364 

P 

CONNER,!. B. 

8012030031# 

FOIA 


50-348 

8 

CONNER. T. B. 

0012120542 

27-39 


50-348 

P 

CONNER.!. B. 

0012120542 

27-39 


50-348 

F 

CONNELL, C. 

8012220321# 

30-206 

R 

30-364 

P 

CONNER. E. L. 

0012170224 

50-336 

a. 

50-340 

S 

CQ.NNELLY. E. B. 

0012310260 

50-271 

H 

30-340 

8 

CONNER. T. D. 

Q01231039I 

50-358 

a 

50-364 

8 

CONNER. T. B. 

0012310291 

50-358 

9 

50-336 

0 

CONNOLLY, R. J. 

0012030195# 

FOIA 


NUREO 


CONNOLLY, R. J. 

0012030320# 

FOIA 


70-820 


CONOVER. M. K. 

0012030705 

30-269 

H: 

70-687 


CONRAD. V. L. 

0012090037 

PR 


50-47 

0 

CONRAD. C. 

0012110578 

30-278 

0 

50-275 

H 

CONSTABLE, O.L. 

60 1 2020228# 

30-302 

a 

FOIA 


C0N8TUM, L, 

0012030600 

50-247 

M 

50-320 

P 

CONTE, 8. a. 

80 1 2100072 

30-29 

K 

NUREO 


CONTE, R. 

8012190092 

50-209 

0 

50-272 

a 

CONVERSE, M, E. 

0012030713# 

50-290 

a: 

50-201 

p 

CONWAY, U. F. 

8012100503 

50-271 

a 

70-820 


CONWAY, W. F. 

0012160430 

50-271 

R 

50-366 

8 

CONWAY, W. F. 

0012230192 

SO-271 

P 

50-366 

8 

COOK. J. W. 

0012020323 

50-329 

A 

50-366 

s 

COOK, J. W. 

0012020577 

SO-329 

8 

50-366 

B 

COOK, J. M. 

0012110363# 

50-293 

R i 

50-321 

8 

COOK. J. W. 

0012100302 

50-329 

8i 

50-366 

8 

COOK, J. W. 

0012160353 

50-329 

8> 

50-366 

8 

COOK, J. W. 

0012160443 

50-329 

Al 

50-366 

8 

COOK, J. W. 

00122303.30 

50-329 

0; 

50-366 

8 

COOK, J. W. 

0012230277 

50-329 


50-366 

8 

COOK, J. W. 

0012300460 

50-329 

Si 

50-366 

S 

COOK. J. W. 

0012310223 

50-329 

J* i 

50-366 

8 

COOKE, H. D. 

0012100156 

PR 


70-135 


COOLEY, W. J. 

8012090143# 

70-1237 

1 

50-367 

0 

COOLEY, L.R. 

6012110186 

PR 

! 

50-367 

0 

COONEY, M.J. 

8012010440 

30-277 

S* 

50-367 

0 

COONEY, M. J, 

0012010453# 

30-277 

Si 

50-367 

0 

COONEY, M,. J. 

0012010472 

30-277 

si 

50-266 

P 

COONEY, M, J. 

8012090464 

30-277 

■fi 1 

50-272 

0 

COONEY. M- J. 

0O12O9O47Q# 

30-277 

8 i 

CONTRACT 


COONEY. M. J. 

6012100490 

30-278 

8 1 

CONTRACT, 


COKIEY. H. J. 

0012100499# 

50-270 


50-390 

Q 

COONEY. H. J. 

0012090441 

30-278 

a 1 

50-445 

M 

COONEY. M. J. 

8012090433 

30-277 

8 1 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESS tON 
NUMBER 

SUBJECT 

CATEGORY 

ODONEVi H. d. 

SOI 21 70603 

90-270 

8 

COONEV. H. J. 

6012170641* 

90-270 

8 

COaNEV.M. d. 

6012180247 

50-277 

8 

COONEV. M. d. 

6012180290* 

90-277 

8 

COONEV. H. J. 

BO 1216047 2 

50-277 

R 

COONEV. H. d. 

6012230382 

50-277 

8 

COONEV, H. d. 

6012230398* 

50-277 

a 

COONEV. H. d. 

601223039? 

50-277 

8 

COONEV, H. d. 

6012310320 

50-278 

8 

COONEV. H. d. 

6012310323* 

50-278 

8 

COOPER. C. H. 

6012100643 

REB 


COOPER, d. A. 

6012110241 

PR 


COOPER. R.F. 

6012120147 

PR 


COPE, R. H. 

6012060304 

PR 


COPELAND, d.O. 

6012020634* 

50-466 

0 

COPELAND, d. 0. 

6012020634* 

50-466 

0 

COPELAND. P. L. 

60120204?? 

50-937 

A 

COPELAND, d, 0. 

6012290009 

50-466 

0 

COPELAND, d. 0. 

B0122902?5 

90-466 

0 

COPELAND, R. L. 

6012080363 

90-937 

B 

COPELAND, d. 0. 

6012290005 

50-466 

0 

COPELAND, d. 0. 

80 1 2290295 

90-466 

0 

COPELAND, d.O. 

6012180180 

90-466 

0 

COPELAND, d. 0. 

6012290641 

50-466 

0 

COPELAND, d. 0. 

6012290641 

90-466 

0 

COPELAND, J. 0. 

6012290344 

50-466 

0 

COPELAND, d. 0. 

6012300684 

90-466 

T 

COPELAND, R. L. 

60 1231 0303 

50-937 

B 

CORBETT, d. S. 

6012030108* 

27-10 


CORBETT, J. 8. 

6012030092* 

27-10 


CORBETT, J. 8. 

601203044?* 

27-10 


CORBETT, J. 8. 

6012030189* 

27-10 


CORBETT, J. 8, 

80120301B3* 

27-10 


CORBETT, d. a. 

6012030042* 

27-10 


CORBETT, J. 8. 

6012030035* 

27-10 


CORBETT, J. 8. 

6012030098* 

27-10 


CORBETT, J. 3. 

6012030910* 

27-10 


CORBETT, d. a. 

6012030488* 

27-10 


CORBETT, d. S. 

6012030376* 

27-10 


CORBETT, d. 8. 

6012030378* 

27-10 


CORBETT, d. 8. 

6012030281* 

27-10 


CORBETT, d. 8. 

6012030243* 

27-10 


CORBETT, d. 8. 

6012030219* 

27-10 


CORBETT, d. 8, 

6012030291* 

27-10 


CORBETT, d. a. 

80 120301 6S« 

27-10 


CDRDETT, d. 8. 

8012030199* 

27-10 


CORBETT, d. 8. 

6012030121* 

27-10 


CORBETT, d. 6. 

6012030094* 

27-10 


CORBETT, d. a. 

6012030039* 

27-10 


CORBETT, d. 8. 

6012030908* 

27-10 


CORBETT, d. 8. 

6012030372* 

27-10 


CORBETT, d. 8. 

6012030420* 

27-10 


CORBETT, d. 8. 

8012030348* 

27-10 


CORBETT, d. 8. 

6012030310* 

27-10 


OHBETTr d. 8. 

6012030322* 

27-10 


RBETT, J. B. 

6012030202* 

27-10 


RBETT, J. 8. 

6012030166* 

27-10 


RBETT. d. 6. 

6012030200* 

FOIA 


RCORAN. T. 

6012090413* 

COMMISSION 

RD,E. 

B0120B0822* 

90-320 

H 

RDANI.R. A. 

6012040939 

70-27 


RDANl. R. A. 

0012020297 

70-27 


ORELEV, T. F. 

6012110219 

PR 


QRHIERi U. H. 

6012300391 

90-142 

0 

QRHIER.N. 

6012100171* 

50-142 

0 

RNMELL, W. 

6012170030 

PR 


RNt4ELL, U. 

6012160988 

PR 


RRADINI.N. L. 

6012020699 

NUREO 


..HREA, H. A. 

6012020962 

90-89 

d 

aSREA, M. A. 

6012010360 

50-272 

J 

□RRI0AN.K;H. 

60121 10273 

PR 


;ORYELL, E.U. 

B012040991 

RES 


COSBV.d. C. 

8012040114 

90-329 

F 

COBBY. d.C. 

6012040110 

90-334 

F 

COBBY, d. C. 

SO 120401 41 

90-322 

F 

COBBY. d.C, 

6012040149 

90-392 

F 

COSBY, d. C. 

6012040149 

30-309 

F 

COBBY, d. C. 

6012040195* 

90-249 

F 

COSBY, d. C. 

6012040171 

90-341 

F 

COSBY, d. C. 

a0120401&0 

90-289 

F 

COBBY. d.C, 

6012040166 

90-249 

F 

COSBY, d. C. 

6012040238 

90-367 

F 

COSTANINO.C.d 

6012310224 

NUREO 


COSTELLO. d.R. 

6012020733* 

■QA999 


COSTELLO,. d. R. 

: 8012190494* 

<1A999 




ACCESSION 

SUBdECT 


AUTHOR 

NUMBER 

CATEGORY 

COSTELLO, d.R. 

8012220098* 

0A999 


COSTELLO, F. 

6012110179 

l&E 


COTTER. B. P. 

6012290402 

50-170 

0 

COTTLE. W. T, 

6012020633* 

90-327 

8 

COTTLE. W. T. 

6012020621* 

90-027 

8 

COTTLE. M. T. 

8012030674* 

90-327 

S 

COTTLE. H. T. 

6012060430* 

50-327 

6 

COTTLE. N. T. 

8012040396* 

50-327 

8 

COTTLE. W. T. 

8012090398* 

50-327 

8 

COTTLE. M. T. 

8012190170* 

50-327 

6 

COTTLE, M. T. 

8012160494* 

90-327 

8 

COTTLE. H. T. 

8012170609* 

50-327 

8 

COTTLE, H. T. 

8012230369* 

50-327 

B 

COTTLE. N. T. 

6012230393* 

50-327 

6 

COTTLE. H. T. 

8012300424 

50-327 

8 

COTTLE, M. r. 

8012300546* 

50-327 

8 

COTTLE. W. T. 

8012300444* 

50-327 

8 

COTTLE, H. T. 

8012300539* 

90-327 

8 

COTTLE. M. r. 

60 1 2300964* 

90-327 

B 

COTTON. 0. D. 

6012240427* 

90-361 

C 

COTTON. 0. D. 

8012300374* 

90-361 

K 

COULTER. 0. 9. 

8012040145 

90-392 

F 

COUNSIL.N. 0. 

8012040139 

50-213 

Q 

GOUNSIL.U, 0. 

BO12O3OB04* 

90-213 

F 

COUNSIL.N. 0. 

8012040191 

90-336 

Q 

COUNSIL.W. 0. 

8012080712 

NUREO 


COUNaiL.N. 0. 

BO120B0712 

NUREO 


COUNSIL.N. 0. 

8012080712 

NUREO 


COUNSIL.N. 0. 

8012090012 

90-249 

P 

COUNSIL.H. 0. 

8012080230 

90-336 

Q 

COUNSILiM. 0. 

8012090143 

71-6690 


COUN8tL,IL 0. 

8012010090 

90-213 

P 

COUN8IL.H. 0. 

0012010101 

80-249 

P 

COUNSIL.N. 0. 

8012020336 

90-336 

P 

COUN8IL,«. 0. 

0012020973 

90-249 

P 

COUN8IL.W. 0. 

0012170330 

PR 


COUHSIL.N. 0. 

0012170330 

PR 


COUNSIL.U, 0. 

0012310389 

90-249 

a 

COUNSIL.U. 0. 

BO 12020293 

90-336 

p 

COUNSIL.U. 0. 

8012090272 

90-213 

p 

COUN8IL,U. 0. 

8012170098 

PR 


COUNSILiU. 0. 

0012090292 

90-249 

p 

COUNBIL.H. 0. 

8012170050 

PR 


COUN31L, U. 0. 

6012170290 

PR 


COUHSIL.M. 0. 

8012090172 

30-213 

0 

CQUN81L, H, 0, 

0012100491 

90-243 

p 

COUN3IL, N. 0. 

0012160117 

90-213 

p 

COUNSIL.N. 0. 

0012160117 

90-213 

p 

COUN3IL,N. 0. 

0012160371 

30-249 

p 

CQUNSIL.M. 0. 

0012230262 

30-213 

p 

COUNBIL, N. 0. 

0012220123 

90-249 

Q 

CQUN8IL,H. 0. 

8012230262 

90-213 

P 

COUNSIL.H. 0. 

0012220123 

90-249 

Q 

COUNaiL.U. 0. 

801 2290290 

90-249 

P 

COHAN. D. Z. 

8012020790 

70-2909 


COHAN, 0. Z. 

0012020790 

70-2909 


COHAN, 6. Z. 

8012290206 

70-2909 


COHAN, B. Z. 

001229001 1 

70-2909 


COHOtLL.C. d. 

0012300060* 

90-277 

a 

COX. J.P. 

8012030397* 

FOIA 


COX.J.P, 

0012030080* 

FOIA 


COX, J.P. 

001203011 1* 

FOIA 


COX, d.P. 

8012030032* 

FOIA 


COX.J.P. 

8012030438* 

FOIA 


CQZENB. 0. 

0012170324* 

90-167 

R 

CRANDALL, M. E. 

0012170314 

90-187 

R 

CRANE, P. A. 

8012240129* 

90-279 

F 

CRANE. P. A. 

0011260129 

90-279 

A 

CRANE, P, A. 

0012090430 

90-279 

A 

CRANE, P. A. 

0012060333 

90-279 

A 

CRANEiP. A. 

0012040920 

90-279 

A 

CRANE, P. A, 

8012090329 

90-279 

A 

CRANE, P. A. 

0012290008 

90-279 

Q 

CRANE, P. A. 

0012290469* 

90-279 

F 

CRANE, P. A. 

8012090338 

90-133 

P 

CRANE, P. A, 

8012090360 

90-279 

A 

CRANE, P. A. 

8012090293 

90-279 

A 

CRANE, P. A. 

6012090235 

80-279 

A 

CRANE, P. A. 

6012110386 

30-279 

F 

CRANE, P. A. 

8012110926 

80-278 

A 

CRANE, P. A. 

601S290942 

90-279 

0 

CRANE, P. A. 

6012100470 

80-278 

A 

CRANE, P. A. 

6012290136 

90-278 

A 

CRANE, P. A. 

6012190149 

NUREO 


CRANE, P, A. 

6012160198 

80-279 

A 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CRANE, P. A. 

S01S160332 

30-273 

8 

CRANE, P. A. 

6012290086 

30-273 

A 

CRANE, P, A. 

6012300466 

30-275 

Q 

CRANE, P. A. 
CRANSTON, A. 

6012310274 

0012100196 

30-275 

PR 

0 

CRANSTON, A. 
CRAHFORD, 0. 0. 

0012290262 

8012290276* 

30-206 

REGOD 

H 

CREED, d. R. 

6012190261* 

90-266 

a 

CREED, d. R. 

8012240061* 

90-309 

Q 

CREWS, 0. L. 

8012120248 

50-312 

a 

CREUa.d. L. 

0012040336 

90-312 

Q 

CREWS, d. L. 

8012040313 

50-206 

Q 

CREWS, d. L. 

8012040323 

90-361 

6 

CREWS, d. L. 

8012090022 

90-206 

0 

CREWS, d. L. 

8012100128 

90-344 

Q 

CREWS, d. L. 

0012100140 

90-361 

0 

CREWS, d. L. 

8012090034 

90-279 

0 

CREWS, J. L. 

8012310949 

90-133 

Q 

CREWS, d. L. 

CREWS, .d. R. 

8012100091 

8012060662 

90-312 

PR 

a 

CREWS, d. L. 

8012310411 

90-228 

Q 

CREWS, d. L. 

CROCKER, H. W. 

8012310939 

8012240261* 

90-344 

70-390 

Q 

CROCKER, H. W. 
CROCKER, H. W. 

CROCKER, H. W. 

6012190689* 

8012290378 

8012310266 

90-201 

40-672 

70-364 

0 

CROCKER, U. P. 
CROMER, 8. 

CROMER, 8. 

CROMER, 8. 

8012310249* 

8012080202 

8012300799 

8012300798* 

30-289 

AGR8 

ACR8 

ACR8 

T 

CROSBY, P. d. 

6012020896* 

30-219 

6 

CRQSSMAN, W. A. 

8012040039* 

30-498 

0 

GROSSMAN, W. A. 

8012020749* 

30-449 

Q 

CRQSSMAN, W. A. 

8012020762* 

90-462 

0 

CROSSMAN, W. A. 

6012190944* 

90-496 

a 

CROSSHAN, W. A. 

6012240181* 

90-362 

a 

GROSSMAN, H. A. 

8012190416* 

90-498 

Q 

GROSSMAN, M. A. 

8012190623* 

90-498 

Q 

GROSSMAN, W. A. 

8012160372* 

90-448 

0 

GROSSMAN, W. A. 

6012100200 

30-496 

8 

CRQSSMAN, W. A. 

8012100174 

30-462 

B 

GROSS, d. L. 

6012190107 

90-327 

P 

CROSS, d.L. 

BO 12230198 

90-327 

P 

CROSS, d. L. 

6012230163 

90-327 

F 

GROSS, J, L. 

GROUSE, C. 8. 

B012230491 

8012230370 

90-327 

NUREO 

P 

CROUSE, R. P. 

8012020599* 

80-346 

0 

CROUSE, R. P. 

8012020994* 

90-346 

0 

CROUSE, R. P. 

8012020270 

90-346 

F 

GROUSE, R. P. 

8012020430 

30-346 

P 

CROUSE, R. P. 

8012310969 

30-346 

0 

CROUSE, R. P. 

8012090414 

30-300 

A 

CROUSE, R. P. 
CROWLEY, C. d. 
CROWLEY, C.d. 

8012310422 

8012230909 

6012230340 

30-346 

NUREO 

NUREO 

Q 

CROWLEY, a. R, 

8012020404* 

30-364 

0 

CROWLEY, B. R. 
CROWN, H. M. 

6012110847* 

8012080303* 

30-818 

CONTRACT 

Q 

CRUMP, D, 

8012300669 

30-466 

0 

CRUTCHFIELD, D. 

8012110060 

30-219 

P 

CRUTCHFIELD, D. 

8012080974 

30-219 

P 

CRUTCHFIELD, D. 

6012080672 

30-213 

P 

CRUTCHFIELD, D. 

6012110009 

80-188 

P 

CRUTCHFIELD, D. 

6012110377 

30-29 

P 

CRUTCHFIELD, D. 

6012060933 

30-10 

0 

CRUTCHFIELD. D. 

8012110027 

30-188 

P 

CRUTCHFIELD, 0. 

8012110018 

30-219 

P 

CRUTCHFIELD, D. 

8012110094 

80-219 

0 

CRUTCHFIELD, D. 

8012110290 

30-248 

p 

CRUTCHFIELD, D. 

8012010903 

30-10 

p 

CRUTCHFIELD, 0. 

8012040128 

90-283 

p 

CRUTCHFIELD, D. 

8012170476 

30-213 

p 

CRUTCHFIELD, D. 

8012110414 

30-253 

p 

CRUTCHFIELD, D, 

8012080748 

30-288 

p 

CRUTCHFIELD; D. 

8012110039 

30-213 

F 

CRUTCHFIELD, D. 

8012120336 

30-133 

P 

CRUTCHFIELD, D. 

8012080327 

30-213 

0 

CRUTCHFIELD, D. 

8012040211 

30-248 

P 

CRUTCHFIELD, D. 

8012090038 

30-244 

P 

CRUTCHFIELD, D, 

6012090360 

50-237 

P 

CRUTCHFIELD, D. 

8012080321 

30-29 

F 

CRUTCHFIELD, D. 

8012180620 

30-10 

P 

CRUTCHFIELD, D. 

8012180633* 

80-10 

P 

CRUTCHFIELD, D, 

8012180671* 

30-10 

P 

CRUTCHFIELD, D, 

8012110076 

50-213 

P 
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CRUTCHFIELD, D. 

B01Stl042& 

90-10 

P 

CRUTCHFIELD, D, 

B0121 10439 

50-206 

P 

CRUTCHFIELD, D. 

8012120417 

90-299 

P 

CRUTCHFIELD, 0, 

B012190117 

90-249 

Q 

CRUTCHFIELD, D. 

SO 12 ISO 123* 

90-249 

0 

CRUTCHFIELD, D, 

8012110608 

50-249 

P 

CRUTCHFIELD. D, 

a012tlO812» 

90-245 

P 

CRUTCHFIELD, D. 

8012110819* 

50-845 

P 

CRUTCHFIELD, D. 

8012060139 

90-219 

P 

CRUTCHFIELD. D. 

8012190329 

50-244 

P 

CRUTCHFIELD, D. 

6012090041 

90-213 

P 

CRUTCHFIELD, D. 

8012090931 

90-213 

P 

CRUTCHFIELD, D, 

8012190660 

90-213 

P 

CRUTCHFIELD, D. 

8012110440 

90-299 

P 

CRUTCHFIELD. D. 

6012170294 

90-29 

P 

CRUTCHFIELD, D, 

8012190314 

90-213 

P 

CRUTCHFIELD, D. 

8012190321* 

90-213 

P 

CRUTCHFIELD, D. 

8012190330* 

90-213 

P 

CRUTCHFIELD, D. 

BO 12240499 

90-139 

P 

CRUTCHFIELD, D. 

.8012240496 

90-239 

P 

CRUTCHFIELD, D. 

8012890479 

90-409 

P 

CRUTCHFIELD, D. 

8012290499 

90-244 

P 

CULP. R.H. 

6012290091 

90-466 

0 

CULP, R. H. 

6012290091 

90-466 

0 

CULVER, C. 

8012170243 

PR 


CULVER, H. M, 

8012160469* 

90-302 

R 

CUHHINOB, J. U. 

8012240432* 

90-10 

0 

CUHHINOB.E. 

8012300139 

90-466 

0 

CUNNINOHAM.R, E. 

6012030339* 

FOIA 


GUNNINOHAH, R. E. 

8012030329* 

FOIA 


CUNNINOHAK, R. E. 

8012030187* 

FOIA 


CUNNINOHAM, R. E. 

8012030196* 

27-39 


CUNNINOHAM. R. E. 

60 12030 167* 

27-39 


CUNNINOHAM.R. E. 

8012030176* 

27-39 


CUNNINOHAM, R.E. 

8012030113* 

87-39 


CUNNINOHAM. R. E. 

8018030048* 

27-39 


CUNNINOHAM, R. E. 

8012030037 

27-39 


CUNNINOHAM, R. E. 

8012030007* 

87-39 


CUNNINOHAM, R. E. 

8012030009* 

27-39 


CUNNINOHAM, R, E. 

8012030003* 

27-39 


CUNNINOHAM. A. L. 

8012180184* 

90-983 

6 

CUNNINOHAM, A. L. 

8012160167* 

90-438 

0 

CUNNINOHAM, A. L. 

8012180308* 

90-302 

0 

CUNNINOHAM, R.E. 

801222008S 

PROJ 


CUNNINOHAM, J. 

8012300264 

90-8Q9 

0 

CURNANE, R. A. 

6012020716* 

0A999 


CURRAN, J. M. 

8012160339 

90-206 

R 

CURRAN, U. M. 

6012170623* 

90-806 

B 

CURRIE. U. M. 

8012040606 

RES 


CURTIS, N. M. 

e0120B0390» 

90-307 

0 

CURTIS, N. H. 

8012190028 

70-2937 


CURTIS, N. H. 

8012080363* 

90-387 

Q 

CURTIS, C. B. 

8012290913 

90-320 

1 

CURTIS, J. R. 

8018310946* 

90-360 

Q 

CURTIS, N. W. 

8018830337 

80-307 

8 

CURTIS. N. N. 

8012310383 

90-307 

Q 

CURTIS. N. N. 

8012010326 

90-307 

8 

CURTIS. N. U. 

8012020492 

90-387 

B 

CURTIS, N. U. 

6012020989 

90-307 

8 

CURTIS, N. W. 

8012020388 

SO-307 

8 

CURTIS, N. H. 

8012030663 

80-307 

a 

CURTIS, N. N. 

8012020446 

SO-387 

A 

CURTIS, N. H, 

8012830474 

90-387 

K 

CURTIS, N. W, 

6012830477* 

SO-387 

K 

CURTIS, N. W. 

8012090393 

80-387 

A 

CURTIS, N. N. 

8012U0419 

90-307 

A 

CURTIS, N. H. 

8018160039 

50-307 

A 

CURTIS. N. N. 

8012160348 

90-387 

A 

CURTIS, N. H. 

8012190973 

90-387 

E 

CURTISS, J. R. 

8018890809 

90-369 

0 

CURTIS, N. W. 

8018820463 

90-387 

A 

CURTIS, N. W. 

8018240190 

90-387 

V 

CURTIS, N. W. 

8012300661 

90-387 

8 

CURTIS, N. M. 

8012300306 

90-387 

A 

CURTIS, N.W. 

8018310098 

90-387 

F 

CURTNER, A.P. 

8018030690 

90-124 

P 

CUTCHIN, J. M, 

8012290998 

00-869 

T 

CYBULSKtS, P. 

8012230066 

80-320 

P 

CYBULSKIS, P. 

8012110097 

RES 


CYR.R, 

8012220322 

90-409 

0 

CYR, K, D. 

801289028? 

90-409 

<9 

D'AMQRE, M. 

8012090169* 

70-1181 


D'AMORE, M. 

8012090169* 

70-1181 


D'ANOEL'O, A. J. 

S012010014* 

80-980 

0 

D'ANOELO, A. J, 

8018040310* 

80r397 

Q 
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OAHLHAN, L. D. 

8012240294* 

90-262 

Q 

DAIL.L. C. 

8012170046 

PR 


DAIL.L. C. 

6012160283 

PR 


DAINi J. 0. 

6012120109 

PR 


DALE, L. F. 

8O1209OS64 

70-2936 


DALE.L.F. 

8018080104 

REOOD 


DALE, L. F. 

6012020449 

50-416 

C 

DALE, L. F. 

Q0I2160497 

90-416 

K 

DALE, L. F. 

8012240290 

90-416 

A 

DALE, L. F. 

8012300409 

30-416 

C 

DALTON, A. T. 

6012030599* 

FOIA 


DALTROFF.B, L, 

B012300091* 

50-277 

Q 

DALTROFF, 8. L. 

6012020396 

90-277 

P 

DALTROFF, D. 0, 

0012230493 

50-277 

P 

DALTROFF. 8. L. 

8012310310 

90-277 

P 

DALTROFF, 8. L. 

8012310327 

90-277 

P 

DALY, M. J. 

8012010506 

PR 


DALZELLrH. 0. 

8012150113* 

90-327 

P 

DANCE, H. C. 

8012190312* 

90-259 

Q 

DANCE, K. C. 

8012020441* 

50-390 

0 

DANCE, H. C. 

8012020364* 

90-299 

0 

DANFORTH, J. C. 

8012300443 

90-463 

H 

DANIELSON. 0. H. 

8012310910* 

50-341 

0 

DANIELSON, D. H. 

8012160139* 

30-396 

Q 

DANIELS, F. T. 

8012110110* 

90-398 

Q 

DANIELSON, D. H. 

8012040688* 

90-34 1 

Q 

DANIELSON, 0. H. 

8012110016* 

90-461 

a 

DANIELSON, D. H. 

80120B02U6* 

90-434 

0 

DANIELSON, D. H. 

8012190227* 

50-456 

0 

DANIELSON, D. H. 

0012190279* 

80-331 

0 

DANIEL, J. A. 

0012220306* 

90-320 

p 

DAO, L. T. 

8012060010 

NUREO 


DA68, R. 

8012110664 

PR 


DAVIDSON, J. P. 

8012220258* 

FOIA 


DAVIDSON, 0. R. 

8012090300 

50-440 

8 

DAVIDSON, D. R. 

0012100421 

90-440 

B 

DAVIDSON, D. R. 

8012090307 

90-440 

3 

DAVIDSON, D. R. 

0012160362 

90-440 

0 

DAVIDSON, D, R. 

8012300464 

90-440 

0 

DAVIDSON, D. R. 

8012300599 

90-440 

8 

DAVIS, H, C, 

0012030296* 

FOIA 


DAVIS, J. E. 

0012290906* 

30-320 

F 

DAVIS, T. 0. 

0012110739* 

FOIA 


DAVIS, J. 0. 

0012010100* 

71-9073 


DAVI8, J. 0. 

0012010279* 

71-9073 


DAVIa, J. 0. 

0012220934* 

90-10 

P 

DAVIS. A. 8. 

0012090039 

90-294 

0 

DAVIS, J. 0. 

0012010133* 

71-9073 


DAVIS, J. 0. 

001 1 14048 4* 

(OCFR 


DAVIS, U. J. 

0012110193 

FOIA 


DAVIS. A. B. 

001204029 5 

90-331 

Q 

DAVIS, A. 8. 

0012160973 

90-162 

0 

OAVIB, A. a. 

0012160406 

90-2 

0 

DAVIS, A. B. 

0O1231O9SO* 

40-7402 


DAVIS, J. 0. 

0012010126 

71-9073 


DAVIS, a. J. 

8012(00257 

PR 


DAVIS, A. B. 

8012160431 

70-929 


0AVI8,A. 8. 

0012020099 

50-294 

Q 

DAVIS, A, a. 

0012230107 

50-073 

0 

DAVIS, A. a. 

0012220093 

40-3392 


DAVIS, A. a. 

0012020091 

90-10 

P 

DAVIS, D. 

8012110949 

70-2623 


DAVIS, 8. M. 

8012010336* 

90-310 

s 

DAVia.A, B. 

8012110708 

90-150 

0 

DAVIS, A. a. 

8012160320 

30-454 

0 

DAVIB.A, a, 

8012160234* 

70-36 


DAVIS, T. J. 

8012110493 

NUREO 


DAVIS, J. 0. 

8012230220 

WASTE HOT 

0AVI8.B. a. 

8012170742* 

90-269 

H 

DAVIS, 8. H. 

8012160394* 

30-317 

0 

DAUBON, D. M. 

6012010622 

70-1303 


DANSON, D. H. 

8012020307 

70-1308 


DANSON, P. H. 

8012290931* 

70-1300 


OAY.R, A. 

8012040110 

30-334 

F 

DE ALMEIDA, O.L. 

0012170239 

REOOD 


DE LIONtaUS, 0. 

0012170173 

PR 


DEALE, V. B. 

80122903(1 

90-449 

0 

DEALE, V. a. 

8012290436 

90-449 

0 

DEAN, a. 

80121 20326* 

90-313 

Q 

DEAN, 6. R. 

0012080834* 

90-313 

Q 

DEARIEN, J. A. 

0012040097 

PR 


DEFRIESS, F. P. 

3012060277 

PR 


DELDEQ, J. 

BO12030469* 

FPIA 


DELOeOROE. L.O. 

0012190697* 

30-373 

0 

DELOEOROE, L. 0. 

8012020469 

50-373 

A 
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DELOEOROE. L. 0. 

6012040401 

90-373 

A 

DELOEOROE. L. 0. 

0012190139 

SO-373 

K 

DELOEOROE. L. 0. 

0012160655 

30-373 

A 

DEMPSEY, P, A. 

0012050098 

PR 


OENALUT.E. W. 

3012030404* 

FOIA 


DENAULT, E. W. 

0012030902* 

FOIA 


DEMAULT.E. W, 

0012030347* 

FOIA 


DENAULT. E. N, 

00(2030500* 

FOIA 


DENAULT, E. W. 

Bai20305?3« 

FOIA 


DENAULT, E. M, 

8012030300* 

FOIA 


DENAULT, E. W. 

8012030669* 

FOIA 


DENESS, S. J. 

0012020937 

30-142 

J 

DENESS. 8. J. 

0012290302 

90-142 

J 

DENHAM, D. H. 

8012090098* 

90-344 

Q 

OENNIND.R. 8. 

8012230066 

90-320 

P 

DENNINO, R. 8. 

0012110097 

RE8 


DENTON, H. R. 

7907030173* 

30-367 

9 

DENTON. H, B, 

0012290426* 

90-220 

a 

DENTON, H. R. 

0012290431* 

30-220 

9 

DENTON, H. B. 

0012290434* 

90-220 

Q 

DENTON, H. H. 

0012110696* 

FOIA 


DENTON, H. H. 

0009160606 

HISC 


DENTON, H. R. 

0012230033* 

90-309 

9 

DENTON, H. R. 

8011180303 

Stat* Proc 

DENTON, H.R. 

0012120079 

50-170 

H 

DENTON, H. R. 

0012020642 

50-295 

H 

DENTON, H. R. 

0012050061* 

SECY 


DENTON, H. R. 

0012310504 

50-320 

H 

DENTON, H. R. 

001 1200946 

50-320 

P 

DENTON, H.R. 

8012010246 

MI8C 


DENTON, H, R. 

8012010411 

90-269 

H 

DENTON, H. R. 

8011250169 

90-393 

0 

DENTON, H.R. 

8012230040* 

90-309 

0 

DENTON. H. R. 

8012020393* 

tOCFR 


DENTON. H.R. 

0012020020 

SO-279 

0 

DENTON, H. R. 

0012020023* 

90-279 

0 

DENTON, H, R. 

8012020440 

90-364 

E 

DENTON. H. R. 

0012110740 

ORO 


DENTON, H, R. 

80(2160433 

90-213 

H 

DENTON, H. R- 

8012160936 

90-213 

H 

DENTON, H. R. 

8012190260 

30-213 

H 

DENTON, H.R. 

8012240441 

30-213 

P 

DENTON, H,R. 

0012310633 

90-213 

P 

DENTON, H.R. 

0012090023 

disc 


DENTON, H. R. 

6012120227 

90-320 

K 

DENTON, H. R. 

0012120633 

90-320 

H 

DENTON, H.R. 

0012170669 

90-237 

a 

DENTON. H.R. 

0012170676* 

90-237 

0 

DENTON, H.R. 

0012160639 

30-369 

0 

DENTON. HR. 

8012160717* 

30-309 

0 

DENTON, H.R. 

0012220433 

90-10 

p 

DENTON. H.R. 

0012290384 

90-314 

A 

DENTON. H.R, 

0012290075 

30-273 

A 

DENTON, H.R. 

8012290077 

90-323 

A 

DETMOLD. D, 

0012190192 

90-271 

K 

DETQRIE, N. A. 

8012120071 

PR 


OEVmCENTia. J, 

8012090232* 

90-443 

Q 

DEVINE, J. B. 

0O12O8OQOO 

XPQRTLIC 


DEVINE, J. B. 

0012060809* 

XPORTLIC 


DEVINE, J. 6. 

0012110039 

XPDRTLIC 


DEVINE, J. a. 

8012090631* 

XPDRTLtC 


DEVINE, J. a. 

0012060166 

XPORTUrC 


DEVINE, J. a. 

00 120601 12 

XPORTLtC 


DEVINE, J. 0. 

8012080137 

XPORTLIC 


DEVINE, J.a. 

0012100197 

XPORTLIC 


DEVINE, J.a. 

0012100201 

XPDRTLIC 


DEVINE, J.a. 

0012100204 

XPORTLIC 


DEVINE, J.a. 

0012100210 

XPORTLIC 


DEVINE, J.a. 

0012100222 

XPORTLIC 


DEVINE, J. 6. 

0012170261 

XPORTLIC 


DEVINE, J. a. 

80 12060 I 04* 

XPORTLIC 


DEVINE, J.a. 

0012060054 

XPORTLIC 


DEVINE. J. a. 

0012080067 

XPORTLIC 


DEVINE, J. a. 

0012080086 

XPORTLIC 


DEVINE, J. a. 

0012080097 

XPORTLIC 


DEVINE, J. a. 

8012080138 

XPORTLIC 


DEVINE, J.a. 

8012080144 

XPORTLIC 


DEVINE, J. a. 

6012080190 

XPORTLIC 


DEVINE. J. a. 

6012100439 

XPORTLIC 


DEVINE, J. B. 

60121 10367 

XPORTLIC 


DEVINE, J. 8. 

8012300712 

XPORTLIC 


DEVINE, J, a. 

8012160746 

XPORTLIC 


DEVINE, J, a. 

6012240329 

XPORTLIC 


DEVINE, J. a. 

0O12O9DS34 

XPORTLIC 


DEVINE, J. a. 

0012090937 

XPORTLIC 
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AUTHOR 
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NUMeER 

SUBifECT 
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AUTHOR 

ACCESSION 

NUKBER 

SUBJECT 

CATEODRY 


a0l20?0942 

XPORTLIC 


DIRCK8. W. if. 

6012010205* 

71-9073 


DUCKWORTH, if. P. 

0012040362 

50-201 

R 

J B. 

Q01209094A 

XPORTLIC 


DIRCKS. U. J. 

8012020824 

50-170 

H 

DUCKWORTH- J. P. 

6012040410* 

90-201 

R 


601209094? 

XPORTLIC 


DIRCK8. W. if. 

6012010289* 

PR 


DUDLEY. J. 

6012220246* 

FOIA 


nEVlKI^. J. B. 

6012100012 

XPORTLIC 


DIRCKS. U. J. 

6011260117* 

lOCFH 


DUELFER. T. 

8012010522 



DEVINS. J.O. 

6012110092 

XPORTLIC 


DIRCKS. W. if. 

B01219070S* 

lOCFft 


OUFFEE.R. 

0012160441 

90-247 

H 


6012230208 

XPORTLIC 


DIRCKS, W. J. 

6012010418* 

PR 


DUFFY. D. 

6012170101 

PR 


J. B. 

6012230237 

XPORTLIC 


DIRCKS. W. J. 

6012050001 

QRO 


DUKAS. 0. T. 

0012290518 

90-133 

0 


6012240067 

XPORTLIC 


DIRCKS. W. J. 

6012020615 

50-293 

H 

OUNOULIB.W.P. 

6012060401 

REGOD 


DEVINE. J. B. 

6012300313 

XPORTLIC 


DIRCKS. H. J. 

6011200263 

lOCFR 


DUNN.C.N, 

6008210481 

90-334 

Q 

DEVINE, J, B. 

6012100427 

XPORTLIC 


DIRCKS. H. J. 

6012010884 

50-324 

U 

DUNN.C. N. 

8012100083* 

90-334 

0 

DEVINE. J. B. 

6012240319 

XPORTLIC 


DIRCKS. M. J. 

8012030850 

KI8C 


DUNN.C.N. 

0012090001 

50-334 

Q 

DEVtNEr J. B 

B01216079S 

XPORTLIC 


DIRCKS. W. J. 
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FAHNERiT.C, 
FANNER, T. C, 
FALCONER. 0. P. 
FARLEV, E. R. 
FARNAKtOES, J. 0. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

AUTHOR 

8012170841 

90-344 

Q 

FARMER, H. S. 

0012170844 

50-920 

0 

FARMER, N. S. 

8012170847 

50-377 

Q 

FARMER, U. 8. 

6<I12170B93 

90-306 

Q 

FARNELL, A. S. 

8012170897 

50-133 

0 

FARNSWORTH.D. A. 

8012120209 

50-988 

Q 

FASANO, A. N. 

6012120316 

50-318 

0 

FAULKEN BERRY, B. 

0012120321 

50-397 

0 

FAULKENBERRV, B. 

6013120232 

50-344 

0 

FAULKENBERRV, D. 

6012180236 

50-275 

0 

FAULKENOERRY, 0. 

8012180240 

50-306 

0 

FAULKENOERRY, B. 

8012120244 

50-361 

Q 

PAULKENBERRY, B. 

8018180247 

50-133 

Q 

FAULKEN8ERRY. B . 

8012030714 

50-397 

a 

PAULKENBERRY, B. 

8012030716 

50-306 

Q 

FAULKNER, R. 

8012030720 

50-520 

Q 


8012030934 

50-133 

Q 

FAY, C . W. 

0012030935 

50-344 

0 

FAY# C. W. 

6012030736 

50-312 

0 

FAY, C . M. 

8012080621 

50-318 

0 

FAY, C. W. 

6012080629 

50-344 

Q 

FAY, C. W. 

8012080632 

50-133 

0 

FAY, C. M. 

8012080638 

50-588 

Q 

FAY. C. M. 

6018060650 

50-806 

Q 

FAY, C. H. 

6012060698 

50-377 

0 

FAY, C.M. 

8012040819 

50-920 

Q 

FAY, C. H. 

6018040220 

60-312 

0 

FAY, C. U. 

8012040221 

50-344 

0 

FAY, C. H. 

8012040329 

50-133 

Q 

FAY, C. M. 

8012040830 

50-879 

0 

FAY.C.W. 

8012040333 

50-377 

0 

FAY, C. U. 

8018040241 

50-361 

0 

FAY,C. M. 

8012040844 

50-806 

0 

FAY, C. M. 

8018100145 

PR 


FAY.C. M. 

8012110488 

50-806 

p 

FAY, C. H. 


8018040457 

8012040461 

8018040463 

8012040469 

8012040538 


50-206 0 
50-318 0 
90-344 Q 
50-133 Q 
50-588 Q 


FAY, C. W, 
FAZIO, P. V. 
FEE,H. I. 
FEE.M. F. 
FEE, W. F. 


8012040681 

8012040689 

8012040687 

8012160081 

8012160087 


50-377 0 
90-361 Q 
90-278 0 
90-377 Q 
90-206 0 


FEHRINGER.U. 11. 
FEHRINGER.J, (1. 
FEIL, R. A. 

FEIL, B. A. 

FEIL, R. 


8018160088 

50-312 

Q 

FEINS TEIN.ri. 

0018160092 

50-344 

0 

FEIR, 0. J. 

0018160075 

50-588 

Q 

FEIT. ft. 

8018160077 

50-133 

0 

FELLOHSi H. E. 

8012160118 

50-312 

Q 

FELTOM, J, M. 

8018160121 

50-344 

0 

FELTON, J, M. 

8018160124 

50-133 

0 

FELTON, J. M. 

8018160127 

50-528 

0 

FELTON, J. H. 

8012160130 

50-206 

Q 

FELTON, J. t1. 

8018160133 

50-377 

0 

FELTON, J. M. 

8013240479 

MISC 


FELTON, J. M. 

80121S0313 

30-344 

0 

FELTON, J. t1. 

8018290245 

CRO 


FELTON, J, M. 

6018020050 

50-338 

p 

FELTON, J. M. 

8018050036 

90-338 

p 

FELTON, J. H. 

8012310633 

30-338 

p 

FELTON, J. M. 

8018120081* 

50-170 

H 

FELTON, U. M. 

8012290988 

50-170 

0 

FELTON, J. 11. 

8018050627 

PR 


FELTON, J, M, 

8018080286* 

50-454 

0 

FELTON, J. M. 

8018190227* 

50-456 

0 

FELTON, J. M. 

8012240178* 

90-440 

0 

FELTOM. J. H. 

6018120335 

PR 


FELTON, J. f1. 

SOI SI 00235 

PR 


FELTON, J. M. 

8018110784 

PR 


FELTOM, J. M. 

6018030769* 

50-320 

u 

FELTON. J. H. 

8012090368 

50-287 

H 

FELTOM, J. M. 

8012160565 

ACR8 


FELTON, J. H. 

8018030299* 

FOIA 


FELTON, J. M. 

8012030507* 

FOIA 


FELTOM, J. M. 

8018030059* 

FOIA 


FELTON, J.«. 

8018030049* 

FOIA 


FELTON, J.H. 

801SS20037* 

50-317 

0 

FELTON, J, M. 

8018180968* 

50-1 12 

Q 

FELTOM, J.M. 

8018300250 

50-445 

M 

FELTOM, J. M- 

8018300090 

50-237 

0 

feutoM, u. ri 

8018300084* 

50-837 

0 

FELTON, J. M. 

6018160041* 

90-308 

Q 

FELTON, J.IL 

8018000817 

40-3493 


felton; U. IL 

8018300030* 

90-445 

M 

FELTON, J. H. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6018110770* 
8012110668* 
8012110663* 
8013240016 
801 S 16 04 13* 

8013100179 

8013120893* 

8018040339* 

8012040319* 

8013040329* 

6013090029* 

8012100147* 

8018100056* 

8012310419* 

8012890800* 

8012090642* 

8012080177 

80(2010364 

60180,10372* 

8012090306 

8012090314* 

8012180377 

8018090378 

8018230069 

8018840473 

8018840409 

8018150077 

8012160488* 

8012160487 

8018170969 

8018170598 

8018170604* 

8018170606* 

8018300593 

8012300404 

8018300586 

8012890163 

8018030864* 

8012010101 

8012890890 

0013190061 

8013190947 

8012110605* 

8018110079* 

8013170511* 

B01S310S63 

8018130104 

8018036346 

8013190513* 

8005130186 

0012030001 

8012010602 

6012030872 

8012110643 

8012080604 

6018080731 

8018020778 

8012030874 

0018030718 

8012080705 

8018080730 

8013080791 

8018080771 

80(3030664 

8018080161 

8013080592 

8013110200 

8013160062 

B013C60713 

8018040701 

0013090536 

6012050633 

8012080006 

8012080353 

8018080549 

8018080103 

8012100632 

8012170155 

8013040065 

8018040371 


FOIA 

FOIA 

FOIA 

50-387 

0 

TOPREP 

50-320 

8 

50-318 

0 

50-318 

a 

90-206 

a 

90-361 

0 

50-206 

a 

90-361 

0 

50-312 

0- 

90-288 

0 

50-869 

H 

90-866 

F 

REOOD 

50-866 

B 

50-866 

8 

50-301 

S 

50-301 

S 

PR 

90-866 

F 

90-266 

0 

50-866 

0 

50-866 

Q 

50-266 

P 

90-866 

R 

90-866 

R 

90-301 

a 

50-301 

8 

50-301 

s 

50-301 

s 

50-266 

p 

50-266 

p 

50-266 

p 

50-461 

0 

50-213 

F 

50-245 

P 

50-249 

P 

90-409 

P 

50-318 

P 

50-410 

0 

50-418 

0 

30-423 

a 

FOIA 

PR 

REVIEW GRP 

50-338 

R 

40-6940 

87-10 

50-338 

F 

30-213 

F 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-416 

F 

FOIA 

50-10 

Q 

50-416 

F 

SO-3 

F 

50-458 

F 

50-266 

F 

50-443 

P 

50-263 

F 

90-327 

F 

FOIA 

50-331 

P 

50-54 

F 

50-245 

F 

50-327 

F 


6018110140 FOIA 
8018110184 FOIA 
8012150018 FOIA 
8012150016 FOIA 
8012160433 50-317 K 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBdECT 

CATEOORV 

FELTOM. J. 11. 

e013110S27 

90-409 

H 

FELTOMi J. M. 

6012110920 

FOIA 


FELTOM. J. K. 

6012110524 

70-143 


FELTOM. J. K. 

eoi2oaosi3 

90-250 

F 

FELTOM. J. K. 

S012U020B 

FOIA 


FELTOM. J, «. 

30131 1043B 

FOIA 


FELTOM. J. M. 

3013110935 

FOIA 


FELTOM. J t1. 

S0131109S6 

30-389 

8 

FELTOM. 11. 

3013180332 

90-142 

P 

FELTOM. J. M. 

3012180323* 

SO-142 

P 

FELTON. J. 11, 

8012220103 

FOIA 


FELTOM. J. 11. 

B012090107 

90-348 

F 

FELTON. J. 11. 

8012190001 

FQIA 


FELTON. J. M. 

8012190005 

FOIA 


FELTON. J. 11. 

80121S0CO6 

FOIA 


FELTON. J. 11. 

8012160004 

FOIA 


FELTON. J.I1. 

3013160019 

FOIA 


FELTON. J. 11 

3013180273 

FOIA 


FELTON. J.I1. 

B013190086 

90-289 

F 

FELTON. J. M. 

B012160024 

FOIA 


FELTON. J. M. 

8012180326 

FOIA 


FELTOM. J. M. 

6012130333 

FOIA 


FELTON. J. 11. 

8012230921 

90-166 

F 

FELTON. J. M. 

30 121 70234 

FOIA 


FELTON. J. tl 

3012230912 

90-124 

F 

FELTON, d. II. 

3012230930 

90-369 

A 

FELTON. J. 11. 

8012240113 

50-279 

F 

FELTON, d. 11. 

6012240369 

90-369 

F 

FELTON, d. 11. 

BO 12240429 

90-10 

0 

FELTON, d. 11. 

B012190366 

FOIA 


FELTOM. d. M. 

8012190383 

FOIA 


FELTON, d. H. 

8012190406 

FOIA 


FELTON, d. II 

8012240119 

FOIA 


FELTON, d. II 

8012240126 

70-143 


FELTON, d. 11. 

6012240400 

90-299 

H 

FELTOM. d, 11. 

B012I90093 

90-317 

F 

FELTOM. d. H. 

8012190397 

FOIA 


FELTOM. d. M. 

8012190419 

FOIA 


FELTON, d. 11. 

3012220169 

70-143 


FELTON. d.M. 

BO 12290433 

aO-313 

F 

FELTOM. d. M. 

BOl 2290464 

90-279 

F 

FELTOM. d. fl. 

8012190247 

FOIA 


FELTOM. d. M. 

8012290440 

90-320 

F 

FELTON, d. M. 

8012290449 

90-320 

F 

FELTON, d. M. 

80122904 56 

90-289 

F 

FELTON, d. M. 

8012290477 

90-320 

F 

FELTOM. d.M. 

8012290490 

90-320 

F 

FELTOM. d. H. 

8012290497 

90-320 

F 

FELTOM. d.N. 

8012290904 

90-320 

F 

FELTOM. d. 11. 

8012240406 

FOIA 


FELTOM. d. 11. 

6012310966 

FOIA 


FELTOM. d. M. 

BO 123 10984 

90-279 

H 

FELTOM. d. M, 

8012310960 

FOIA 


FELTON, d. H. 

8012310994 

FOIA 


FENWICK. A. J. 

8012170681* 

90-209 

H 

FER&USON. J. H. 

8012040366 

PR 


FEROU80N. J. H. 

8012080789 

PR 


FEROUSQM. d. H. 

8012230439 

90-339 

P 

FEHDUSQN. d. H. 

8012300988 

90-404 

A 

FEROUSON. d. H. 

B012290194 

90-280 

P 

FERGUSON, d. H. 

8012290364 

90-330 

P 

FEROUSON. d. H. 

BO 1 2290392 

90-338 

P 

FEnOUSON. d. H. 

8012290316 

90-339 

P 

FEftMANDE2-PAL 

8012010432 

PR 


FERN08. 0. 

8012290628 

90-376 

0 

FERRER. R. A. 

6012110067 

PR 


FEULNER.n. C. 

6012220039 

PR 


FIOELHAN. S. J. 

801212001B 

PR 


FIELDER, d. 

8012010399 

90-302 

d 

FIELDER, d. 

8012020473 

90-327 

d 

FIELDER. J. 

8012020478 

80-339 

d 

FIELDER, d. 

8012100911 

50-327 

d 

FIELDER. J. 

8012160307 

90-327 

d 

FIUPV.R. E. 

8012230319 

NUREO 


FINFROCK. 1. R. 

8012160431* 

50-219 

H 

FINFROCK. I.R. 

8012310418 

80-219 

C 

FINFROCK. I.R 

8012010319 

90-219 

6 

FINFROCK. 1. R. 

8012040449 

80-219 

S 

FINFROCK. I.R. 

8012010318 

90-219 

8 

FINFROCK. I.R. 

S012020S92 

90-219 

a 

FINFROCK. I, R. 

8012090204 

90-219 

F 

FINFROCK. I.R. 

8012080420 

90-219 

a 

FINFROCK. 1. R. 

8012090466 

90-219 ■ 

8 

FINFROCK. I.R. 

8012090363 

90-219 

P 

FINFROCKr I. R. 

8012160946 

80-219 : 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUDdECT 

CATEOORV 

FINFROCK, I. R. 

80 12090 I 77 

90-219 

P 

FINFROCK. I. R. 

8012160482 

90-219 

8 

FINFROCK. I. R. 

8012160461 

90-219 

V 

FINFROCK, I. R. 

8012220404 

50-219 

fi 

FINFROCK, I.R. 

8012230100 

50-219 

P 

FINFROCK, r. R. 

8012230468 

50-219 

8 

FINK. 8. 

8012090388 

30-247 

U 

FINLAY. R. L, 

8012300719* 

SO-466 

T 

FINLEY. A. 0. 

0012160192* 

80-315 

0 

FINMAN.C, F, 

8012120241* 

50-409 

P 

FINMAN.C, F. 

80 120203 IS* 

90-409 

P 

FINSTON. R. A. 

8012120109 

PR 


FIORELLT.O. 

801 1290274 

50-461 

Q 

FtORELLl.O. 

8012120287 

90-403 

Q 

FIORELLI.O. 

8012110041 

90-440 

Q 

FIORELLI.O. 

8012090145* 

90-4 40 

0 

FlORELLt. 0.. 

8012110006 

90-461 

Q 

FIORELLI, 0. 

8012160539 

90-456 

0 

FIORELLI, 0. 

8012040602 

90-341 

0 

FIORELLI, 0. 

8012030396 

90-546 

Q 

FIORELLI, 0. 

8012080027 

90-494 

Q 

FIORELLIi 0. 

8012080279 

90-4 94 

0 

FIORELLI.O. 

8012180590* 

90-461 

0 

FIORELLI.O. 

8012190221 

90-456 

0 

FIORELLI.O. 

0012190242 

90-454 

0 

FIORELLI.O. 

8012190271 

50-331 

Q 

FIORELLI.O. 

8012040296 

50-403 

Q 

FIORELLI.O. 

8012240026 

50-483 

Q 

FIORELLI, Q. 

8012240092 

90-373 

Q 

FIORELLI, 0. 

6012040343 

50-546 

Q 

FIORELLI. 0. 

8012040668 

50-483 

Q 

FIORELLI. 0. 

8012240066 

90-946 

Q 

FIORELLI.O. 

8012240169 

50-440 

Q 

FIORELLI.O. 

8012040236 

90-461 

0 

FIORELLI.O. 

8012110621 

50-483 

Q 

FIORELLI.O. 

8012190223 

50-456 

Q 

FIORELLI, 0. 

8012290398 

90-373 

A 

FIORELLI, 0. 

8012100679 

90-329 

A 

FIORELLI, 0. 

8012290394 

90-299 

Q 

FISCHER, D. L. 

8012110390 

90-289 

H 

FISHi d. E. 

8012080704 

REOOD 


FISHER, M.L. 

8012180409* 

90-2 

Q 

FISHER, M. L. 

8012180435* 

70-929 


FISHER, M.L 

8012220056* 

90-266 

Q 

FISHER, U.L. 

8012230193* 

80-373 

0 

FISHER. B. 

8012090024 

PR 


FISHER, W. L. 

8012220096* 

40-3392 


FISHER, M.L, 

8012180234* 

70-36 


FITZOERALD.d. A. 

8011200286 

6ECY 


FITZOIBBONS. R. 

6012300324 

90-237 

0 

FITZOERALD.H. d. 

8012090471* 

90-219 

8 

FITZOIBBONS, R. 

8012110540 

90-237 

0 

FITZOERALD. H. d. 

8012160491* 

90-219 

8 

FITZGERALD, d. A. 

BOl 2240004 

CaHHIBSIDN 

FtTZOERALD, d. A. 

8012290062 

COMMI6810N 

FITZPATRICK, R. 

8012110591* 

90-389 

0 

FLACKE, R.F. 

SO 12090038 

86«L« Frog 

FLANDERS. W. L. 

8012020597* 

50-309 

R 

FLANDERS. W. 

8012300529* 

90-309 

R 

FLEENOR. C. 11. 

8012300149 

CONTRACT 


FLEENOR.C. 11. 

8012300227 

CONTRACT 


FLEISCHER, fi.L. 

8012120392* 

40-6622 


FLEI8CHAKE3I, D. 

BOIiaSOiOB* 

90-279 

0 

FLEISCHAKER. D. 

8012290120 

50-279 

0 

FUEiaCHAKER, D. 

8012080513 

80-279 

0 

FLEiaCHAKER, D. 

8012290120 

90-279 

0 

FLEISCHAKER. D. 

0012170440 

90-279 

0 

FLEISCHAKER, D, 

0012170442* 

80-279 

0 

FLEISCHAKER. D. 

8012300364 

80'“278 

0 

FLEISCHAKER, D. 

0012300364 

90-279 

0 

FLEISCHAKER, D. 

801231 02B3 

90-279 

e 

FLETCHER, d. M. 

8012080329 

PR 


FLETCHER. C. D. 

8012040503 

RES 


FLICK, R. 

8012310510* 

80-320 

H 

FLINT, 8. K. 

8012110344 

PR 


FLOR REICH. 0. 

8012110360 

80-289 

H 

FLUKE, D. d. 

6012120009 

PR 


FLUKE. D. d. 

80121200S9 

PR 


FLYNN, d. D. 

8012090795 

PR 


. FLYNN, M.d. 

0012120074 

CONTRACT 

R.YNN, M. d, 

0012230540 

CONTRACT 

FLYNN, d. 0. 

0012170502 

80-388 

0 

FOOELSQN, A. 

0012110706 

PR 


FOLEY, T. 

8012090084* 

50-29 

0 

FOLEY, T. . 

0012240277* 

90-29 

Q 


AUTHOR 

ACCEBBION 

NUMBER 

SUBdECT 

CATEOORV 

FQPAKIAN, K. 

0012170120 

PR 


FORD, U. H. 

8012020027 

40-8902 


FORD.R. C. 

8012060664* 

40-1341 


FORD. E. d. 

0012160041* 

90-302 

Q 

FORT, d. E, 

0012100434 

50-209 

H 

FORTI.E, 

6012190241 

FOIA 


FOSTER, d. E. 

6012310510* 

90-341 

a 

FOSTER, W. E. 

8012020702* 

aA999 


FOSTER. M. E. 

8012180599* 

0A999 


FOSTER, L. E. 

8012190711* 

90-340 

Q 

FOMLER.E.E. 

0012030346* 

FOIA 


FOX, 0. F. 

0012190922* 

QA999 


FOX. D. F. 

0012000268* 

QA999 


FRALEY, R.F. 

8012000411 

ACR8 


FRALEY, R.F. 

6011200233 

aECV 


FREDERICKS, K. H. 

6012100498* 

90-320 

P 

FREE, B. 

0012170239 

40-0783 


FREED-THALL, P. 

0012120003 

PR 


FREEDMAN. P.F. 

8012300161 

90-209 

0 

FREEMAN, d. D. 

8012010631 

40-299 


FRENCH, L. D. 

0012020479* 

90-29 

B 

FRENCH, L. D. 

0012160511* 

90-29 

S 

FRERICK8. J. 

0012120620 

PR 


FRIBDLANOER.d. 

0012240369 

Prog 

FRIE8EMA. H. P. 

8012040176* 

90-320 

H 

FRIE8EN. B. B. 

001210013? 

PR 


FRIE6EN. 8. 8. 

0012100931 

80-140 

F 

FR180LI. A. 

0012030132* 

FOIA 


FROST. 0. R. 

0011290069 

90-299 

Q 

FROST, 8. R. 

8012290243 

90-299 

0 

FROST, 8. R 

0012300406 

90-299 

8 

FULLHDOD.R.R. 

BO 12000023 

NUREO 


FULTON, d. F. 

0012030840 

REOOD 


FULTON, d. F. 

80121803Y4* 

90-244 

P 

FURBU8H, M. H. 

8012090000 

PR 


FURBUSH, 11. H. 

6012100274 

PR 


FURBU8H. M. H. 

6012300392 

90-279 

0 

FURR. 8. d. 

8012040991 

90-324 

0 

FURR. D. d. 

0012230016 

90-324 

Q 

FURR. B. d. 

6012310194 

90-261 

0 

FURR. 0. d. 

6012310396 

90-261 

0 

FURR. B. d. 

8012310404 

90-261 

0 

FURR. 8. d. 

6012310490 

90-324 

0 

FURR. B. J. 

6012310494 

90-324 

0 

FURTH, F. M. 

6012080120 

PR 


FUSON. 8. 

8012100171 

PR 


OAOE.L. M. 

6012060266* 

0A999 


oaoe;l. 

6012230041* 

90-392 

Q 

OAOLIARDO. d.E. 

6012120326* 

90-313 

Q 

OAOLIARDO. d.E. 

8012080634* 

90-313 

Q 

OAHM, d. M. 

80I12S0901* 

90-267 

8 

OAKHi d. U. 

0012020563* 

90-267 

6 

OAHM. J. U. 

6012020979* 

90-267 

B 

OAHM. d. M. 

0012090419* 

80-267 

S 

OAHM, d. M. 

8012100337* 

90-267 

R 

OAHM. d, M. 

8012100491* 

90-267 

6 

OAHM. J. M. 

8012100509* 

90-267 

8 

OAHM, d. M. 

8012100921* 

90-267 

S 

OAHH, d. U. 

6012100937* 

90-267 

8 

OAHM, d. M. 

8012290442* 

90-267 

8 

OAHM, d. M. 

8012300967* 

90-267 

B 

OALANO. M. 

6012170104 

PR 


OALLAKER. B. 

0012220246* 

FOIA 


OALLAOKER.P.d. 

0012120337 

FOIA 


OALLEN. K. P. 

8012120646 

90-409 

0 

0 ALLEN. K. F. 

8012120646 

90-409 

0 

OALLO.R. M. 

0012060129* 

50-307 

Q 

OALLO. d. 

6012090132 

PR 


OALLO. J. 

6012300360 

90-199 

0 

OALLO, d. 

8012300360 

90-198 

0 

OARNER. D. d. 

8012100316* 

50-346 

P 

OARNER. R. M. 

6012190044 

RES 


OARRITY, d. H, 

8012020200 

90-309 

P 

OARRITV, d. H. 

8012020909 

90-309 

R 

OARRITY, J. H. 

0012300926 

90-309 

R 

GARRISON, d. H. 

8012230360* 

90-993 

8 

OARTLER. 8. M. 

8012120076 

PR 


OARY, R. d. 

0012030796 

90-449 

Q 

OARY, R. d. 

6012100990* 

90-449 

Q 

OARY, R. d, 

0012160931 

90-449 

Q 

OARY. R. d. 

8012180249 

80-449 

8 

OARY. R. d. 

0012190467 

90-448 

■ K 

OARY. R. d. 

0012290169 

90-449 

6 

OARY. R. 0. 

8012300336 

90^449 

C 

OARY, R. d. 

8012300936 

:50M49 

, A 
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AUTHOR 

NUMBER 

CATEGORY 

OARY. R. J. 

0012310088 

50-449 

F 

OASPAROTTI, J. 

8012170781 

RES 


OATCHEL, R. 

8012330339 

50-380 

P 

OATES, U. 

0012020616* 

50-389 

a 

GEARHART, J. 

8012080238 

PR 


GEARS, 0. 

8012030664* 

90-387 

0 

GEARS. 0. £. 

a012290225« 

50-387 

0 

GEARS. 0. E. 

8012300266* 

50-466 

0 

GEE. 0. W. 

0012230099 

NUREO 


OEHR. A. C. 

0012290430* 

90-838 

0 

OEHR, A, C. 

0012300487 

90-938 

0 

OEHR, A.C. 

8013300487 

90-530 

0 

OEIS. J. W. 

BO 12300636 

90-367 

A 

OELSTON, A, H. 

0012300424 

90-337 

0 

GEUBTON, A. H. 

0012300444* 

50-337 

8 

OELSTON, A. H. 

8012300939* 

90-327 

8 

GEORGE, E. A. 

0013030467 

PR 


OEOROIOU. 0. 8. 

0013290003 

90-275 

0 

OEOROIOU, B. 8. 

8013290161 

50-275 

0 

OEOROIOU, B. 3. 

8013290663 

50-279 

0 

OEOROIOU, B. 8. 

0013300117 

90-379 

0 

OERLT, D. H. 

8013090317* 

90-344 

p 

OERTH, 0. E. 

8012110204 

PR 


OERUSKV. T, M. 

0012080400 

PR 


OETTLER, F. W. 

8012100079 

REQOD 


OIACODBE.F. 8. 

8013100458* 

90-320 

p 

01AHBUS80. A. 

8013110670* 

90-395 

A 

0IAMBUS80, A. 

8013110733* 

FOIA 


OIBBONS, T, D, 

0013170076* 

90-413 

0 

OIBBDNS.T, D. 

8013110639* 

90-890 

Q 

GIBBONS, T. D. 

8013100322* 

90-338 

Q 

01 BBS. 0. C. 

0013080153 

PR 


OISBS, 0. C. 

8013180260 

PR 


OIBSON, A. F. 

0012190440* 

90-384 

0 

OIBSON. A.F. 

0013090310* 

90-261 

0 

OIBSON. A. F. 

8013130349* 

70-37 


OIBSON.U. 8. 

8013100566* 

90-317 

s 

OIBSON, 0. T. 

0013100379* 

90-369 

0 

OIBSON. A.F. 

0012180319* 

90-364 

0 

OIBSON, A. F. 

0013190202* 

90-364 

Q 

OIDO.R. 0. 

0013330099 

NUREO 


OILDERT, L. D. 

8013020763* 

90-483 

0 

OILOERT8, 0. E. 

8013090006 

90-383 

0 

0ILBERT8, D.E. 

8012180010 

90-363 

Q 

GILBERTS, D. E. 

0012320177 

50-202 

Q 

OILBERTB, D, £. 

0012220183 

50-363 

0 

OILBERTS, D. E. 

8013330734 

90-283 

0 

OILCHREST.C.W. 

8013290370 

50-170 

H 

OILONER, M. L. 

8012310499* 

90-346 

Q 

OILINSKY, V. 

0012110460* 

FOIA 


GILIN8KY, V. 

0013110463* 

FOIA 


GILLESPIE, E, P. 

aoi3090!69* 

70-1191 


OILLEN. D. M. 

8013030003 

40-3299 


GILLEN, D. M. 

801S030C07 

40-0904 


GILLETT, W. T. 

0013190909* 

90-316 

R 

OILLia.U, P. 

0013190113* 

90-327 

P 

GILLILAND, 0. L. 

8013090149 

50-70 

P 

OILMAN, D. 

801SU0392* 

50-390 

0 

OILMAN, D. N. 

0013040430 

50-361 

A 

OILMARTIN, D. H. 

8012030706 

90-323 

A 

GILMAN, D. W. 

8013130413* 

90-206 

P 

0IN8BER0, T. 

0013190161 

90-937 

A 

OIRARD, E.H. 

0013100113* 

50-260 

0 

OIRARD. E. H. 

0013170473* 

90-438 

0 

GIRARD, E.H. 

8013310299* 

90-413 

0 

OLAOOLA, A. F. 

8018110974 

CONTRACT 


OLAOOLA, A. F. 

8012310250 

90-449 

M 

OLAOOLA, A. F. 

0018110349 

CONTRACT 


0LA8S, D. N. 

0012090133* 

71-39 


GLENN, J. 

8012390378 

40-672 


GLOVER. H. 

8013100170 

PR 


GODDARD, R. J. 

8013230327 

80-461 

0 

GODDARD, R. U. 

8018390406 

90-337 

T 

GODDARD, R. 

0013230019 

90-237 

G 

GODDARD. R. J. 

8012290313 

90-337 

0 

GOEBEL, L. 

8012080361 

PR 


GOLD, 0. W. 

8013030607* 

FOIA 


OOLDBERO, S. C. 

8012020699 

90-367 

0 

OOLDBERO.S, C. 

801303042S 

90-399 

0 

GOLDBERG, 8. J. 

8012190543 

90-367 

0 

GOLDBERG. 8. C. 

0013290651 

90-280 

p 

OOLDBERO, B, C. 

8012300011 

90-367 

0 

OOLDBERO, 8. C. 

8013300217 

90-399 

0 

OOLDKANN.K. 

8011210177 

71-9019 


GOLDMAN, M. 

8012230154* 

CONTRACT 



ACCESSION SUBJECT 
AUTHOR NUMBER CATEODRY 


OOLDSTSIMi D. 6012110248 PR 

00LD8MITH<R. 6018170519 NUREO 

OOULERrK, R. 80121 10i79» 50-395 A 

OOLLER, K. R. 8018110876 50-10 P 

OQODHOPEi A. C. 8018190460 70-1308 

ODQDLINOi B. 8012100668* 60-380 U 

OOODLINS. B, 8012030781* 90-289 H 

OOODMAN, L . 8. 0013100535* 90-409 S 

OOODMAN. L,8, 8013020456* 30-409 8 

OOODHANi L. S. 8013100540* 50-409 6 

GOODMAN, (,.8, 0018100947* 90-409 8 

OaODMAN, L.8. B013090368* 50-409 8 

GOODMAN, L. 6. 8013! 60286* 90-409 R 

GOODMAN, L, B, 8012160449* 50-409 8 

GOODMAN, L. 8. 0013160463* 50-409 3 

OOODHINiR. N. 8013030553* FQIA 

GOODWIN, N.L. 0013090169* 70-1151 

GOODWIN, W.L. 8013090165* 70-11 SI 

0D0Ria,P. R. 8013100173 «>R 

GORDON, a, 0012030139* FOIA 

CORDON, 8, 8013030109* FOIA 

GORDON, R.F. 8013100306 PR 

gore, A. 8012030691 50-301 H 

OORMLEV, J. F. 0018170639 90-389 H 

GQTCHYiR.L 0013050406* 90-46 6 0 

ODTCHY.R.U. 0013300371* 90-466 G 

GOULD, W. 0018110394 90-389 H 

ORABB, H. H, 8012390397* 90-330 H 

GRADIN. L. P. 8013080701 PR 

GRADY, J, 0018110798 PR 

ORAE88ER1 14. L. 0013090433 50-304 8 

0RAE6SER,K. L. 8012090461 50-399 8 

ORAESBER.K, L. 8012190093 50-30 4 8 

ORAE80ER,14. L, 801319 0311 50-399 B 

0RAE89AR,K, L. 8013110398 90-299 R 

ORAEBBER, K. L. 8013170607 90-304 8 

GRAE88ER,K, L. 0012230316 90-304 8 

0RAE8eEfi,K. L. 8013230322 50-399 8 

GRAHAM, J. 8, 0012030978* FOIA 

GRAND, R, A. 8013030090* FOIA 


GRANT, W. 8, 

8013040263* 

90-331 

0 

0RA8B0, E. 

GRAVES, R. H. 

8013170285 

0012090361 

PR 

50-213 

6 

CRAVES, fi.H. 

8013190924 

50-213 

R 

GRAY, J. R. 

0012190231 

50-344 

0 

GRAY, J. R, 

0013170740 

50-389 

0 

GRAY, J. R. 

0013290416 

90-289 

0 

GRAY, J. R. 

8013390389 

90-269 

0 

GRAY, J. R. 

0012300110 

90-344 

0 

GRAY, J, R. 

8012300497* 

90-344 

0 

GRAY, J, R, 

8012300390 

50-463 

0 

GRAY, J. R. 

0012300396 

90-984 

0 

GREELEY, 0. H. 
OREENMAN, E. 0. 

0012100099 

0013160113* 

PR 

90-277 

0 

OREENMAN.E.G. 

0013300080* 

90-277 

Q 

OREENMAN, E.O. 

8012230031* 

90-317 

0 

OREENMAN, E. 0. 

8012190713* 

90-333 

0 

GREEN, H. J. 

8013030639 

90-327 

6 

GREEN, H. J. 

8013030610 

90-327 

B 

GREEN, H. J. 

8013030669 

90-327 

8 

GREEN, H. J. 

8013030418 

90-360 

8 

GREEN, H. J, 

8012020914 

90-396 

8 

GREEN, H. J. 

8012030423 

50-327 

8 

OREENWAI.D,R. 

0012190192 

90-271 

H 

GREEN, H. J. 

8012030444 

50-296 

8 

GREEN, H. J. 

8012020499 

90-296 

8 

GREEN, H. J. 

8012020629 

50-327 

B 

GREEN, H. J. 

0012040392 

50-327 

8 

GREEN, H. J. 

0012090399 

50-327 

a 

GREEN, H. J, 

0012100923 

50-260 

8 

GREEN, D. 0. 

0012290163 

90-449 

M 

GREEN, H. J. 

0012130466 

90-259 

8 

GREEN, H. J. 

8012120902 

90-399 

8 

GREEN, H. J. 

0012120909 

90-396 

8 

GREEN, M. J. 

8012150169 

50-327 

8 

GREEN, H. J. 

0013130910 

90-899 

8 

GREEN, H. J. 

0013160447 

90-327 

8 

GREEN, H. J. 

0013160542 

90-376 

8 

GREEN, H. J. 

0018170565 

90-396 

8 

GREEN, H. J. 

8013170558 

50-260 

8 

GREEN, H. J. 

8013170643 

90-360 

6 

GREEN, H. J. 

8013230459 

90-260 

8 

GREEN, H.J. 

0013160593 

90-296 

8 

GREEN, H. J. 

8013170603 

90-327 

8 

GREEN, H, J. 

8013170603 

90-296 

8 


ACCESSION SUBJECT 


AUTHOR 

NUHBBR 

CATEGORY 

GREEN, H. J. 

8013230362 

50-327 

S 

GREEN, H. J. 

8012230306 

SO-327 

s 

GREEN, H. J. 

8012300419 

50-327 

8 

GREEN, H. J. 

8012300914 

50-260 

S 

GREEN, H. J. 

8012300541 

50-327 

s 

GREEN. H. J. 

8012300577 

90-259 

s 

GREEN, H. J. 

0012300634 

90-259 

s 

GREEN, H. J. 

8012300438 

50-259 

8 

GREEN, H. J. 

0012300438 

50-327 

S 

GREEN, H. J. 

8012300518 

50-327 

s 

GREEN, H. J, 

8012300531 

90-296 

8 

GREEN, H. J. 

0013300999 

90-327 

6 

GREEN, H. J. 

0013300619 

90-299 

s 

GREER, R. J. 

0012160976* 

50-182 

0 

0REEVE8, d. T. 

a0t3320335« 

50-409 

0 

OREOER, R. L. 
OREOO.R. J. 
GREGORY, W. D. 
ORENDON.A. 
ORENDON, A. 

GRIER, 

8012080199* 

6012290063 

8012010530 

8013030366* 

8012030012* 

0012110747* 

90-272 

70-820 

PR 

27-10 

FOIA 

FDIA 

0 

GRIER, B. H. 

0012080106* 

90-272 

0 

GRIER, E.H. 

8012090940 

90-273 

0 

GRIER, S. H. 

8012010109 

50-301 

0 

GRIER, 0. H. 

0012010339 

50-213 

0 

GRIER, B. H. 

8013020316 

30-293 

c 

GRIER, D.H. 

8013020330 

50-245 

0 

GRIER, B. H. 

0012020331 

90-289 

Q 

GRIER, 0. H. 

6012020335 

50-317 

Q 

GRIER, 0. H, 

8013020329 

50-220 

0 

GRIER, B. H. 

8012090019 

50-219 

Q 

GRIER, B. H. 

0012160046 

50-410 

Q 

GRIER, D. H. 

8012160049 

50-286 

D 

GRIER, 0. H. 

80120801 16 

50-372 

0 

GRIER, D. H. 

8012170367 

30-3 

0 

GRIER, 0. H. 

8012170370 

90-213 

Q 

GRIER, B. H. 

8012170375 

90-317 

Q 

GRIER, 8. H. 

8012170376 

90-309 

Q 

GRIER, B. H. 

0012170378 

90-916 

0 

GRIER, a. H. 

8012170381 

90-489 

0 

GRIER, B. H. 

8012170304 

90-443 

Q 

GRIER, 8. H. 

0012170386 

50-412 

0 

GRIER, B. H. 

0012170389 

50-363 

0 

ORIER.B. H. 

8012170392 

50-29 

Q 

GRIER, B. H. 

8012170394 

90-244 

Q 

ORIER, B. H. 

8012170397 

50-272 

0 

DRIER. D.H. 

8012170398 

50-286 

0 

DRIER, B. H. 

0012170402 

90-336 

0 

ORIER.B, H, 

0012170404 

50-289 

a 

ORIER.B. H. 

8012170409 

90-334 

8 

GRIER, B. H. 

8012090486 

90-334 

p 

ORIER.B. H. 

8012090936 

50-293 

s 

GRIER. 0. H. 

BO 12100057 

90-334 

a 

GRIER, 0. H. 

6012190405 

90-334 

0 

GRIER, B. H. 

0012300153 

90-320 

a 

ORIER, D. H. 

8012120024 

90-286 

0 

GRIER, Q. H. 

0012120040 

50-333 

0 

ORIER, B. H. 

8012120060 

50-272 

Q 

GRIER, B. H. 

8012120072 

90-293 

0 

ORlERrB. H. 

8012130077 

50-213 

0 

GRIER, B. H. 

8012130080 

90-3 

0 

ORIER, B. H, 

8012120084 

50-334 

0 

ORIER, B. N. 

8012130089 

90-219 

0 

ORIER, B. H. 

8012130093 

50-277 

0 

GRIER, B.H. 

80:12130097 

50-844 

a 

ORIER, B.H. 

8012130100 

90-309 

0 

ORIER, B.H. 

8012120105 

90-317 

Q 

ORIER, B.H. 

8012120113 

50-243 

0 

ORIER, B.H. 

8012120117 

50-220 

0 

ORIER, B. H. 

8012120131 

50-443 

0 

ORIER, B. H. 

8018130136 

50-410 

Q 

ORIER, D. H. 

8013130141 

50-289 

0 

ORIER, B. H. 

8013120145 

50-271 

0 

ORIER, B. H. 

0013120190 

50-89 

0 

GRIER, B. H. 

8013120197 

50-412 

0 

ORIER, B. H. 

8012120161 

90-363 

Q 

ORIER, B. H. 

8012120167 

50-322 

G 

GREER, B. H. 

8013120173 

50-91* 

Q 

GRIER, B. H. 

8018120178 

50-307 

Q 

ORIER, B, H. 

8013120104 

50-392 

Q 

ORIER, B. H. 

8013120190 

60-394 

Q 

ORIER, 8. H. 

B012120I95 

90-489 

0 

ORIER.B. H. 

0012030799 

50-271 

Q 

ORIER.B. H. 

8013030764 

50-289 

S 

ORIER. S.H. 

8013030767 

50-219 

0 
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ACCESSIaN 
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AUTHOR 

NUMBER 

CA7E0QRY 

AUTHOR 

ORIERj B. H. 

8012030763 

90-317 

a 

ORIER.B. H. 

0R:tER4 0. H. 

8012030770 

90-293 

0 

ORIER.B. H, 

ORIER. B. H. 

8018030771 

90-213 

0 

ORIER.B. H. 

ORIERi B. H. 

8012030772 

90-3 

0 

ORIER.B. H. 

ORIER r E. H. 

8018030776 

90-334 

0 

ORIER. B. H. 

ORIER. B. H. 

8018030777 

90-443 

0 

ORIER.B, H. 

ORIER. B. H. 

8012030780 

90-410 

0 

ORIER. B. H. 

ORIER. 6. H. 

8012030788 

50-916 

0 

ORIER.B. H. 

ORIER. 0. H. 

6012030789 

50-220 

Q 

ORIER.B. H. 

ORIER. 6. H. 

8012030787 

50-245 

a 

ORIER.B. H. 

ORIER. B. H. 

8012030790 

50-277 

Q 

ORIER.B. H. 

ORIER. B. H. 

801 2030791 

50-266 

8 

ORIER. B. H. 

ORIER. B.K. 

8012030794 

50-333 

0 

ORIER. B. H. 

ORIER. B. K. 

8012030796 

30-272 

0 

DRIER. B. H. 

ORIER. 6. H. 

8018030799 

50-244 

a 

ORIER. B, H. 

ORIER. B. H. 

8012030604 

50-354 

a 

ORIER. B. H. 

ORIER. a. H. 

8012030805 

50-352 

Q 

ORIER. B. H. 

ORIER. B. H. 

6012030807 

30-387 

0 

ORIER. B. H. 

ORIER. a. H. 

8012030309 

50-495 

0 

ORIER. B. H. 

ORIER. B. H. 

8012030813 

50-309 

Q 

ORIER. B. H. 

ORIER. B. H. 

8012030819 

50-322 

Q 

ORIER. B. H. 

ORIER. B.M, 

8012030621 

50-363 

Q 

OftlERi B. H. 

ORIER. B. H. 

8012030625 

50-412 

0 

ORIER, B. H. 

ORIER. B.H. 

8012080158 

50-29 

Q 

ORIER. B. H. 

ORIER. B.H. 

8012080237 

30-354 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012080310 

9D-2B6 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012060379 

50-443 

Q 

ORIER.B, H. 

ORIER. B.H. 

8018080382 

50-412 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012080419 

50-271 

Q 

ORIER, B. H. 

ORIER. B.H. 

8018080426 

50-272 

0 

ORIER.B. K. 

ORIER. B.H. 

8012080433 

50-333 

Q 

ORIER, B. K. 

QRIEft. B. H. 

8012080438 

50-307 

Q 

ORIER. 6. H. 

ORIEft. B.H. 

6012080441 

30-516 

Q 

ORIER. B. H. 

ORIER. B.H. 

8012080446 

50-322 

0 

DRIER. B. H. 

OR lER. B.H. 

8012080449 

50-220 

0 

DRIER, B. H. 

DRIER. 6. M. 

8012060494 

50-277 

Q 

ORIER, B. H. 

ORIER. B.H, 

8012060474 

50-245 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012060477 

50-293 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012060481 

50-317 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012060463 

50-29 

Q 

DRIER, n. H. 

ORIER. B.H. 

8012080486 

50-244 

Q 

ORIER.B. H. 

DRIER. B.H. 

8012080490 

50-363 

0 

ORIER.B. H. 

ORIER. B.H. 

8012060493 

50-352 

0 

ORIER.B. H. 

OR lER. B.H. 

8012080494 

50-410 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012060336 

50-309 

Q 

ORIER.B. H. 

DRIER. B.H. 

8012060539 

50-334 

0 

ORIER.B. H. 

DRIER. B.H. 

8012060542 

50-219 

Q 

ORIER.B. K. 

ORIER, B.K. 

8012060547 

50-3 

Q 

ORIER, B. H. 

ORIER, B.M. 

8012060949 

50-269 

Q 

ORIER. B, H, 

ORIER. B.H. 

8012000966 

90-485 

Q 

ORIER. B, H. 

ORlERrD.H. 

8012020668 

50-317 

F 

ORIER, B, H. 

ORIERrB.H. 

6012020739 

50-201 

F 

ORIER, B. H. 

ORIER. B.H. 

B012040007 

50-443 

Q 

ORIER, B.H. 

CRIER. B.H. 

6012040012 

90-363 

0 

ORIER. B.H. 

ORIER. B.H. 

8012040026 

90-410 

Q 

ORIER.B. H. 

ORIER. 8. H. 

6012040031 

90-387 

0 

ORIER.B, H. 

ORIER. B. H. 

8012040035 

90-352 

Q 

ORIER.B. H. 

ORIER. B. H. 

8012040037 

50-317 

0 

ORIER, S. H. 

ORIER. B.H. 

8012040040 

90-309 

0 

ORIER, B. H. 

ORIER. B. H. 

8012040042 

90-412 

Q 

ORIER.B. H. 

ORIER. B. H. 

8012040045 

90-29 

Q 

ORIER.B. H. 

ORIER. B. H. 

8012040047 

50-272 

0 

ORIER.B. H. 

ORIER. B.K. 

8012040050 

90-293 

0 

ORIER.B. H. 

ORIER. B.H. 

8012040093 

90-277 

0 

ORIER, B. H. 

ORIER. B.H, 

8012040060 

90-244 

Q 

ORIER.B. H. 

ORIER. D. M. 

8012040062 

50-333 

Q 

DRIER, B.K. 

ORIER. B. H. 

8012040066 

90-3 

Q 

ORIER. B. H. 

ORIER. B.M. 

8012040067 

90-213 

0 

ORIER, 6. H. 

ORIER. B.H, 

8012040073 

50-489 

Q 

ORIER. B.H. 

ORIER. B.H 

8012040077 

90-916 

0 

ORIER, B.K. 

ORIER. B.H. 

8012040078 

90-271 

o 

ORIER. B.H. 

ORIER. B.H. 

8012040082 

90-266 

0 

ORIER. B. H. 

ORIER.a.H. 

8012040086 

50-322 

Q 

ORIER, B. H. 

DRIER. B.H. 

8012040090 

90-394 

Q 

ORIER.B. H. 

ORIER. B.H. 

8012040092 

50-249 

0 

ORIER.B. K. 

ORIER.B. H. 

6012040099 

80-289 

Q 

ORIER, B. K. 

ORIER. B.H. 

6012040098 

50-280 

a 

ORIER.B. H, 

ORIER.B. H. 

6012040102 

90-219 

0 

ORIER, 8. H. 

ORIER. B. H. 

8012040104 

90-334 

0 

ORIER. H, H. 

ORIER.B. H. 

6012040167 

90-244 

F 

ORIER. 6. H. 

ORIER. B.H. 

BOU040177 

90-29 

F 

ORIER.B. N. 

DRIER. B.H. 

■8012040632 

, 90-3 ' 

F 

ORIER.B. H. 

ORIER.B. H. 

8012040691 

50-220 

F 

ORIER, B. H, 

ORIERRB.H. 

8012090496 

50-219 

F 

ORIER, B. H. 

ORIER.B, H. 

8012090477 

90-269 

F 

ORIERrB.H, 


ACCESSION 

NUMDEE 


8018090499 

8012090926 

80120S0938 

801S0909SO 

80120B0716 

8012060726 

8012060730 

B01S080734 

6012060740 

6012290006 

6012220616 

6012230616 

8012220621 

8012220626 

6012220639 

8012220633 

8012220637 

8012230643 

8012220647 

8012220691 

8012220693 
6012220660 
80 12220661 
8012220663 
8012220667 

8012220671 

6012220679 

6012220676 

6012220679 

6012220693 

6012220694 

6012220686 

8012220699 

8012220691 

6012220699 

6012220697 

6012220702 

6012040494 

6018040490 

6012040499 

8018040497 

6012040499 

6018040900 

6012040903 

6012040S04 

8012040308 

6012040909 

8012040914 

8018040919 

8012040923 

8012040929 

8012040931 

8012040932 

8012040936 

6012040999 

8018040999 

6012040602 

6018040607 

8012040612 

6018040614 

601S04061B 

6018040620 

8018040623 

8012040628 

6012040629 

8012090928 

6012090943 

8012090946 

8018090947 

8012090991 

6012090936 

8012090997 

8012090961 

6018090963 

8018090966 

8018090969 

8012090972 

8012090973 

80(2090973 

8013090978 

8012090980 

8012090983 

8012090989 

80120909BB 

8012090989 


SUBJECT 

CATEGORY 


90-877 F 
90-271 F 
90-293 F 
30-333 F 
50-245 F 

30-286 F 
SO-309 F 
90-272 F 
50-213 F 
90-334 F 

90-245 0 
50-3 Q 
30-317 0 
50-277 0 
90-293 0 

90-213 0 
90-916 0 
90-220 0 
90-334 0 
50-289 0 

90-387 0 
90-332 0 
90-394 0 
50-219 0 
90-309 0 

90-244 0 
90-333 0 
50-286 0 
50-872 0 
90-29 0 

90-412 0 
90-322 0 
90-271 0 
90-363 0 
90-410 0 

90-443 0 
90-4B9 0 
90-271 0 
50-277 Q 
90-249 0 

90-278 0 
60-244 0 
90-213 0 
90-266 0 
90-293 0 

90-269 0 
90-29 0 
90-333 0 
90-880 0 
50-317 0 

90-219 0 
90-334 0 
90-3 0 
90-309 0 
90-322 0 

90-423 0 
90-418 0 
90-469 0 
90-363 0 
50-316 Q 

90-410 0 
90-387 0 
90-398 0 
90-394 0 
90-443 0 

90-893 Q 
90-317 0 
50-3 0 
90-813 0 
50-412 0 

90-334 0 
90-363 0 
90-819 0 
90-382 0 
90-916 0 

90-809 0 
90-309 0 
90-849 0 
90-410 0 
90-820 0 

90-333 0 
50-886 0 
90-392 0 
90-877 0 
90-367 0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ORIER, 6. H. 

8012090993 

90-394 

Q 

ORIER, B.H. 

8012090999 

90-272 

G 

ORIER, B.H. 

8012030998 

90-443 

Q 

ORIER, B. H. 

8012090999 

50-244 

Q 

ORIER, B.H. 

8012030601 

90-489 

G 

ORIER, D. H. 

8012030608 

90-271 

G 

ORIER, B. H. 

8012030610 

50-29 

0 

DRIER. B. H. 

8012220338 

90-289 

G 

ORIER.B. H. 

8012290401 

90-220 

G 

GRIER, B.H. 

8012160391 

90-247 

Q 

ORIER.B. H. 

B0121B03S7# 

90-247 • 

Q 

ORIFFIN, E, E. 

8012100240 

PR 


ORIFO, A. P. 

8012120312 

PR 


0RtKE6, B.K. 

8012170382* 

90-133 

F 

ORIHES, B. K. 

8012300272* 

90-344 

F 

0RIHE8, B. K. 

8012020691 

8t*t* Pros 

0RIHE8, B. K. 

8012240442 

QRO 


ORIHEB.C. I. 

8012160379 

90-461 

A 

ORIHES. C. I. 

8012160227 

90-461 

A 

OROCE.R. H. 

7812010146 

50-29 

Q 

OROCE, R. H. 

7811280221 

90-29 

P 

OROCE.R. H. 

7906130106 

90-29 

Q 

GROCE, R. H. 

7907090076 

90-29 

G 

OROCE, R. H. 

7908070673 

90-29 

Q 

OROCE, R. H. 

7908270311 

90-29 

0 

OROCE, R. H. 

7910030679 

90-29 

Q 

OROCE, R. H. 

7910040432 

90-29 

Q 

OROCE, R. H. 

7909210287 

90-29 

P 

OROCE, R. H. 

7910180149 

90-29 

Q 

OROCE, R. H. 

7910310236 

90-29 

Q 

OROCE. R. H. 

7911230340 

50-29 

Q 

OROCE.R. K. 

7912140252 

90-29 

0 

OROCE.R. H. 

8012090190 

90-271 

P 

OROCE, R. H. 

80121300G2 

90-309 

F 

OROOME, K. 

8012180607* 

0A999 


0RO88MAN. K. 

8012110216 

FOIA 


OROBSi H. 

8012110134 

PR 


OROSBHAN, K. 

8012110942 

FOIA 


0R0B8HAN, K. 

8012180326 

FOIA 


OROSSHAN, H. 

8012290149 

90-70 

0 

OROSSHAN, H. 

8012290089 

90-367 

0 

OROTENHUIS, 11. 

8012190067 

90-290 

Q 

OROUNEY, E. J. 

8012170297 

PR 


ORUBB.R.L. 

8012230380 

NUREO 


OUILBERT.D. E. 

8012190489* 

0A999 


OUILBERT. D. E. 

8012190470* 

0A999 


OUILBERT.D. E. 

8012290492* 

QA999 


OUINNi 8. A. 

8012230916 

NUREO 


0ULDEI10ND, U. 0. 

8012310900* 

90-266 

Q 

0UH8LE, F. H. 

8012010419* 

90-286 

B 

OUMBLE.F.H. 

8012190139* 

90-206 

B 

0UH8UE, F, W. 

8012290429* 

90-286 

B 

OUPPY, J. 0. 

8012190191 

RES 


0U8TAVe, R.P. 

8012310620 

CONTRACT 


0U8TAVE. R.P. 

8012310979 

CONTRACT 


OUTH, P, H. 

8012080299 

PR 


OUT80N, R. C. 

8012020494 

PR 


OUTTMANN, J. 

8012240484 

TOPREP 


OUTTHANNr J. 

8012240909 

TOPREP 


OUTTMANN, J, 

8012310247 

TOPREP 


OUTTMANN, J, 

8012310292 

TOPREP 


OUY, J. D, 

8012300679* 

90-466 

T 

OUZY, D. J. 

8012010196* 

71-9073 


OUZY, D, J. 

8012010163* 

71-9073 


OWYNN, T. P. 

8012110110* 

50-358 

G 

HAABB, U. P. 

8012010463 

TOPREP 


HAA88, W. P. 

8012090021 

TOPREP 


HACKNEY, R. 

8012040407* 

50-267 

P 

HADLOCK, 0. F. 

8012030938* 

FOIA 


HAFER, G. A. 

8012090308* 

90-397 

F 

HAOAiP.B. 

8012080142 

PR 


HAOA.P. B. 

8012090042 

PR 


HAOEY.H. 

8012080813 

CONTRACT 


HAOEY, H. 

8012080807 

CONTRACT 


HAOBY, H. 

8012040133 

CONTRACT 


HAOEY. H. 

8012080499 

CONTRACT 


HAOEY. H. 

8012060589 

CONTRACT 


HAOEY. H. 

8012100412 

CONTRACT 


HAOEY. H, 

8012240040 

CONTRACT 


HAOUE.R, L. 

8012310500* 

90-266 

G 

HAHN.M, F. 

8012230319 

NUREO 


HAILE.L. 

8012110923 

90-289 

H 

HAIRSTON, C. 

8012110688 

CONTRACT 


HAtRSTON, C. 

8612110974 

CONTRACT 


HAIRSTON.C. 

8012040159 

27-39 



PERSONAL AUTHOR INDEX 


3i 



ACCESSION 

SUBJECT 

AUIXOR 

NUMBER 

CATEOORV 

HAIRSTON. C. A. 

8013310288 

90-449 

H 

HAIRSTON, C. 

8012110349 

CONTRACT 

HAIRSTON. H. 0 . 

80120103A7* 

90-348 

8 

HAIRSTON, H. 0. 

8012020919* 

90-364 

8 

HAIRSTON. H. 0, 

a0120209S8» 

90-348 

6 

HAIRSTON. U. 0. 

e0120209A6« 

90-349 

8 

HAIRSTON, H. 0. 

8012020574* 

90-348 

S 

HAIRSTON. W. 0. 

80 1202098 A* 

50-348 

S 

HAIRSTON, N. 0. 

8012020999* 

50-348 

8 

HAIRSTON. N. 0. 

a012020A01* 

90-348 

8 

HAIRSTON. U. 9. 

80121A0400* 

90-364 

R 

HAIRSTON. W. 0. 

80121 A040A* 

90-348 

R 

HAIRSTON. H. 0. 

801210093A* 

90-340 

8 

HAIRSTON. N. 0. 

eoi2ioo9Aa* 

90-364 

8 

HAIRSTON. W. 0. 

8012300939* 

90-348 

8 

HAIRSTON. H. 0. 

8012300930* 

80-348 

8 

HAIRSTON. W. 0. 

8012300947* 

50-364 

8 

HAI8T. D. P. 

8012040310* 

50-397 

0 

HALE. C. J. 

8012190922* 

QA999 


HALE. C. J. 

e0120802A8« 

QA999 


HALE.C. J. 

8012020733* 

QA999 


HALE.C.J. 

8012230183* 

0A999 


HALE. C. J. 

8012180629* 

0A999 


HALE.C.J. 

8012190494* 

aA999 


HALE.C. J. 

SO 12040023* 

QA999 


HALE. C. J. 

8012190080* 

0A999 


HALE. C. J. 

8012220098* 

0A999 


HALL. 0. R. 

8012300030* 

50-445 

H 

HALL. 1. J. 

0012220719 

NUREO 


HALL. W. J. 

8012080767 

70-754 


HALL. W. J. 

8018080774* 

70-794 


HALL. W. J. 

8012080779* 

70-794 


HALL. R, E. 

8012040039* 

80-49B 

0 

HALL.R, E. 

8012020749* 

90-449 

0 

HALL.R, E. 

8012020762* 

90-482 

Q 

HALL. R. E. 

8012020383* 

40-8299 


HALL. R. E. 

8012190416* 

90-498 

0 

HALL.R. E. 

8012190623* 

90-498 

0 

HALL. V. 

8012190719* 

90-43B 

Q 

HALL. E. E. 

8012230004 

90-399 

M 

HALL. E. E. 

8012230004 

50-399 

K 

HAUL. B. 

8013180383* 

90-391 

0 

HALLIDAY 

80123003U4* 

50-361 

K 

HALLIOAN. T. J. 

8012180160 

50-387 

0 

HALLIOAN. T. J. 

8012190200 

90-3S7 

0 

HALMAN. E. L. 

8012110093* 

CONTRACT 


HANILL. K. J. 

8012010023 

40-8743 


HAMILL. K. J. 

8012169764 

40-8743 


HAMILTON. L. ». 

8012290099* 

90-466 

0 

HAMILTON. L. 

8012290160* 

50-466 

T 

HAMILTON. L. D. 

8012290167* 

90-466 

T 

HAMLIN. D. R. 

8012010043 

RES 


HAMLIN. 0. R. 

8012010046 

RES 


HAMLIN, a. R, 

8012040383 

RES 


HAMLIN, D, R. 

8012040386 

RES 


HAMLIN. 0. R. 

8018040609 

RES 


HAMLIN. D. R. 

8012220164 

RES 


HANCOCK, J. A. 

8012020934 

90-302 

a 

HANCOCK, J. A. 

8012020639 

50-302 

6 

HANCOCK. J. A. 

8012220304 

50-302 

8 

HANCOCK, J. A. 

8012330448 

90-302 

8 

HANCOCK, J. A. 

8012230913 

90-302 

8 

HANCOCK, J. A. 

8012230317 

NUREO 


HANCOCK, J. A. 

8012330433 

50-302 

8 

HANCOCK, J. A. 

8012230440 

50-302 

8 

HANCOCK, J. A. 

8012300901 

90-302 

8 

HAND, A. 

8012090368 

90-289 

H 

HANHARDT. A. M. 

8012190937 

NUREO 


HANNAN, J. 

8012170784* 

REB 


HANtMN, J. 

8012290619 

NUREO 


HANNAN, J. 

8012290619 

NUREO 


HANNON, J. N. 

8012020094 

TOPREP 


HANNUM, D. 

8012010382* 

90-294 

B 

HANRAKANi E. J. 

8009100428 

8ECV 


HAMRAHAN, E. J. 

8012030924 

REVIEW ORP 

HANRAHAN, E, J, 

8012030930* 

REVIEW ORP 

HANRAHAN. E. J. 

8013030910* 

REVIEW ORP 

HANRAHAN. E. J. 

8012030929* 

REVIEW ORP 

HANRAHAN. E. J. 

8018030889* 

REVIEW ORP 

HANRAHAN, E. J. 

8012030883* . 

REVIEW ORP 

HANRAHAN. E. J. 

8012030861 

REVIEW ORP 

HANSEN. L. E. 

8018020092 

71-7070 


HANSEN, W. A. 

8012240030* 

90-483 

Q 

HANSEN, Li E. 

8012090297 

XPORtHC 


HANSEN, L. E. 

8012170273* 

XPORTLIC 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOnS 

HANSEN, L.e. 
HANSEN. L. E. 
HANSEN, L. E. 
HANSEN, L. E. 
HANSEN, L. E. 

BO 12170287* 

8012170329 

8012170280 

8012170331 

8012170270 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

HEI8HMAN, R, F. 
HE18HMAM, R, F. 
HEISHMAN.B. F. 
HEIBHHAN.R, F. 
HEISHHAN.R.F. 

8012110636 
8012110643* 
8012100989 
SO 12310426 
8012100430 

90-341 

90-282 

90-10 

50-899 

50-199 

HANSEN. L. £. 
HANSEN, L. E. 
HAN8LER. 0. H. 
HANSON, P. 

KARS ISON. U. 

6012230199 

8012230204* 

8012220399 

6012060281 

6012190292 

XPORTLIC 

XPORTLIC 

90-352 D 

PR 

90-329 8 

HEIBHMAN.R. F. 
HEISMMAN.R. F. 
HEIBHMAN.R. F. 
HEISHMAN. R, F. 
HEISHMAN.R, F. 

8012110641 

6012110693 

6012190265 

0O121SO1S1 

6012020308 

90-202 

50-331 

90-331 

90-294 

90-10 

HARDCASTLE, J. E. 
HARDIN, A. K. 
HARLAN, R. L. 
HARKON. D. 

HARRAN. 0. 

8012120339 

aoi2iaoo39* 

8012010031 

a0123 10066 

8012230343* 

PR 

90-261 Q 

40-8084 

XPORTLIC 

50-249 R 

HEISHMAN, R, F. 
HEISHMAN, R. F. 
HEI8HMAN. ft. F. 
HEISHMAN, ft. F. 
HEIBHMAN, R, F. 

6012310470 

8012020987 

6012310493 

0012040299 

0012310490 

90-346 

90-346 

90-346 

90-309 

30-266 

HARRIB.R.E. 
HARRIS, R.E. 
HARRIS, R. E. 
HARRIS. R.E. 
HARRIS, A.W. 

8012030942* 

8012030302* 

8012030409* 

8012030463* 

8012030074* 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

HEIBHMAN.R. F. 
HEISHMAN.R. F. 
HEISHMAN.R, F. 
HEISHMAN.R. F. 
HEISHHAN.R.F. 

8012310906 

8012310442 

0012110763 

8012120419 

8012160226 

90-34:1 
90-331 
90-331 
90-294 ; 
90-407 

HARRIS, A. H. 
HARRIS, A. W. 
HARRIS. A.W. 
HARRIS, A. W. 
HARRISON, 0. 

8012030118* 

8012030127* 

8012030091* 

B012030097* 

8012190374* 

27-10 

27-10 

27-10 

27-10 

FOIA 

HEISHMAN.R. F. 
HEISHHAN.R.F, 
HEISINO-OOODMAN 
KELFRECHT.O. J. 
HEL0E80N, 0.. L. 

6012310629 

6012190699 

0012040347* 

8012300180 

8012030077* 

ao-io 

90-373 

PR 

90-269 

27-39 

HARRIS. J.R, 
HARRIS. J.R, 
HARRIS. J.R. 
HARRISON. J. J. 

HARR ISON. J. J. 

6012120377* 
8012090924* 
8012110623* 
8012030409* 
BO 12240072* 

90-966 Q 
90-424 0 
90-413 0 
90-946 Q 
30-946 Q 

HEL0E8ON. 0. L. 
HELLER, A. 8. 
HELLER, J. K. 
HELTON, A. H. 
KELWICK, C. 

6012030002* 

6012160413* 

8012310433* 

6012290370* 

6012300109 

27-39 
TOPREP 
80-239 i 
90-320 
90-142 

HARRIOAN.K. C. 
HARRISON. P. 
HARRISON, F. L. 
HARRISON, P. 
HARBTEAD, 0. A. 

8012110892 

8012100481* 

8012120300 

8012100479* 

8012040329* 

PR 

90-220 8 
30-206 P 
90-220 B 
90-319 P 

HENDEReHOTT, L. 
HENDRIE. J. M. 
HENDRIE, J, M. 
HENDRIE, J. M. 
HENDRICKS,!). W. 

8012010419 

8012290069* 

8012240078* 

8012240074* 

8012240289 

PR 

COMrtlSSU 
COMM 1 58 1C 
COMMtSSlC 
WASTE MOT 

HART.H, C. 

HART, 0. 

HART, J. 

HARTFIELD.R. A. 
HARTMAN, J. D. 

8012160471* 
BO 10300944* 
8012190940 
8012090073* 
8012120119 

70-687 

90-320 U 
90-382 a 

SECY 

PR 

HENDRIE, J. K. 
HENDRIE, J. M. 
HENDRIE, J. M. 
HENDRIX, E. J. 
HENDRIE, J. M. 

8012110310 

8012090261 

8012230046* 

6012290039 

6012290413 

COMH 15810 
COMM 18810 
90-389 
90-199 
90-327 : 

HARTMAN. C.J. 
HARTNETT. (1. 

HARVEY, R.C. 
HATCHER, R. D. 
HATHHAVrC.M. 

6012170492 
SOI 2300264 
SOI 2240262* 
8012220634 
8012040924 

90-199 R 

90-2 B9 0 

BO-29 P 

NUREO 

70-1062 

HENOOELER, J. T. 
HENRY, H. L, 

HENRY. J. J, 

HENRY, A. F. 

HENSLEY. K. D, 

0012290171* 

8012240149 

8012160238 

6012220249* 

6012230432 

50-26? i 
XPORTLIC' 
PR i 
CONTRACT- 
70-143 : 

HAUOHNEV. C. J. 
HAUOHNEV.C. J. 
KAUOHNEY. C. J. 
HAU8MAN, A. L. 
HAVERKAMP.O, 

0012000790 

8012300346 

8012220722 

8012290147 

8012190110 

70-1193 

90-201 P 

90-201 P 

PR 

90-209 8 

HERALD. W. 
HERBIQ.F.K. 

HERD8T, M. 

HERDT, A. R, 

HERDT, A. R. 

6012080007* 

6012010444 

6012080662 

6012020404* 

8012180190* 

90-443 : 

PR 

PR 

90-364 ; 

90-413 

HAWKINS. E. P. 

HAYES. D. H. 

HAYES, 0. W. 

HAYES. 0. W. 

HAYOOOD. C. 

8012110762 

8012110049* 

8012160999* 

8012190210 

8012030623 

27-47 

90-440 Q 
90-496 0 

90-249 0 

NUREO 

HERDT. A. R. 

HERDT, A. R. 

HERDT. A, R. 

HERDT, A. R, 

HERDT, A. R. 

6012180116* 

0012180217* 

8012170048* 

6012180194* 

6012100112* 

90-416 
80-389 : 

90-338 
90-261 
90-260 - 

HAYNES, R. C. 

HAYNES, R. C, 

HAYNES, R. C. 

HAYNES, R. C. 

HAYNES, R, C. 

8012040679* 

0012010014* 

6012040310* 

0012310908* 

0012310234* 

50-903 Q 
90-928 Q 
90-397 0 
90-460 Q 
90-928 Q 

HERDT, A, R. 

HERDT, A, R. 

HERDT, A. R. 

HERDT, A. R. 

HERDT, A. R. 

6012170039* 

6012090917* 

6012060656* 

8012110647* 

6012110709* 

90-200 : 

90-321 

90-367 

90-910 

90-364 

HAYNES, J. 0. 

HAYS, M. L, 

HAILE, A, J. 

HAILE, A. J. 

HAILE, A. J. 

8012170619 

8012300194* 

8012080779 

8012220409* 

8012170040 

90-206 8 

CONTRACT 

WASTE HOT 

WASTE HOT 

RE09D 

HERDT, A. R. 

HERDT, A, R. 

HERDT, A. R. 

HERDT, A. R. 
HERNANDEZ, 0. 

0012170473* 

6012180401* 

6012310093* 

6012310299* 

6012010014* 

90-438 1 

90-369 i'l 
90-966 fl 
90-413 ,i 
90-826 ;(| 

HAZLE, A. J. 

HECK, F. K. 

HECTOR. A. 0. 
HEOKANrS. 

HEOHER, J, D. 

8012220477 

6012090492* 

6012240407* 

8012110690 

8012100102* 

WASTE HOT 

PROJ 

Blata Pro* 

PR 

90-334 0 

HERNANDEZ. V. A. 
HERNANDEZ. V, 
HERNANDEZ, V, A. 
HERNANDEZ. V. A. 
HERNANDEZ. V. A. 

6012020646* 
6012220312* 
601 22304 94* 
6012230924* 
6012230437* 

90-302 il 
80-302 !'( 

90-302 '( 

90-302 
90-302 fl 

HEIBEL.R. P, 

HEIDER, L.H. 

HEIDCR, L.H. 

HEIDER, L. H. 
HEINEMAN. J. M. 

8012230409* 

8012090999 

0012230219 

BO 12240 174 
8012160402 

90-317 8 

90-271 Q 

80-271 P 

90-29 P 

90-399 D 

HERNANDEZ. V. A. 
HERR. R. K. 
HEftSCHLER, E. 
HERBCH, H. H. 
HEftSKOVITZ.M, 8. 

0012300912* 

6012040039* 

6012090671 

6012020214 

6012190199 

- [i 

90-302 ii 
80-490 El 
40-6743 1 
XPORTLIC 1 
REB ,, 1 

HEINZ, J. 

HEI8Hf1AN,R.F. 

HEl8HMAN,fl.F. 

HEISHHAN.R.F, 

HEISHHAN.R.F. 

8012030827* 

6012100167 

6012040093 

0012040691 

B011t90919 

90-320 U 
90-199 0 

90-346 Q 

90-316 Q 

90-10 Q 

HE8TER.il. L. 
HEUBNER, A. T. 
HEWITT, M.L. 

HEMITT, M. L. 
HEMITT.M. U. 

6012290399* 

6012160102 

6012030401* 

6012030437* 

6012030499* 

90-309 fi 
PR i 
FOIA p 
27-10 p 
FOIA 1 

HEIBHMAN.R.F. 

HEISHHAN.R.F. 

HEISHHAN.R.F, 

HEISHHAN.R.F. 

HEISHHAN.R.F. 

8012110104 

8012110117 

6012020761 

0012110737 

0012020787 

90-398 Q 
90-318 0 
30-373 0 
90-186 0 

90-263 Q 

HEWITTiK. L, 
HEWITT.K, L. 
HBWITT,M.L. 
HEWITT.M. L. 
HEWITT.M.L. 

6012030496 

6012030490* 

6012030436* 

6012030431* 

6012030421* 

FOIA [v 

FOIA 1 

FOIA 1 

FOIA E 

FOIA 1 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

^EUITT. H. L. 

^eUITT. KL. 
rIEMITTi H. L. 

HEVER.R, 8, 

HETERiR. 3 

8018030427* 

e01203041t« 

9012030407* 

9012160171 

9012160167 

FOIA 

FOIA 

FOIA 

40-9727 

40-8434 


HOFFMAN. D. P. 
HOFFMAN. D, P. 
HOFFMAN. D.P. 
HOFFMAN. D. P. 
HOFFMAN. D.P, 

9012220701 

8012180003 

8012080394 

8012030362 

8012030460 

50-155 

30-135 

50-259 

50-159 

50-299 

0 

0 

p 

r 

p 

HOVEY, 0. K. 

HOWARD. J. E. 

HOWARD. J. E. 

HOWARD, K. J. 

HOWE, P. M. 

6012300645 

0012080833 

SO 120 10233 
8012150167 
80121B0398* 

30-320 P 
PR 

90-293 P 
50-466 H 
50-400 Q 

HETEH.R. a. 
HEVERifi.S. 

KETERiR. 8. 

HICKEYrC. R. 

HICHIH. R. A. 

9012160179 

9012240114 

9012300003 

8012310406 

9012040627* 

40-6622 

40-9902 

40-0584 

50-346 

CONTRACT 

P 

HOFFMAN. D.P. 
HOFFMAN. D. P. 
HOFFMAN. D.P. 
HOFFMAN. 0. P. 
HOFFMAN. 0. P. 

8012180058 

8012160182 

8012160474 

9012230205 

8012230341 

50-159 

50-155 

50-159 

50-239 

50-199 

F 

P 

8 

P 

8 

HOWE.P. W. 

HOWE. P. W. 

HOWELL, a. H. 

HOWELL, J. C. 

HOWELL, J. C. 

0012180396* 

8012190351 

8012020363 

8012160221* 

6012160256* 

50-400 Q 
50-400 Q 
NUREO 

70-143 
50-261 0 

HICKSi B. 0. 
HIE8TAN0. Q. S. 
HIEBTAND. 0. S 
HIEaTAHD< 0. S 
HIQOIHS. J.C. 

9012110173 

8012120646 

9012300368 

9012300369 

9012110597* 

FR 

50-409 

30-409 

90-409 

50-322 

0 

0 

0 

Q 

HOFFMAN, 0. P. 
HOFFMAN, D. P. 
HOFFMAN. 0. P. 
HOFFMAN. D.P. 
HOFFMAN. D. P. 

8012230329 

9012230197 

8012230275 

8012300499 

8012300502 

90-195 

TOPREP 

90-159 

90-299 

50-199 

9 

P 

P 

P 

HOWELL. J. 

HOWLEY. J. R. 
HQWLETT.O. H. 

HOYLE, J.C, 

HOYLE, J. C, 

8012190609* 

0012030549* 

SO 12230347* 
8012030928* 
8012030931 

XPORTLIC 

FOIA 

50-336 R 
REVIEW ORP 
REVIEW ORP 

HIOOIMBOTHAH. L. 
HIOOIMS. J.C. 
HIOOINS. J.C. 

HICH> H. 

HILDEHBRANO. T. 

9012080380 

B0121S0393* 

8012180397* 

8O1219019( 

9012030823 

REOOD 

90-247 

90-247 

PR 

NUREO 

O 

Q 

HOFFMAN. D. P. 
HOOAN.D. A. 
HQHNSTQN, L. A. 
HOLEMAN. 0. R. 
HOLEMAN.O, R. 

9012300422 

9012110044 

9012110832 

9012120101 

8012110190 

90-199 

PR 

PR 

PR 

PR 

8 

HOYLE, J. C. 

HOYLE, A. 

HOYLE, J, C. 

HOZA. M. 

HSIEH. C. 

8012240018 

8012230133 

8012290037 

BO 12240443* 
8012220609 

50-307 0 

CONTRACT 
COMMISSION 
ORO 

NUREO 

HILEHANi J. A. 
HIWEBi H. T. 

HILL. M. H. 

HILL. A. 0. 

HILL. A. 

9012230370 

9012120624 

0012190707* 

8012190609* 

9012190719* 

NUREO 

PR 

50-272 

XPORTLIC 

50-439 

0 

a 

HOLODY, D. 

HOLQDY. 0, J, 
HOLQHAYi C, F. 
HOLOHAY.C.F. 
HOLSCOTT, W. 0. 

9012300039* 

8012220019* 

8012110003 

9012190183 

8012120617 

70-820 

70-1143 

RES 

RES 

PR 


HSU, Y. 

HU8ACEK. W, 0. 
HUBACEK.W. 0. 
HUBACEK. W. 0. 
HUBDARD. B. 

8012180430 

B012190416* 

8012100200 

8012100174 

8012220100 

MIBC 

50-490 0 
90-490 0 
90-402 8 
FOIA 

HILL. A. 

HILLB. M. 
HIKEBAUCH.H. 

HIHESi J. 

HIHE9. J. 

9012180383* 

8012170134 

8012170456* 

0012170791 

6012170784* 

50-391 

PR 

50-195 

RES 

RES 

a 

R 

HOLT, p. e. 

HOLT, J. 

HQLT.P. E. 

HOLT, J. 

HOLZ.H. a. 

8012090034* 

6012150140* 

8012070051* 

9012130136 

8012300060* 

QA999 

50-247 

QA999 

50-247 

90-387 

0 

0 

e 

HUDSON. 8. D. 

HUDSON, T. B. 

HUETER, L. J. 
HUETER, L. J. 

HUEY, M. E. 

8012290409* 

8012230053 

8012180435* 

0012230193* 

8012120348 

90-220 a 

90-490 0 

70-923 
50-373 0 

PR 

HIMES. J. 

HIHE3. J. 

HIHO. J.A. 

HIND. J.A. 

HIND. J.A. 

9012290615 

8012290619 

3012010596* 

9012010366 

9012020349 

NUREO 

NUREO 

50-282 

90-282 

50-346 

0 

0 

Q 

HON, A. L. 

HOOD. D. 

HOOD. 0. 

HOOKER. K. 

HOPKINS, J. B. 

8012100430 

8012090133 

9012290107 

8012300079 

8012040698* 

HISC 

90-329 

90-389 

90-466 

50-316 

A 

0 

0 

0 

HUFF, T. 0. 

HUGHES, W. J. 
HUKILL.H. D. 
HUKILL.H. 0. 
HUKILL.H. D, 

8012030948* 

8012080654 

8012020799* 

8012020791 

0012220000* 

FOIA 

PR 

50-809 0 

90-209 0 

50-289 0 

HIND. J.A. 

HIND. J. A. 

HIND. J. A. 

HIND. J. A. 

HIND. J.A. 

8012040274 
90121 10602 
8012240254 
9012160369* 
9012190291* 

60-299 

50-10 

60-331 

70-2609 

90-266 

Q 

Q 

0 

0 

HOROAN, J.. T. 

HORIN. U. A. 

HORIN. M. A. 

MORIN, M. A. 

MORIN, M. A. 

8012110199 

8012100083 

9012290647 

8012300097 

8012300057 

PR 

PR 

90-449 

90-449 

90-445 

0 

0 

0 

HUKILL.H. D. 
HUKILL, H. D. 
HUKILL.H. D. 
HUKILL.H. D. 
HUKILL.H. 0. 

8012020464 

8012090348 

8012170481 

8012160421 

0012290461* 

90-209 P 
90-209 P 
90-209 P 
90-289 F 
90-269 F 

HIND. J.A. 

HIND. J.A. 

HIND. J. A. 

HIND. J. A. 

HIND. J. A. 

8012160192* 

0012190360 

9012160174 

9012190600 

8012310583 

50-3 IS 

70-2609 

50-315 

50-159 

30-299 

Q 

a 

Q 

0 

KORIN. H. A. 

HORIN. H. A. 

HORIN. W. A. 

MORIN. U. A. 

HORN. A. J. 

9012290338 

8012290333 

9012310270 

8012310290 

8012090029* 

90-449 

50-445 

50-445 

50-445 

90-206 

0 

0 

0 

0 

Q 

HUKILL.H. D, 
HUKILL.H. 0. 
HUKILL, H. 0. 
HUKILL.H. 0. 
HUKILL.H. 0. 

8012160446 

8012160921 

0012190917 

8012220239 

8012290187 

90-289 Q 
90-2D7 P 
90-209 R 
90-289 P 
90-809 F 

HIND. J. A. 

HIND. J. A. 
HINDERSTEfHiC. 
HINES. E. 

HINZE.H. J. 

8012240061* 

80122400SS 

9012190199 

9012120499 

8012230201 

50-309 

90-305 

50-466 

90-341 

NUREO 

Q 

Q 

0 

8 

HORN, A. J. 

HORST. T. W. 
HORUITZ.H. 

HOBEV. C. M. 
HOSSLER. D. 

8012310419* 

8012220678 

8012000392 

9012080199* 

aOI210049S 

50-220 

NUREO 

PR 

50-272 

90-289 

0 

0 

H 

HUKILL, H, D. 
HUKILL.H. D. 
HULMAN, L. 0. 
HUNEZ.M. 
HUNNICUTT, D. M. 

0012300380 

8012300608 

8002220093* 

0012160707 

0012120326* 

90-269 P 
90-209 P 
90-367 0 
PR 

90-313 Q 

HIR6GH. D. 

HIRBCK. D. 

HITCH. J. H. 

HITCH. J. H. 

HITCH. J. U. 

9012120648 

8012120699* 

8012030399* 

8012030447* 

8012030444* 

50-142 

30-142 

FOIA 

FOIA 

FOIA 

0 

0 

HOSauER. 0. 

MOUK. J. L. 
HOURIHAN.P. L. 
HOUSTON, 0. 
HOUSTON. K. 0. 

9012300264 

8012110079 

6012290430* 

8012110776 

8012220141 

90-269 

PR 

50-928 

50-399 

90-440 

0 

0 

A 

A 

HUNNICUTT, D. H. 
HUNNICUTT, 0. M. 
HUNNICUTT. D. M. 
HUNNICUTT, D. 11. 
HUNNICUTT, 0. H. 

0012020194* 

0012000034* 

8012120970* 

8012120237* 

0012240049* 

90-289 a 
90-313 0 
90-289 0 
90-313 0 
90-289 Q 

HITCH. J. U. 

HITCH. J. H. 

HITCH. J. N. 

HITCH. J. M. 

HITCH. J. N. 

8012030337* 

8012030297* 

9012030914* 

8012030117* 

9012030474* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


HOVEY, 0, K., 

HOVEY. 0. 

HOVEY, 0. K. 

HOVEY. 0. K, 

HOVEY, 0. K. 

9012300160* 

0012040613 

9012040441 

8012050396 

8012010109 

90-380 

50-320 

90-320 

90-320 

90-320 

Q 

Q 

8 

P 

P 

HUNNICUTT, D. 11. 
HUNNICUTT, 0. H, 
HUNSTAD.A, A, 
HUN9TA0. A. A. 
HUNSTAD, A. A. 

8012290020 

8012290029 

8012010493* 

8012160490* 

0012090301* 

90-368 8 
90-363 8 
90-282 8 
90-202 R 
90-202 8 

HITCH. J. N. 

HITCH. J. H. 

HITCH. J. H. 

HITCH. J. H. 

HO. J. e. 

8012030259* 

8012030092* 

8012030246* 

8012030522* 

8012020499 

FOIA 

FOIA 

FOIA 

FOIA 

PR 


HOVEY, 0. K. 

HOVEY. 0. K. 

HOVEY, 0. K. 

HOVEY, 0. K. 

HOVEY, 0, K. 

6012020932 

8012020519 

9012050365 

9012090393 

8012090412 

90-320 

90-320 

90-320 

50-320 

90-320 

P 

P 

P 

8 

P 

HUNSTADi A. A. 
HUNSTAD, A, A. 
HUNT, M. D. 

HUNTER. R. 8 
HUNTER, R.H. 

8012090402* 

0012190197* 

8012100269* 

0012040590* 

0012170839 

50-306 S 
90-282 e 
50-424 C 
90-319 F 
90-200 C 

HOCHREITER. L. E, 
HOCKENBURr. R. IL 
HOOOOON. A. 
HO06ON.U.L. 

8012230473 

8012120342 

8012300013 

8012010516 

TOPREP 

NUREO 

90-445 

PR 

70-2623 

K 

HOVEY. O.K. 

HOVEY. 0. K. 

HOVEY. 0. K. 

HOVEY. 0, K. 

HOVEY. 0. K. 

B0121004S1 

8012110407 

9012110507 

90(2190199 

8012190260 

90-320 

90-320 

90-320 

90-320 

90-320 

P 

P 

P 

8 

0 

HUNTER, R. S. 
HUNTER, R. 3. 
HUNTER. R. S. 
HUNTLEY, H, W. 
HU3EBY. D. E. 

8012100933 

0012180312 

0012180315 

8012040476 

0012010369* 

90-315 F 
90-319 F 
90-315 f 
90-289 > 
50-317 £ 



90-10 

90-10 

90-10 

NUREO 

90-382 

P 

P 

P 

A 

HOVEY. 0. K. 

HOVEY, 0. K. 

HOVEY. 0, K. 

HOVEY. O, K. 

HOVEY. 0. K. 

8012160273 

8012160367 

8012160452 

6012160499 

8012190518 

90-320 

50-320 

50-320 

50-320 

90-320 

P 

P 

P 

6 

P 

Husa. J. 

HUSSEY. J. R. 
HUSSEY, J. R. 
HUTTON, P.H, 
HWANO, W. 8. 

0012160767* 

0012300720* 

0012300706* 

0012120609 

8012300486* 

40-8743 
90-466 1 

90-466 1 

RES 

TOPREP 



QRO 

50-195 ‘ 
71-8364 
80-139 
90-259 

Q 

a 

p 

HOVEY. 0. K, 

HOVEY, O.K. 

HOVEY, 0. R. 

HOVEY. 0. K. 

HOVEY, 0, K. 

8012190591 

8012320237 

8012220393 

8012230479 

8012300490 

90-320 

90-320 

90-320 

90-320 

90-320 

8 

P 

P 

8 

8 

HYDERiC. 
lAROSBE. D. 
ILLHAflOT, J. 
IPPOLITO.T. A, 
IPPOLITO, T. A. 

0012220269* 
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8012100695 

90-390 

A 

KENYOW. T. J. 

8012190063 

90-327 

P 

KEPFORD. C. 

8012290083 

90-463 

0 

KEPPLER. J. 0. 

BO 123 10373* 

40-7402 


KEPPLER. J. 0. 

8012310543* 

40-7402 


KEPPLER. J. 0. 

8012190692* 

90-309 

Q 

KEPPLER. J. 0. 

8012310314 

90-341 

0 

KEPPLER. J. 0. 

8012090145* 

90-440 

0 

KEPPLER. J. 0. 

8012190667 

90-303 

0 

KEPPLER. J. 0. 

8012220144* 

90-440 

A 

KEPPLER. J. 0. 

8012090138 

90-440 

0 

KEPPLER. J. 0. 

8012160033 

90-409 

0 

KEPPLER. J. 0. 

8012170271 

90-329 

0 

KEPPLER. J. 0. 

8012170498 

90-946 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KEPPLER, J. 0. 

0012170301 

90-303 

Q 

KEPPLER, J. 0. 

0012170306 

90-315 

Q 

KEPPLER, J. 0. 

0012170310 

90-10 

Q 

KEPPLER, J. 0. 

8012l709Bt7 

90-199 

Q 

KEPPLER. J. 0. 

8012170537 

50-329 

Q 

KEPPLER, J. 0. 

0012170342 

90-346 

Q 

KEPPLER, J. 0. 

0012170546 

90-237 

Q 

KEPPLER, J. 0. 

0012170553 

90-403 

Q 

KEPPLER, J. 0. 

0012170624 

50-266 

0 

KEPPLER, J. 0. 

0012170634 

90-331 

Q 

KEPPLER, J. 0. 

8012170644 

90-263 

0 

KEPPLER. J. 0. 

8012170649 

90-440 

Q 

KEPPLER. J. 0. 

8012170696 

90-367 

0 

KEPPLER. J. 0. 

8012170661 

90-399 

0 

KEPPLER. J. 0. 

8012170666 

90-461 

Q 

KEPPLER. J. 0. 

0012170671 

50-341 

0 

KEPPLER, J. 0. 

8012180130 

90-398 

0 

KEPPLER, J. 0, 
KEPPLER, J. 0. 

8012310464 

8012310334 

90-373 

40-7402 

0 

KEPPLER, J. 0. 

8012020112 

90-309 

P 

KEPPLER. J. 0. 

8012180022 

90-409 

Q 

KEPPLER. J. 0. 

8012160386 

90-461 

Q 

KEPPLER, J. 0. 

8012040270 

90-10 

S 

KEPPLER, J. 0. 

8012040309 

90-319 

F 

KEPPLER, J. 0. 

0012220042 

90-266 

Q 

KEPPLER. J. 0, 

8012010051 

50-373 

A 

KEPPLER. J. 0. 

8012020743 

50-10 

0 

KEPPLER, J.O. 

8012010381 

50-373 

A 

KEPPLER. J. 0. 

8012020092 

90-331 

F 

KEPPLER, J. 0. 

8012020063 

90-263 

F 

KEPPLER. J. 0. 

8012020077 

90-319 

F 

KEPPLER, J. 0. 

8012020098 

90-409 

f 

KEPPLER, J. 0. 

8012020102 

90-309 

F 

KEPPLER, J.O, 

8012020106 

50-199 

P 

KEPPLER. J. 0. 

8012020118 

50-346 

F 

KEPPLER. J. 0. 

0012020122 

90-266 

F 

KEPPLER, J. 0. 

BO12020199 

50-199 

F 

KEPPLER, J. 0. 

0012020167 

50-10 

F 

KEPPLER, J. 0. 

0012040097 

30-299 

0 

KEPPLER, J. 0. 

0012020697 

30-331 

a 

KEPPLER, J. 0. 

0012020666 

50-319 

0 

KEPPLER, J. 0. 

0012040633 

90-263 

0 

KEPPLER. J. 0. 

0012040637 

90-373 

0 

KEPPLER. J, 0. 

0012040641 

50-546 

0 

KEPPLER, J. 0. 

0012040644 

90-367 

0 

KEPPLER. J. 0. 

8012040646 

90-461 

0 

KEPPLER. J. 0. 

8012040647 

50-341 

Q 

KEPPLER. J. 0. 

0012040649 

90-329 

0 

KEPPLER. J. 0. 

0012040693 

90-331 

Q 

KEPPLER, J. 0. 

8012040694 

90-409 

Q 

KEPPLER. J. 0. 

0012040696 

90-346 

0 

KEPPLER. J.O. 

0012040699 

90-266 

0 

KEPPLER. J. 0, 

0012040661 

90-309 

0 

KEPPLER. J. 0. 

0012040664 

90-483 

Q 

KEPPLER. J. 0. 

8012040667 

90-10 

Q 

KEPPLER. J.O. 

0012040671 

90-440 

Q 

KEPPLER, J. 0. 

8012040674 

90-199 

a 

KEPPLER. J.O. 

80 12040676 

90-338 

Q 

KEPPLER. J. 0. 

0012040678 

90-318 

Q 

KEPPLER. J.O. 

0012310136 

90-483 

A 

KEPPLER. J. 0. 

0012080031 

90-319 

0 

KEPPLER. J. 0. 

0012080036 

50-350 

0 

KEPPLER. J. 0. 

0012080039 

90-440 

0 

KEPPLER. J. 0. 

0012080041 

90-329 

Q 

KEPPLER, J. 0. 

0012080044 

90-199 

Q 

KEPPLER, J. 0, 

0012080099 

90-409 

Q 

KEPPLER. J.O. 

0012080036 

90-341 

0 

KEPPLER. J.O. 

0012080097 

90-331 

8 

KEPPLER. J.O. 

0012080063 

90r461 

Q 

KEPPLER, 0,0. 

0012080066 

80-367 

Q 

KEPPLER. J. 0. 

00 12080070 

90-263 

0 

KEPPLER. J. 0. 

0012080071 

90-946 

0 

KEPPLER, J. 0. 

0012080074 

90-346 

0 

KEPPLER, J. 0. 

0012080076 

90-48.3 

a 

KEPPLER, J, 0. 

0012000080 

90-266 

0 

KEPPLER, J. 0. 

8012080083 

90-308 

Q 

KEPPLER, J. 0. 

8012080087 

90-10 

Q 

KEPPLER, J. 0. 

8012120389 

90-309 

Q 

KEPPLER. J. 0. 

8012090468 

80-199 

F 

KEPPLER, J. 0, 

0012190262 

90-155 

0 

KEPPLER. J. 0, 

8012190270 

90-263 

0 

KEPPLER. J, 0, 

8012220591 

90-346 

Q 

KEPPLER. J. 0. 

8012220594 

90-331 

0 

KEPPLER. J. 0. 

0012220606 

90-319 

0 

KEPPLER. J. 0. 

0012230223 

90-10 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

KEPPLER, J. 0. 

8012230236 

90-409 

0 

KEPPLER, J. 0. 

8012100661 

90-237 

Q 

KEPPLER, J. 0. 

8012170320 

90-309 

Q 

KEPPLER, J. 0. 

8012170922 

90-266 

Q 

KEPPLER, J. 0. 

8012170929 

90-346 

0 

KEPPLER. J. 0. 

8012170928 

50-346 

0 

KEPPLER, J. 0. 

8012170931 

90-263 

Q 

KEPPLER. J. 0. 

8012170933 

50-367 

Q 

KEPPLER, J. 0. 

8012170933 

30-331 

0 

KEPPLER. J. 0. 

8012170937 

30-461 

0 

KEPPLER, J. 0. 

8012170340 

90-341 

0 

KEPPLER, J. 0, 

8012170941 

90-409 

0 

KEPPLER, J. 0. 

8012170543 

50-329 

0 

KEPPLER, J. 0. 

8012170347 

90-319 

0 

KEPPLER, J. 0. 

8012170302 

50-10 

0 

KEPPLER, J. 0. 

8012170339 

80-398 

0 

KEPPLER. J. 0. 

0012170397 

90-440 

Q 

KEPPLER, J. 0. 

0012170361 

90-183 

Q 

KEPPLER, J. 0. 

8012170734 

90-483 

Q 

KEPPLER, J. 0. 

0012170709 

90-346 

P 

KEPPLER, J. 0. 

8012180193 

90-407 

P 

KEPPLER,' J. 0. 

8012180414 

90-319 

0 

KEPPLER, J.O. 

8012100377 

90-299 

0 

KEPPLER. J. 0. 

8012190427 

90-946 

A 

KEPPLER, J. 0. 

8012190278 

90-266 

0 

KEPPLER, J. 0. 

8012180002 

30-237 

P 

KEPPLER, J. 0. 

8012240472 

90-191 

o 

KEPPLER. J. 0. 

0012270396 

30-269 

H 

KEPPLER, J. 0. 

8012310002 

90-315 

P 

KEPPLER. J. 0. 

8012100229 

70-36 


KERR.O. M. 

8012220212* 

FOIA 


KERR.O. N. 

8012220219* 

FOIA 


KERR.O. 14. 

8012220298* 

FOIA 


KERR.O. 14. 

8012220290* 

FOIA 


KERR. 0. H. 

8012220233* 

FOIA 


KERR. 0. 14. 

8012010018 

ILE 


KERR. 0. U. 

8012010497 

Stata Prog 

KERR.O. U. 

8012120239 

Siati Prog 

KERR, U. 

8012040288 

90-2 

F 

KERR, J. E. 

8012290910 

90-133 

a 

KERR, 0. H. 

8012160623* 

State Progi 

KERR. 0. W. 

8012220402 

Btat* Prog 

KERR. 0. U. 

'8012220410 

8tat« Prog 

KERR 1 0AM, J. 

8012030900 

30-311 

p 

KERRIOAN, J. 

8012020693 

30-928 

F 

KERRIOAN, J. 

8012000784 

90-311 

P 

KERRIOAN, J. 

8012100246 

90-920 

A 

KERRIOAN, J. 

8012100290 

90-272 

P 

KERR lOAN, J. 0. 

0012090439 

90-928 

A 

KERRIOAN, J. 

8012130004 

90-311 

P 

KERR lOAN. J. 

0012160237 

90-520 

D 

KESTENBAUli. L. 

0012030193* 

27-10 


KEaTENOAUM, L. 

8012030043* 

27-10 


KETCKEN, E. 0. 

8012040008 

90-367 

H 

KETCHGN.E. 0, 

8012040022* 

90-367 

H 

KETCHEN, E. 0. 

8012190584 

90-367 

H 

KETCHEN.E.O. 

BOl 2270427 

30-279 

0 

KETCHEN, E. 0. 

0012300143 

70-2623 


KETCHEN, E. 0. 

8012300403 

90-279 

0 

KETZLACHiN. 

8012100383 

70-1100 


KETZLACHrN. 

8012100027 

70-698 


KEY, W, J. 

8012110016* 

90-461 

Q 

KEY, W. J. 

8012190277* 

90-331 

Q 

KHATIB-RAHBAR 

0012120334 

NUREO 


RID, J. T. 

0012230368 

NUREO 


KIDD.H. 8. 

8012180208* 

90-330 

0 

KIDD, D. 0. 

8012110230* 

FOIA 


KIDD, J. 

8012040606 

RE6 


KINO, J. L. 

0012290404* 

80-309 

M 

KINO, J. J. 

8012220707 

NUREO 


KINNEMAN, J. D. 

0012080742* 

40-0106 


KINNEMAN, J. D. 

8012170601* 

70-2196 


KINNEMAN, J. 0, 

8012240087* 

40-7724 


KINNEMAN. J. D. 

8012170686* 

40-7102 


KINNEMAN, J. D. 

0012080720 

40-8106 


KINNEMAN, J, D. 

8012190994 

70-2196 


KINNEMAN. J. D. 

8012240077 

40-7924 


KINNEMAN, J. D. 

8012190678 

40-7102 


KINNEMAN, J. 

8012110177 

liE 


KINNEMAN, J. 

8012270103 

lltE 


KINTNER.L, L. 

8012120619 

90-364 

P 

KINTNER.LL. 

8012170723 

90-364 

P 

KINTNER, L. L. 

8012160007 

90-364 

P 

KtNTNER, L. L. 

8012160014 

90-341 

F 

KINTNER. L. L. 

8012240191 

90-364 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KINTNER.L.L. 

6012190071 

90-341 

A 

KIRK.R.L. 

BO 12030260* 

FOIA 


KtRK.R. L. 

6012030179* 

FOIA 


KtRK.R, L. 

0012030662* 

FOIA 


KIRK.R.L. 

6012030960* 

FOIA 


KIRK.R.L. 

BO 12030396* 

FOIA 


KIRK.R. L. 

SO 12030403* 

FOIA 


KIRK.R.L. 

6012030242* 

FOIA 


KIRK.R. L. 

8012030293* 

FOIA 


KIRK.R.L. 

8012030064* 

FOIA 


KIRK.R. L. 

8012030998* 

FOIA 


KIRK.R. L. 

8012030047* 

FOIA 


KIRK.R. L. 

8012030022* 

FOIA 


KIRK.R. L. 

SO 12030266* 

FOIA 


KIRK.R. L. 

B0120302B2* 

FOIA 


KIRK.R. L. 

8012030297* 

FOIA 


KIRK.R. L. 

8012030292* 

FOIA 


KIRK. R. L. 

6012030217* 

FOIA 


KIRK. R. L. 

6012030070* 

FOIA 


KIRK. R. L. 

6012030089* 

FOIA 


KIRK.R.L. 

8012030102* 

FOIA 


KIRK. R. L. 

8012030122* 

FOIA 


KIRK. R. L. 

6012030190* 

FOIA 


KIRK. R. L. 

0012030477* 

FOIA 


KIRK. R. L. 

6012030139* 

FOIA 


KIRK. R. L. 

6012030029* 

27-10 


KIRK. R. L. 

6012030449* 

FOIA 


KIRK.R. L. 

6012030497* 

FOIA 


KIRK. R. L. 

6012030464* 

FOIA 


KIRK. R. L. 

6012030471* 

FOIA 


KIRK. R. L. 

6012030631* 

FOIA 


KIRK. H. F. 

6012010949 

70-371 


KIRK. U. F. 

6012020689 

70-371 


KIRK. 0. B. 

8012020633* 

90-327 

8 

KIRK. 0. B. 

8012090398* 

90-327 

B 

KIRK. 0. B. 

8012230369* 

90-327 

8 

KIRK. 0. B. 

6012230393* 

90-327 

8 

KIRK. 0. B. 

6012300964* 

90-327 

S 

KI8TEH,H. B. 

8012110997* 

90-322 

0 

KiatER. H. 

6012300003* 

90-247 

Q 

KI STERN. H. B. 

6012290420* 

90-220 

Q 

KISTER.H. B. 

8012290409* 

90-220 

Q 

KISTCR.H. 0. 

8012180397* 

90-247 

0 

KLEINSOROE.tl. P. 

6012160190* 

90-413 

0 

KLEINBOROE. N. P. 

6012180116* 

90-416 

Q 

KLEINSOROE. N. P. 

0012180217* 

90-389 

Q 

KLlNOaSERO. 0. 

6012160604 

go-320 

0 

KLINO80ERO. D. 

8012160604 

90-320 

0 

KMAPP. P. U. 

6012090296* 

70-620 


KNAPP. P. J. 

8012190993* 

70-687 


KNAPP. P. J. 

8012190660* 

90-336 

Q 

KNAPP. P. J. 

8012190728* 

90-47 

Q 

KNEALE. 0. 

8012040348* 

lOCFR 


KNICELEY. U. R. 

8012190261* 

90-266 

Q 

KNICELET. J. R 

6012240061* 

90-309 

0 

KNIOHT. 0. J. 

8012030193* 

FOIA 


KNIOHTONi 0. U. 

6012230296 

90-10 

P 

KNIOHT. C. F. 

8012290336 

90-199 

0 

KNOP.R. C. 

8011290278* 

90-461 

0 

KNOP.R. C. 

8012120300* 

90-463 

a 

KNOP.R. C. 

8012240030* 

90-403 

6 

KNOTTa, U. B. 

8012020769 

go-399 

M 

KNOTTS. J. B. 

8012170672 

90-449 

M 

KNOTTS. J.B. 

8012170672 

90-449 

M 

KNOTTS. d.B. 

8012110699 

30-399 

0 

KNOTTS. J. B. 

8012110617 

90-399 

0 

KNOTTS. J. fl. 

8012160336 

90-399 

0 

KNUTH. D. F. 

8012110702* 

FOIA 


KQCEN. 8 

6012160296* 

go-320 

H 

KOCH. W. H. 

0012190186* 

QA999 


KOCH. L. U. 

8012040247* 

90-461 

0 

KOCH. L. J. 

6012220194 

90-461 

0 

KOCH. L. J. 

6012220162 

90-461 

Q 

KOCH. U. H. 

6012190194* 

0A999 


KDCH.L. J. 

8012310319 

90-461 

K 

KOCH. L. J. 

8012310317* 

90-461 

K 

KOESTEL. A. 

6012830099 

NUREO 


K0E8TER. 0, L. 

8012020063 

90-482 

C 

KOEBTER, 0. L. 

60120902S9 

90-482 

C 

KOHN.K. I. 

8012230149* 

CONTRACT 


KOLTAV.P, 

8012300169* 

90-289 

0 

KOLTAY.P. 8. 

6012300189* 

90-272 

Q 

KONKLINi j: E. 

0012240172* 

30-440 

a 

K00R6E.B.H. 

0012030673* 

FOIA ; : • 


KOPPELL.O.: 

. 8612690388 

30-247 

u 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KOSLA. B. 

6012240097 

70-197 


KOTH. R. M. 

8012080664* 

40-1341 


K0T8CH, J, L. 

6012010606 

40-6699 


K0T6CH, J. L, 

8012160184 

40-8084 


K0T8CH, J, L, 

6012240073 

40-299 


K0T8CH. J. L. 

6012160191 

40-8084 


KOTTAN, J. J, 

8012220346* 

90-269 

0 

K0UAL8KI. J. F. 

8012030616 

PR 


KRAUS. 0. 

8012160718 

PR 


KRAVOTIL. E, J. 

8012300108 

90-2B9 

H 

KREOER. N. E. 

0012090260 

90-10 

P 

KRIZAN.P. 

0012170660* 

50-289 

H 

KROTZ.O, P. 

8012030080* 

FOIA 


KRUEGER. B. K. 

8012080216 

PR 


KRUHP08, P, J. 

8012240294* 

90-282 

a 

KUEHL.E, L, 

8012030469* 

FOIA 


KUEHL.E, L. 

8012030360* 

FOIA 


KUEMIN. J. L. 

8012080529 

90-299 

p 

KUEMIN. J. L. 

8012170493 

80-299 

p 

KUGE. T. 

8012100062 

XPORTLIC 


KULA8H. H. 

8012080007* 

90-443 

F 

KUNO. M. J. 

0012040375 

30-247 

M 

KUNZE. U. E. 

0012240091* 

CONTRACT 


KU8HNER, M. L. 

8012090093* 

70-139 


KUSHNER. N. L. 

8012110198* 

70-1143 


KU3HNER, N. L. 

8012220029* 

70-139 


KUZMYCZ. a. 

8012110122 

90-267 

F 

LACEY. W. a. 

8012030659* 

90-334 

a 

LACEY. U, S. 

8012090392* 

90-334 

a 

LACEY. W. 3. 

8012100463* 

30-334 

8 

LACEY. U. 8. 

8012050407* 

90-334 

8 

LACEY. N. 3. 

8012060439* 

90-334 

a 

LACEY. U. 8. 

8012120930* 

30-334 

s 

LACEY. U. 8 

8012120535* 

90-334 

8 

LACEY 1 U. 8. 

8012120949* 

90-334 

S 

LACEY, H, 3 

8012160486* 

90-334 

S 

LACEY, U. 3 

8012190909* 

90-334 

S 

LACEY. U. S 

8012190390* 

90-334 

B 

LACEY, U. a 

6012190992* 

90-334 

8 

LACEY, U. 3 

0012190596* 

90-334 

B 

LACEY, W. 8. 

6012190600* 

80-334 

8 

LACEY. U. 9. 

8012190602* 

90-334 

8 

LACEY, U. 3. 

6012230933* 

80-334 

8 

LACEY, U. 3. 

8012230936* 

80-334 

8 

LACEY. N. 3. 

8012230449* 

90-334 

8 

LACEY, U. 3. 

8012300667* 

90-334 

8 

LACEY, H. 3. 

8012300670* 

80-334 

6 

LACEY, H. S. 

8012300676* 

90-334 

6 

LACEY, N. a. 

0012300661* 

90-334 

B 

LACEY, U. a. 

8012300666* 

90-334 

B 

LABUN, R. H. 

8012020209* 

90-29 

0 

LADYMAN, 0. H. 

8012080662 

PR 


LAOIEUSKI, J. 8. 

0012230366* 

90-317 

8 

LAOIEUSKI, J. 8. 

8012020619* 

90-317 

8 

LA0IEU6KI, J. 8. 

8012100569* 

90-317 

8 

LAOIEUSKI, J. 8. 

8012010369* 

90-317 

8 

LAOIEUSKI, J. 8. 

0012100597* 

90-310 

8 

LAOIEUSKI, J. 6. 

8012220414* 

90-316 

6 

LAINAS.O. C. 

8012110023 

90-237 

P 

LAINAS.O. C. 

8012110367 

90-249 

P 

LAINAS.O. 0. 

6011210443 

90-290 

P 

LAINAS.O. C. 

8012060627 

90-199 

F 

LAINAS.O. C. 

8012120921 

90-336 

P 

LAINAS.O. C. 

8012240067 

90-249 

P 

LAINAS.O. C. 

8012190697 

90-237 

P 

LAIRD, 8. N. 

8012040368 

90-289 

H 

LAHAONA, F. 

8012040186 

90-249 

F 

LAMAN, J. r. 

8011200166 

40-8714 


LAMA8TRA, M. A. 

7911190300* 

FOIA 


LAHB,H,R. 

8011180961 

90-209 

P 

LAHB, H. R. 

60 120 10297 

90-244 

P 

LAMB.H, R, 

6012090109 

PR 


LAMBERT, J. P. 

6012060262 

PR 


LAMBERT, B. 

8012100006 

PR 


LAMBERT, 0. 

8012170159 

PR 


LAMBERT, J. B. 

8012170626 

90-289 

K 

LAMBOOY, J, P. 

8012060312 

PR 


LAMBREMOMT, 6. N. 

8012110266 

PR 


LAMKIN, D. E.' 

8012230099 

NUREO 


LAHONT.L, 

8012190192 

90-271 

K 

LANDSMAN, R. B. 

aoi2110049» 

90-440 

Q 

LANDSMAN, R. B. 

8012020363* 

40-2299 


LANE, J. R. : 

8011070249 

40-4492 


LANE/M. 

8012060796 

PR 


LANG, E. A. ' 

6012010099 

PROJ . : 
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AUTHOR 
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LANG.O. 

8012110402 

50-289 

H 

LANPHER.L. C. 

6012290002 

90-275 

0 

LANPHER.C. 

8012290161 

50-278 

0 

LANPHER.L, C. 

8012290002 

90-275 

0 

LANPHER.C, 

8012290161 

90-279 

G 

LARSON.L.C. 

8012030263* 

FOIA 


LARSON, J. R. 

8012190049 

RES 


LA83AHN. P. L. 

8012110590 

NUREO 


LATHAM, 8. B. 

8012090126 

PR 


LATHAM. 8. 

8012100218 

PR 


LATHAM. 8, B. 

8012290001 

50-322 

0 

LAU, L. W. 

8012190112* 

90-327 

P 

LAUER. J. D. 

8012290141 

PR 


LAUOHLIN, J. 8 

8012120142 

PR 


LAVERTY, J. H. 

6012020696 

90-367 

0 

LAVERTY, J. H. 

8012020699 

90-142 

0 

LAVERTY, J. H. 

6012100171* 

90-148 

0 

LAVERTY, J. H. 

8012170697 

90-307 

0 

LAVERTY, J. H. 

8012300093 

90-367 

0 

LAVERTY, J. H. 

8012290219 

50-387 

0 

LAVERTY. J. H. 

6012310292 

90-367 

0 

LAN, J. E. 

8012030413* 

FOIA 


LAN, J. E. 

8012030268* 

FOIA 


LAN. J. E. 

6012030556* 

FOIA 


LAW, J.E. 

8012030561* 

87-10 


LAW. J.E. 

8012030689* 

FOIA 


LAW, J. E. 

8012030231* 

27-10 


LAW, J.E. 

6012030932* 

FOIA 


LAWHN.R. U. 

eoi20B02oe 

REGOD 


LAWRENCE, R. t1. 

6012290169* 

50-289 

H 

LAVFIELO.R. L. 

8009130347* 

40-6940 


LAZARO, J. 

8012170190 

PR 


LAZa.R. ti. 

8012120591 

50-369 

0 

LAZO, R. M. 

8012120589 

90-36? 

0 

LAZO, R. H. 

8012300380 

90-982 

Q 

LAZO, R. M. 

0012300390 

90-940 

0 

LEACH. L. P. 

8012100132 

PR 


LEACH. L, P. 

8012220186 

RES 


LEA3IA, L. T. 

8012120092 

PR 


LEBER8TEIN. J. H. 

8012010299* 

90-2B0 

P 

LE80.C. 

8012040374 

CONTRACT 


LEBO.C. D. 

B012IOOOI7 

CONTRACT 


LEQO.C. 0. 

8012300163* 

CONTRACT 


LEBO.C, D. 

8012300142* 

CONTRACT 


LEBQEUF, R. J. 

8011160961 

50-289 

P 

LEBOEUFi R. J. 

0012010297 

90-244 

P 

LEflOEUF, R. J. 

8012090109 

PR 


LECKIE. 0. A. 

8012300040* 

90-449 

M 

LEDERBERO, J. 

8012100263 

PR 


LEE, E. W. K. 

6012040686* 

90-341 

<i 

LEE, J. Y. 

8012090449 

50-10 

p 

LEEtO. R. 

8012010436* 

90-267 

Q 

LEE. 8. L. 

8012240309 

NUREO 


LEHAC, N, 

8012030469* 

FOIA 


LEHMAN, R. F. 

8012300078* 

90-367 

0 

LEHMAN, R, F. 

6018300079* 

80-387 

G 

LEHMAN. R.F, 

8018220432* 

90-307 

0 

LEHR, J. C. 

8012170663* 

80-397 

0 

LEIDY, A. C. 

8011160961 

90-889 

p 

LEIDY. A. C. 

8012010297 

90-244 

p 

LEIBY, A, C. 

8012090109 

PR 


LEITH AUSER.J, 

6012110001 

50-198 


LEITKAU8ER, J. A. 

8012300247 

90-198 


LEITKAUSER. J. 

8012300617 

30-189 

w 

LEMPOEB, T. E. 

0012040598* 

90-880 

K 

LEMPOEB. T.E. 

0018040977 

90-220 

0 

LEMPOES, T.E, 

8012120637 

90-220 

ft 

a 

LEMPGES, T. E. 

8012090019 

90-220 

LEMPOEB. T. E. 

8018100477 

50-280 

8 

1 

LEMPOEa. T.E. 

8012100472 

90-220 

LEMPOES. r. E. 

8012160474 

90-280 

R 

LEMPOEB. T. e. 

6018190914 

90-280 


LEMPOEB, T.E. 

8012190479 

90-880 

ft 

LENAHAN. J. J. 

8012100283* 

90-299 

H, 

UENAHAN. E. 

0012290023 

50-247 

LEONARD. G. 

8012160606 

PR 

^ iii 

LEPERVANCHE-VAL 

8012040349* 

PR 

- 

LEPKOWSKI. 0. 

8018110633 

PR 

fe 

LEPKOWSKI. M. 

8012110844 

PR 


LEPPKE. D. 11. 

8012060110 

PR 


LEPPKEiD. M. 

8012090096 

PR 

1; 

LERNERiW.C. 

8012310262* 

80r449 

H 

LESNIAK.L. M. 

8012080268* 

TOPREP 


LESSOR. U, Q. 

8012030706 

90-298 

1 

S 

LESSOR, U. C. 

0012190079 

80-898 
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ACCESSION 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

LESSV. R. P. 

aotSRSooo? 

90-443 

0 

LINEHAN, J. J. 

6012160191 

40-8004 


LEVENSON. H. 

80120S037?* 

lOCFR 


LINEMAN, J. J, 

8012160126 

40-1162 


LeVENSOM, H. 

aouoso'i'io 

NUREO 


LINTNER, A. R. 

8012030317* 

FOIA 


LEVENODUD. M. 

8012190137 

90-271 

H 

LINTON, 0. W. 

8012110262 

PR 


UeVEN. P. 

8012310260 

90-271 

H 

LtSK.R. 0. 

80121S01S1 

PR 


LEVIN, M. H, 

8012300040* 

50-449 

M 

LITTLE, H. 8. 

8012110703* 

90-331 

0 

LEVINE, H. R. 

8012170085 

PR 


LITTLEJOHN, J. D. 

8012110232 

50-409 

H 

LEVINE. J. ti. 

a0120<?0364» 

90-213 

a 

LITTLE, B. H. 

8012110646* 

90-341 

0 

LEVIN, H. A. 

8012290645* 

90-409 

T 

LITTLE, H. 8. 

8012020793* 

90-263 

0 

LEWELLEM, W. S. 

8012230922 

NUREO 


LITTLE, 0. H. 

8012310911* 

90-341 

0 

LEHIS.R. C. 

801218020 t« 

90-338 

8 

LITTLE, H. 

8012100420 

CONTRACT 

LEM 1 8, R. C. 

8012190499* 

90-299 

Q 

LITTLE, W. 8. 

8012310447* 

90-331 

Q 

LEMIB.R. C. 

8012180193* 

90-338 

a 

LITTLE, M. 

8012100183 

CONTRACT 

LEMIS.n. C. 

8012110246* 

90-416 

0 

LITTLE, D.S. 

8012240446 

90-922 

0 

LEWIS, R. C. 

0012020433* 

90-390 

8 

LIVERMORE. H. H, 

3011290278* 

90-461 

0 

LEWIS. R. C. 

8012180143* 

90-338 

Q 

LLOYD, A. B. 

8012020268* 

TOPREP 


LEWIS. R , C. 

8012020348* 

90-299 

8 

LOCASClOrA. r. 

8012100406 

PT21 


LEWIS. R , C. 

8012090222 

90-261 

0 

L0CH8TET, H. A. 

8012120261 

PR 


LEWIS, R. C. 

8012090503 

50-416 

Q 

UaODER,H. 

3012230246* 

0A999 


LEWI 8. R. C, 

8012090216 

90-399 

a 

LOFY, R. 

8012310602* 

CONTRACT 

LEMIS.R. C. 

8012110633 

90-399 

o 

LOOAN, A. 

8012190023* 

90-320 

H 

LEWIS, R. C. 

8012160038 

90-302 

a 

LOOUE, R. H. 

6012300549 

90-352 

A 

LEWIS, M. I. 

0012010468 

PR 


LDHAUS, P. 

6012220219* 

FOIA 


LEWIS. R. C. 

8012110614 

90-340 

a 

LOia, L. 

8012090198 

TOPREP 


LEWIS.lt. H. 

0012090004 

90-201 

a 

L0NER0AN,O. T, 

8012100211 

PR 


LEWIS, R. C. 

0012160032 

90-261 

Q 

LONOAKER, J. 8. 

8012190683* 

40-7102 


LEWIS, R. C. 

0012190983 

90-281 

o 

LOOMta.J. a. 

6012240284 

REOOD 


LEWIS.R. G. 

8012190708 

50-348 

0 

LORCH, L. B. 

8012120357 

PR 


LEWIS, R. C. 

8012020339 

90-289 

a 

LCRIO, P. M. 

8012020913 

70-802 


LEWIS. R.C. 

8012020408 

50-390 

a 

LOR 10, P. M. 

8012240178* 

70-882 


LEWIS.R. C. 

8012310239 

50-261 

0 

LOTOCKI, D. 

8012290023 

90-247 

H 

LEWIS, R.C. 

8012110228 

80-416 

Q 

LOUOERDACtI, T. E. 

8012180388 

40-0714 


LEWIS.R. C. 

8012180140 

50-338 

Q 

LOVAAS. A. 

8012120169 

PR 


LEWIS.R. C. 

8012180188 

50-338 

Q 

LOVENDALE.P.C. 

BO 12190680* 

90-336 

0 

LEWI a, a. H. 

8012300013 

50-449 

M 

LOVENDALE,P.C. 

8012230193* 

90-373 

Q 

LEWIS.R. C. 

8012100497 

50-259 

B 

LaHEN3TEIN,R. 

8012030153* 

27-10 


LEWIS.H. 1. 

8012090010* 

NUREO 


LOWENSTEIN.R. 

8012030043* 

27-10 


LEW 1 8,8. K. 

8012240009 

50-320 

0 

LOWENSTEIN.R. 

8012030979* 

FOIA 


LEW 1 8,8 H. 

8012290179 

50-320 

0 

L0WEN9TEIH, R. 

8012030389* 

FOIA 


LEWIS, R. C. 

8012190466 

90-299 

0 

LDNENSTEIN.R, 

8012030040* 

27-10 


LEWIS. B. H. 

8012230036 

50-320 

0 

L0WEN8TEIN,R. 

8012030332* 

27-10 


LEW IS, B. H. 

8012300189 

90-320 

0 

LOWENSTEIN, R. 

8012030056* 

27-10 


LEWIS, H. I. 

8012290444 

50-392 

0 

LOHENSTEIN, R. 

8012030918* 

27-10 


LEWIS, S. H. 

8012290919 

50-320 

0 

LOWENSTEIN, R. 

8012030998* 

FOIA 


LIDERHAH. J B. 

8012160604 

90-320 

0 

LQWENOTEIN, R. 

BO120BO531 

PR 


LIBERMAN. J. 8. 

8012160604 

50-320 

0 

LQWERRE.R. W. 

8012240008 

90-498 

0 

LlQRIZZl.F. P 

8012020649 

50-272 

s 

LDZADO.B.E. 

8012290128 

PR 


LIQRIZZl.F. P. 

0012020409 

90-272 

a 

LUBENAU, J. 0. 

8012010431 

Prog 

LIBRIZZI.F, P. 

8012020699 

50-272 

8 

LUBENAU, J. 0. 

8012120243* 

State Prog 

LIBRIZZI.F. P. 

8012020940 

90-272 

B 

LUBENAtr, J. 0. 

8012160620 

State Prog 

LlHHIZZr.F, P. 

0012090382 

50-272 

8 

LUBENAU, J. 0. 

8012190962 

HE 


LIBRIZZI.F, P. 

8012110403 

90-272 

8 

LUBENAU, J. 0. 

8012220417 

State Proo 

LIBRIZZI.F. P. 

8012190121 

90-272 

8 

LUCEV, J. W. 

0012080210 

PR 


LICCIARDO.R. B. 

0012080398 

50-309 

0 

LUEDECKE.A. R. 

8012030693* 

FOIA 


LICHTENBEROER 

8012180493 

70-1 100 


LUEDECKE,A. R. 

8012030637* 

FOIA 


LIEOERHAN. J. 

8012290106 

80-298 

0 

LUEOKE. 0. 

8012120044 

PR 


LIEURANCe.M. T 

8012010272 

40-8743 


LUKENS, H. R. 

8012190432 

NUREO 


LI0IEW8W1. J. 8. 

8012020600* 

90-310 

8 

LUKZrF. J. 

8012160018* 

CONTRACT 


LINDEHBLAD.O. E. 

8012080308 

PR 


LUKZ. F. J. 

8012170219* 

CONTRACT 


LINDER, F. 

8012020273 

50-409 

P 

LUKZ, F. J. 

8012240044* 

CONTRACT 


LINDER, F. 

8012090393 

50-409 

P 

LUNDVALL, A, E. 

8012010368 

90-317 

Q 

LINDER, F. 

8012010310 

50-409 

P 

LUNDVALL, A. E. 

8012030658 

90-317 

Q 

LINDER, F. 

8012020909 

50-409 

s 

LUNDVALL, A. E. 

SOI 2020423 

90-317 

P 

LINDER, F. 

8012020493 

90-409 

8 

LUNDVALL, A. E. 

8012020429 

90-317 

P 

LINDER, F. 

8012220688 

90-409 

Q 

LUNDVALL, A. E. 

8012020432 

90-317 

P 

LINDER, F. 

8012020100 

50-409 

P 

LUNDVALL, A. E. 

8012020438 

90-317 

P 

LINDER, F. 

8012020319 

90-409 

P 

LUNDVALL, A. E. 

0012090494 

90-317 

P 

LINDER, F. 

8012080489 

50-409 

P 

LUNDVALL, A. E. 

0012090277 

90-310 

P 

LINDER, F. 

8012090902 

90-409 

a 

LUNDVALL, A. E. 

0012120479 

90-318 

0 

LINDER, F. 

8012100929 

90-409 

8 

LUNDVALL, A. E. 

0012170299 

90-317 

P 

LINDER,P. 

8012100930 

50-409 

8 

LUNDVALL, A. E. 

8012190117 

90-317 

P 

LINDER, F. 

8012090206 

90-409 

a 

LUNDVALL, A. E. 

8012220379 

30-317 

P 

LINDER, F. 

8012190244 

90-409 

a 

LUNDVALL, A. E. 

8012230481 

90-317 

P 

UNDER, F. 

8012090366 

80-409 

a 

LURIE, N. A. 

8012190432 

NUREO 


LINDER, F. 

0012160390 

90-409 

p 

LUTMAN, M. 

8012120299 

PR 


LINDER.F. 

8012120229 

50-409 

p 

LUTZ, H, J. 

8012110317 

PR 


LINDER.F, 

8012160280 

90-409 

R 

LYNCH, W. A. 

8012030990* 

FOIA 


LINDER, F. 

8012160442 

90-409 

8 

LYNCH, C. A, 

8012030936* 

FOIA 


LINDER.F. 

8012230378 

50-409 

8 

LYNCH, 0, L. 

8012230374 

NUREO 


LINErtWt, J. J. 

8012020003 

40-2299 


LYNO, T, 

8012300172 

90-289 

H 

LINEHAN, J. O. 

8012020007 

40Ta984 


LYON, 0, H. 

8012110493 

NUREO 


LINEHAN, J. 

8012160184 

40-8084 


MACARTHUR, T, C. 

8012190599* 

27-47 


LINEHAW, J. J. 

'0012160171 

46-8727 


KACARTHUR.T.C. 

8012190239* 

27-47 


LINEHAN, J. J. 

: 0012160167 

40-8434 


MACARTHUfi,T. C. 

8012090167* 

90-333 

8 

LINEHAN, J.J. 

8012160179 

40-6622 


MACARTHUR.T.C. 

8012100286* 

70-820 



ACGESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MACARTHUfi, T. C. 

8012310047# 

90-330 

8 

MAC ARTHUR, T. C. 

8012190982* 

90-327 

8 

MAC ARTHUR, T. C. 

8012190192* 

27-47 


MACARTHUR, T. C. 

8012190609* 

XPDRTLIC 

MACDONALD, C. E. 

8004100228 

71-9073 


MACDONALD, C. E. 

8004100230* 

71-9073 


MACDONALD, C. E. 

8012010247* 

71-9073 


MACDONALD, C. E, 

8012010223* 

71-9073 


MACDONALD, C. E. 

8012010208* 

71-9073 


MACDONALD, C.E. 

8012010137* 

71-9073 


MACDONALD, C. E. 

8012010028 

71-9088 


MACDONALD, C.E. 

8012010032 

71-6090 


MACDONALD, C.E. 

3012020234 

71-9760 


MACDONALD, C. E. 

8012080626 

71-9997 


MACDONALD, C. E. 

8012080631* 

71-9987 


MACDONALD, C. E. 

8012080028 

71-399 


MACDONALD, C. E. 

8012080034* 

71-399 


MACDONALD, C. E. 

8012110432 

71-6698 


MACDONALD, C. E. 

8012110442 

71-9086 


MACDONALD, C.E. 

8012230217 

71-6498 


MACDONALD, C.E. 

8012230221* 

7t-649a 


MACDONALD, C.E. 

8012310430 

71-6722 


MACDONALD, C.E. 

8012310437* 

71-6722 


MACDONALD, C. E. 

8012160298 

71-9010 


MACDONALD. C.E. 

8012230272 

71-6744 


MACDONALD, C.E. 

8012230273* 

71-6744 


MACDONALD, C. £. 

8012230274 

71-6379 


MACDONALD, C. E. 

8012230276* 

71-6379 


MACDONALD, C. E. 

8012310219 

71-39 


MACDONALD, C.E. 

8012310218* 

71-39 


MACDONALD, C.E. 

8012170171 

71-6698 


MACDONALD, C.E. 

8012160999 

71-6400 


MACDONALD. C.E. 

8012160596 

71-9136 


MACDONALD, C. E. 

8012180409 

71-9149 


MACDONALD, C.E. 

8012170186 

71-9070 


MACDONALD. C.E. 

0012170191# 

71-9070 


MACDONALD, C. E. 

8012220360 

71-6601 


MACDONALD, C. E. 

8012220366* 

71-6601 


MACDONALD, C.E. 

8012240161 

71-401 


MACDONALD, C. E. 

8012240169* 

71-401 


MACDONALD, C.E. 

8012240168 

71-394 


MACDONALD, C.E. 

8012240170* 

71-394 


MACDONALD, C.E. 

8012240173 

71-24 


MACDONALD, C.E. 

0012240178* 

71-24 


MACDONALD, C. E. 

8012300297 

71-9144 


MACDONALD, C. E. 

0012300260 

71-102 


MACDONALD, C.E, 

8012300262* 

71-102 


HACHON, R.D. 

801 2020 S99 

90-293 

8 

MACHON, R.D. 

8012010341 

90-293 

8 

MACHON, R.D. 

8012020619 

30-293 

8 

MACHON, R. D. 

8012080409 

90-293 

S 

MACHON, R.D. 

8012100973 

90-293 

8 

MACHON. R. D. 

8012160416 

90-293 

R 

MACHON. R.D. 

8012190091 

30-293 

a 

MACHON, R.D. 

8012220442 

90-293 

B 

MACHON, R.D. 

8012230391 

90-293 

3 

MACHON, R.D. 

8012290172 

80-293 

R 

MACHON, R.D. 

8012300401 

90-293 

8 

MACHON, R.D. 

8012290331 

90-293 

8 

MACINTYRE, W. J. 

8012120288 

PR 


MACKENZIE, R.D, 

8012100203 

PR 


MACNULTV, J. J. 

8012040371 

90-247 

K 

MACY, J. W. 

8012090002* 

QRO 


MACV, J. g. 

8012230216* 

COMMISSION 

MADDEN, W. 

8012220062* 

90-317 

a 

HADDOK, B. 0. 

8012190170* 

90-327 

a 

MADDOX, S. 0. 

8012160494* 

90-327 

a 

MADDOX, 8. 0. 

8012170605* 

90-327 

a 

MADEDA, T. J. 

8012010506* 

90-282 

a 

MADEDA, T. J. 

8012180369* 

70-2609 


MADEIRA, R.L. 

8012170620 

90-209 

H 

MADISON, A. L. 

8012020793* 

90-263 

a 

MADSEN, 0. L. 

8012020222 

90-382 

a 

MADSEN, 0. L. 

8012120309 

90-313 

0 

MADSEN, 0. L. 

8012020190 

90-289 

o 

MADSEN, 0. L. 

8012080829 

90-313 

0 

MADSEN, 6. L. 

8012120967 

90-289 

0 

MADSEN, 0. L. 

8012120224 

90-313 

0 

MADSEN, 0. L. 

8012010417 

30-267 

0 

MADSEN, 0. L. 

8012240043 

30-289 

0 

MADSEN, 0, L. 

8012240323 

90-313 

Q 

MADSEN, 6. L. 

8012240033 

90-313 

0 

MADSEN, O.L. 

8012290020 

90-360 

8 

HADSENi 0. L. 

8012290029 

90-368 

8 

MAOEe,A.A; 

8012300500 

90-466 

0 



AUTHOR 
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NUMOER 
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CATEGORY 

MAHAN. R. n. 

8012190161 

90-393 

0 

HAIER. J. E, 

S012090043 

90-244 

0 

MATES. 0. E. 

0012010299* 

90-244 

P 

HAIER. J. E. 

0012160429 

90-244 

P 

MATER. J. E. 

6012160240 

50-244 

P 

HAIER. J. E. 

S012160S40 

90-244 

P 

HAIER. J. E. 

a012ia039I 

30-844 

P 

HAIER. J. E. 

8012220227 

30-244 

P 

MATER. J. E, 

8012220329 

30-244 

P 

HAIER. J. E 

8012220341 

90-244 

P 

HAIER. J. E. 

8012300393 

90-244 

P 

HAIER. U. E. 

8012300922 

30-244 

S 

HALER. F. A. 

8012170320 

PR 


MALMROS. M. H. 

8012310938* 

30-344 

3 

HANCU50. F. 

801 1210992 

NUREO 


HAND I L. I. H. 

8012080909* 

CONTRACT 


HANDLER. J. H, 

8012110991 

RES 


MANNING. R. K. 

8012110323* 

COMMISSION 

HANNING. H. W. 

8012120217 

NUREO 


MANNING. M, W. 

8012120350 

NUREO 


MANRY. M. 

8012010307 

90-366 

a 

MANRV. M. 

8012010323 

50-321 

a 

MANRY. M. 

8012010371 

90-366 

s 

MANRY. M. 

8012010386 

90-366 

8 

MANRY. «. 

8012010349 

30-366 

8 

MANRY. M, 

8012010377 

90-321 

8 

MANRV. M. 

8012020300 

90-366 

s 

MANRV. M. 

8012020311 

90-366 

s 

MANRV. M. 

8012090371 

90-366 

8 

MANRY. H. 

8012090379 

90-321 

a 

MANRY, M, 

8012290240 

90-321 

B 

MANRV, M. 

8012190184 

90-366 

a 

MANRY. M. 

8012190189 

90-366 

a 

MANRV, M. 

8012170629 

90-366 

a 

MANRY. H. 

8012230292 

30-321 

R 

MANRV, M. 

8012230298 

90-366 

R 

MANRV, H. 

8012230942 

30-366 

8 

MANRY, M. 

8012240264 

30-321 

a 

MANRY. M. 

8012240280 

30-366 

a 

MANRY. H. 

8012240297 

30-366 

a 

MANRV. M. 

8012290248 

80-366 

a 

MANRY, H. 

8012290298 

80-366 

a 

MANRY, H. 

8012290329 

30-321 

a 

KANBER.W. C. 

8012010967 

70-143 


MANSER, N. C. 

0012100676* 

70-143 


MANSER. W. C. 

8012160269 

70-143 


MAPUEB, A. 

8012310263 

50-271 

H 

MARCH, R. N. 

8012090289 

30-209 

H 

MARCUCCl. 0. n. 

8012020798 

70-2909 


MARCUCCI, D. R. 

8012290206 

70-2909 


MARCUCCl, D. R. 

8012290011 

70-2909 


MARCUS, A. A. 

8012190837 

NUREO 


MARK, R. H. 

8012040237* 

TOPREP 


MARKET, J. A. 

8012290193* 
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H 

MARKL. R. L. 

8012220003* 

CONTRACT 


MARKL. R. U. 

8012220009* 

CONTRACT 


MAROTTA, C. R. 

8012100646 

50-320 

P 

MARRACK. D. 

8012290271 
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0 

MARRIOTT 

80 12300486* 

TOPREP 


MARRICK. D. 

8012290627 

30-466 

0 

MARSHALL, C. H, 

8012100243 

PR 


MARSHALL, W, H, 

8012020649 

50-329 

0 

MARTIN. R. E. 

8012010393 

30-202 

P 

MARTIN. H, 0. 

8012090949* 

30-272 

Q 

MARTIN. M. 0. 

8012220040* 

30-317 

Q 

MARTIN, M. 0. 

8012100241* 
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8012090083* 
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Q 

MARTIN, W. J. 
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0 
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8 

MARTIN, L.C, 

0012110040 

CONTRACT 


MARTIN, J. 8. 
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40-8749 


MARTIN, 0. E. 

0012240146 

40-8749 


MARTIN, T. J. 

0012310634 

50-334 

0 

MARTIN, T. J. 

0012310636 

50-334 

a 

MARTIN, W. 0. 

0012220079 

90-269 

Q 

MARTIN, W. 0. 

8012240176 

70-DDa 


MARTIN, L. C. 

00121 10329 

CONTRACT 


MARTIN, L. C. 

0012000636 

CONTRACT 


MARTIN, T. T, 

8012100353* 

90-247 

Q 

MARTINSON, Z. R. 

0012190044 
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MARTIN, L.C. 

0012090354 

CONTRACT 


MARTIN, L.C, 

0012090570 

CONTRACT 


MARTIN, W. 

8012100164 

90-336 

8 

MARTIN, J. D. 

8012230224* 

IJASTe MOT 

MARTIN. R,e, 

8012100074 

90-368 

p 

MARTINEZ, 0. 

8012160390 

PR 


MARTIN, T, T. 

8012100337* 

30-247 

Q 

MARTIN, R. E, 

8012240101 

90-060 

F 

MARTIN, T. J. 

8012230492 

50-354 

8 

MARTORE, J. A, 

8012300332 

50-416 

A 

MARTORE, J. A. 

8012310177 

NUREO 


MASON, J. R. 

8012030451* 

FOIA 


MASON. J. R. 

G012030223* 

27-10 


MASON. J. R. 

8012030324* 

FOIA 


MASON, J. R. 

8012030527* 

FOIA 


MASON, J. R. 

8012030197* 

27-10 


MASON. J. R. 

Q012030213* 

27-10 


MASON, J. R. 

8012030504* 

FOIA 


MASON, J. R. 

8012030104* 

27-10 


MASON. J. R. 

8012030668* 

FOIA 


MASON, J. R. 

8012030586* 

FOIA 


MASON. J. R. 

8012030480* 

FOIA 


MASON, J. R. 

8012030171* 

FOIA 


MASON, J. R. 

8012030467* 

FOIA 


MASON, J. fl. 

8012030474* 

FOIA 


MASON, J.«. 

8012030454* 

FOIA 


MASON, J.R, 

8012030101* 

FOIA 


MASON, J. R. 

8012030331* 

FOIA 


MASON, J. R. 

8012030533* 

FOIA 


MASON. J. R. 

0012030341* 

FOIA 


MASON. J. R. 

8012030492* 

FOIA 


MASON. J, R. 

8012030212* 

FOIA 


MASON, J. R. 

8012030667* 

FOIA 


MASON, J. R. 

8012030991 » 

FOIA 


MASON, J. R. 

8012030064* 

FOIA 


MASON. J. R. 

8012030049* 

27-10 


MASON, J. R. 

001203091S* 

FOIA 


MASON, J. R. 

801203047e> 

27-10 


MASON, J. R. 

8012030303* 

27-10 


MASON, J. R. 

8012030944* 

FOIA 


MASON, J. R. 

8012030432* 

FOIA 


MASON. J. R. 

8012030410* 

FOIA 


MASON. J. R. 

8012030292* 

FOIA 


MASON. J. R. 

0012030307* 

FOIA 


MASON, J. R. 

8012030210* 

27-10 


MASON, U. R. 

8012030149* 

FOIA 


MASON. J. R. 

8012030142* 

FOIA 


MASON, J. R. 

8012030130* 

27-10 


MASON, J. R. 

8012030100* 

FOIA 


MASON. 0. R. 

8012030076* 

FOIA 


MASON. J. R. 

8012030019* 

FOIA 


MASON. J. R. 

8012030433* 

FOIA 


MASON. J. R. 

8012030234* 

27-10 


MASON. J, R. 

8012030172* 

27-10 
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AUTHOR 
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NUH0ER 
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CATEGORY 

MASON, J. R. 

0012030934* 

FOIA 


MASON, J. R 

8012030539* 

FOIA 


MASON, J. R. 

Q012030S25* 

FOIA 


MASON, J. R. 

Q0120304IS* 

FOIA 


HASRI, B, F. 

00120S0014 

NUftEQ 


MASSE, R. E. 

80121 10124* 

50-318 


MATHEWS, E. H. 

3012040302* 

SO -305 

P 

MATHEWS, E. R. 

0012120407* 

50-309 

F 

MATHEWS, E. R. 

8012020372 

50-305 

y 

MATHEWS, E, R. 

8012020438 

50-309 

11 

MATHEWS, E. R. 

3012100368 

50-305 

I! 

MATHEWS, E. R. 

8012100324 

50-309 

1^ 

MATHEWS. E. R. 

8012310421 

50-305 

a 

MATHEWS, E. R, 

0012130264 

50-305 

u 

MATHEWS, E, R. 

8012160316 

50-309 


MATHEWS, E R. 

8012170976 

90-303 

e 

MATHEWS E. R. 

8012230385 

90-305 

9 

MATHEWS. E. R. 

8012300294 

90-309 

u 

MATHEWS, E, R. 

3012300416 

90-309 

u 

MATHEWS, E. R. 

8012300413 

90-309 

p 

MATHEWS. E, B. 

8012300474 

50-305 

P 

MATHEWS, E, R. 

8012300599 

50-305 


MATLOCK, ft. 0. 

8012030722 

90-397 

G 

MATLOCK, ft. 0. 

Q01203072S 

90-377 

a 

MATLOCK, ft, 0. 

8012170397 

60-397 

0 

MATLOCK, ft, 0. 

□012230502 

50-397 

a 

MATSON. V, 

8012020472 

XPORTUIC 


MATSON, V. 

8012020322 

XPDRTLIC 


MATSON, V. 

8012300328 

XPOftTLlC 


MATSON, V. 

8012020331* 

XPORTLIC 


MATSON. V. 

8012110169 

XPOftTLlC 


MATSON. V, 

8012220473 

XPOHTLIC 


MATSON. V. 

8012270634 

XPORTLIC 


MATSON. U, 

0012310069 

XPOftTLlC 


HATTIA. M. J. 

8012300221* 

CONTRACT 


MATTIA, J. C. 

0012110079* 

90-412 

Q 

MATTIA, J. C. 

8012190911* 

50-423 

0 

MATTIA, M, J. 

0012040377* 

CONTRACT 


MATTIA. M. J, 

8012120082* 

CONTRACT 


MATTIA, M. J. 

8012230149* 

CONTRACT 


HATTIA. M, J. 

8012230154* 

CONTRACT 


MATTIA, M. J, 

8012230173* 

CONTRACT 


MATTIA. M, J, 

0012110601* 

CONTRACT 


MATTIA, M, J, 

8012110302* 

CONTRACT 


MATTIA. M, J. 

8012110927* 

CONTRACT 


MATTIA. M. J. 

Q012030641* 

CONTRACT 


MATTIA, H, J. 

8012120432 

CONTRACT 


M-ATTIA, H, J. 

0012070567* 

CONTRACT 


MiATTIA, M. J. 

8012070573* 

CONTRACT 


MATTIA, M, J. 

8012100022* 

CONTRACT 


HATTIHOE. J. J. 

0012070390 

90-312 

s 

HATTIA. H. J. 

GO 1223034 9* 

CONTRACT 


MATTieON, 0. L, 

8012270534 

XPORTLIC 


HATTIHOE, J. J 

8012160307 

90-312 

p 

HATTIHOE, J. J, 

8012170490 

30-312 

p 

HATTIHOE, J, 

0012230379 

30-312 

p 

HATTIHOE, J. J, 

8012170309 

30-312 

F 

HATTIHOE, J. J. 

8012170339 

30-312 

F 

HATTIHOE, J. J. 

0012180306 

30-312 

F 

HATTIHOE, J. J. 

8012220309 

50-312 

P 

HATTIA, M. J. 

□0123002 12* 

CONTRACT 


HATTIHOE, J. J. 

0012290301 

30-312 

P 

HATTIHOE, J. J. 

□012300619 

30-312 

P 

MAURA, F. 

□Qt20207SO» 

30-373 

C 

MAUR INiL. V. 

8012220694 

30-302 

c 

MAURIN, L. U. 

□012220697 

30-382 

c 

MAURIN, L. V. 

0012ia03R6 

50-382 

f 

MAXWELL, O.F. 

□012tQ0403* 

SO-400 

c 

MAXWELL, 0. F. 

Q012tI06Q4» 

90-413 

c 

MAXWELL, O.F, 

0012190383* 

00-400 

c 

MAY.E, 

8012050012 

PR 


MAY.E, L. 

80 120503984 

00-29 

£ 

MAY.E, L, 

00123006004 

00-29 

£ 

MAY. J. 

8012050012 

Pft 


MAYER, L. 0. 

80120803604 

80-263 

F 

MAYER. C, H. 

8012020647 

70-1737 


MAYER, L, 0. 

0012010070 

00-282 

F 

MAYER, L. 0. 

8012010331 

00-263 

F 

MAYER. L. 0. 

0012010477 

90-202 

£ 

MAYER, L. 0. 

8012020332 

00-282 

F 

MAYER. L, 0. 

0012080319 

90-282 

f 

MAYER, L. 0. 

80120803234 

90-282 

F 

MAYER, L. 0. 

8012090376 
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it 
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:E 

HAVER, L, 0. 
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27-39 


MCOAUOHY, J. P. 

6012150011 

8012030394* 

27-39 


MCOAUOHY, J. P. 

8012090259 

0012030414* 

27-39 


MCOAUOHY, J.P, 

8012150293 

8012030428* 

27-39 


MCOAUOHY, J.P. 

8011280064 

8012030439* 

27-39 


MCOAUOHY, J. P. 

0012090246 

801203063S* 

FOIA 


MCOAUOHY, J. P. 

8012100543 

8012030639* 

FOIA 


MCOAUOHY, J. P. 

6012300098 

6012030644* 

FOIA 


MCOAUOHY, J.P, 

6012170304 

8012030224* 

27-39 


MCOAUOHY, J. P. 

8012160277 

8012030237* 

27-39 


MCOAUOHY. J. P. 

8012170429 

8012030291* 

27-39 


MCOAUOHY, J. P. 

8012160261 

6012030269* 

27-39 


MCOAUOHY, J, P. 

6012190927 

6012030274* 

27-39 


MCOAUOHY, J.P. 

8012230429 

8012030286* 

27-39 


MCODHAN, H. J. 

6012030312* 

8012030301* 

27-39 


MCGOHAN, U. J. 

0012030304* 

8012030141* 

FOIA 


MCOOHAN.U. J. 

6012030222* 

8012030170* 

FOIA 


MCGOWAN. H. J. 

6012030392* 

8012030159* 

FOIA 


MCOOWAN. W. J. 

6012030400* 

8012290071 

70-2623 


MCOOWAN, W. J. 

DO 12030343* 

8012)60113* 

90-277 

0 

MCOOWAN, U. J. 

8012030334* 

8012164109* 

90-277 

G 

MCOOWAN, W. J. 

6012030286* 

8012100102* 

90-334 

Q 

MCGOWAN, W. J. 

641 2030277* 

6012300080* 

90-277 

a 

MCGOWAN, W. J. 

8012030262* 

6012190712* 

90-333 

0 

MCOOWAN, M. J. 

8012030267* 

8012030700 

90-209 

H 

MCGOWAN, W. J. 

8012030230* 

8012110596 

NUREO 


MCOOWAN, W. J. 

6012030244* 

8012160006 

FOIA 


MCORANERV.J. P. 

8412140054 

8012110397 

50-269 

H 

MCORANERY.J. P. 

8412140060* 

8012030208* 

FOIA 


MCORANCTY.J. P. 

0412100094 

8012030214* 

FOIA 


MCORANERY, J, P, 

6012100060* 

6012030229* 

FOIA 


KCOREQOR.L. 

BO 12020700* 

8012030249* 

FOIA 


MCGUIRE, D. R. 

8012120964* 

8012030270* 

FOIA 


MCOUIRE, D.R. 

8012120977* 

8012030578* 

FOIA 


MCGUIRE. D. 

8012160069* 

8012030529* 

FQIA 


MCOUIRE, D.R. 

0012164256* 

8012160439* 

50-219 

H 

MCOUIRE, D. R. 

0012190609* 

8012160497* 

50-219 

H 

MCOUIRE, D. 

8012194719* 

8012160462* 

90-219 

H 

MCOUIRE, D.R. 

8012160383* 

8012040194 

70-2322 


MCOURREN, H. J. 

6012300046 

8012040380 

70-2322 


MCOURREN, H. J. 

BO 12290423 

8012030793 

70-1426 


MCOURREN, H. J. 

6012290430* 

8012040048 

70-2322 


MCOURREN, H. J. 

8012290232 

8012440056 

70-1739 


MCOURREN, H. J. 

6012300256 

8012410222 

70-1292 


MCINTOSH, J. 

6012110413 

8012420489 

50-324 

P 

HCKAV.C, E, 

6012170267 

8012300293 

40-8000 


MCKENZIE, L. 

8012310399 

8012080637 

70-2623 


MCKEOWN, L. 

8012100164 

8012080667 

PR 


MGKUUEEN.J. W. 

8012060242 

80 12220600 

NUREQ 


MCLAIN, 8. 

6012030194* 

8012300711* 

50-466 

T 

MCLAIN, 3. 

6012030120* 

8012160069 

so-to 

Q 

MCLAIN. S. 

6012030689* 

6013160321 

PR 


MCLAUGHLIN, W, T. 

6012100270 

6012050124 

71-35 


MCLELLAN.J. A. 

8012160017 

8012030133* 

71-39 


MCLOUGHLIN.M. T. 

8012020606* 

8012100408 

90-537 

8 

HCLOUOHLIN.M. T. 

6012010347* 

00120S0441* 

80-390 

Q 

MCLOUOHLIN, M. T. 

6012100976* 

6012090075 

PR 


HCLOUOHLIN.M. T, 

6012080417* 

8012160364* 

50-364 

Q 

MCLOUOHLIN. H. T. 

8412190092* 

8012170178* 

71-6696 


HCLOUOHUTN, 11. T. 

8012220497* 

8012330372 

NUREQ 


MCLOUOHLIN, 11, T, 

6012230356* 

8012160073 

90-400 

R 

MCLOUOHLIN, M. T. 

6012300407* 

8013330329 

NUREO 


MCLOUOHLIN. H. T, 

8012290349* 

D012150363* 

90-369 

Q 

MCMILLEN, N. H, 

8012300290 

8012190222* 

90-413 

Q 

MCNAMARA, A. E. 

6012220443* 

8012190442* 

0A999 


MCNEILL, M. M. 

6012060262* 


SUBJECT 


ACCEBSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

90-369 

0 

MCPHILL1P8, J, L. 

8012290041 

70-2909 


90-369 

0 

MCQUtLKIN, J. H. 

6012030086* 

FOIA 


70-2623 


MCOUILKIN. J. H. 

8012030107* 

FOIA 


70-2623 


MC8HANE, W. J. 

8012090488* 

PROJ 


90-369 

0 

MCTIERNAN, T. J. 

0012080183* 

FOIA 


90-369 

0 

MECAY, M. L. 

6012120339 

PR 


50-443 

0 

MEDROW. L. K. 

8012040147 

CONTRACT 

80-307 

Q 

MEEHAN, R. 

8012050191* 

90-70 

P 

50-443 

0 

MEOREMIB, T. L. 

8012170193 

PR 


50-387 

Q 

ME0REMI8, T. L. 

6012170234 

PR 


80-322 

0 

HELLEIN, M. 

8012100168 

PR 


70-2936 


MELLON, K. 

8012310314 

90-361 

A 

■ 70-2936 


MENARD, H. W. 

6012010276 

90-361 

A 

90-416 

Q 

MENDENHALL, E.E. 

6012090492* 

90-269 

e 

S0*“41 A 

Q 

MENDEZ, J. A. 

0012290294 

90-361 

c 

90-416 

K 

MENDEZ. J. A. 

8012290294 

90-361 

0 

50-416 

F 

MENTZER, M, 

8012160993 

PR 


50-416 

F 

MERINOER, J. H. 

8012240392 

XPORTLIC 

90-416 

6 

MERRILL, M. H. 

BO 12030 199* 

FOIA 



8 

MERRILL, M. H. 

8012030833* 

27-10 


80-416 

S 

MERRILL, J, A. 

8012230323 

NUREO 


90-416 

6 

MERRILL, D, N. 

8011190376* 

90-443 

A 

90-416 

B 

MER8CH0FF, E. W. 

8012290299* 

REQQO 



K 

HER80N, 8. D. 

8012190626 

90-317 

R 

90-416 

a 

MERSON, 8. D. 

8012190630* 

90-317 

R 

80-416 

6 

METCALF, H. K. 

8012040418 

90-289 

0 

1 & 

B 

MEYER, J. H. 

8012080271 

PR 


S0*4 1 6 

8 

MEYLAND, 6. 

6012110296 

PR 


80-416 

A 

MEYNER, R. B. 

8012030495* 

FOIA 


I A 

8 

MICHAUD, A. A. 

8012030227* 

FOIA 


80-416 

8 

MICHAUD, A. A. 

8012030269* 

FOIA 


50-416 

8 

MICHAUD, A. A. 

6012030935* 

FOIA 


80-416 

a 

MIGHAELeON.S. 

6012300696* 

90-466 

T 

FQIA 


MICHEL60N, C. 

6006270195* 

SECY 


FOIA 


MICHEL, R.J. 

8012040913 

70-143 


FOIA 


MICHEL80N, C. 

8012010236 

□RO 


FOIA 


MICHEL80N, C. 

801201099? 

MI8C 


FOIA 


MtDURA, H. J. 

8012010398 

90-272 

B 

FOIA 


MI DURA, H. J. 

6012010001 

71-9089 


FOIA 


MIDURA, H. J. 

6012010002 

71-9080 


FOIA 


MIDURA, H. J. 

8012010004 

71-6974 




MIDURA, H. J. 

8012010005 

71-9086 


FOIA 


MIDURA, H. J. 

6012010003 

71-9079 


FOIA 


MIDURA, H. J. 

8012010490 

71-9010 


FOlA 


MIDURA, H. J. 

6012040447 

90-272 

B 

FOIA 


MIDURA, H. J. 

8012010401 

90-272 

8 



MIDURA, H. J. 

8012160340 

90-311 

R 



MIDURA, H. J. 

8012160445 

90-272 

R 



HIELE, A. 

6012110625 

90-247 

H 



MIERNICKI.M. J. 

6012020930* 

90-317 

8 

90-373 

0 

MIOEDN.G. J. 

8012100237 

PR 



Q 

MIOUIRE, D.R. 

8012160221* 

70-143 


90-302 

Q 

MILAVICKAS, L. R. 

8012090303 

90-191 

8 


Q 

MILES, E. B. 

6012100202 

CONTRACT 



0 

MILHISER.R. J. 

8012300974 

90-382 

8 

XPORTLIC 


MILL, W. B. 

6012100103 

PR 


90-438 

Q 

MILLER, C. A. 

8012310224 

NUREO 


90-391 

a 

MILLER, H. 0 

6002260167 

TOPREP 




MILLER, C. A. 

8012190424 

NUREO 


50-920 

0 

MILLER, W. H. 

8012240141* 

70-143 


90-928 

0 

MILLER, W. 0. 

8012010217 

70-1113 


90*'!3Slit 

0 

MILLER, W. H. 

8012020199* 

90-369 

Q 



MILLER, W. H. 

6012110939* 

90-321 

0 


H 

MILLER, L. 

6012040319* 

90-206 

0 



MILLER, W, H. 

6012110144* 

90-261 

0 

NUREO 


MILLER, L.K. 

8012040329* 

90-361 

Q 


8 

MILLER, W. 0. 

6012030847 

90-269 

P 

PR 


MILLER, M. 0. 

6012120066 

90-366 

P 



HILLER, D. E. 

8012220096* 

90-266 

0 



MILLER, H. J. 

8012010616 

40-8697 


27-39 


MILLER, D. E. 

8012230193* 

90-373 

0 



MILLER, L.C. 

6012300009* 

flA999 




HILLER, D.R. 

8012120092 

PR 




MILLER, J. R. 

8012010933 

90-170 

P 


Q 

MILLER, J, R. 

8012010939* 

90-170 

P 

90-293 

8 

MILLER, J. R. 

8012010579 

90-197 

P 

50-293 

8 

MILLER, J. R. 

8012010979* 

90-197 

P 



MILLER. H. J. 

8012170296 

40-8749 



8 

HILLER, J.R. 

8012010961 

50-824 

P 


8 

MILLER, J.R. 

8012010964* 

50-284 

P 

90-293 

8 

MILLER, U.R. 

8012120133 

90-73 

P 



MILLER, K.L. 

8012110176 

PR 


80-44^ 

H 

MILLER, T.b, 

8012190093* 

QA999 




MILLER, H.J. 

6012160629 

40-8771 




Hiller, j.R, 

8012090029 

90-184 

P 



PERSONAL AUTHOR INDEX 


407 



.ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

MILLER. 0. R. 

801 8090031 « 

90-184 

P 

miller. J, R. 

S0181 10718 

90-80 

P 

MILLER. U. R. 

a01S1107S6« 

50-80 

P 

MILLER. H. J. 

e01816017S 

40-8304 


MILLER. U. 0. 

eoi8oaoo79 

90-380 

P 

MILLER. U. 0 

8018080607 

90-381 

P 

MILLER. W. 0. 

6018840137 

30-869 

P 

MILLER. W.O. 

B013S90094 

TOPREP 


MILLER. M. 0. 

8018890097 

90-206 

P 

MILLER, 0. 

8012170119 

PR 


HILLER, M.E. 

8012830888 

90-449 

M 

HILLER, C.E. 

8018300096* 

90-387 

0 

MILLER. W. 0. 

8012840501 

70-794 


MILLER, W. 0. 

8018840904 

70-1739 


MILLER, U. 0. 

8018240906 

70-734 


MILLER, U. 0. 

6018310099 

90-813 

P 

MILLER, W. 0. 

8012310197 

90-409 

P 

HILLER. L. H. 

6018160343* 

90-311 

R 

MILLER, L. K. 

8012160490* 

30-272 

R 

MILLER, U. H. 

8012300503 

90-483 

0 

MILLER. M.E. 

8018300469 

90-449 

M 

MILLS, L. M. 

8018190498* 

90-899 

0 

MILLS. R. J. 

0018290868* 

REOOD 


MILLS. L. K. 

SOI 8090497 

90-390 

S 

MILLS. L. K. 

6018040949 

70-1966 


MILLS. L. H. 

0018190979* 

90-387 

Q 

MILLS, L. K. 

8018060789 

40-1341 


MILLS. L. H. 

6018080418* 

90-390 

Q 

MILLS, L. H. 

8018010081 

40-1341 


HILLS. L. H. 

B01803'7349» 

90-899 

0 

MILLS. L. H. 

0018090148* 

90-438 

0 

MILLS, L. H. 

8012100339 

40-1341 


MILLS. L. M. 

8018080661 

40-1341 


MILLS, L. K. 

8012000668* 

80-916 

0 

MILLS, L. M. 

6018080773 

90-299 

0 

MILLS, L.M, 

8012180097* 

90-260 

Q 

MILLS, L.M. 

0018180179* 

90-993 

0 

MILLS, L.M. 

8018190478* 

90-899 

0 

MILLS, L. K. 

8018080601 

50-918 

Q 

MILLS. L.M. 

8018060610 

90-387 

Q 

MILLS. L.M. 

6018030616 

90-387 

0 

MILLS, L. M. 

0018040697 

90-818 

S 

HILLS, L. M. 

6011890483 

30-889 

P 

MILLS, L. M. 

6018040399 

80-387 

8 

MILLS, L. M. 

6018040428 

80-390 

a 

MILLS, L. M. 

8018040438 

30-983 

a 

MILLS, L. M. 

8012040439 

SO-993 

8 

MILLS. L. M. 

8018010334 

90-387 

P 

MILLS, L. M. 

6018040397 

90-966 

8 

MILLS, L. M. 

801S040416 

80-32S 

8 

HILLS, L. H. 

6018040488 

80-390 

8 

MILLS. L. H. 

8018190261 

30-438 

6 

MILLS, L. M. 

8018030999 

80-860 

8 

MILLS, L. M. 

8018030694 

80-380 

6 

HILLS, L. K. 

8018040443 

90-390 

6 

MILLS, L. M. 

8018090369 

90-810 

B 

MILLS, L. M. 

8018090331 

30-316 

e 

MILLS, L. M, 

8018100470 

90-810 

6 

HILLS, L.M. 

8018100466 

30-436 

B 

MILLS, L. M. 

8018100948 

80-386 

8 

MILLS, L. H. 

8018190897 

30-328 

8 

MILLS, L.M. 

8018150866 

80-43B 

S 

MILLS, L. H. 

8018090397 

30-327 

P 

MILLS, L.M. 

8012080314 

80-327 

P 

MILLS, L. H. 

8018090831 

80-889 

P 

MILLS, L. M. 

8018090348 

30-390 

8 

MILLS, L.M. 

8018090369 

80-966 

8 

MILLS, L.M. 

8018090370 

90-327 

P 

MILLS, L.M. 

8018100494 

90-390 

8 

MILLS, L. K. 

80 IS 100467 

80-438 

8 

MILLS, L. H. 

8018100917 

80-390 

8 

MILLS, L. «. 

6018090347 

80-438 

A 

MILLS, L. M. 

6018090399 

80-390 

6 

MILLS, L. M. 

301SI00460 

80-380 

8 

MILLS. L. H. 

8012160703 

30-436 

S 

MILLS. L. H. 

8018090809 

80-889 

F 

MILLS, L. M. 

8012090410 

50-889 

8 

MILLS, L. H. 

8018100447 

80-438 

a 

MILLS, L. M. 

8018100448 

30-433 

S 

MILLS, L.M. 

8018160679 

90-438 

s 

MILLS, L. M. 

8018880999 

80-889 

Q 

HILLS, L.M. 

8018090186 

80-390; ; 

A 

MILLS, L.M. 

8018090344 

30-889 

P 

MILLS, L.M. 

8018830110 

90-918' ^ 

8 

MILLS, L. M, 

8018090311 

80-387 ■ 

P 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

MILLB.L. M. 

6018160149 

90-966 

R 

MILLS. L. M. 

8018310111 

30-899 

0 

MILL8.L. M. 

MILLS. L. H. 

8018190084 

8018130880 

TOPREP 

90-387 

P 

MILLS. L. M. 

8018160327 

90-387 

P 

MI LLS, L. H. 

6018170316 

90-387 

P 

MILLS, L.M. 

0018310104 

90-387 

0 

KILLS, L. M. 

8018160301 

30-327 

A 

MILLS, L. M. 

6018170306 

90-327 

P 

MILLS, L. 11 

8018170406 

50-438 

8 

MILLS, L. M. 

0018170918 

30-328 

8 

MILLB.L. 11 

BO IS 170466 

90-366 

8 

HILLS.L. 11 

8018170489 

90-390 

8 

MILLSrL. M. 

a012170460 

90-390 

8 

MILLS, L. M. 

8018190185 

50-328 

A 

MILLSrL. M. 

6018190503 

50-328 

A 

MILLB.L, M. 

6018230257 

90-899 

P 

MILLS, L. H. 

8018230390 

80-328 

V 

MILLS, L.M, 

6018300496 

90-438 

8 

MILLS, L. M. 

3018240868 

30-239 

P 

MILLS, L. H. 

3018300464 

S0-3IB 

8 

HILLS, L. H. 

8018300970 

90-390 

8 

HILLS, L. M. 

3018290836 

90-387 

P 

MILLS, L. M. 

6018310329 

90-393 

B 

HILLS, L. M. 

6012300869 

90-899 

P 

HILLS, L. M. 

6018310339 

90-916 

a 

MILLS, L. M. 

6018290837 

90-899 

p 

MILLS, L. M. 

6018300698 

90-918 

R 

MILLS, L. M. 

3018310374 

50-966 

a 

MILLS, L. If. 

8012310376 

50-390 

8 

MILLS, L.M, 

8018310388 

90-438 

8 

MILLS, L. M. 

6018300896 

90-859 

p 

MILLS, L. It. 

6018300966 

50-387 

p 

MILLS, L.M. 

6018300648 

50-899 

F 

MILLS, L.M. 

6018310311 

90-436 

8 

MILLS, L. M, 

8018310388 

50-966 

8 

MILOS, R. 

8018120241* 

90-409 

P 

MILOS. R. 

6018080316* 

50-409 

P 

MILUICZ.R. R. 

MIN, K. 0. 

MINDLIN.M. 

MINECK, D. L. 

8018080898 

8018190136 

6012110744 

6018010408 

PR 

RES 

PR 

90-331 

8 

MINECK, D. L. 

6018020492 

90-331 

8 

MINECK. D. L. 

601S080941 

90-331 

8 

MINECK, 0. L. 

6018020603 

90-331 

8 

MINECK, D. L. 

8018190993 

90-331 

8 

MINECK, D. L. 

8018190643 

90-331 

S 

MINECK, D.L. 

6018830311 

90-331 

R 

MINECK, D.L. 

8018340241 

90-331 

B 

MINECK, D.L. 

8018300469 

90-331 

6 

MINECK, D.L. 

8018890410 

90-331 

8 

MINECK, D.L. 

8013270482 

90-331 

a 

MINER, 8. 

8018310299 

90-319 

P 

HINKLER, N S. 
MINKaUSKI.H. 0. 

BO 1802 0774 
801 SOB 0989* 

FOIA 

90-259 

P 

MINNICK. J. F. 

8018020998 

90-380 

P 

MINOOUEfR. B. 
MINOOUE.R. a. 
MINOOUE.fl. B. 
MINOOUSifl. B. 

MINOOUE,R. a. 
MINOOUE.R. a. 
MINQOUEtR. 3. 
MINOOUE.R, B. 
MINOOUE.R, B. 

MINOOUE.R. a. 
MINOOUEiR. 0. 
MINOOUE.R. B. 
MINOOUE.R. B. 
MINOOUE. R . B. 

8018110692* 

8018110669* 

6018110663* 

60I8U0BI6* 

0018110643* 

6012890009* 

8009100039* 

B01106033B* 

8011060336* 

B011060013* 

8011860118* 

8018040330* 

8018040337* 

8018160893 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

lOCFR 

71-9073 

REOOD 

REOOD 

71-9073 

lOCFR 

lOCFR 

lOCFR 

90-320 

H 

MINOOUE. R. B. 
MINOR, O.C. 

8018310387 

8018170602* 

QRO 

90-443 

0 

MlNTZ.a L. 
MIHAOLIA. F. J. 

8018110160 

8012S90010 

PR 

90-279 

H 

MIRAOLIA.F, J. 

8018290019* 

90-416 

A 

HIRAOLIA.F. J. 

8012890022* 

90-416 

A 

MIRAOLIA.F. J. 

8018040394 

90-879 

H 

MIRAOLIA.F. J. 

8018110839 

90-279 

A 

MIRAOLIA.F, J. 

8018060416 

90-879 

H 

MIRAOLIA.F. J. 

8018090009 

90-279 

H 

MIRAOLIA.F. U. 

. 6018120203 

30-879 

H 

MIRAOLIA.F. 

6018020684 

90-361 

D 

MIRAOLIA.F. 

6018160804 

90-988 

D 

MIRAOLIA.F. 

6018180132 

90-879 

A 

MIRAOLIA.F, 

6012190300 

90-879 

H 



ACCESSION 
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MIRAOLIA, F. 

0012170780 

90-879 

A 

MIRAOLIA. F, J. 

8018190396 

90-311 

P 

MIRAOLIA. F. J. 

6012190400* 

80-311 

P 

MIRAOLIA, F. J. 

8012190409* 

90-31 I 

P 

MIRAOLIA. F. 

8012310170 

50-275 

H 

MIRIAMV. Y. A, 

3012080014 

NUREO 


MITCHELL, R. C, 

8012170694 

50-209 

H 

MITCHELL. D. 0. 

0012190919* 

50-269 

R 

HITTL.R. L. 

0012020137 

90-278 

0 

MITTL, H. L. 

6012030620 

50-311 

F 

MITTL, R. L. 

BO 1203 0624 

90-311 

F 

MITTL, R, L. 

0012030630 

90-311 

P 

MITTL, R. L, 

8012170413 

90-272 

P 

MITTL, H. L, 

8018240362 

90-394 

A 

MITTL. R. L. 

8012230299 

90-311 

P 

MITTL, R. L. 

6012310864 

90-272 

P 

MIYABAVASHI.H. 

3012110119 

XPORTLIC 


MlYABAYASHl.H- 

9012220471 

XPOftTLIC 


M0C2KA. E. U. 

8012230469 

90-249 

3 

MODARRES.K. 

B0120B0794 

NUREO 


MODENaSrL. 

8012180194* 

50-261 

a 

MOELLER, D. U. 

8012240034* 

COMMISSION 

MOFFETT, T. 

8012110167* 

coiitnsstaN 

MOO.W. F. 

8012110368* 

71-9796 


HOLLO Y, K. J. 

0012290492* 

90-380 

F 

MONOERSON.C. 

8012020464 

90-201 

F 

MONROE, H. 

80120B0349 

PR 


MONROE, J. :D. 

0012020269* 

50-393 

0 

MONTAOUE.P. 

0012280864* 

FOIA 


MONTE Z, V. 

0012160978 

PR 


MONTI, W. A. 

0012160476 

90-3 

R 

MOODY, 0. E. 

7904190132 

90-29 

0 

MOODY, D. E. 

7909070693 

90-271 

0 

MOODY, 0. E. 

7907080193 

90-29 

0 

MOODY, D. E. 

7907190684 

90-89 

a 

MOODY, D. E. 

7908030178 

90-29 

0 

MOODY, D. E. 

7908160963 

90-29 

0 

MOODY, D. E. 

7908070712 

90-29 

0 

MOODY, D. E. 

7906200004 

90-29 

0 

MOODY, D. E. 

7709200469 

90-29 

0 

MOODY, D. E. 

7909100441 

90-29 

0 

MOODY, D, E. 

0012090074* 

90-29 

a 

MOODY, J. H. 

00 1208 0296 

REG 00 


MOODY, J. H. 

a 01 208 0697 

REOOD 


MOODY. D. E. 

0012160270 

90-29 

R 

MOODY, M. C. 

0012170434 

90-806 

T 

MOON, C. M. 

8012300279* 

90-466 

0 

MOON, C. N. 

0012300203* 

90-466 

0 

MOON, G. N. 

0012300990 

90-466 

0 

MOONEY, C. P 

0012030869 

FOIA 


MOORE, J. B. 

0012100834* 

70-1143 


MOORE, D. E. 

0012180977* 

90-302 

0 

MOORE, R. N. 

0012090627 

XPORTLIC 


MOORE, B. 

0018110949 

70-2683 


MOORE, R. N. 

B012I70393 

XPORTLIC 


MOORE, e, U. 

0012030986 

90-334 

R 

MOORE, D, 

8012190609* 

XPORTLIC 


MOORE, R. N. 

0018170272 

XPORTLIC 


MOORE, J.E. 

0018220310 

90-272 

0 

MOORE, J. E. 

0018890361 

50-272 

0 

MOORE, R. C, 

0018890804 

90-312 

F 

MOORE, J. E. 

0018290836 

90-247 

0 

MOORE, J. E. 

0018290241 

90-199 

0 

MOORE, 8. N. 

0012300338 

90-399 

D 

MORCOS, N. 

0012080017 

NUREO 


MOREAOITH, F. L, 

0012180394* 

90-244 

P 

MORDAN, 0. U. 

0012030396* 

POIA 


HOROAN, 0. U. 

8018030486* 

FOIA 


MORGAN, 0. H. 

0012030408* 

FOIA 


MORGAN, M. E. 

8018030878* 

FOIA 


MORGAN, J. F. 

8018020679* 

aA999 


MORGAN, K. Z. 

0018100020 

PR 


MORGAN, J. N. 

0018830911* 

TOPREP 


MDRIARTV.U. M. 

0018310494 

90-392 

a 

MDRISr.A.V. 

0018010096 

90-293 

p 

HORIsr, A. V. 

0018840248 

90-293 

0 

KORISI.A. V. 

0018840896* 

30-293 

a 

MORISI.A. V. 

0018840870* 

30-293 

0 

MORlsr, A. V, 

0018170463 

90-293 

p 

MORiSr.A. V. 

0018830394 

90-293 

p 

MORtSl.A.V. 

0018840878 

90-293 

p 

MORONSKI, J. U. 

B01S190060* 

0A999 


MORRIS, V. 

0012160167 

PR 


MORRIS, C.J, ' 

0012110493 

NUREO ' 


MORRia.P.A. 

0018300969 

TOPREP 
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MORROW, D. 
MORTENSSN, W. 
HOHTHAN, D, 
MORTWAN. D. 
MORTMAW, D. 

8012080698 

8012290016 

8012030528* 

8012030520* 

8012030448* 

40-0902 
90-312 8 

FOIA 

FOIA 

FOIA 

MORTMAN, B. 
MaRTDM. K. V. 
MORTON, R. V. 
MORTON, K. V. 
KOnTON. K. V. 

0012030619* 

8912310624* 

8912080602* 

8012040627* 

8012080812* 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON. K V. 
MORTON. K. V. 
MORTON. K. V. 
MORTON. 0. 

MORTON, K. V. 

80 1 2040 1 40* 
8012080498* 
8012160018* 
8012110237 
8012310579* 

CONTRACT 

CONTRACT 

CONTRACT 

PR 

CONTRACT 

MORTON, R. V. 
MORTON. K, V. 
MORTOM.K. V. 
MORTON. K. V. 
MORTON. K. V, 

8012080503* 

8012080623* 

8012100417* 

8012170219* 

8012220003* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MDRTDNfK. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON. K. V. 

0012220005* 

8012080509* 

8012310602* 

80121B0S26* 

8012190007* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON. K. V. 
MORTON, K. V. 
MOSCHNER.R. A. 
MOSCHNER, R, A, 

0912240031* 

8012240036* 

8012240044* 

8012040492* 

B 012020 300 

CONTRACT 

CONTRACT 

CONTRACT 

70-754 

70-754 

MOBER.C. T. 

MOSES. A. J. 

MOSES. A, J. 

MOSES, A. J. 
MOSEB.A. J. 

8012230001 
8012030551* 
8012030309* 
8012030300* 
80 1 2030280* 

50-522 0 

FOIA 

FOIA 

FOIA 

FOIA 

MQSK, 8. 

MOSK, S. 

M03K. S. 

MOTHERWELL, D. U. 
HOONT. R. E. 

8012030074* 

8012030127* 

6012030091* 

8012930485* 

8012290922 

27-10 

27-10 

27-10 

FOIA 

90-295 0 

MOUNT, R. E. 

MOWRY, W. fl 

MOWRY, W.R 

MOWRY, W R. 
HROCZKA. E, d, 

8012290214 
801 1290704* 
8012080770* 
8012000778* 
3012020929 

50-255 0 

50-979 A 
SECY 

8ECY 

50-336 0 

HROCZKA. E. J. 
MROCZKA.E, J. 
HROCZKA, E. J. 
HROCZKA. E. J. 
HROCZKA, E. J. 

BO 12230346 
8012230342 
8012230334 
0012230489 
8012300635 

50-336 ft 
90-245 ft 
90-336 8 

90-245 8 

90-245 S 

HROCZKA. E. J, 

MUOOE , C. 

MUELLER. R, 

MUELLER, J. M, 
MUELLER, R, 

6012230469 

8012290520 

8012100484* 

8012150002 

80 1 2020677* 

50-336 8 

90-209 H 
50-285 S 
FOIA 

50-265 S 

MUELLER, R. 

MUELLER, M. 8. 
MUELLER. B. P. 
MUELLER, E. E. 
MUELLER, «, A. 

8012020616* 

8012180242 

8012180246 

8012160451 

8012220600 

50-205 8 

PR 

PR 

30-466 0 

NUREO 

MULHOLLANO, J. D, 
HULKEY. J. P, 

MULLER. R. 

MULLER, R, E. 

MULLEN, P. E. 

8012040)40* 

8012110620* 

8012160605 

0012170380 

8012120629 

CONTRACT 
50-340 0 

ACRS 

XPORTLIC 

PR 

MULLER, M. S. 

MULLER, d. C. 
HULLINtX.W. 

MUNBAY, 8. n. 

MUNRO, d. d. 

8012 100242 
8012 16063 1 
3012110252* 
0012100115 
8012100669 

PR 

PR 

FOIA 

PR 

71-9147 

MURDOCK. B. 

MURDOCK, L. T. 
HURLEY, T. E 

HURPHY, d. D. 

HUnPHY, J. 

8012120378 

8012220137* 

8012190969 

8012030606* 

8012030656* 

40-6522 

40-4492 

MISC 

FOIA 

FOIA 

MURPHY, G. E. 

MURPHY, C. E. 

MURPHY. C. E. 

MURPHY. C. e. 

MURPHY. C. E. 

8012020400* 

8012120366* 

8012020133* 

8012180144* 

8012180106* 

50-364 0 

SO- 566 0 
30-369 Q 
50-413 0 
50-416 0 

MURPHY, C.E. 

MURPHY, C.E. 

MURPHY. C. E. 

MURPHY, C. E. 

MURPHY. C. E. 

6012180209* 

8012090146* 

8012170036* 

6012180189* 

6012030676# 

50-309 0 
50-433 0 
50-338 0 
30-261 0 
50-318 0 
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NUMBER 
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MURPHY, C. E. 

0012170028* 

90-280 

C 

MURPHY, C, E. 

8012160099* 

50-260 

c 

HURPHY, C, E. 

0012000072 

50-430 

c 

MURPHY, C.E, 

0012090513 

50-321 

a 

MURPHY. C, E. 

B012090S20 

50-424 

Q 

MURPHY, C . E. 

8012160307* 

50-390 

0 

HURPHY, C. E. 

8012060649* 

SO-369 

Q 

HURPHY, C. E. 

00121 10137* 

50-261 

0 

HURPHY, C, E. 

0012110616* 

90-413 

Q 

MURPHY, C, E. 

0012110840 

50-918 

a 

HURPHY, C. E 

8012100294 

50-390 

0 

HURPHY, C. E. 

8012110701 

90-364 

0 

MURPHY, C. E. 

8012150258* 

50-309 

Q 

MURPHY, C. E. 

6012190239* 

80-309 

0 

MURPHY, C. E, 

BO 121 60730 

50-510 

0 

MURPHY, C. E, 

0012170066* 

50-413 

0 

MURPHY, C.E. 

8012100204 

90-424 

0 

MURPHY, C. E. 

0012110626 

50-290 

0 

HURPHY, C.E. 

0012160027 

90-416 

0 

MURPHY, C.E. 

6012100400* 

90-400 

0 

MURPHY, C. E. 

8012110676* 

50-413 

Q 

MURPHY, C.E 

8012170471 

50-438 

Q 

MURPHY, C. E. 

0012100220 

50-259 

Q 

MURPHY, C.E. 

0012180219 

90-330 

0 

MURPHY, D. H. 

8012220096* 

50-266 

0 

MURPHY, C. E. 

8012120354 

50-566 

Q 

HURPHY, C, E. 
MURPHY, 0. L. 

0012160399* 

8012110331 

90-369 

PR 

Q 

MURPHY, C. E. 

8012020117 

50-369 

Q 

MURPHY, C. e. 

6012020395 

50-364 

0 

MURPHY. C. E. 

0012190213* 

90-413 

Q 

HURPHY, C.E, 

8012310050 

30-566 

Q 

HURPHY, C. E. 

6012000229 

50-250 

Q 

MURPHY, C. E. 

0012150029 

50-261 

Q 

MURPHY, C. E. 

8012310096 

50-430 

Q 

MURPHY, W. P. 

8012010379 

50-271 

8 

MURPHY, U. P, 
MURPHY, R. T. 

0012010403* 

8012120380 

90-271 

PR 

8 

MURPHY, C. E. 

8012000660 

50-518 

Q 

HURPHY, C. E, 

0012090135 

50-438 

Q 

MURPHY, C. E. 

0012110127 

50-261 

0 

MURPHY, W. P. 

0012020439 

90-271 

B 

MURPHY, M. P, 

0012020439* 

50-271 

8 

MURPHY, C. E. 

0012110529 

90-321 

0 

MURPHY, C.E. 

0012170054 

90-413 

0 

HURPHY, C. E. 

0012100123 

90-413 

0 

MURPHY, C. E, 

6012100165 

50-261 

0 

MURPHY, C. E. 

8012100199 

50-309 

Q 

MURPHY, C.E. 

8012100009 

SO-260 

0 

MURPHY. C.E, 

8012190399* 

90-400 

Q 

MURPHY, C. E. 

8012190255 

50-309 

Q 

MURPHY, C, E. 
HURPHY, T. A. 

0012310299* 

0012160609 

90-413 

PR 

0 

MURPHY. C. E. 

8012170023 

50-338 

0 

MURPHY, C. E. 

6012100092 

50-416 

0 

HURPHY, C. E. 

0012170013 

50-200 

0 

MURPHY, C. e. 

0012100395 

90-400 

0 

MURPHY, C. B. 
HURPHY, A. W. 

0012180379 

0012300230* 

50-364 

CONTRACT 

0 

MURRAY, ft. 

8012070416* 

50-269 

s 

MURRAY, H. d. 

8012020681 

50-237 

G 

HURRAY, T. D. 

0012020525 

50-346 

8 

MURRAY, T. D, 

0012040309 

50-346 

8 

MURRAY, T.D. 

0012120490 

50-346 

0 

MURRAY, T. D. 

0012120901 

90-346 

a 

MURRAY, T. 0. 

0012120614 

50-346 

s 

MURRAY, T. D. 

8012170936 

50-346 

0 

MURRAY, T. D. 

0012090300 

90-346 

B 

MURRAY, T, D. 

6012150053 

50-346 

R 

MURRAY, H. J. 

0012300090 

50-237 

0 

MURRAY, T. D. 

0012150116 

60-346 

0 

MURRAY, M. U. 

0012300001 

50-237 

0 

MURRAY, M. d. 

0012300004* 

50-237 

0 

MURRAY, T. D. 

0012150168 

50-346 

8 

HURRAY, T. D, 

0012220446 

50-346 

S 

MURRAY, T. D. 

0012310319 

90-346 

8 

HURRAY, T. D. 
MUSICK, d. 

6012310321 

0012150017 

50-346 

FOIA 

3 

MUSKIE.E. 8. 

8012240096* 

COMMISSION 

MYERS, R.V. 

MYNATT, F. R. 

0012300132 

0012180058 

90-209 

RES 

H 

MYRADO, A. L. 

NADEL, E. M. 

8012190091* 

8012160200 

50-263 

PR 

R 

NAIOU, K. R. 
NAKAMURA, G. H, 

8012160555* 

0012120303 

50-456 

PR 

0 


AUTHOR 


ACCESS 1 OH SUBJECT 

NUHOER CATCOIRV 


NALEPKA, 0. 8. 
NALEPKA, D, 3. 
NALEPKA. D. 8. 
NALESNIK.U, J, 
NAPUDA, G. 


80121 70508* 

0012170398* 

0012170600* 

0012110214 

8012220031* 


90-909 8 
50-305 8 
80-30 9 8 
PR 

90-317 Q 


NAPUDA, G. 
NAPUDA, G. 
NARDACCl, 0. A, 
NARROW, L. 
NARROW, L. 


0012100393* 

0012180337* 

0012160486* 

0012240233* 

8018110609* 


80-247 fl 
90-247 0 
90-209 R 
90-322 Q 
90-410 0 


NARROW, L, 
NARROW, L. 

NAU, n, P, 
NEARY.H, P, 
NEELY, D. R. 

NEHEHIAS, J. 
NEIGHBORS, J. D. 
NEILSON, C, 0, 
NEtSLER, J. H. 
NEI8LER, J. H. 

NELSON, J. D. 
NELSON, J. D. 
NELSON, J. D. 
NELSON, J. D. 
NEUMANN, M. R. 

NEWLtN, M. H. 
NEWHAM. E, W. 
NEWMAN, E. W. 
NEWMAN, K. W. 
NEWMARK.N, M. 

NEWMARK, N. M. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN. J, R, 
NEWMAN, J. R, 

NEWMAN, J. R. 
NEWMAN, J, R, 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

NEWMAN, J. R 
NEWMAN, J. R. 
NEWMAN, J. R, 
NEWMAN, J. R, 
NEWTON. F. 

NEWTON, W. A. 
NICHOLAS, L. H, 
NICHOLAS, H. 
NICHOLAS, H. H. 
NICHOLSON, N. A. 

NICHOLS, T.C. 
NICHOLS, T. C. 
NICHOLS, T. C. 
NICHOLS, T. C, 
NICHOLS, T.C. 

NICHOLS, T.C, 
NICHOLB, T.C. 
NICHOLS, T. C. 
NICHOLS, T. C. 
NICHOLS, T.C, 

NICHOLS. T. C. 
NICHOLS. T. C. 
NICHOLS, T. C. 
NICHOLS, T.C. 
NICHOLS, T.C. 

NICHOLB, T, C. 
NICHOLS, T.C. 
NICHOLS, T. C. 
NICHOLS, T. C. 
NICHOLS, T, C, 

NICHOLS. T. C. 
NICHOLS, T.C. 
NICHOLB, T.C, 
NICHOLS, T. C. 
NICHOLB, T.C. 

NICHOLS, T. C. 
NICHOLS, T. C. 
NICHOLS, T.C. 
NICHOLS, T. C. 
NICHOLS, T.C. 

NICHOLS. T. C. 
NICHOLS, T. C. 
NICHOLS, T. C, 
NICHOLS, T. C, 
NICHOLS, T.C. 


8012110607* 
00121 10079* 
S0121 10491 
8012190040 
8012220348* 

801 222034 S« 

8012110692 

8012310581* 

8012120300* 

8012240054* 

8012080786 
0012060796* 
8012000S2S* 
SOI 2080823 
0012000766 

8012010531* 

6012030697* 

8012030654* 

8012030397* 

0012080774* 

8012000779* 

8012100082 

8012020626 

B012020634* 

8012020634* 

BO 12290009 
8012290299 
8012290003 
0012290293 
6012290641 

8012290641 

8012290091 

8012290156 

8012290091 

80120B0S63* 

8012080136 

8012180541* 

8012060US* 

8012000125* 

8012160S76* 

8012020287 

8012030671 

8012020293 

8012020369 

8012020377 

8012020493 

8012020S23 

8012030613 

8012030634 

8012030434 

8012020437 

8012020442 

0012020449 

8012030636 

8012150035 

8012010117 

8012010327 

8012020241 

8012020572 

8012010108 

8012110682* 

8012090216 

8012090230 

8012090399 

8012090362 

6012090324 
8012160436 
801 2 I 704 97 
8012170431 
8012170455 

8012160123 

8012160162 

8012190132 

8012190140 

8012190392 


90-387 0 

90-412 0 

NUSEO 
NUREG 

50-289 Q 

90-289 0 

90-280 F 
40-7402 
50-403 G 
90-373 0 

40-8084 

40-8084 

40-0084 
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R 
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8 
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0 
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SOI 2030099* 
8012030526* 
6012030524* 

8012030305* 
BOl 2030519* 
6012030521* 
6012030505* 
8012030279* 

8012030237* 

8012030478* 

8012030432* 

8018030440* 

8012030683* 

8012030235* 

8012030243* 

8012030677* 

6012030670* 

8012030079* 

8012030129* 

8012030137* 

8012030144* 

8018030152* 

8012030161* 

6018030587* 

6012030041* 

6012030516* 

6012030466* 

6012030495* 

6018030470* 

6012030463* 

6012030424* 

6018030430* 

6012030021* 

8012030404* 

6012030412* 

8012030013* 

8012030387* 

6012030429* 

6012030313* 

6012030482* 

6012030273* 

6018030257* 

6012030326* 

6012030226* 

6012030238* 

6012030145* 

6012030272* 

0012030581* 

6012030564* 

6012030567* 

6012030570* 

6018030576* 

8018030295* 

8012030296* 

6012030315* 

6012030321* 

8012030530* 

6012030337* 

6012030626* 

6018030314* 

6018030191* 

6012090302* 

8012220070 

6012220390 

6012100073* 

6012100073* 

6012020252* 

6012190440* 


SUBJECT 

CATEGORY 


80-369 

30-313 

50-313 

40-6709 

50-324 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY. 

PUOH. L. C. 

soisoaoB&i 

REQOD 


REID, R. W. 

0012090106 

50-313 

P 

RIVARD, J. D. 

0012190930 

NUREO 


PURCELLi J. F. 

sotaiYoiao 

90-367 

R 

REID. R. W. 

60120901100 

50-313 

P 

RIVENBARK, 0. W. 

8012310470* 

90-373 

a 

FURFLE.fi, A. 

aoi204oas6 

90-437 

H 

REID.R. H. 

0O12O9O119O 

90-313 

P 

RIZZO,P. 0. 

8012100969* 

90-317 

a 

PUSHECRi 8. N. 

SCIlS0a0929« 

90-299 

P 

REID. R. M. 

H0181 70499 

50-289 

F 

RIZZO, P. 9. 

0012010336* 

90-318 

8 

OUATTROCCIr J. 

S012U032S 

HISC 


REID, R. (4. 

6012040242 

90-289 

0 

RIZZO, P. 0. 

0012020600* 

90-318 

3 

OUlCK. 0. fl. 

so 180908 19* 

90-399 

0 

REID. R. H. 

0012060706 

50-209 

P 

RIZZO,P. 0. 

8012030733* 

90-318 

8 

QUICK. D.A. 

80131 60041« 

90-302 

a 

REID. R. M. 

8012120260 

50-312 

P 

RIZZO.P, 0. 

8012100997* 

30-318 

B 

QUICK. D. R. 

80121 909SS> 

90-281 

0 

REID. R. H. 

60121202660 

90-312 

P 

RIZZO.P, 0. 

0012160387* 

90-318 

0 

QUICK. 0. R. 

a01231084S» 

90-261 

0 

REID. R, M. 

0012120279* 

50-312 

P 

RIZZO, P. 9. 

8012160394* 

90-317 

8 

QUIQLEV'. T. «. 

8012010221 

40-8743 


REID. R. U. 

0012170679 

90-277 

F 

ROBERTS, H, 

8012020039* 

90-320 

H 

QUIOLEV. T. H. 

8012180374 

40-0743 


REID. R. 14. 

8012300276 

90-312 

F 

ROBERTS. F. P. 

8012230323 

NUHtO 


QUIOLEY. T. W. 

80 1224090a 

40-9743 


REID. R. H. 

8012290377 

90-209 

P 

RODERDS. H. W. 

8012190104* 

QA99? 


QUt&tEY,T.«. 

8012240439 

40-9743 


REID. R. 14. 

8012290380* 

90-289 

P 

ROBERDS, H. W. 

8012000307* 

QA999 


QUI«LEY. T. U. 

8012240433 

40-9743 


REID.R. N. 

8012180136 

90-346 

8 

ROBEROS.H. W. 

0012300026* 

QA99? 


RADER. R.H. 

8012120942 

27-39 


REID. R. N. 

8012290480 

90-269 

P 

ROBERDS, M. J. 

S012240iei* 

90-392 

Q 

RADER. R. K. 

8012120942 

27-39 


REID. R. 14. 

8012290488 

90-277 

F 

ROBERTS. E, 

0012020769 

90-399 

H 

RAOEft. M. 8. 

8D1802094&* 

90-331 

a 

REID. R. W. 

8012290496 

90-313 

P 

ROBERTSON, J. C. 

8012060641* 

CONTRACT 


RAOER. K. 6. 

8012t90999» 

90-331 

a 

REID. R. 14. 

8012310089 

90-269 

Q 

ROBERTS, F. P. 

0012310207 

NUREO 


RAOER.K. 8 

aoiat906so» 

90-331 

a 

REID. R. N. 

8012240196 

90-277 

P 

ROBERTS. I.C. 

0012310387 

ORO 


RAQER.K. 8. 

a01230048e» 

90-331 

a 

REID. A. 14. 

8012240202* 

90-277 

P 

ROBINBON, D. L. 

0012040690* 

90-316 

O 

RAOER.M, 8. 

801 22904140 

90-331 

s 

REID.R, 14. 

8012240210* 

90-277 

P 

ROBINSQN.P. 

8012240407* 

Stilt Preg 

RAOER.H. 6. 

80122904280 

90-331 

a 

REID.R, 14. 

8012300340 

90-313 

P 

ROCKHOLD.H. C. 

8012190061 

90-40? 

P 

RAKE. A. V. 

8012220029 

PR 


REIDHAAR. D. L. 

8012300109 

90-142 

0 

RDCKHOLD. H. C. 

0012190947 

90-312 

IP 

RAMPY.L. W. 

8012120039 

PR 


REIMEfl.E, T. 

0012190097* 

90-317 

F 

RODOERS, J. C. 

8012220252* 

FOIA 


RAMSDEU . J. V. 

8012170240 

REOOD 


REIS.E, J. 

8012300004 

90-490 

0 

RODKEV. L. 8. 

8012000330 

PR 


RANDALL. P. N. 

80071800480 

71-9073 


REITER. L. 

0012290640* 

50-409 

T 

RODRIQUEZ, R. J. 

0012120480 

90-312 

R 

RANDALL. P.N. 

80102809840 

71-9073 


REKITO. H, A. 

8012100392* 

90-307 

0 

ROOERS, L. R. 

8012030384* 

FOIA 


RANDAZZA.J. R. 

8012190469 

90-307 

P 

REKITOi W. A. 

0012220006* 

50-29 

0 

ROOER8. L. R. 

8012030693* 

FOIA 


RANDAZZA. J. B. 

8012230430 

90-309 

p 

REMLEY, M, E. 

8012020399 

70-29 


ROOERS, L. R. 

8012030290* 

FOIA 


RANDOLPH. J. 

80122400980 

COMM IBS I DM 

REMLEY, M. E. 

8012090133* 

71-39 


ROBERB. L. R. 

BO 12030600* 

FOIA 


RANDOLPH. H. L. 

8012190208 

RES 


RENBEROER.D, L. 

8012030763 

50-397 

Q 

R09ER6. L. R. 

BO 12030063* 

FOIA 


RANDOLPH. J. M, 

8012020990* 

90-272 

8 

RENBEROER. D. L. 

8012170244 

REOOD 


ROOERS, L. 

8012110707* 

FOIA 


RANSONE. U. M. 

8012180443 

WASTE MOT 

REQUA, 0. 

8012110153 

90-309 

P 

ROOERS. W. 0. 

8012310482* 

90-346 

Q 

RAPKIN. A. 

8012020689 

90-367 

0 

RESNIKOFFiM. 

8012020727 

90-201 

P 

ROOERS, J. 0. 

8012170698 

90-289 

H 

RAPKIN. A, 

8012020690 

90-367 

0 

RETTENMAIER, R. 

©012080707 

PR 


ROHATOI.U. S. 

8012220619 

NUREO 


RA6KIN.0. a. 

8012290091 

90-466 

0 

REVELEY, W. T, 

8012300372 

90-916 

0 

ROMAN, T. W. 

0012160480* 

90-229 

R 

RASMUSSEN. N. C. 

0012080794 

HUREO 


REVELEY, H. T. 

©012300972 

90-916 

0 

ROOD. H. 

8012100046 

90-361 

F 

RATHLE8BER0ER 

8012030836 

PR 


REYES, i.. A. 

©012040119* 

90-346 

0 

ROOD. H. 

S012100099 

90-361 

A 

RATHLE6BER0ER 

8012040108 

PR 


REYES. L. A. 

8012310482* 

90-346 

Q 

ROONEY, M. A. 

6012290927 

70-1308 


RATHLE8BER0ER 

80182403990 

8tat« Prog 

REYNOLDS, W. 

8012020736 

FOIA 


ROOT, L. D. 

6012110767* 

90-331 

a 

RATTA. A. 0. 

80121002470 

70-1 143 


REYNOLD a, J. 

8011250100 

90-279 

0 

ROOT, L. D. 

6011190093 

90-331 

0 

RATTA. A. D, 

80121101710 

70-33 


REYNOLDS. N.8. 

8012190391 

FOIA 


ROOT. L. 0. 

8012090318 

90-331 

p 

RAUSCH. T. J. 

8012310212 

50-299 

Q 

REYNOLDS, N. 8. 

8012100088 

PR 


ROOT.L. D. 

8012240263* 

90-331 

a 

RAUSCH. T. J. 

8012230069 

90-10 

0 

REYNOLDS. 6. D. 

8012180393* 

50-247 

0 

ROOT. L. D, 

8012090399 

90-331 

p 

RAVENSCROFT. M. 

8012010949 

70-2392 


REYNOLDS. J. R. 

8012080313 

90-279 

0 

ROOT, L. D. 

8018090294 

90-331 

0 

REAMER. C. U, 

8012310391 

COMMISSION 

REYNOLDS, J. R. 

8012290120 

90-279 

0 

RQOr.L. D. 

8012230297 

90-331 

p 

REAVIS. J. A. 

80121906190 

90-269 

R 

REYNOLDS, N. 6. 

80(2080472 

50-313 

0 

ROOT.L. D. 

8012230497 

90-331 

p 

REBELQMSKI. T. 

80123000030 

90-247 

0 

REYNOLDS, N. 8. 

8012290647 

90-449 

0 

ROSA.F. 

8012110439* 

90-306 

p 

REBELQHBKI. T. A. 

e0121B0393« 

90-247 

0 

REYNOLDS. N.8. 

8012290647 

90-445 

0 

ROaS.R, E. 

8012030130* 

27-39 


REDMOND. R. F. 

8012110796* 

50-180 

Q 

REYNOLDS, J, R. 

8012290392 

90-279 

0 

ROSE.C. 

0012010589* 

90-324 

U 

REEDfC.U. 

80:12030369* 

fOIA 


REYNOLDS, N. 8. 

8012300057 

90-449 

0 

ROSELLINI.A. D. 

8012030143* 

FOIA 


REED. C. 

8012040333* 

90-10 

8 

REYNOLDS, N. 8. 

8012300037 

50-449 

0 

R08ENFELD, 8. 

8012170129 

PR 


REEO.C. 

8012080779 

PR 


REYNOLDS, J. 

8012170442* 

90-279 

0 

ROSS. D. F. 

8012010476* 

90-438 

A 

REEO.C. 

8012290466 

90-237 

Q 

REYNOLDS, N. 8. 

8012290338 

90-449 

9 

ROBB. W. U. 

8012120363 

90-334 

P 

REEDrC. 

8012290470 

90-237 

0 

REYNDLOB.N. 8. 

8012290338 

90-449 

0 

ROSS. M. J. 

8012100177 

90-289 

T 

REED.O.H. 

8012170292 

REOOD 


REYNOLDS. J. R. 

8012300364 

90-279 

9 

R086, W. J. 

8012110037 

90t334 

Q 

REED. E.C. 

8012040273 

90-207 

P 

REYNOLDS. N.S. 

8012310290 

90-449 

9 

R08B, T. K. 

8012010299* 

90-280 

P 

REED. H. R. 

8012170693* 

90-269 

H 

REYNOLDS, (4.8. 

8012310290 

90-445 

9 

ROSS, N. J. 

8012170239 

90-272 

P 

RECD.C. 

8018310282 

90-237 

P 

REZNOR. U.tl 

8012180221 

PR 


Roas, 0. F. 

8012290962* 

90-289 

T 

REHM. T. A. 

001202071 1 

COMMISSION 

RHOADS. 0.0. 

60 120801 2S« 

90-307 

Q 

ROSSIN.A. D. 

8012300191 

90-289 

H 

REHM. T. A, 

8012090028 

ORO 


RHODE. 0. K. 

8012010350 

90-410 

Q 

ROTH, E. B. 

8012030173* 

FOIA 


REHMr T. A. 

8012100176 

COHN 188 ION 

RHODE. 0. K. 

0012030810 

90-410 

0 

ROTH, E. B. 

8012030109* 

FOIA 


REHHr T. A. 

8012190123 

COMMISSION 

RHODE. 0. K. 

0012190448 

90-410 

B 

ROTH, J. 

8018840261* 

70-398 


REHMr T. A. 

8018300798 

COMMISStOH 

RHODE. 0. K. 

0012230462 

90-410 

8 

ROTH, J. 

8018190609* 

90-201 

Q 

REHMSTROM. J. B. 

8012010366 

90-331 

I 

RIAZ, A. 

0012100189 

PR 


ROTH, J. 

8012310266 

70-364 


REID. R. H. 

9012190039 

90-313 

F 

RICE, K. K. 

0012080697 

40-8743 


RDTHE, P. H, 

8012230909 

NUREO 


REID.R.H. 

8012010446 

90-269 

F 

RICE, K. H. 

0012240222 

40-8743 


ROTHSCHILD, H. U. 

8012080013 

90-900 

0 

REID. R. U. 

8012020036 

90-269 

P 

RICHARDSON, C. A. 

0012010013 

71-9141 


ROTHSCHILD, M. U. 

3012230012 

90-449 

H 

REID. R.H, 

BO 12020042* 

90-269 

P 

RICHAROeOM, C. 

0012100461 

80-271 

H 

ROTHeCKILD, M. U. 

8012230017 

70-1308 


REID. R. W. 

8012020097* 

90-269 

P 

RICHARDS, R. L. 

0012160642 

PR 


ROTHSCHILD, M. U. 

8012290424 

90-449 

H 

REIS.R.U. 

8012010481 

90-366 

P 

R1CHARD80II. D. 

80121 B0164 

90-28? 

H 

ROTHSCHILD, M. U. 

8012300219 

90-900 

G 

REID. R. W. 

8012010431* 

90-366 

P 

RICK. S. 

0012160983 

PR 


ROTHSCHILD, M. U. 

80(2300238 

90-443 

0 

REID.R, H. 

8012010441* 

90-366 

P 

RIDOHAY.K. R. 

0012110793* 

90-186 

0 

ROUSE, L. C, 

8012010191 

70-1193 


REID, R. W. 

8012020807 

90-269 

P 

RIOOWAY. D. A. 

6012290663 

90-320 

9 

ROUSE, L. C. 

8012080685 

90-201 

P 

REID. R. U. 

8012030849 

30-269 

P 

RIDOWAY, f>. A. 

0012290663 

90-320 

9 

ROUSE, L. C. 

8012040166 

70-1308 


REID. R. H. 

0018090047 

30-346 

P 

RIEDER.A. E. 

0012110906* 

71-400 


ROUSE, L. C. 

8012080790 

70-1193 


REID.R.U, 

8018000339 

30-302 

P 

RIE8LAND. J. 

0012180261 

90-286 

8 

ROWDEN, M. A. 

8012020834 

30-367 

U 

REID.R.k 

80120009300 

50-302 

P 

RIETHLE, H. E, 

0012020482 

90-20? 

R 

ROWLEY, E. 

8012160943* 

90-237 

s 

REIDiR.H. 

8O12O0O99SO 

30-302 

P 

RIETVELO. P, A. 

0012170307 

PR 


RUDDEN. M. A. 

8012100022* 

CONTRACT 


REID. R.M. 

8012240093 

30-346 

P 

RILEY, R.O. 

8012120270 

NUREO 


RUDISILL.O, D 

8012010302* 

71-399 


reid,r;u. 

8012240096* 

30-346 

P 

RILEY, J,L. 

8012290319* 

70-2623 


RUDOLPH. J. 

8012090307* 

90-346 

s 

REID, H;W. 

: 80122401000 

30-346 

P 

RILEY. J.L. 

9012290092 

70-2623 


RUITER. 0. H. 

8012100328* 

90-309 

R 

REID,R,M.{ 

8012010074 

30-877 

P 

RINDE. A, 

8012120613 

PR 


RUMPFiR.E, 

8012080499* 

80-409 

P 

RBiDiRiiL 1 :: 

' 80I801007S* 

30-877 

P 

RINO.M. 

8012020780* 

90-373 

Q 

RUNDO, J. 

8012220728 

NUREO 


RFID, r;h. " 

8012010089* 

50-277 

P 

RITSHER.O. A. 

0OU19O37I 

50-443 

A 

RUPPE,P. E, 

8012020838* 

90-367 

U 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBdECT 

CATEGORY 

bus8e:i.Li d. r. 

8O1S330EO1 

NUREO 


nUSBELi.! U. L. 

8012890144 

PR 


RUSSEtUi L. B. 

SO 120 10322 

90-318 

8 

nUSSELXiL. B. 

eoi20103BA 

90-317 

S 

RUSSELL. L. B. 

0012020812 

50-317 

8 

RUSSELL. L. 0. 

S012020S93 

50-318 

8 

RUSSELL, L. H. 

6012020S06 

50-317 

S 

RUSSELL, L. 8. 

6012030731 

50-318 

8 

RUSSELL. L. 8. 

0012100393 

90-318 

8 

RUSSELL. L. B. 

8012100361 

90-317 

8 

RUSSELL. L. B. 

8012100339 

90-317 

8 

RUSSELL. L. B. 

8012130072 

90-317 

F 

RUSSELL, L. 0. 

8012160381 

90-318 

8 

RUSSELL, L. B. 

0018160390 

50-317 

8 

RUSSELL. L. B. 

0012220401 

50-318 

8 

RUSSELL. U. T. 

80122404S9 

90-10 

P 

RUSSELL, L. B. 

8012230361 

90-317 

S 

RUSSELL. L. B. 

8012230409 

90-317 

8 

BACKETT. K. E. 

8012220670 

NUREO 


SACKS. 1, J. 

8012020738 

NUREO 


SACKS. I. J. 

8012020744 

NUREO 


SACKS, 1. J. 

8012040070 

NUREO 


8ADMITH. L. 

8012020781 

FOIA 


8AE4ER, J. 

80 120404070 

90-267 

P 

SAHA. P. 

8012220619 

NUREO 


SAHA, P, 

’ 8012240196 

REe 


SAHA, P, 

0012180310 

90-312 

P 

SALAMA. A. I. 

8012100093# 

PR 


SALDARINI. J. C. 

8012080223 

REOQD 


8ALDARIHI, J. C. 

8012090089 

PR 


SALTZMAN, J. 

8012030792 

90-413 

M 

BALTZMAN. U. 

8012010982 

90-398 

H 

SALT Z HAN, 0. 

8012030418 

90-97 

d 

BAHMONB, J. H, 

8012120013 

PR 


SAMS. 0. M. 

8012220623 

NUREO 


SAMUSLSON, D. R. 

80120B0707 

PR 


SANDERS, L. A. 

8012240130 

70-143 


SANTANSELO. J. C. 

8012030339# 

FOIA 


SANTAMOELO. J. C. 

8012030398# 

FOIA 


SANTAMOELO, J. C. 

8012030340# 

FOIA 


SANTAMOELO, d. C. 

8012030336# 

FOIA 


SANTAMOELO. J. C. 

8012030410# 

FOIA 


SANTANOELO, J. C. 

8012030406# 

FOIA 


SANTAMOELO. J. C. 

80 1203037 I* 

FOIA 


BARBAMES.P. 8. 

8012020828# 

60-170 

H 

SARSOUR, B. 

8012190099# 

90-346 

R 

SASTRE. G. 

8012190166 

RES 


SAUNDERS, 0. A. 

8012100483 

40-8693 


SAUNDERS. 0. A. 

8012300908 

40-8749 


8AVA0LI0, F. J. 

8012110192 

PR 


8AM1CKY. H. 

8012100229# 

90-333 

Q 

SAVERS. E, D. 

8012290174 

90-269 

H 

SCARAMO. R. A. 

8012020129 

40-1162 


aCARANO, R. A. 

8012160396 

40-8004 


SCARAMO. R. A. 

8012010616 

40-0697 


SCARAMO. R. A. 

8012240112 

40-1162 


SCARAMO. R. A. 

8012160763 

40-3493 


SCARAMO. R. A. 

8012170291 

40-299 


SCARAMO. R. A. 

8012160287 

40-8084 


SCARAMO, R. A. 

8012160948 

40-6622 


SCARAMO, R. A. 

8012160179 

40-0304 


SCARAMO, R. A. 

8012170262 

40-8602 


SCARAMO. R. A. 

8012290216 

40-3483 


SCARAMO, R. A. 

8012220409 

WASTE HOT 

SCARAMO, R. A. 

8012300288 

NABTE HOT 

SCKADT. W. M. 

8012090600 

PR 


SCHAEFER, U. M. 

8012240002 

PR 


SCHAPKER, J. 

8012160999# 

30-496 

a 

SCKAPKER, J. 

8012110016# 

SO-46I 

a 

SCHENDEL.K. R. 

8012090099 

40-9983 


SCHENDEL. k. r. 

8012040722 

40-8902 


SCHENDEL. K. R. 

8012170962 

40-8902 


SCHERER, A. E. 

8012110800# 

FOIA 


SCHERER. A. E. 

8012080167 

PR 


ec MERER, A. E. 

8012190098# 

90-368 

p 

SCHERER, A. E. 

8012100010 

PR 


SCHERER, A. E. 

8012090089 

PR 


SCHERER, A. E. 

0012190202 

TOPREP 


SCHERER. A. E. 

8012160197 

90-470 

A 

8CHERR, 8. d. 

8012290313 

70-2623 


8CHIRMER. R. E. 

8012120324 

NUREO 


SCHLICHT.F. 0. 

8012300698# 

30-466 

T 

8CHL1CHI.F. 0. 

8012300702# 

80-466 

T 

SCHLQMER.E, A. 

80 12220388# 

30-320 

P 

SCHMEL, 0. A. 

8012220678 

NUREO 
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ACCESSION 

NUHIIER 
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CATEGORY 

BCHMITZ. H, K. 

B0120307I4* 

XPORTLIC 

aCHHIDT. A. D. 

8012100922 

30-339 

0 

aCHIfIDT. A. 0. 

8012100932 

90-339 

8 

aCHHlDT, A.D. 

8012100476 

90-339 

8 

SCHMIDT. A. D. 

8012100404 

90-335 

8 

8CKHIDT.A. 0. 

0012020951 

30-339 

8 

SCHMIDT.F. H. 

8012030353 

PR 


SCHMIDT. A. D. 

8012020469 

90-291 

S 

aCHHIOT. A. D. 

8012020938 

50-290 

S 

SCHMIDT, A, D. 

8012020961 

50-339 

8 

SCHMIDT, A. 0. 

9012020934 

90-339 

8 

aCHMIDTr A. D. 

8012020801 

90-339 

8 

SCHMIDT, A, D. 

80I202094S 

90-335 

a 

SCHMIDT, A. D, 

8012090452 

80-335 

S 

BCKMIDTi A. D. 

8012160466 

30-250 

R 

SCHMIDT, A. D. 

8012 130289 

90-250 

R 

SCHMIDT, T. 

9012170304 

50-466 

H 

SCHMIDT. H. C. 

8012300391 

50-445 

K 

aCHNAUTZ.C.E, 

9012300769 

XPORTLIC 

aCHNAUTZ.C, E. 

3012300765 

XPORTLtC 

eCMNEIDER, F. N. 

B0t2080122» 

50-272 

Q 

SCHNEIDER, F. M. 

8012080131# 

50-272 

Q 

eCKNElDER, F. W. 

8012040621 

50-272 

0 

eCKtClDER.F. 14. 

8012020970 

50-272 

Q 

SCHNEIDER, F. H. 

8012190229# 

30-272 

P 

BCMOCK.W. 

8012020391# 

lOCFft 


8CMOENBERO. E. 

9012300733# 

90-466 

T 

SCHOTT, 0. L. 

9012040659 

ACRS 


BCHROEOER, F. 

90120901 19# 

FOIA 


SCHROEDER.F, 

8012160961 

REOOO 


8CKULTZ, K. D. 

9012220273# 

FOIA 


eCKULZ.R. D. 

9012190268# 

90-331 

0 

SCHULTZ, W. B. 

9012290938# 

80-367 

0 

SCHULZE, R. 

0012170690 

80-209 

H 

SCHULTZ, 0. R. 

9012290330 

80-397 

0 

SCHULLER, C.R. 

0012190537 

NUREO 


SCHUMACHER. J. 

0012110892 

PR 


SCHUMACHER. J, L. 

0012110021 

PR 


SCHUSTER, M. D, 

0012290016 

80-312 

S 

SCHUYLER, J. O 

0012040119 

PR 


SCHUYLER, d. O. 

0012300949 

90-279 

F 

SCHWARTZ, H. H, 

9012170613# 

90-2B9 

0 

8CHWEMCER, A. 

7907240626 

90-29 

a 

BCHWEMOIMAM.L. C 

8012220678 

NUREO 


SCHWENSFEIR.R. 

8012080791 

70-33 


8CHWEIB1N2. E. R. 

9012240072# 

90-946 

8 

8CKWENCER. A. 

9012040187 

90-327 

A 

aCH(4EN8fErR.R. 

9012190043 

70-33 


SCOTT, M. d. 

9012030460# 

FOIA 


SCOTT, D. d. 

8012020983 

90-249 

S 

8C0TT. D. J. 

8012160938 

90-237 

8 

BCOTl.D- J, 

9012160419 

90-10 

a 

BCOTT, D, d. 

8012230900 

90-237 

8 

8CR0008, A. C. 

0012080643 

WASTE MOT 

SEEKER- WALKER 

9012120310 

PR 


SEELEY. O. T. 

9012080110 

PR 


SEELEY, O. T. 

9012090096 

PR 


8E0AL, 0. 

9012290280# 

ORO 


SEOE. 0. 

9012030903* 

REVIEW ORP 

SEOE, 0. 

0012030902 

REVIEW ORP 

SEOE, 0. 

9012030927# 

REVIEW 

ORP 

SEOE, 0. 

9012030917 

REVIEW 

ORP 

SEOE, 0. 

8012030990# 

REVIEW 

ORP 

SEOE, 0. 

9012030979# 

REVIEW 

OOP 

SEOE, 0. 

8012030977# 

REVIEW 

ORP 

SEOE, 0. 

9012030879 

REVIEW 

ORP 

SEOE, 0. 

8012030870 

REVIEW 

ORP 

SEOE. 0, 

9012030866 

REVIEW ORP 

SEOE. 0. 

9012030895 

REVIEW ORP 

SEOEY, A. 

0012230104 

NUREO 


SEOEU, A. 

9012120990 

NUREO 


SEIDLE.U.C. 

9012020797 

90-482 

0 

SEIDLE, W.C. 

8012020739 

80-449 

0 

aEIBLE, W. C. 

8012040032 

50-499 

0 

SEIDLE, W.C. 

9012190539 

30-498 

Q 

8EIDLE, W. C. 

9012240167 

50-382 

Q 

SEIDLE.W.C. 

8012100544 

50-449 

Q 

BEIDLE. W. C. 

9012190407 

90-498 

Q 

SEIOLE, W. C. 

9012190618 

90-493 

0 

3EIDLE, W.C. 

9012180369 

90-449 

Q 

SEIOLE, W. C. 

8012180372# 

90-449 

0 

SEZDLE, W. C. 

8012190629 

50-499 

0 

8EtDLE, W. C. 

8012190929 

50-4 90 

Q 

SEIOLE, W.C. 

8012190642 

50-498 

0 

SEIDLE, W. C. 

8012220023 

50-499 

Q 
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8EI0, M. 


8012300099 

50-247 

H 

SEIKEM.S. J. 

0012040403 

50-462 

8 

8EIKEN.8. d. 

8012300717 

50-492 

0 

8ELI0MAM, a. J. 

8012090002 

PR 


SELLS, 0. 

8012020165 

50-352 

A 

SEVER IT 

K. V. 

8012230240# 

OAg99 


SEVFRIT 

K. V. 

8012170731 

SO-462 

0 

BEYFHIT 

K. V. 

8012170737 

50-458 

0 

SEVFRIT 

K, V. 

8012170740 

90-493 

0 

SEYFftIT 

K. V. 

8012170744 

90-445 

Q 

SEVFRIT 

K, V. 

8012170746 

50-392 

0 

SEVFRIT 

K. V. 

8012190098* 

06999 


SEVFRIT 

K. V. 

8012170312 

50-267 

0 

SEVFRIT 

K. V, 

8012170319 

50-290 

0 

SEVFRIT 

K, U. 

8012170319 

50-283 

0 

SEVFRIT 

K. U. 

8012 1 70322 

30-313 

0 

SEVFRIT 

K. V. 

8012160058 

90-267 

Q 

SEYFRIT 

K. V. 

8012160099 

80-299 

0 

SEYFftIT 

K, V. 

8012160062 

50-293 

0 

SEYFR IT 

K. V. 

8012160069 

90-313 

a 

SEVFRIT 

K. V. 

8012180122 

50-299 

8 

SEVFRIT 

K. V. 

8012170349 

SO-4B2 

Q 

SEVFRIT 

K. V. 

9012170391 

90-382 

Q 

SEVFRIT 

K. V. 

8012170396 

90-499 

8 

BEYFRIT 

K. V. 

8012170360 

50-445 

Q 

SEYFR IT 

R. V. 

8012170362 

50-313 

3 

SEYFftIT 

K. V. 

8012170369 

50-285 

0 

SEYFftIT 

K. V. 

8012170006 

30-267 

<9 

SEYFftIT 

R. V. 

0012170009 

30-205 

0 

SEYFftIT 

K. U, 

8012170812 

50-298 

Q 

SEVFRIT 

K. V. 

8012170816 

50-313 

0 

SEYFftIT 

K. V. 

8012170818 

90-382 

3 

BEYFRir 

K, V, 

0012170822 

50-445 

Q 

SEVFRIT 

K. V. 

8012170829 

50-499 

a 

SEYFRIT 

K, V. 

BO 121 70826 

50-498 

a 

SEVFRIT 

K, V, 

0012170832 

50-482 

Q 

SEYFR I T 

K. V. 

0012230022 

30-298 

3 

SEVFRIT 

K. V. 

0012230024 

50-283 

a 

SEVFRIT 

K. V. 

9012230029 

50-267 

Q 

SEYFRIT 

K. V. 

0012230028 

30-313 

Q 

SEVFRIT 

K.V. 

9012010396 

50-298 

0 

SEYFRIT 

K. V. 

B012100602 

50-438 

8 

SEYFRIT 

K. V. 

9012100606 

30-448 

Q 

SEYFftIT 

K. V. 

9012100613 

90-482 

0 

SEYFRIT 

K. V. 

0O121OO61S 

50-498 

a 

SEYFRIT 

K. V. 

8012100619 

90-382 

a 

SEYFRIT 

K. V, 

8012100623 

50-267 

Q 

SEYFRIT 

K. V. 

8012100629 

30-313 

Q 

SEYFRIT 

K. V. 

9012100629 

30-285 

0 

SEYFRIT 

K. V, 

S012100629 

30-290 

Q 

SEVFRIT 

K. V. 

8012030894 

30-490 

Q 

SEYFRIT 

K.V. 

SOI 203 0897 

50-443 

0 

SEVFRIT 

K. V, 

8012030898 

50-382 

a 

SEVFRIT 

K. V, 

8012030899 

30-458 

Q 

SEVFRIT 

K.V, 

S012030901 

50-482 

s 

SEVFRIT 

K.V. 

SO 1203 0904 

S0-29B 

a 

SEVFRIT 

K.V. 

8012030906 

50-283 

Q 

SEVFR I r 

K. V. 

8012030909 

50-313 

a 

SEYFRIT 

K. V, 

8012170802 

50-267 

D 

SEYFRIT 

K. V. 

6012030743 

30-290 

8 

SEYFRIT 

K. V. 

8012080979 

30-382 

8 

SEYFRIT 

K. V, 

8012090980 

50-498 

8 

SEYFRIT 

K. V, 

6012080984 

50-443 

a 

SEYFRIT 

K.V, 

8012080991 

30-438 

a 

SEVFRIT 

K. V. 

8012080595 

30-313 

a 

SEYFRIT 

K. V. 

8012080611 

30-267 

a 

SEYFR I T 

K.V. 

801208 061B 

50-285 

a 

SEVFRIT 

K.V. 

8012080675 

50-4B2 

a 

SEYFRIT 

K, V. 

S012180372# 

30-443 

a 

SEYFRIT 

K. V. 

8012080677 

30-267 

F 

SEVFRIT 

K.V. 

9012030020 

50-298 

P 

SEYFRIT 

K. V. 

9012030826 

30-267 

P 

SEYFRIT 

K. V. 

80120308^9 

50-313 

P 

SEYFRIT 

K. V. 

8012030844 

30-283 

P 

SEYFRIT 

K. V. 

6012040014 

50-285 

8 

SEYFRIT 

K.V. 

9012040019 

50-298 

Q 

SEYFRIT 

K. V. 

9012040024 

50-313 

Q 

SEYFRIT 

K V. 

9012040027 

50-267 

0 

SEYFRIT 

K. V. 

9012040106 

50-430 

0 

SEVFRIT 

K. V. 

8012040123 

50-498 

0 

SEVFRIT 

k: V. 

9012040129 

30-443 

8 

SEVFRIT 

K.V. 

8012040127 

50-382 

a 

SEYFRIT 

K. V. 

8012040129 

30-482 

a 

SEYFRIT 

K, V. 

8012090011 

50-445 

a 

SEYFRIT 

K. V. 

0012050013 

50-482 

8 
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AUTHOR 

ACCESSION 
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AUTHOR 

ACCESSION 
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CATEOORY 

SSVFRIT. K. V. 

aoioosoois 

50-458 

0 

SHIEH, R. C. 

80120101 SS« 

71-9073 


SKATHERS. J. B. 

8018090095* 

50-344 

Q 

BEVFRIT, K. V. 

Botsosooie 

50-498 

Q 

SHIEH.R.C. 

8012010146* 

71-9073 


SMILEY, D. C. 

8012100326 

PR 

4 

SEYFRIT.K. V. 

ootsosoosi 

50-383 

Q 

SHIEH.R.C. 

8012010263* 

71-9073 


SMITH. F. L. 

8013030660* 

FOIA 


SeVFRIT.K. V. 

sots 100638 

50-498 

A 

SHIEH, R. C. 

SOI 20 10365* 

71-9073 


SMITH, C. N. 

8012110528* 

70-143 


SEVFftlT.K. V. 

so IS 160003 

50-498 

0 

SHIELD, H. F. 

8012090302* 

50-397 

F 

SMITH, 0. H. 

8012080195* 

50-373 

Q 

SEYFRIT.K. V. 

3012160071 

50-445 

Q 

SHIELDS. 8. U. 

8012040347* 

50-546 

0 

SMITH. 0. H. 

8013090158* 

50-333 

a 

SEYFRIT.R. V. 

S0I3160074 

60-383 

0 

SHIELDS.8. W. 

8013330166 

50-546 

0 

SMITH, 0. H. 

8013090353* 

70-830 


SEYFRIT.K. V. 

aOlS160077 

50-458 

Q 

SHIELDS. S. 

8012190396* 

QA999 


SMITH, G. H. 

9012100377* 

70-830 


SEYFRIT.K. V. 

8013160076 

50-463 

Q 

SHIELDS. S. W. 

8012050103 

PR 


SMITH, C. N. 

8018310619* 

70-143 


SEYFRIT.K. V. 

8013160103 

50-45B 

Q 

SHIELDS. S. U. 

8013040394 

50-546 

6 

SMITH, M. E. 

8013080200 

REGOD 


SEYFRIT.R. V. 

8013160104 

50-388 

0 

SHIELDS, 8. H. 

8013040400 

50-546 

S 

SMITH, R. H. 

8012110635* 

70-1436 


SEYFRIT.K. V. 

8013160111 

50-49B 

0 

SHIELDS. 8. M. 

8012230336 

50-546 

6 

SMITH, R. H. 

8012110504 

71-400 


SEYFRIT.K. V. 

8013160113 

50-483 

0 

SHIELDS. 6. M. 

8012330323 

50-546 

8 

SMITH. 0. H. 

B012190S48 

70-687 


SEYFRIT.K. V. 

8013160115 

80-445 

Q 

SHIELDS, 8, M. 

8012330337 

50-546 

8 

SMITH, R. H. 

0012080817 

71-395 


SEYFRIT.R. V. 

8013I9031B 

50-483 

0 

SHIKARSKI.W. 

8012030351* 

lOCFR 


SMITH, 0. H. 

8012190673 

50-336 

Q 

SEYFRIT.K. V. 

8013180336 

90-298 

0 

8HIHA. B 

8012330302 

XPORTLIC 


SMITH, V. 

8013030859* 

HI8C 


SOAMOA. F. S. 

8013170146 

PR 


SHI HA. S. 

8013330306* 

XPORTLIC 


SMITH, M. 

8013330069* 

50-230 

a 

SHACKLETOM. 0. C. 

8013310508!) 

50-460 

0 

8HINEFLU0, M. 

8012240403 

50-395 

H 

SMITH,?. A. 

6012110668 

CONTRACT 


SHAFER. U. 0. 

8013190711* 

50-34B 

0 

SHIVELY.C, N. 

8012010381* 

50-368 

8 

SMITH, 0. H. 

8013100356 

70-830 


SHAFFNER. J. A. 

8013180393 

37-39 


SHIVELV.C, N. 

8012010324* 

50-368 

S 

SMITH. 0, H. 

6018340253* 

70-398 


SHALLEfi.D.V. 

8013160493 

50-315 

a 

SHIVELY. C. 14. 

8012010340* 

50-368 

8 

SMITH. F. J. 

6013030674* 

50-289 

0 

8HALLER. D. V. 

8013190500 

50-316 

R 

SHIVELY. C. N. 

8012010361* 

50-313 

8 

SMITH. 0. H. 

8012090149 

50-333 

a 

SHALLER. D. V. 

aoistaosst 

50-3 IS 

8 

SHIVELY. C.H. 

8012010404* 

50-313 

8 

SMITH. 0. H. 

6013090247 

70-830 


SHAHLA. H. A. 

8013030476 

50-363 

8 

SHIVELV.C. tJ. 

8012010406* 

50-368 

S 

SMITH, 0. H. 

6013190724 

50-47 

a 

SHANBARY.M, 

8013190093 

50-389 

8 

SHIVELY. C.N. 

8012030466* 

50-313 

8 

SMITH. 0, H. 

8013190685 

50-301 

Q 

3HANBAKY. K. 

8018190110 

90-889 

S 

SHIVELY. C. H. 

8012090395* 

50-368 

B 

SMITH, P. A. 

6013040159 

37-39 


SHAPAR. H. R. 

8013390069* 

CaHlIISBIOH 

SHIVELY. C.tJ. 

8012090426* 

50-368 

B 

SMITH, E. K. 

8013010095 

PR 


SKAFAR. H. X. 

8018190463* 

PR 


SHIVELY. C. N. 

8012090463* 

50-368 

S 

SMITH. J. H, 

B013100190 

RES 


SHAPAS. H.R. 

8013390589 

90-445 

0 

SHIVELV.C. N. 

8012150088* 

50-368 

8 

SMITH, 0. H. 

8013240347 

70-398 


8HAPAR. H. K. 

8013290129 

50-363 

0 

SHIVELV.C. N. 

801 2 L 50090* 

50-368 

B 

SMITH, R. D. 

8018030900 

27-48 


8HAPAR. H. K. 

8013330039 

50-443 

0 

SHIVELY. C. N. 

8012180243* 

90-368 

8 

SMITH,©. H. 

8013330348* 

50-389 

a 

SHAP IRQ. J. 

8013110365 

PR 


SHIVELY, C, 14. 

8012320466* 

50-368 

S 

SMITH. R.L. 

8013030420 

50-271 

8 

SHAPIRO. E, J. 

8013180203 

PR 


SHOEMAKER, C. L. 

8012160313 

50-317 

J 

SMITH, R. L. 

6012010089 

50-371 

P 

SHARP. H. 

8013300156 

50-309 

H 

SHOLLY. 8. C. 

8012130657* 

50-320 

H 

SMITH, I.M. 

6013340014 

50-389 

0 

SHAU.E. I. 

8013080239 

PR 


8H0LLY. B. C. 

8012300364 

50-309 

0 

SMITH,?. A. 

8012050366 

50-309 

H 

SHAH. R, 

8013160554* 

50-219 

8 

BHORBr E. M. 

8012300708 

50-367 

0 

SMITH, R. H, 

8013100353* 

50-347 

0 

SHEA. J. R. 

8013110445* 

FOIA 


SHORBiE. H. 

8012030437 

50-367 

A 

SMITH, R. H. 

8013190044 

RES 


SHEA. J. fi. 

8013030703* 

XPORTLIC 


SHORBi E. H. 

8012340150 

50-367 

A 

SMITH, P. D. 

8013180307 

NUREO 


SHEA. J. R. 

8018290589* 

SECY 


SHRIVER. B. L. 

8013290121 

PR 


SMITH. E. R. 

8012100493 

50-389 

H 

SHEA. J.R, 

8012130560* 

XPORTLIC 


SHULER. P, E 

8012030394* 

Stdti Prog 

SMITH, R. L. 

8013050112 

50-371 

P 

BHEA. J. R. 

8013180603* 

XPORTLIC 


SHULTZ, D. 11. 

8012030399 

70-B80 


SMITH, B, C. 

8012100431 

50-289 

H 

SHEA. J. R. 

8013080756 

50-579 

A 

SHUTE, 8. 

8012290543 

50-371 

8 

SMITH, I. U. 

0013390014 

50-389 

G 

SHEA. U. R. 

8013030150 

XPORTLIC 


SIDLEY. C. H. 

8012130193 

PR 


SMITH, J. 

8013230300 

50-289 

0 

SHEA. J. R. 

8013100330 

XPORTLIC 


aiDDREMKO, U. A. 

8013110452* 

FOIA 


SMITH, 0, H. 

8018310366 

70-364 


SHEA. J. R. 

8013100335 

XPORTLIC 


SIEFKEN. D,L. 

8012180393 

37-39 


SMOKER, C. S. 

8013030431* 

50-305 

6 

SHEA.K. H. 

8018110014 

50-367 

0 

S1L8ER0. J. E. 

8012290171 

50-387 

0 

SMOKER. C. S. 

8013170581* 

50-305 

S 

8KEA.K. H. 

8013110014 

50-367 

0 

SILGERG. J. E. 

8012390171 

50-387 

0 

SMOKER, C.S. 

SO 13230389* 

50-305 

B 

SHEA. J. R. 

8018100438 

XPORTLIC 


StLBERO. J.E. 

8012390171 

50-387 

0 

SMOKER, C. S 

0012330397* 

50-305 

8 

SHEA.K. H. 

8018390335 

50-367 

0 

SILGEHO. J. E. 

8012110351 

50-312 

0 

SNAIOER, R. 

8012100183 

NUREO 


SHEA.K. H. 

8012390235 

50-367 

0 

SILGERG. J.E. 

8012110354 

50-346 

0 

8NAPP, B. A. 

6012310302 

50-307 

F 

SHEALY. M. 0. 

8013010048 

8t«t* Pros 

SILGEftO. J.E. 

8012110399 

50-366 

0 

SNOW, fi. A. 

6012330440 

50-344 

R 

SHEAN. L. K. 

8013230210 

XPORTLIC 


SILGEHO. J. E. 

8012300069 

50-387 

Q 

SNYDER, B. J. 

8013030530* 

50-320 

P 

SHEDLQ6HY. J. T. 

8013330077* 

50-245 

a 

SILGERG. J. E. 

8012300069 

50-387 

0 

SNYDER, B. J. 

8012030729 

50-320 

H 

8HEW0. Y. P. 

8013330533 

NUREO 


SILGERG. J. E. 

8012300069 

50-307 

0 

SNYDER. B. J. 

8013030833 

50-330 

H 

SHEPHERD. R. E. 

8013330085* 

50-289 

Q 

SILGERG. J.E. 

8012310376 

50-500 

0 

SNYDER. B. J. 

6013080003 

50-330 

H 

SHEPHERD. R. E. 

8018180353* 

50-347 

Q 

SILGERG, J. E. 

8012310376 

50-500 

0 

SNYDER, B.J. 

8013020817 

50-320 

H 

SHEPPARD. H. V. 

8018040114 

50-339 

F 

SILVA. J. 

8012130374 

PR 


SNYDER, B.J. 

8013040168 

60-320 

H 

SHEPPARD. W. V. 

80130401 18 

50-334 

F 

SILVER, R. 0. 

8012030381 

50-155 

p 

SNYDER, B.J. 

0013180122 

50-330 

P 

SHEPPARD. M. V. 

8013040141 

50-323 

F 

BimONS. D. E. 

8013300692* 

50-466 

T 

SNYDER, B. J. 

6013040561 

50-330 

T 

SHEPPARD. W. V. 

8013040145 

50-352 

F 

SIhPSat4.R. 

8012030296* 

FOIA 


SNYDER, B. J. 

8013110454 

50-380 

T 

SHEPPARD, W. V. 

8012040149 

50-309 

F 

SIMPSON. R. 

8012030419* 

FOIA 


eNYDER, B. J. 

8013120011 

50-320 

P 

SHEPPARD, M. V. 

801304015S* 

50-845 

F 

aiMPSON.R, 

8013030384* 

FOIA 


SNYDER, B.J. 

8012130087 

50-330 

P 

SKEPPARD.H. V. 

8013040171 

50-341 

F 

aiMPSDN.R. 

6012030316* 

FOIA 


SNYDER, B. J. 

8013080113 

50-320 

P 

SHEPPARD, W. V. 

8012040180 

50-389 

F 

SIMPSON. R. 

8013030235* 

FOIA 


SNYDER, B. J. 

8013100664 

50-330 

U 

SHEPPARD. H. V. 

8013040186 

50-345 

F 

SIMPSON. R. 

8012030157* 

FOIA 


SNYDER. B. J. 

8013150032 

50-320 

H 

SHEPPARD. W. V. 

8018040338 

50-367 

F 

SIMPSON. R. 

8012030124* 

FOIA 


SNYDER. B, J. 

8013240495 

50-330 

P 

SHERER, A. E. 

8013040496 

NUREO 


SIMPSON. R. 

8012030131* 

FOIA 


SNYDER, B. J. 

8013000616 

60-330 

H 

aHESRY. R. R. 

B01803036S* 

lOCFR 


SIMPSON, R. 

8012030341* 

FOIA 


SNYDER. B, J. 

8013310001 

50-330 

P 

BHERHOOD, D. R. 

8013330095 

NUREO 


SIMPSON. A. K. 

8010300544* 

50-320 

u 

SNYDER, B. J. 

8013110500 

50-320 

T 

BHERHODD, 0. 0. 

8013040373 

PR 


SIMPSON. J. C. 

8012290518 

50-133 

0 

SNYDER, B. J. 

8013330339 

50-320 

H 

SKERUOOD, 0. 0. 

8013050084 

PR 


SIMSrJ. M. . 

8012110323 

PR 


SNYDER, B.J. 

8013390356 

50-330 

H 

SHERWOOD, 0. 0. 

8013080688 

PR 


SINCLAIR. W. K. 

8012330494 

ORO 


SNYDER, B, J. 

6013390368 

50-320 

H 

SHERWOOD. 0. 0. . 

8013090055 

PR 


SITTON. P.L. 

8012100433* 

CONTRACT 


SOLOMON, T. E, 

6013080801 

PR 


SHERWOOD, 0. 0. 

8013180166 

PR 


8KARITKA, J. 

8012120434* 

50-806 

p 

SORRENTINO, A. V. 

8012160360* 

50-366 

Q 

SHERWOOD. 0. 0. 

6013150095 

50-447 

B 

SKIERKQUSKt.P. 

6012080336 

PR 


80UDER. J. L. 

8013030041 

50-440 

K 

SHERWOOD, 0. 0. 

8013170444 

50-447 

B 

SKLAR.J. G. 

8012330408* 

50-819 

R 

80UDER, J. L. 

6018040639 

50-845 

F 

SHERWOOD. 0.0. 

8013340089 

50-353 

S 

8KLE0AR. F. 

8012300101 

50-3B9 

K 

SOUDER. J. L. 

8013040643 

50-313 

F 

SHEW-TRANZ. E. . 

8013150668 

PR 


SKOOEN.F. a. 

8012230511* 

TOPHEP 


BOUDER, J. L. 

8013110515 

50-348 

F 

SHIEH.R.C, 

8013010334* 

71-9073 


8K0LD8, J.L. 

8012110637* 

50-395 

0 

SPAIN, O.H. 

8013030004 

FOIA 


SHI EH. R. C. 

6013010353* 

71-9073. 


SLIDER, B.F. 

8012310624* 

CONTRACT 


SPARROW, R, 

8013370393 

50-369 

H 

SHIEH.R.C. 

8013010169* 

71-9073 


SLOGOOIEN.H, J. 

8012340331 

MIBC 


SPEC 1 0R. A. 

8013130316 

PR 


SHIEH.R. C. 

: 8013010386* 

71-9073 


BLUIS, B. J. A. 

8012330346* 

QA999 


BPECTOR.R. 

6013390370 

50-170 

H 

shieh. R- c; 

8013010357* 

" 71-9073 


BLUI8. B. J. A. 

8013230839* 

QA999 


BPECTOR, 8. M. 

6013300535* 

50-344 

B 

SHIEKiR. C.. 

1 ' 6013010366* 

';71-907a 


SMALL, j. H. 

8012390126 

PR . 


SPENCER, 6, 3. , 

8018040677 

60-508 

0 

TFM-R.'C:. 

8013010374* 

: 71-9073 ^ 


BMATHERS.G. 

8012030640* 

FOIA . 


SPENCER, ;J, 

. . 8018080340 

50-461 

A 


AUTHOR 

ACCESS tOH 
NUMBER 

SUBJECT 

CATEGORY 

&PENCER. 0. B. 

0012040309 

90-397 

Q 

SPENCER. 0. S. 

0012010010 

50-528 

Q 

SPENCER. 0. B. 

8012310227 

90-344 

a 

SPENCER. 0.8. 

8012310503 

50-460 

0 

SPENCER. 0. 8. 

8012310231 

50-928 

Q 

8PER0FF. R. D. 

S012230906* 

90-237 

8 

SPESSARO.R.L. 

a0I23l0470» 

90-373 

0 

8PESBARD. R. U. 

fl0i21705g4» 

90-237 

Q 

8PE83ARD.R.U. 

80tai00997» 

90-10 

0 

SPESSARD. R. U. 

aOl2t0O157» 

90-294 

Q 

8PETH. 0. 

a012090539» 

90-320 

P 

SPIUKA. E. 

8012110979 

PR 


ePRUNO. 1, 

8012090240 

NUREO 


eauiBS. j. F. 

8012110921 

FOIA 


SRENIAHSKI.D. J. 

8012310990* 

40-7402 


STAATS.E. 0. 

8012220017 

COMMISSION 

STAFFORD. R. T. 

0012240098* 

COMMISSION 

STAHLE.C. 

0012000839 

90-299 

F 

STAHL. D. «. 

BO 12300229* 

90-449 

M 

STAhfl., D, M. 

8012300229* 

50-449 

M 

STAHL. D. M. 

0012300229 

90-449 

M 

8TAHL, D, M. 

0012300229 

90-449 

M 

8TAHMER. F. 

0012230310* 

90-304 

8 

8TAHIRIS. 8. 

0012290140 

90-329 

0 

STAHIfilS. B. 

8012300209 

90-329 

0 

8TARKEV. R. B. 

a0121B01S3» 

90-261 

Q 

8TARKEV.R. D. 

8012110133* 

50-261 

Q 

STARK. R.H. 

8012090209 

90-307 

A 

STARK. R. M. 

8012110033 

90-307 

A 

STARK. R. M. 

80121 10698 

90-462 

A 

STARKEY. P. B, 

8012090422 

90-261 

8 

STARKEY. R. B. 

8012090429* 

90-261 

8 

STARK. R. M. 

8012110086 

90-307 

A 

STARKEY. R.B. 

0012090497 

90-261 

B 

STARKEY, R.B. 

8012090462* 

90-261 

8 

STARKEY. R.B. 

8012160434 

90-261 

R 

STARK. R. M. 

8012160196 

90-307 

A 

STARKEY. R. B. 

8012190222 

90-261 

8 

STARKEY, R. B. 

8012190229* 

90-261 

8 

STARK. R. M. 

B01231029S 

50-307 

A 

STARKEY. R. S. 

8012300411 

90-261 

8 

STARKEY, R. B. 

B012300419* 

90-261 

8 

STARR. C. 

BO 12020379* 

lOCFR 


8TAUB. L. 

8012090293* 

50-29 

a 

8TAU0. J. U. 

8012090304* 

90-29 

8 

STAVlNOKAr J. 

8012290924 

90-466 

H 

STEHNEV, A. F. 

0012220728 

NUREO 


8TE1NAECKER. J. 

8012030367* 

FOIA 


STEIHAECKER, J. 

0012030294* 

FOIA 


STCINAECKCR. J. 

8012030166* 

FOIA 


STEIHAECKER, 0. 

0012030119* 

FOIA 


STEtNAECKER, J. 

0012030081* 

FOIA 


STEIHAECKER. J. 

8012030069* 

FOIA 


STEIHAECKER. J, 

8012030097* 

FOIA 


STEIHAECKER. J. 

0012030091* 

FOIA 


STEtNAECKER, J. 

0012030026* 

FOIA 


STEIHAECKER. v». 

0012030368* 

FOIA 


STEIHAECKER. J. 

SO 12030399* 

FOIA 


STEtNAECKER. J. 

8012030330* 

FOIA 


STEtNAECKER. J. 

8012030207* 

FOIA 


STEIHAECKER. 0. 

8012030218* 

FOIA 


STEtNAECKER. 0. 

8012030188* 

FOIA 


STEIHAECKER, J. 

8012030092* 

FOIA 


STEIHAECKER. J. 

8012030062* 

FOIA 


STEIHAECKER, J. 

8012030389* 

FOIA 


STEIHAECKER. J. 

8012030493* 

FOIA 


STEINBACH. S, E. 

8012100278 

PR 


STEINER, 0. R. 

8012020296 

80-327 

R 

STELLHAN. K. J. 

8012110093* 

CONTRACT 


8TELLO.V. 

8012020803 

90-321 

0 

8TELLO.V. 

8012120398 

90-320 

Q 

STELLO. V. 

0012080390 

90-498 

A 

8TEUL0. V, 

8012190029 

90-320 

Q 

STELLO, V. 

0012030008 

90-220 

0 

STELLO, V. 

8012100108 

90-220 

0 

STELLO, V. 

8012100129* 

90-220 

Q 

STELLO. V. 

8012240498 

90-171 

F 

STELLO, V. 

8012230296 

90t946 

0 

STELLO, V. 

8012190282 

90^286 

0 

STELLO, V. 

8012190284* 

90-286 

Q 

STELLO, V. . 

8012300087 

90-247 

Q 

STELLO, V. 

8012310096 

. 90-247 

Q 

STELLO, V. 

8012310102* 

90-247 

0 

8TELL0,V. 

8012300104 

90-247 

0 

BTELlQlV. 

8012300118 

90-10 

Q 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STEPTOE, P. 

8012110349 

90-10 

0 

STEPTQEi P. P. 

8012300333* 

90-237 

0 

STEPTOEi P. P, 

8012300341* 

90-237 

0 

STEPTOEi P. P. 

8012300333* 

50-237 

0 

STEPTQE, P. P, 

8012300341* 

90-237 

0 

8TEPT0E, P. P. 

9012290659 

90-237 

0 

STEPTOE, P. P. 

8012290699 

90-237 

0 

STEPTOE. P. 

0012160332 

90-237 

0 

STEPTOE, P. P. 

8012300122 

90-237 

0 

STEPTOE, P. P. 

8012310288 

90-237 

0 

STEPNOERO, 0. 11. 

8012100134* 

50-344 

0 

STERN, A. 

B0121 90014 

FOIA 


STERN, W. C. 

8012110031 

XPORTLtC 


STERNBERG, D.H. 

8012090036* 

90-275 

Q 

STERN, H.C, 

80122*0061 

XPORTLIC 


STERNBERG. D. 

B0123109S4* 

90-133 

Q 

STERNBERG. D. M. 

9012310538* 

50-344 

0 

STERN, H. C. 

80120S0647 

XPORTLIC 


STERN. H. C, 

8012230312 

XPORTLIC 


STERN. H, C. 

8012170296 

XPORTLIC 


STERN. H. C. 

9012170309 

X FORTH C 


STEUCKE. N. 

9012310523 

40-8749 


STEVENS. 8. C. 

8012020670 

90-2B9 

8 

STEVENS. 8. C. 

8012100400 

90-209 

B 

STEVENS, 8. C. 

8012020607 

90-209 

6 

STEVENS, C. A. 

8012080023 

NUREO 


STEVENSON, R. L. 

8012190034 

70-2802 


STEVENSON, R. L. 

9012190041 

70-2882 


STEVENSON, R. L. 

8012240097 

70-197 


STEWART. R. C. 

8012240181* 

90-382 

0 

STEWART. A. M. 

8012040342* 

lOCFR 


STEWARD, P. 

8012120399 

PR 


STEWART. R. B. 

8012170714* 

50-209 

H 

STOCKMAN, R.L. 

8012030148* 

FOIA 


STOCKLAND. L. 

8012080693 

PR 


8T0HR, J. P. 

9012190998 

27-47 


STOHR, J. P. 

8012190170 

27-47 


8T0HR, J. P. 

8012190989 

27-47 


STOHR, J. P. 

8012190228 

27-47 


STOHR, U. P. 

8012310042* 

50-338 

0 

STOHR, J. P. 

8012190976* 

50-327 

Q 

STOHR, J. P. 

8012100606* 

70-143 


STOHR, J. P. 

8012190430* 

50-324 

0 

STOHR, J. P. 

8012100178* 

50-593 

0 

STOHR, J. P. 

8012090201 

90-261 

0 

STOHR, J. P, 

8012120344 

70-27 


STOKR, J. P. 

8012090191 

90-395 

Q 

STOHR, J. P. 

9012110213* 

90-348 

0 

STOHR, J.P, 

9012180163 

90-438 

0 

STOHR, J. P, 

SOI 2 180914 

90-364 

Q 

STOHR. J. P. 

8012180302 

90-302 

0 

8TDHR. J. P. 

B012 180366* 

90-369 

Q 

STOHR, J. P. 

6012190163 

27-47 


STOHR, J. P. 

8012190196 

90-364 

0 

STOHR, J. P. 

8012110207 

90-348 

0 

STOHR, J. P. 

8012180169 

90-993 

0 

STOHR, J. P. 

8012190974 

90-327 

0 

STOHR, .1, P. 

8012190414 

90-324 

0 

STOtBEKrC. R. 

8012290076* 

COMMIES I OH 

STOIBER.C. R. 

8012290081* 

COMMISSION 

STOIBER.C. R. 

8012290089* 

COMMISSION 

STONEBURNER, 11. 

8012020200 

70-2470 


STONEBURMER, U. 

8012020233 

70-2470 


STONEBURNER, N. 

8012020243 

70-2479 


STONE, W. A. 

8012.300009* 

0A999 


BTOn.J. 

8012190171* 

50-346 

8 

STOUT. R. B. 

801223091 1« 

TOPREP 


STOVER. J.R. 

8012110609* 

CONTRACT 


STOVER, U.R. 

SO 12020729 

FOIA 


STOVER, J. R. 

8012180282 

FOIA 


STRAIT, R. A. 

8012080679* 

40-1341 


STRAIT, R. A. 

8012080693 

40-1341 


BTRAUSa, P. L. 

8012080169* 

FOIA 


STRAUSS. P.L. 

8012080174* 

FOIA 


STRAUSS, P.L. 

0012000179* 

FOIA 


STRAU&a.P.L, 

0012240037* 

COMMISSION 

STREETER. U.F. 

0012040698* 

90-316 

0 

8TREETER, J; 

0012020780* 

90-373 

0 

STREETER, J, F. 

0012110649* 

90-202 

0 

STREUf EHT, S. 

8012230339 

90-320 

p 

STRICKLER.L, J. 

8012240432* 

90-10 

Q 

BTRNAD.T, 

8012080499* 

90-409 

P 

erROtiSERO.N, 

8012160974 

PR 


STROUP, 8. R. 

8012190163 

90-269 

H 

BTROUT, R. 

8012160021 

FOIA 



41 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STUDDS, 0. E 

8012090259 

90-293 


STUETZER, 0. M. 

8012020126 

NUREO 


au, T. H, 

8012160032 

50-322 


SUFLE8KI, C. 

8012170691* 

50-889 


SUO ARMAN, N. 

3012010501 

Pft 


SULLIVAN, R.F. 

8012190512* 

90-259 


SULLIVAN, R. F. 

8012020364* 

50-2S9 

■ 

SULLIVAN, T. J. 

8012000149 

Pft 


SUMMERS. R. 

0012300039* 

70-820 


SUMMERS, R. 

8012320012* 

70-820 


BUTHERSi H. B. 

0012120159 

PR 


SUTTON, J. W. 

8012190021* 

0A999 


BUTTY, T. A. 

8012300221* 

CONTRACT 


SWAIN, A. D. 

0012110777* 

FOIA 


SWAIN, A. D. 

0012110764* 

FOIA 


SWAH, W. B. 

8012080699* 

90-910 


SWAN. W. B. 

8012160790* 

50-918 


SWAHEViO. T. 

8012010024 

40-3453 


SWANBV.O. T. 

8012080385 

40-3493 


8WAN0V.O. T. 

8012080710 

40-3453 


SWANBV.O. T. 

8012190099 

40-3493 


SWANBV.O. T. 

8012240310 

40-3493 


SWANBV.O. T. 

8012190046 

40-3493 


SWANSaN. E. R. 

8012110124* 

90-315 

: 

SWANSON. E. R. 

8012310499* 

50-346 

■ 

aWANBON, D. T. 

8012120644 

50-289 

■ 

SWANSON. D. T. 

8012310222 

50-289 


SWANSON. D. T. 

8012310220* 

90-289 


SWARTZLANDER.D. 

8012030878 

FOIA 


SWART, F. E. 

8012120130 

50-267 


SWART. F. E. 

8012170417 

90-267 


SWART. F. E. 

8012120192 

90-267 

■ 

SWART. F. E. 

8012040404 

90-267 


SWART, F. E. 

8012160146 

90-267 


SWART, F. E. 

8012240237 

90-267 

, 

SWARTZ.L. L. 

8012290387 

90-275 


SWART, F. E. 

8012300591 

90-267 

; 

SWATKONSKI.S, 

8012240434* 

40-0743 


SYLVIA. B.R. 

8012180192* 

90-338 

, 

SYLVIA. B. FI. 

8012310038* 

50-338 


aVLVlA.B. B. 

8012180142* 

50-338 

: 

SYLVIA. B. R. 

8012010607* 

30-330 

: 

8VLVIA.B, R. 

8012170031* 

90-330 

; 

SYLVIA. B.R. 

8012080652 

50-338 

■ 

SYLVIA. B.R. 

8012170021* 

50-280 


SYLVIA.O.R. 

0012040669 

80-200 

' 

SYLVIA. B.R. 

6012020276 

50-200 

: 

SYLVIA.B.R. 

0012040414 

80-339 

; 

SYLVIA, B.R. 

8012040306 

50-200 

: 

SYLVIA.B.R. 

8012000941 

50-338 

■ 

SYLVIA.B.R. 

B012 170432 

90-339 


SYLVIA.B.R. 

6012090328 

90-200 

■ 

SYLVIA.B.R. 

6012090421 

90-338 

: 

SYLVIA. B. R. 

0012170291 

HUREO 


SYLVIA. 0. R. 

8012080413 

50-280 

; 

SYLVIA. D. R. 

8012090179 

50-280 

■ 

SYLVIA.B.R. 

0012110543 

50-280 


SYLVIA.B.R. 

801223008! 

50-280 


SYLVIA.B. R. 

0012240503 

90-280 


8YLVIA.B. R. 

8012120467 

50-280 


SYLVIA.B.R. 

8012150083 

90-338 


SYLVIA.B.R. 

0012160142 

50-280 


BYLVIArB.ft. 

8012170454 

50-280 

' 

SYLVIA.B. R. 

0012170659 

90-201 

j 

SYLVIA, B. R. 

8012190394 

50-280 

.! 

SYLVIA.B. ft, 

8012190378 

50-339 


SYLVIA, B. ft. 

6012190908 

90-338 


SYLVIA, B. ft. 

8012190532 

90-280 


BYLVIArB. ft. 

8012230214 

90-338 


SYLVIA.B. ft. 

8012230286 

50-280 

it 

BYLVIArB.ft. 

8012290193 

NUREO 

1 

SYLVIA, B.R. 

0012290268 

90-280 

I; 

SYLVIA, B, P. 

8012290274 

90-280 

1' 

SYLVIA, B.R. 

8012290280 

90-338 

I; 

SYLVIA, B.R, 

8012300985 

90-280 

(; 

SYLVIA. B. R. 

8012310286 

90-880 

1 

SZILAOVI.A. 

8012110091 

Pft 

1; 

SZUKIEWICZ, A. 

8012310024 

NUREO 

1 

TALLEY, M. 

8012120399 

Pft 

f: 

TALWANI.P. 

8012020249* 

50-399 

1 

TAMER 

8012120280 

REQOD 


TANKIN, R. 8. 

0012220609 

NUREO 

F: 

TAPIA, U. I. 

8012040039* 

50-4W 

1 

TAPIA, U, I. 

8012190416* 

90-498 

t 

TATER8ALL, A. P. 

8012180149* 

30-338 

t 
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TATTEH8AU., A. P . 

soiztsosoao 

50-336 

Q 

THOMAS, R. D, 

6012090143* 

70-1237 


TOLLISON, A. C. 

6012160469 

50-324 

8 

TAYLOR, R.<T. 

e0121S0372« 

30-445 

0 

THOMAS, E.L. 

8012240395* 

8t«fce Prog 

TOLLISON, A. C. 

8012160477* 

50-324 

S 

TAYLOR, J. H 

6012020264 

TOPREP 


THOMAS, W. N. 

6012010291 

30-260 

P 

TOLLISON, A. C. 

6012190325 

50-324 

S 

TAYLOR, J. H. 

B0i2ie0tS9 

PR 


THOMAS, R. D. 

6012010016 

27-40 


TOLLIBON, A. C. 

8012190336* 

50-324 

a 

TAYLOR, J. H. 

6012050426 

TOPREP 


THOMAS, J, A. 

6012100205 

30-219 

6 

TOLLISON, A. C. 

8012220349 

50-324 

B 

TAYLOR, J. H. 

6012160410 

TOPREP 


THOMAS, R. D. 

eOlElOOiSB 

40-672 


TOLLISON, A. C. 

8012220423 

50-324 

6 

TEDESCO. R.L. 

60122900 15* 

80-416 

A 

THOMAS, E. B. 

6012150076 

50-220 

P 

TOLLISON, A. C. 

8012220436* 

50-324 

S 

TEI)E3C0,R. L. 

6012030800 

50-327 

P 

THOMAS, E, B, 

6012150133 

50-220 

P 

TOLLISON.A. C. 

8012220483 

50-324 

8 

TEDESGO.R. L. 

6012110066 

50-259 

0 

THOMAS. E. B, 

6012310294 

50-220 

0 

TOLLISON.A. C. 

8012220490 

50-324 

8 

TEDESCD, R. U. 

6011210010 

50-361 

A 

THOMAS. E. B, 

6012310294 

30-220 

0 

TOLLISON, A, C, 

6012220324 

50-324 

6 

TEDE8CO, R. L. 

6012310130 

50-311 

P 

THOMPSON, N. E. 

6012040160 

30-209 

F 

TOLLISON, A, C. 

8012220330* 

50-324 

6 

TEDESCO.R. L. 

6012010483 

50-265 

P 

THOMPSON, C. M, 

8012040237* 

TOPREP 


TOLLISON, A. C. 

8012230401 

50-323 

B 

TEDEBCO,R. L, 

6012010056 

30-390 

V 

THOMPSON, a. L. 

6012190463 

t^UREO 


TOLLIBON, A. C. 

8012230406* 

50-325 

6 

TEDEECO. R. L. 

BOI20100S8 

80-362 

V 

THOMPSON, J. E. 

601 2090033 

WASTE MOT 

TOLLISON, A. C. 

8012230434 

50-324 

B 

TEDEECO.R. L. 

6012020081 

50-395 

V 

THOMPSOM, U. E. 

BO 12030693 

WASTE HOT 

TOLLISON, A. C. 

8012230443* 

50-324 

B 

TEOESGO, R. U. 

6012120447 

30-361 

V 

THOMPSON. M. A. 

6012120394 

WASTE HOT 

TOLLISON, A. C. 

8012230369 

50-324 

B 

TEDESCO, R. L. 

8012040156 

30-311 

P 

THOMPSON, J. E. 

6012240437 

WASTE HOT 

TOLLISON, A. C. 

8012230373* 

50-324 

S 

TEDESCO, R. L. 

8012040161 

30-311 

F 

THOMPSON, U. E. 

8012240266 

WASTE HOT 

TOLLIBON, A. C. 

8012230301 

50-324 

s 

TEI>E8CO,R. L. 

6012050404 

90-392 

0 

THOMPSON, D. 

6012030000 

50-220 

Q 

TOLLISON, A. C. 

8012230303* 

50-324 

s 

TEDESCO, R. L. 

8012050411 

30-443 

0 

THOMPSON, D. 

6012290630 

DISCLOSURE 

TOLLISON. A. C, 

8012300398 

50-324 

8 

TEDESCO, R. L. 

6012050425 

30-440 

0 

THOMPSON, D, 

8012110100 

40-672 


TOLLISON, A. C. 

8012300402* 

50-324 

s 

TEDESCO.R, L. 

6012060331 

30-352 

0 

THOMPSON, D. 

8012110168 

I(,E 


TOLLISON, A. C. 

8012300423 

50-325 

a 

TEDESCO, R. L. 

6012060642 

30-364 

Q 

THOMPSON, D. 

6012110174 

50-397 

Q 

TOLLiaON, A. C. 

8012300433* 

50-325 


TEDESCO. R. L. 

6012080604 

30-380 

0 

THOMPSON, D. 

6012110364 

30-313 

0 

TOLLIBON, A. C. 

8012300371 

80-325 

8 

TEDESCO, R.t.. 

601211033? 

30-498 

Q 

THOMPSON, D. 

6012160261 

30-236 

8 

TOLLIBON, A. C. 

8012300390* 

50-325 

8 

TEDESCO, R.L. 

8012110366 

30-390 

Q 

THOMPSON, T. J. 

6012160009* 

FOIA 


TOLLISON.A. C. 

8012300472 

50-324 

8 

TEDESCO, R. L. 

6012010053 

30-356 

E 

THOMPSON, T. J, 

6012160012* 

FOIA 


TOLLISON.A. C. 

8012300375 

50-324 

8 

TEDESCO, R. L. 

BO 12040 182 

50-267 

0 

THOMPSON, 0. 

6012180253 

ILE 


TOLLISON.A. C. 

8012300879* 

50-324 

8 

TEDESCO, R. L. 

6012060691 

30-416 

A 

THOMSEN, A. L. 

6012120262 

40-8743 


TOLLiaON, A. C. 

8012300383 

50-324 

S 

TEDESCO, R. L. 

8012080729 

30-364 

P 

THOMSEN, F. T, 

6012310386 

50-522 

0 

TOLLISON, A. C. 

6012300389* 

50-324 

8 

TEDESCO, R. L. 

6012100659 

50-382 

A 

THOMSEN. F. T, 

8012310386 

50-522 

0 

TOLMAN, E.L. 

8012040591 

RES 


TEDESCO, R.L. 

8012010470 

30-438 

A 

TH0NW8. L. H. 

6012100179 

50-320 

6 

TOHLINBON, 0. P. 

8012190416* 

50-490 

0 

TEDESCO.R. L, 

8012010510 

30-436 

A 

THORNTON, R.H. 

6012190199 

RES 


TOMLINSON, 0, P. 

8012190623* 

50-490 

0 

TEDESCO, R.L. 

6012040017 

30-443 

A 

THORNTON, P. 

8012100039 

30-448 

M 

TOMPKINS, B. A. 

8012290277 

50-389 

« 

TEDESCO. R.L. 

8012040197 

30-445 

A 

THORNTON, P. 

6012100039 

30-443 

M 

TONGUE, T. M, 

8012100397* 

50-10 

0 

TEDESCO, R. L. 

6012040582 

50-395 

A 

THORNTON, P. 

6012100039 

30-443 

M 

TOOKER, D. W. 

8012020493* 

50-331 

8 

TEDESCO. R.L. 

B012040617 

50-367 

A 

THORNTON, P. 

6012100039 

30-448 

H 

TOOKER, D. W, 

8012020613* 

50-331 

S 

TEDESCO. R.L. 

6012040660 

50-373 

A 

THORNTON. P. 

6012100039 

50-445 

M 

TOOLE, T. W. 

8012230360* 

50-583 

R 

TEDESCO, R. L. 

6012040712 

30-397 

A 

THORNTON, P. 

8012300360 

30-133 

0 

T0R8DN, 0, W. 

8012030603* 

FOIA 


TEDESCO.R. L. 

6012080309 

50-395 

A 

THORNTON, P. 

6012300360 

30-155 

0 

TOTH, A. D. 

801 2310308* 

50-460 

a 

TEOESCO.R.L. 

8012060366 

30-329 

A 

THROM, E. D. 

6012220230 

50-269 

p 

TOWNBLEY, 0. 

8012030010* 

FOIA 


TEOeaCD.fi. L. 

6012060442 

30-356 

A 

THROM, e. D. 

6012240474 

50-269 

p 

T0WN8LEV, 8. J. 

8012030323* 

FOIA 


TEDESCO, R. L. 

8012080462 

30-358 

A 

THURSTON, J. 

0012030711 

HISC 


TOWNSLEY, 8. J. 

8012030201* 

FOIA 


TEDESCO. R. L. 

6012080689 

30-361 

E 

TILSERO.K. R. 

6012060266 

PR 


T0WN8LEY, 8. J. 

7910130080* 

FQIA 


TEDESCO, R. L. 

6012080718 

30-416 

C 

TILLMAN. A. 

6012160221* 

70-143 


TOY, H. L. 

8012020713 

70-6 


TEDESCO, R. L. 

6012100655 

50-356 

A 

TILLHAN. A. 

6012190609* 

XPQRTLIC 


TRAHM, T. R. 

8012010084 

50-434 

A 

TEDESCO, fi. L. 

6012100663 

50-445 

A 

TILLHAN, A, 

6012190719* 

50-438 

0 

TRAHM, T. R. 

8012080448 

50-434 

A 

TEDESCO. R. L. 

8012230032 

30-367 

A 

TILLHAN, A. 

6012160303* 

50-391 

Q 

TRAMH.T, R. 

8012020103 

50-298 

P 

TEDESCO.R. L. 

6012040075 

30-322 

A 

TIMKO.D. R. 

6012170372* 

50-334 

R 

TRAHM, T. R, 

8012020182 

TOPREP 


TEDESCO.R. L. 

8012040562 

30-387 

A 

TINO, M. N. 

6012220726 

50-201 

P 

TRAMM, T. R. 

8012090184 

50-399 

M 

TEDESCO. R. L. 

8012040664 

30-373 

A 

TIPTON, T. E 

6012060269 

REOOD 


TRAHM, T. fi. 

8012100482 

30-434 

8 

TEDESCO, R. L. 

6012040695 

30-397 

A 

TISCHLER.L. F. 

8012300664* 

50-466 

T 

TRAMM, T. R. 

8012110234 

50-293 

P 

TEDESCO, R. L. 

8012040717 

50-322 

A 

TOBIN, N. J. 

8012160069* 

30-289 

0 

TRAMM, T. R. 

8012170447 

50-295 

P 

TEOESCO.R.L. 

6012040721 

30-369 

A 

TODIN. W. J. 

8012190609* 

XPORTLIC 


TRAMM, T. R. 

SOI 2290247 

50-293 

P 

TEOESCO.R.L. 

6012080320 

50-462 

A 

TODD, O. A. 

SO 1231 061 9* 

70-143 


TRAMM, T.R. 

SO 12300639 

30-295 

P 

TEDESCO, R. L. 

6012080611 

30-367 

A 

TODORQUICH, M. 11. 

6012130026 

80-247 

T 

TRAUBENIK, H. 

8012030131* 

50-70 

P 

TEDESCO, R. L. 

80121 10667« 

30-462 

A 

TOLAN, J, H. 

6012060283 

PR 


TRAUTMAN, 0. 

S01213011S* 

50-346 

8 

TEDESCO. R. L. 

8012110178 

30-339 

F 

TQLLI80N, A. C. 

6012190426* 

30-324 

0 

TRAUTMAN, 0. 

8012310337* 

50-346 

8 

TEDESCO, R. L. 

8012160199 

30-445 

F 

TQLLISON.A. C. 

601 1 160692 

30-325 

8 

TRAUER8, W. 

8012160615 

50-320 

P 

TEDESCO.R. L. 

80121702B9 

30-339 

A 

TOLL ISON, A. C. 

6011160703* 

30-325 

S 

TRAVIESO-DIAZ 

8012220428 

50-307 

0 

TEDESCO, R. L. 

6012160143 

30-364 

F 

TOLLISON.A. C. 

8012060047 

50-324 

Q 

TRE8Y, 8. A, 

8012290124 

50-500 

0 

TEDESCO.R. L. 

6012160148 

30-327 

P 

TOLLISON.A. C. 

601210044? 

50-325 

B 

TREBY.a. A. 

8012310236 

50-70 

0 

TEDESCO, R. L. 

6012230281 

30-395 

D 

TOLLISON.A. C. 

6012100452* 

50-326 

8 

TREINISH.N, J. 

8012120007 

PR 


TEDESCO, R. L. 

6012170775 

30-329 

A 

TOLLISOM.A. C. 

6012020371 

50-324 

8 

TRIBBLE, J. e. 

8012090423 

50-29 

p 

TEDESCO, R. L. 

6012180126 

30-311 

F 

T0LL160N, A. C. 

8012020570* 

30-324 

8 

TRIBBLE, M, 

8012170726* 

50-289 

H 

TEDESCO, R. L. 

6012190324 

30-311 

F 

TOLLIBON, A. C. 

8012026496 

50-324 

8 

TRIJOVBRY, M. 

8012220623 

NUREO 


TEOESCO.R.L. 

8012310496 

TOPREP 


TOLLIBON, A. C. 

6012020320* 

30-324 

8 

TRIMBLE, D. C. 

8012120174 

50-313 

0 

TEDESCO. R. U. 

6012190322 

50-362 

A 

TOLLIBON, A. C. 

6012020363 

50-323 

8 

TRIMBLE, D. C. 

8012120136 

50-313 

0 

TEDESCO. R. L. 

8012310046 

50-396 

1 

TOLLIBON, A. C, 

8012030569* 

80-323 

8 

TRIMBLE, D. C. 

8012120099 

50-313 

0 

TEDESCO.R. U. 

8012310037 

50-387 

A 

TOLLIBON, A. C, 

8012030721 

50-324 

P 

TRIMBLE, D. C. 

6012120106 

50-313 

0 

TEDESCO.R. U. 

6012310162 

30-339 

P 

TOLLISON, A. C. 

6012090332 

50-324 

S 

TRIMBLE. D. C. 

8012240331* 

50-313 

a 

TEDESCO, R. L. 

6012310170 

30-373 

A 

TOLLISON, A. C. 

6012100433 

50-324 

8 

TRIMBLE, D. C. 

6012030687 

50-360 

6 

TEDESCO, R. L. 

6012240108 

50-361 

A 

TOLLISON, A. C. 

6012100433* 

50-324 

a 

TRIMBLE, 0. C. 

8012010370 

50-369 

8 

TEER.B. R. 

6012300231 

TOPREP 


TOLLISON, A. C. 

6012100456 

50-324 

a 

TRIMBLE, O.C. 

6012010313 

50-360 

8 

TEERtB. R. 

6012300235)) 

TOPREP 


TOLLIBON, A. C. 

0012100459* 

50-324 

8 

TRIMBLE, D. C. 

8012010331 

50-368 

8 

TEITT.T. R. 

6012160473 

50-269 

R 

TOLLISON, A. C. 

6012100367 

50-324 

6 

TRIMBLE. D, C. 

6012010334 

50-313 

8 

TENBEAU, P. N. 

60 120606 12» 

CONTRACT 


TOLLISON. A. C. 

6012100572* 

50-324 

B 

TRIMBLE, O.C. 

6012010399 

50-313 

8 

TEMZER. B. E. 

6012160408 

TOPREP 


TOLLISON, A. C. 

8012180005 

50-324 

R 

TRIMBLE, O.C. 

6012010402 

50-360 

8 

TERRELL.B.E. 

6012080676 

PR 


TOLLISON, A. C. 

8012130231 

80-324 

8 

TRIMBLE, D.C. 

6012240036* 

50-313 

Q 

TERRELL, 0. D. 

6012030696 

50-289 

H 

TOLLIBON, A. C, 

6012130236* 

50-324 

8 

TRIMBLE, O.C, 

6012030636 

go-368 

8 

THIERER, I. 

6012230490 

50-361 

A 

TOLLISON.A. C. 

6012170614 

50-324 

8 

TRIMBLE, D.C. 

8012240227 

71-9111 


THtE8,A.C. 

601:1210440 

50-269 

6 

TOLLISON.A. C. 

6012170625*' 

50-324 

8 

TRIMBLE, D, C. 

8012020438 

50-366 

8 

THOM, T. 

6012160321)) 

50-269 

R 

TOLLISON.A. C. 

6012220331 

50-324 

8 

TRIMBLE, b. C. 

8012090431 

50-313 

B 

THOMAS. J.' 

. 6012010196* 

71-9073 


TOLLISON.A. C. 

6012160433 

50-324 

B 

TRIMBLE, 0, C. 

8012020463 

50-313 

8 

THOMAS. J. A. 

6012110090* 

50-219 

Q 

TOLLISON, A. C. 

6012160440* 

50-324 

S 

TRIMBLE, D.C. 

8012030317 

50-313 

R 
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HUHDEft 

eUBJECT 

CATEOQRY 

TRIMBLEi D, C. 

80180B034S 

90-313 

0 

ULLRICH. IJ. T. 

8018040411 

90-873 

8 

VAROA, S. A. 

0012290342 

90-298 

P 

TRIMBLE. D. C. 

B012080915 

90-368 

P 

ULLRICH, W. T. 

0012040439 

90-877 

8 

VAROA, a. A. 

8012290363 

90-272 

P 

TRIMBLE. D. C. 

0018180097 

80-368 

P 

ULLRICH, W. T. 

0018010289 

90-877 

8 

VAROA. 8. A. 

0012290364 

90-250 

P 

TRIMBLE. D.C. 

8012090174 

90-368 

P 

ULLRICH. W. T. 

0012040429 

50-877 

0 

VAROA, 8 A. 

0012290379 

50-250 

P 

TRIMBLE. D.C. 

8012090100 

50-313 

P 

ULLRICH, W. T. 

0012040419 

90-277 

8 

VAROA, 8. A. 

0012290210 

S0-29S 

P 

TRIMBLE. D.C. 

0018090388 

90-368 

8 

UM8TED. J. H. 

8012230366* 

50-317 

8 

VAROA, 8. A. 

8012290315 

90-247 

P 

TRIMBLE. D. C. 

8018090420 

90-368 

8 

UMSTED.d, M. 

0012020619* 

90-317 

8 

VAROA, S. A. 

8012290346 

90-295 

F 

TRIMBLE. D.C. 

8012090483 

90-368 

8 

UNDERWOOD, P.R. 

0018830899* 

30-381 

R 

VAROA, 8. A. 

0012290393 

SO-286 

F 

TRIMBLE, D. C. 

0012180174 

90-313 

P 

UNDERWOOD, P.R. 

8012830301* 

50-366 

R 

VAROA. 8. A. 

0012290394 

50-308 

P 

TRIMBLE. 0. C. 

8012100883 

90-360 

8 

UNTALAN, J. T. 

8012080393 

PR 


VAROA. 8. A. 

8012190408 

80-261 

P 

TRIMBLE, D. C. 

8012180049 

80-313 

P 

UPRIGHT, C.M. 

8018090828* 

50-861 

0 

VAROA. 8. A. 

0012190406* 

90-261 

P 

TRIMBLE. D.C. 

8012190087 

80-368 

5 

URBAN, J.R. 

8012300338 
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T 

0012160506* 

50-520 

T 

0012170530* 

50-320 

T 

0012170530* 

SO-S20 

r 

80121 7O530» 

50-320 

T 

0012220317 

50-520 

A 

0012230302 

SO-820 

K 

0012230302 

50-320 

K 

0012230302 

30-320 


0012230307* 

50-520 

K 

0012230307* 

30-520 

K 

0012230307* 

30-520 

H 

0012230399 

50-520 

e 

0012230379 

30-520 

B 

0012230449 

50-520 

Q 

0012230449 

50-520 

8 

0012230449 

50-520 

0 

0018230456 

50-520 

C 

0012230456 

50-520 

C 

0012230456 

50-528 

C 

0012230496 

50-520 

0 

0012230496 

50-520 

0 

3012300407 

50-520 

0 

8012010500 

PH 


0O12ODO24S 

PR 


0012110312 

PR 


0012010315 

50-360 

0 

8012010324* 

50-360 

9 

8012010331 

50-360 

3 

6012010340* 

50-360 

3 

0O12OIO3S4 

30-313 

a 

6012010361* 

50-313 

s 

0012010370 

50-369 

3 

0012010331* 

90-369 

3 

001201039? 

S0-3I3 

9 

0012010403 

90-360 

S 


AUTHOR 

AFFILIATION 


Aroigi Dept, oi’ 

Arnijj Oep t. of < Office of Surgeon General 
Atlas Hlneralt 


Atomic Enerov Uaste Disposal Service 


ACCESSION SUBJECT 

HUilDER CATEOORV 


8012010404* 

50-313 

S 

8012010406* 

50-369 

s 

8012020144 

50-313 

Q 

8012020144 

SO-313 

0 

0012020450 

50-369 

S 

8012020461* 

50-360 

s 

8012020463 

50-313 

s 

8012020466* 

50-313 

s 

Q01203063S 

50-360 

s 

8012030641* 

90-360 

8 

0012030643* 

50-369 

0 

8012030687 

50-360 

B 

0O12O5OS17 

SO-313 

R 

80120S0523* 

50-313 

R 

8012080342 

90-313 

a 

0012090347* 

50-313 

0 

8012000399 

50-313 

p 

0012080519 

50-368 

p 

0012090174 

50-360 

p 

8012090100 

50-313 

p 

0012090180 

50-313 

p 

0012090308 

50-368 

3 

8012090393* 

50-360 

a 

8012090420 

60-360 

s 

8012090428* 

50-360 

s 

0012090431 

50-313 

3 

8012090445* 

50-313 

B 

8012090453 

SO-360 

S 

0012090463* 

50-360 

3 

0012100555 

50-360 

a 

0012100960* 

50-360 

s 

8012120099 

50-313 

0 

0012120106 

SO-313 

0 

0012120106 

50-313 

0 

8012120156 

50-313 

a 

0012120174 

50-313 

0 

0012120191 

50-313 

Q 

8012150021 

50-313 

Q 

8012150021 

50-313 

<1 

0012150049 

50-313 

F 

8012150007 

50-360 

8 

8012150068* 

90-360 

S 

0O121SOOB9 

50-360 

0 

8012150090* 

50-363 

e 

0012150097 

50-360 

p 

8012190174 

50-313 

p 

801216040? 

50-313 

R 

0012160411* 

50-313 

n 

8012160414 

50-360 

n 

9012160415* 

50-368 

R 

0012170404 

50-340 

p 

0012170623 

50-360 

8 

0012170630* 

50-360 

0 

8012170654 

50-509 

II 

9012100240 

50-360 

s 

0012100243* 

50-360 

a 

0012220452 

50-360 

a 

8012220466* 

50-360 

8 

0012220507 

50-313 

0 

0012230200 

50-360 

p 

8012230312* 

50-364 

p 

8012230402 

90-313 

p 

8012230492 

50-313 

p 

9012240030* 

50-313 

0 

0012240030* 

50-313 

0 

0012240227 

71-91U 


0012240331* 

90-313 

0 

6012240331* 

50-313 

0 

9012290168 

SO-313 

p 

9012290438* 

SO-313 

F 

0012120262 

40-0743 


0012120304 

PR 


9012010024 

40-3453 


6012000217 

40-3453 


0012090305 

40-3453 


0012000710 

40-3453 


0012190046 

40-3453 


8012190095 

40-3453 


0012240310 

40-3453 


9012030124* 

FOIA 


9012030131* 

FOIA 


0012030157* 

FOIA 


9012030216* 

FOIA 


9012030225* 

FOIA 


0012030284* 

FOIA 
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AUTHOR 

AFFJLIATIOtj 


Atoi^ic Industrial Forum 


Austin. T!f 
ItaOcock h iJilcox Co. 


OabcocV fc tiilcoi Cg. . Naval NutlBar Fuel 
D i V. 


Babcock i, llilcox Co, ■ Nuclear Material 
Oiv. 

Bailey Controls Co. (sub*, of Babcock i-. 
H 1 1 CO) Co. ) 

Baker 4: Dotts 


Galtinore Gas t- Electric Co. 


ACCESSION SUBJECT 

KUHQER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


00120302964 FOIA 
80120303414 FOIA 
80120304194 FOIA 
8012010055 PROJ 

8012020363 NUREG 


8012190117 

8012190117 

8012190626 

8012190626 

80121906304 


50-317 P 
SO-317 P 
50-317 a 
50-317 « 
50-317 R 


8012000152 

0012180260 

80123000244 

0012020264 

80120202684 


PR 

PR 

50-445 M 

TOPREP 

TOPfiEP 


80121906304 

00122200374 

8012220379 

8012220401 

80122204144 


50-317 R 
50-317 0 
50-317 P 
50-318 a 
50-3 IS 8 


8012020269 

8012020286 

8012030789 

8012030859 

80120308634 


70-1201 
50-13 F 

70- 135 

71- 9769 
71-9760 


8012230361 

80122303664 

8012230405 

80122304094 

8012230479 


90-317 6 
50-317 B 
50-317 S 
90-317 B 
50-317 B 


6012000428 
001209007 74 
80120902254 
8012110564 
8012160410 

80121604134 

8012180159 

80121904704 

90121904994 

80122904924 

8012020297 


TOPREP 
70-139 
50-302 P 
50-399 G 
TOPREP 

TOPREP 

PR 

QA999 

QA999 

0A999 

70-27 


3atteH« Menarial Institute, Ceiumbus 
Laboratories 


8012230401 

9012290223 

80122902B5 

8012020715 

8013030934 


50-317 P 
50-317 F 
50-317 P 
70-0 

70-8 


8012100007# 

8012110057 

8012120590 

90121901104 

90121600104 


CONTRACT 
RES 
NUREG 
50-327 P 
CONTRACT , 


9012040539 70-27 

8012040549 70-135 

8012000374 70-364 

60122403564 XPORTLIC 


Bat tel le Memorial Institute, Pacific 
Northwest Laboratory 


90121702194 

8012230066 

8012230104 

80122400444 

0012040606 


CONTRACT 
50-320 P 
NUAEO 
CONTRACT 
RES 


00120206344 

8012190180 

0012290005 

8012290295 

8012290641 


50-466 0 
50-466 0 
50-466 0 
50-466 G 
50-466 0 


90120900954 

8012110063 

0012110065 

9012110250 

8012110493 


50-344 Q 
50-10 P 
50-10 P 
50-10 P 
NUREQ 


0012300310 

8012300654 

8012010322 

G012010336> 

8012010356 


90-445 N 
SO-466 T 
50-318 S 
50-31 B e 
30-317 S 


8012110540 RES 
80121106964 CONTRACT 
>9012120270 NUREO 
9012120324 NUREQ 
8012120343 NUREO 


BO 12010360 

00120103694 

0012020425 

8012020429 

8012020429 


SO-317 G 
50-317 8 
90-317 P 
30-317 P 
90-317 P 


8012120609 RE0 
0012170240 REOGO 
0012190937 NUREO 
0012220600 NUREO 
8012220670 NUREO 


8012020432 

8012020430 

0012020906 

80120205304 

8012020593 


50-317 P 
50-317 P 
50-317 B 
50-317 0 
50-310 8 


6012230095 NUREO 
6012230315 NUREO 
6012230323 NUREO 
6012240149 XPORTLIC 
6012240507 NUREO 


00120206004 

8012020612 

80120206194 

8012030240 

0012030240 


50-316 S 
50-317 8 
60-317 S 
50-317 P 
50-317 P 


flay Point Power U Light Co. 

Oachtat Aisociates Profaislonal Corp. 
Bechtel Corp. 


6012310207 

6012000208 

80120605294 

e01201>09294 

6012040044 


NUREO 
REOGO 
50-255 P 
50-331 0 

PR 


8012030659 
8012030731 
80)2030733# 
0012050454 
GO 1 20902 77 


50-317 0 
50-310 a 
50-310 8 
50-317 P 
50-310 P 


tlochtel Pouer Corp. (lObs. of tJeehtel 
Corp. > 


6012000762 

6012240340 

6012020129* 

6012080776 

8012120492 


XPORTLIC 
50-250 P 

PR 

TOPREP 


0012100553 

00121005574 

0012100559 

0012100561 

60121005654 


50-31 B S 
50-310 0 
50-317 a 
SO-317 S 
50-317 8 


Beltuay Limpuslne Service, Inc. 
flergen-Patterson Pipe Bupport Corp. 
Oeriack, Israels 4: Liberman 


0012160353 

00121900604 

60120006414 

00120207964 

B012160604 


50-329 S 
QA999 
CONTRACT 
QA999 

50-320 0 


00121005664 

0012120479 

0012150072 

6012150072 

8012160313 


50-317 a 
S0-3ia G 
90-017 F 
30-317 F 
30-017 J 


Digaloui Laboratory for Ocean ScloTices 

9012100178 

PR 

Black Hills Alliance 

9012020710 

FOIA 


0012190410 

FOIA 


0012240122 

FOIA 

Boeing Co. 

00120302004 

FOIA 


0013160301 

0012160307# 

8012160390 

8012160394# 

8012170295 


50-319 S 
50-319 8 
90-317 8 
50-317 8 
SO-317 P 


00120302144 FOIA 
00120302294 FOIA 
00120302494 FOIA 
80120302704 FOIA 
80120302704 FOIA 


0OI217O29S 

0012170299# 

8012170299# 

0012170450 

0012190057# 

80121900574 

8012190064# 


50-317 P 
50-317 P 
50-317 P 
50-310 P 
50-3)7 F 

50-3)7 F 
50-317 F 


Boeing Computer Bervlces, Inc. 
Boeing Co. ) 


00120303234 FOIA 
80120303424 FOIA 
00120303494 FOIA 
80120303334 FOIA 
(subs, of 8012230331 NUREO 


Bolton Edison Co. 


0012010096 90-293 P 
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AUTHOR 

AFFILIATIQH 


Qrand & Hall 

Braokliaveii National Laboratory 


flruca Norton 
Burnt U Rc« Co 
Burroughs Itollceme Co. 

Businessman for the Public Interest 
C-E Operating Plants Omnert Qroup 

C-£ Power Systems 


CONOCOi Inc , (Continental Oil Co.) 


CONSAO RESEARCH CORP, 


Cabel Huntington Hosp: Huntington. UV 
California Fish Canners Ass o t lat Ion. Inc, 
California Nuclear. Inc, 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NU.10ER 

CATEOORY 

affiliation 

NUHnER 

CATEODHV 

8012010230 

50-293 

P 


0012030194* 

27-39 


SO 1201 024 le 

50-293 

P 


8012030689* 

27-39 


8012010041 

SO-293 

S 

Califgrnla Research Corp. 

8012030138* 

FOIA 


8012010347e 

50-293 

S 


BOI 2030255* 

POiA 


8012020599 

50-293 

S 


8012030264* 

FOIA 


801 2020606* 

50-293 

S 


8012030354* 

FOIA 


8012020615 

50-293 

S 


8012030362* 

FOIA 


8012020622* 

50-293 

3 


8012030507* 

FOIA 


8012020821* 

30-293 

M 

Cali fern la. State of 

Q012010019 


8D120G0409 

50-293 

s 


8012030012* 

FOIA 


8012080417* 

50-293 

s 


8012030060* 

FOIA 


8012080530 

PR 



8012030074* 

27-10 


8012090291* 

50-315 

p 


8012030087* 

FOIA 


8012090443* 

50-29 

p 


8012030091* 

27-10 


8012100573 

50-293 

8 


0012030097* 

27-10 


8012100576* 

50-293 

S 


0012030105* 

FOIA 


6012150091 

SO-293 

S 


8012030110* 

27-10 


60121S0092* 

50-293 

9 


8012030125* 

FOIA 


8012160416 

50-293 

R 


8012030127* 

27-10 


8012160415* 

50-293 

R 


8012030164* 

FOIA 


8012170463 

50-293 

P 


8012030179* 

FOIA 


8012190565 

50-293 

0 


8012030193* 

FOIA 


8012220443 

50-293 

S 


8012030199* 

FOIA 


8012220457* 

50-293 

8 


8012030250* 

FOIA 


8012230351 

50-293 

8 


8012030263* 

FOIA 


8012230354 

50-293 

P 


8012030366* 

27-10 


8012230356* 

50-293 

S 


8012030833* 

27-10 


801 2240242 

50-293 

Q 


8012100257 

PR 


8012240256* 

50-293 

0 


8012120268 

PR 


8012240270* 

50-293 

Q 


8012120631 

PR 


6012240272 

SO-293 

P 


8012290002 

50-275 

0 

8012290172 

50-293 

R 


8012290002 

50-275 

0 

8012290176* 

50-293 

R 


8012290161 

50-275 

C 

8012290331 

50-293 

S 


8012290161 

50-275 

0 

G012S9034S* 

50-293 

8 


8012290407 

50-275 

0 

' 8012300401 

50-293 

S 


0012290510 

50-133 

0 

8012300407* 

50-293 

S 


8012290662 

SO-275 

0 

8013230004 

50-395 

M 


0012300117 

80-275 

0 

3013080017 

NUREO 



0012310314 

50-361 

A 

8012120334 

NUflEG 


California. Univ. of. Berkeley 

0012020537 

SO- 142 

J 

8012160232 

50-10 

P 


0012290302 

50-142 

J 

8012160245 

SO- 10 

P 


0012300105 

50-142 

0 

8012150310 

50-312 

P 


0012300706* 

50-466 

T 

QOI2190139 

RES 


California. Unlv, of. Los Angeles 

0012080014 

NUREO 


8012190146 

RES 


0012090095* 

30-344 

0 

8012190151 

RES 



8012100171* 

50-142 

0 

8012190161 

SO-537 

A 


8012170430 

50-142 

S 

8012190166 

RES 



S0123003S1 

50-142 

0 

8012190179 

RES 


Californlai Univ of. Santa Crui 

8012110193 

FOIA 


8012190424 

HUREO 


Calumet Henorial Hosp Chilton. 141 

8012110021 

PR 


8013230615 

NUREO 



8012290123 

PR 


8012230716 

NUREO 


Capitol Co.^'iiiunlcatlon Systems 

8O121BOSC0* 

FOIA 


8013240156 

RES 


8012100291* 

FOIA 


80I32900'95* 

50-466 

0 


8012180295* 

FOIA 


8013290160* 

50-466 

T 


8012300221* 

CONTRACT 


6012290167* 

50-466 

T 

Carolina Action 

80121 10545 

70-2623 


8013310224 

NUREO 


Carolina Environmental Study Group 

8012290319* 

70-2623 


6012300352 

50-275 

0 

Carolina Power t< Light Co. 

BOl 1100692 

50-325 

s 

8012290123 

PR 


001 1180703* 

50-325 

s 

80131 10310 

PR 



8012010339 

50-400 

S 

8012300644* 

50-367 

A 


0012010339 

50-400 

S 

8013030316 

TGPREP 



0012010339 

SO-400 

s 

8013160503 

TOPREP 



8012010339 

50-400 

s 

8012040496 

NUREO 



8012020496 

30-334 

3 

6012080167 

PR 



8012020520* 

50-324 

S 

8013090085 

PR 



8012020565 

50-325 

s 

80121 10500* 

FOIA 



8012020569* 

50-325 

8 

80121 50202 

TOPREP 



8012020571 

50-324 

S 

8013160197 

50-470 

A 


8012020578* 

50-324 

S 

8013150493 

70-1100 



8012020643 

50-26 1 

P 

8012310230 

XPORTLIC 



8012020643 

50-261 

P 

8013310236 

XPORTUIC 



8012020643 

50-261 

P 

8013010231 

40-8743 



8012020643 

50-261 

P 

6012050657 

40-874 3 



8012020643 

50-261 

P 

8012240232 

40-8743 



8012030679 

50-261 

P 

8012340433 

40-8743 



8012030721 

50-324 

P 

8013340439 

40-8743 



8012030721 

50-334 

P 

80I2S40S09 

40-9743 



0012040327 

PR 


8012040704* 

50-3 

F 


0012040551 

50-334 

0 

8012040710* 

SO-3 

F 


0012040551 

50-324 

0 

8012170267 

PR 



00120S02V5 

50-26 1 

p 

8012030256* 

FOIA 



9012050270* 

50-261 

P 

8012030002* 

27-39 



8012050333 

50-26 1 

Q 

8012030077* 

27-39 



8012050422 

50-361 

s 

8012030120* 

27-39 



8012050429* 

50-261 

s 
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AUTHOR 

APFILtATlnW 


ACCESSION 

tJUMOER 


eOl30S0436 
00120S040i> 
BOiaoQooa? 
60 1 20804 V? 
e012060482-* 

6012090053 
SO 12090 1 67 
6012090352 
S012090356< 
3012090405 

QOl 2090409* 

6012090457 

6012090462* 

0012100039 

0012100449 

6012100450 
DO 1 2 1004 52* 
6012100453 
6012100455* 
6012100456 

6012100459* 

8012100493 

0012100495 

6012100495 

8012100513* 

0012100567 
8012100572* 
60121 10133* 
00121 10552 
60121 10552 

0012120421 

8012150073 

0012150074* 

0012150063 

0012150083 

0012150066* 

0012150006* 

0012130222 

6012150229* 

0012150251 

6012150256* 

6012160319 

6012160319 

6012160433 

6012160434 

60121604318* 

6012160440* 

0012160460 

6012160460 

0012160464 

8012160469 

0012160477* 

6012170614 

0012170623* 

6012160163* 

6012160396* 

0012100396* 

6012160396* 

6012100396* 

6012160396* 

6012190351 

6012190426* 

6012190426* 

6012190525 

8012190536* 

6012220295 

6012220295 

0012220324 

6012220330* 

6012220332 

0012220349 

8012220349 

6012220351 

6012220425 

6012220436* 

6012220472 
60 122 204 63 
8012220463 
6012220490 
6012220490 

6012230018 

6012230323 

6012230320 

8012230369 

0012230373* 


SUHJECT 

CATEGORY 


50-324 P 
50-324 P 
50-324 0 

50-261 P 
50-261 P 

PR 

50-261 F 
50-324 S 
50-324 S 
50-261 P 

50-261 P 
50-261 S 
50-261 3 

50-445 M 
50-325 S 

50-261 P 
50-325 S 
50-324 S 
SO-324 S 
50-324 6 

SO-324 S 
50-261 P 
50-261 P 
50-261 P 
50-259 S 

30-324 S 
50-324 S 
50-261 0 

50-324 P 
50-324 P 

71-345 
50-400 R 
SO-400 R 
50-324 n 
50-324 R 

50-324 n 
50-324 R 
50-261 6 

50-261 S 
50-324 B 

50-324 S 
50-324 P 
50-324 P 
50-324 S 
50-261 n 

30-261 R 
50-324 S 
SO-324 P 
50-324 P 
50-261 P 

50-324 S 
50-324 8 

50-324 8 

30-324 8 

50-261 0 

50-400 0 

30-400 0 

50-400 0 

30-400 0 

50-400 Q 

50-400 0 

SO-324 Q 
S0~324 0 

SO-324 6 

SO-324 S 

50-324 P 
SO-324 P 
50-324 8 

SO-324 S 
30-325 P 

50-324 5 

50-324 3 

30-324 8 

50-324 S 
50-324 a 

50-261 P 
50-324 B 
50-324 S 
50-324 S 
50-324 S 

50-324 0 

50-324 H 
50-324 H 
50-324 S 
50-324 6 


AUTHOR 

AFFILIATION 


CaTt»r-Ual lac* I Inc. 

Calhallc Unlv. 

Center lor Development Policy 
Center for Farm i' Food Res eorch p Inc , 
Center for Lau In the Public Interest 


Center for Planriing Res earch i I nc. 
Central 6 South West Carp. 


Ce^ntral Electric Pouer Ceoperativei Inc. 
Central lew* Pouer Cooperative 
Central Pouer ii Light Co. 

Charlottesvllle>Va 

Chase Brats i: Copper Co. i Inc.i Chase 
Ngclear Div. 

Chsm-Nuclear Bystecisi Inc. 

Cheintrol Carp. 

Chemtron Carp. 


Charne Contractirij Corp 
Chevron Research Co. 


ChicagOi Urtiv. of 
Chic ker Ing 4: Orepory 

Childrens Hasp. ColunbutfOH 
Chon Ihr N. 

Chronlele-Erprets Penn Yatii HY 
Cincinnati Oat U Electric Co 


ACCESSION 

NUMBER 


8012230401 
SOI 22304 06e 
8012230434 
8012230443* 
8012230470 

8012230470 

8012230501 

8012230505* 

8012300398 

8012300402* 

8012300411 

6012300415* 

6012300425 

8012300433* 

8012300472 

8012300571 

8012300575 

8012300579* 

8012300503 

8012300589* 

8012300590* 

80(2300671 

8012310194 

8012310396 

8012310404 

8012310490 

8012310490 

8012310494 

8012310494 

8012010111 

6012120333 

0012290534 

8012020701 

3011250100 

0012080513 

0012080513 

6012110206 

8012170442* 

8012290120 

3012290I20 

0012290392 

8012300364 

0012040704* 

0012040710* 

8012100039 

0012300225 

8012300229# 

0012330004 

0012010376* 

6012300251 

0012120318 

0012230210 

8012220224* 

6012290543 

0012310581* 

8012310507* 
8012100164 
80 1 203004 5* 
8012030055* 
8012030080* 

8012010501 

8012030306 

8012290254 

8012000136 

8012290400 

8012190252 

8012020249 

8012030232 

8012030339 

8012000520 


eUBUECT 

CATEOORy 


50-323 B' 
50-325 6 

30-324 S 
50-324 S 
50-324 P 

50-324 F 
30-324 8 

50-324 S 
50-324 S 
50-324 S 

50-261 8 

50-261 S 
50-325 S 
50-325 S 
30-324 8 

50-323 0 

50-324 0 

50-324 0 

50-324 B 
50-324 S 

50-325 & 

50-261 P 
50-261 a 
50-261 Q 
50-261 6 

50-324 0 

50-324 Q 
50-324 0 

SO-324 a 

pn 

PR 

XPORTLIC 

FOIA 

50-275 0 

50-275 0 

50-275 0 

PDIA 

50-275 a 
50-275 0 

50-275 0 

60-276 0 

50-273 8 

50-3 F 

50-3 F 

50-445 M 

50-445 M 
50-445 M 
50-395 M 
50-331 I 
50-445 M 

FR 

XPORTLIC 

FajA 

80-271 8 

40-7402 

40-7402 
30-646 0 

FOIA 
FOIA 
FOIA 

50-361 0 

80-361 0 

PR 

50-230 0 

FOIA 

50-350 A 
50-350 A 
50-358 A 
cn-nnn K 


8012000523* 

8012000795 

8012100305 

8012170260 


Cltlisni Against Nuclear Dans®’'* 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFJLIATIOU 

ACCESSION 

HU.MDER 

SUBJECT 

CATEGOftV 

AUTHOR ACCESSION 

AFFILIATION NUHDER 

SUliJECT 

CATEGORV 


SOiSlSOi^O 

50-387 

G 

8012010343 

50-aS4 

P 

Citil«ns Anti-Nuclear Information Team 

S0l3S>l03a4 

50-466 

G 

3012010374 

50-234 

S 

Citiieni Aeeoeiation for Sounii Energy 

GOiEOROSdl 

50-445 

0 

8012010392* 

50-254 

s 


0013090341 

50-445 

G 

8012020105 

50-295 

p 


0013290318 

50-445 

G 

80120201 to* 

50-234 

0 


0012390318 

50-445 

0 

8012020182 

TOPREP 



0012390987 

50-445 

0 

8012020217* 

TOPREP 



0012310280 

50-449 

G 

0012020301 

SO- IQ 

p 


0012310280 

50-449 

G 

8012020301 

50-10 

p 

Citlient for Safe Energy 

0012170410 

50-10 

G 

0012020301 

50-10 

p 

Citiiens for the Coneervation of Natural 

E0I2S901>SB 

50-376 

G 

0012020301 

50-10 

p 

Re«oure«t> tnc. 




8012020301 

50-10 

p 

Claiborne CountytKS 

eoi2oeo&30-» 

50-416 

F 

0012020312* 

50-10 

0 

Cleveland Clinic Cleveland. OH 

8012130288 

PR 


8012020312* 

50-10 , 

a 

Cleveland Electric Illuminating Co. 

0012090300 

50-440 

0 

0012020312* 

50-10 

0 


0013090300 

50-440 

0 








0012020465 

50-373 

A 


0012090307 

50-440 

S 

8012020465 

50-373 

A 


0012100431 

50-440 

8 

8012020583 

50-249 

s 


8012100421 

50-440 

8 

0012020591* 

50-249 

6 


e0121d>03A2 

60-440 

0 

0012040064* 

50-295 

0 


8012300464 

50-440 

Q 








8012040064* 

50-295 

0 


8012300999 

50-440 

S 

8012040068* 

50-295 

0 

Cleveland-Cl 1 f ft Iron Co, 

8011200186 

40-8714 


8012040068* 

30-295 

0 


80112001914 

40-8714 


8012040284* 

50-295 

Q 


0012100388 

40-8714 


8012040333* 

50-10 

s 

Coast; Ouard< Transportationp Oept. of 

80120309494 

FOIA 









8012040333* 

50-10 

s 

Coastulse Marine Disposal 

00120300274 

Far A 


8012040333* 

50-10 

s 


60120300684 

FOIA 


8012040461 

50-373 

A 


60120300734 

FOtA 


8012040481 

50-373 

A 


00120300754 

FOIA 


8012040486* 

50-373 

A 


00120301694 

FOIA 









8012040507 

50-247 

S 


00120301854 

FOIA 


8012050465 

PR 



00120302044 

FOIA 


8012080448 

50-454 

A 


00120302754 

FOIA 


8012000449 

50-454 

A 


00120302934 

FOtA 


8012080448 

50-454 

A 


00120303824 

FOIA 









8012080448 

30-454 

A 

Colorado State Univ, 

0013080788 

40-8094 


8012080799 

PR 



80120807984 

40-8004 


8012090049* 

50-254 

<t 


0012080923 

40-0094 


8012090071 

PR 



80120809254 

40-8004 


8012090184 

50-599 

It 


80121S0169 

PR 









8012090400 

SO-237 

P 

Colorado) State of 

8012080775 

WASTE MOT 

8012090407 

50-265 

S 


8012170040 

REQOO 


QOl 20904 16* 

30-265 

s 


80122204094 

WASTE MOT 

8012090433 

50-304 

s 


8012220477 

WASTE MOT 

8012090444* 

50-304 

s 


00122204794 

WASTE MOT 








8012090446 

50-265 

8 


9012230290 

State Prog 

8012090451 

50-265 

s 

Colt Industries) Inc, 

80123104 5 4 

60-362 

8 

8012090432* 

50-265 

s 

Colt Industrlosi Inc. ■ Fairbants Morse 

00120206754 

0A999 


8012090458* 

50-265 

& 

Engine Div. 




8012090461 

50-295 

s 

Columbia Unlv. 

0012020513 

70-882 






9012120316 

PR 


8012090473* 

50-295 

3 





8012100462 

50-454 

s 


00122401704 

70-882 


8012100SS2* 

50-295 

0 

Columbia Untv. School of Lau 

90123002304 

CONTRACT 


8012110254 

50-293 

p 

Com.buetlon Engineering) Inc. 

0012030714* 

KPORTLIC 


8012110254 

50-295 

p 


00120902144 

50-361 

A 





00120902144 

50-361 

A 

8012110267* 

50-.295 

r 





8012110267* 

50-295 

p 


9012100010 

PR 


8012110274 

SO-237 

p 


90121500984 

50-368 

P 

8012110359 

50-295 

R 


00121501014 

50-360 

P 

0012110358 

50-295 

R 


9012300009* 

0A999 






0012300384* 

50-361 

K 

8012110363* 

50-295 

R 





0012110363* 

50-295 

R 


0012300384* 

50-361 

K 

8012110608* 

80-10 

0 

Conmereci Dept, ofj National Oceanographic 

9012310394 

NU8E0 


8012110603* 

SO- 10 

0 

& Atmospheric Administration 




8012120301 

3U-237 

p 


0012310445 

NUREO 





Commerce) Dept, of 

8012230483 

70-399 


8012120301 

SO-237 

F 

Conmorcei Dept, of) National Dureau of 

8012000485 

50-184 

P 

8012120301 

50-237 

p 

Standards 




8012120301 

50-237 

p 





8012120341* 

50-237 

p 


60120004874 

50-184 

P 

8012120341* 


p 


0012000491* 

90-184 

P 






rnwTOArr 


801-2120341* 

50-237 

:P 




P 

9012120341* 

50-23? 

P 





8012120425* 

50-254 

0 





8012120576 

50-10 

F 




t 

8012120576 

SO-IO 

F 





8012120576 

50-10 

F 





8012120576 

50-10 

h 




J 

8012150052 

50-237 

p 





8012150052 

50-237 

p 


80123002034 

50-142 

0 

8012130054* 

30-237 

p 

Commonuealth Edison Co. 

0009260776 

50-10 

H 





0012010084 

50-454 

A 

8012150054* 

SO-237 

p 


0012010084 

50-454 

A 

8012150093 

50-304 

i 


0012010084 

50-454 

A 

8012130094* 

50-304 

8 





9012150139 

50-373 

K 


0012010084 

50-454 

A 

9012150211 

50-295 

8 



CORPORATE SOURCE INDEX 


4: 


AUTHOR 

AFFILIATION 


ACCESSION 

UUMOER 

SUBJECT 

CATECCRY 

AUTHOR 

AFFILIATIOII 

ACCESSION 

NUMBER 

SUBJECT 

CATeeOR 

80121302104 

50-293 

S 


0O123OC639 

50-295 

aOl21502SS4 

50-456 

a 


8018310212 

50-295 

8012150250 

50-263 

s 


8012310282 

50-237 

80121502544 

90-265 

s 


8012310289* 

50-237 

80I21&0136 

SO-237 

p 


8012310590* 

50-295 

8012160172 

30-10 

p 


8012310630* 

50-10 

8012160419 

50-10 

R 


80123106304 

50-10 

0012160419 

50-10 

R 

Connecticut Yankee Akonilc Po:.ief Co. 

8012010090 

50-213 

8012160419 

50-10 

R 


8012030884* 

50-213 

60121604204 

30-10 

R 


8012030889* 

30-213 

8012160420* 

50-10 

R 


8012040139 

50-213 

8012160479 

50-234 

P 


0012050143 

71-6698 

8012160479 

50-234 

P 


8012050272 

50-813 

8012160310 

SO- 337 

P 


8012080712 

NUREO 

8012160517* 

50-237 

P 


8012090172 

50-213 

60121605194 

50-237 

P 


0012090361 

50-213 

8012160522* 

50-237 

P 


9012090364* 

50-213 

60121605254 

50-237 

P 


9012160117 

50-213 

80121605284 

50-237 

P 


8012170058 

PR 

80121605294 

50-454 

0 


8012170330 

PR 

80121605324 

50-237 

P 


3012190524 

50-213 . 

80121605374 

SO-237 

P 


9012190526* 

50-213 

8012160538 

50-237 

8 


9012230262 

50-213 

80121605394 

50-237 

P 

Conncc tlcuti State of 

8011210592 

NUREO 

8012160543* 

50-237 

S 


9012030460* 

FOIA 

8012160653 

50-373 

A 


8012170285 

PR 

8012170408 

50-237 

0 


0012180182 

PR 

8012170408 

50-237 

Q 


9012310638* 

50-213 

8018170408 

50-237 

Q 

Connect leu ti Unlv. of 

0012080221 

PR 

8012170408 

SO-237 

0 

ConneTi Moore 61 Corber 

0012040412 

50-350 : 

8012170446 

SO-254 

R 


0012080766 

PR 

8012170446 

50-234 

R 


0012120542 

27-39 

8012170447 

50-293 

P 


9012300071 

50-272 

8012170449* 

SO-254 

R 


0012310291 

50-358 : 

0012170449# 

50-254 

R 

Conoco Cool Development Co. 

3012100374 

40-6743 

8012170488 

50-10 

P 

Conrodi Katie i< Vandeber^ 

3012030065* 

FOIA 

8012170488 

50-10 

P 


0012030071* 

FOIA 

8012170488 

SO- 10 

P 

Consolidated Sdlion Co. of Nev .York 

0012020564 

50-247 ; 

8012170488 

50-10 

P 


0012030695 

50-3 

8012170468 

50-10 

P 


0012080444 

50-247 

8012170468 

50-10 

P 


0012080450* 

50-247 ; 

8012170489 

50-10 

P 


0012090281 

50-247 : 

8012170607 

50-304 

S 


B0120902S2* 

50-247 

8012170618* 

50-304 

8 


8012 I004B9 

50-247 

0012190697* 

SO-373 

0 


80)2110737* 

FOIA 

8012230063 

50-10 

0 


8012160296 

50-247 

8012230063 

50-10 

0 


9012 160476 

50-3 

8012230063 

SO- 10 

0 


8012220399 

50-3 

8012230063 

50-10 

0 


8012220399 

SO-3 

8012230065 

50-10 

0 


8012230303 

50-247 1 

8012230226 

50-373 

K 


8012230306* 

50-247 ; 

8012230226 

50-373 

K 

Coniumere Power Co. 

801 1230069 

50-855 ; 

80122302294 

50-373 

K 


0012010138 

50-259 : 

8012230229* 

50-373 

K 


8012010160* 

50-255 ! 

8012230316 

50-304 

S 


0012010189 

50-155 ; 

8012230318* 

50-304 

S 


8012010206 

50-855 r 

8012230322 

50-295 

S 


0012010807* 

50-255 

8012230327* 

30-273 

8 


8012010304 

50-255 : 

0012230500 

50-237 

B 


0012010392* 

50-235 

6012230506* 

30-237 

S 


0012010496 

50-155 ' 

8012240158 

50-10 

P 


8012020383 

50-329 j 

0012240150 

30-10 

P 


8012020341 

50- 1 55 ; 

8012240158 

50-10 

P 


8012020479 

50-135 ‘ 

8012240150 

50-10 

P 


8012020577 

50-329 

8012240159 

30-10 

P 


8012020500 

50-255 ! 

8012240159 

50-10 

P 


8012030702 

50-259 : 

8012240158 

50-10 

P 


8012050322 

50-329 

8012290247 

30-295 

P 


8012050322 

50-329 . 

8012290459 

50-237 

a 


8012030145 

PR 

8012290459 

SO-237 

0 


8012030354 

50-255 ; 

8012290466 

50-237 

0 


8012000357* 

30-256 ; 

8012290466 

SO-237 

0 


8012090362 

50-165 ' 

8012290470 

90-237 

0 


0012030365* 

50-135 ‘ 

8012290470 

30-237 

O' 


3012090460 

50-255 i 

0012290659 

30-237 

0 


8012090464* 

50-285 i> 

8012290659 

50-237 

0 


BO 12080400 

50-329 ; 

6012300131 

50-209 

H 


8012080400 

50-381? i: 

8012300333* 

50-237 

0 


0O12O0OS2S 

90-255 ;; 

8012300333* 

50-237 

0 


SO 120904 19 

50-15? i 

8012300341* 

50-237 

0 


0012090426* 

SO-IM f 

8012300341* 

30-237 

0 


0012090429* 

60-195 ? 

6012300343* 

50-237 

0 


0012100502 

50-339 i 

8012300345* 

50-237 

0 


0012150059 

90- IM 

8012300414 

50-265 

s 


0012150059 

so-rw 1 

8012300420* 

50-265 

8 


0012150285 

90-155 T 


■ K 
K 
6 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Control Hod4jle>Tnc. 
Cornell Unlv. 


Cotter Corp. 

Council on Environmental OuaUttj 


Craare. Inc. 


Crosiroads Harine Disposal Corp. 


Cyprus Hines Corp. 
Dardlalean Associates) Inc. 
Dalryland Power Cooperative 


ACCES5IO.N 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


nutiBER 

CATeOCRY 

AFFILIATION 

NUMBER 

CAT EGOR V 

80121&01&2 

50-155 

P 


PC- 12020 100 

50-109 

P 

8012160353 

50-329 

S 


8012020273 

50-109 

P 

8012160353 

50-329 

5 


8012020315 

50-409 

P 

8012160425 

S0-aS5 

R 


0012020453 

50-409 

S 

8012160426^ 

50-255 

R 


00120204564 

50-409 

s 

8012160443 

50-329 

A 


8012020505 

50-409 

S 

8013160443 

50-329 

A 


0012050502 

50-409 

s 

e012l604«?4 

50-155 

S 


0012080489 

50-409 

P 

8012160498-* 

50-155 

5 


BO 12090206 

50-109 

s 

a012160504« 

50-155 

B 


8012090366 

50-40? 

s 

80121605034 

50-155 

S 


80120903694 

50-409 

s 

S012I70452 

50-155 

R 


8012090393 

50-409 

p 

B0121V0453 

50-255 

P 


80120903974 

SQ-409 

p 

80121704564 

50-155 

R 


8012100529 

50-409 

s 

8012170633 

71-5364 



801? 100530 

50-409 

3 

80I218C005 

50-155 

Q 


80121005354 

50-409 

s 

80121806034 

50-155 

Q 


80121005404 

50-409 

s 

QO 12220701 

30-155 

0 


60121005474 

SO-409 

3 

8012220701 

50-155 

0 


8012120225 

50-409 

P 

8012230159 

TOPREP 



80121202414 

50-409 

P 

8012230205 

50-2SS 

P 


8012120646 

50-409 

0 

80122302094 

S0-2S5 

P 


SO 121 50244 

50-409 

s 

0012230275 

50-155 

P 


0012160200 

50-409 

R 

9012230277 

50-329 

5 


80121602864 

50-409 

R 

8012230277 

50-329 

5 


0012160360 

50-409 

P 

9012230338 

50-329 

0 


8012160442 

50-409 

S 

9013230341 

50-155 

s 


80121604494 

50-409 

s 

90122303494 

50-155 

a 


80121604634 

50-409 

s 

0012230529 

50-155 

s 


8012220689 

50-109 

0 

80122305344 

S0-tS6 

s 


8012230378 

50-409 

s 

8012240016 

50-329 

6 


8012290550 

50-409 

0 

8012290242 

50-329 

0 


0012300368 

SO-409 

0 

8012290242 

50-329 

0 

Dames 4 lloore 

8012010031 

40-0084 


8012290243 

50-255 

0 


80120100384 

40-0504 


8012290333 

50-255 

0 


8012010039 

40-8004 


8012300360 

50-155 

G 


80120805124 

50-170 

R 

8012300406 

50-255 

a 


80121603594 

50-409 

P 

80123004104 

50-255 

s 


(10122201374 

40-4492 


8012300422 

50-155 

8 


30123007284 

50-466 

T 

80123004274 

50-135 

s 


80123007314 

50-166 

T 

8012300460 

50-329 

s 

DaupMn Ccuntyi PA 

80122904524 

50-320 

F 

8012300499 

50-255 

p 

Dawn tuning Ce. 

8012030893 

WASTE MOT 

8012300502 

50-155 

p 


0012090053 

WASTE MST 

8012300557 

50-329 

n 


8012240286 

WASTE MOT 

8012310202 

50-255 

0 


8012240437 

WASTE MOT 

8012310225 

50-329 

R 

Debevoise 4 Liberman 

8012020765 

50-395 

M 

8012310309 

50-155 

e 


0012080109 

FOIA 


00123103124 

50- 1 35 

s 


0012000472 

50-313 

fj 

80120403774 

CONTRACT 



8012100083 

PR 


0012050410 

50-97 

J 


0012110146 

FOIA 


801 21001 56 

PR 



0012110617 

50-395 

Q 

8012120352 

WABTG HOT 


0012110659 

50-395 

0 

80120506354 

50-320 

p 


0012150007 

FOIA 


8012290142 

50-155 

0 


0012160336 

50-395 

0 

8012290336 

50-155 

0 


0012170672 

50-445 

H 

8012290516 

50-155 

G 


0012190391 

FOIA 


80120406274 

CONTRACT 



00l?2:)-J0l4 

50- .169 

c 

8012230340 

NUREO 



8012290339 

50-445 

G 

8012230509 

NUREO 



0012290379 

70-2623 


80120303354 

FOTA 



8012290647 

50-445 

0 

80120303364 

FOJA 



0012300057 

50-445 

G 

80120303404 

FOIA 



0012300066 

SO- 369 

G 

80120303524 

FOIA 



0012310290 

50-445 

C 

80120303714 

FOIA 


Defense Civil Preparedness Agency 

00122906064 

50-320 

F 

80120303954 

FOIA 



8012290510* 

50-320 

F 

80120304064 

FOIA 


Defense) Dep t. of . Defense Nuclear Agency 

8012000451 

50-170 

P 

00120304104 

FOIA 



8012080503 

30-170 

R 

80120304224 

FOIA 



80120805104 

50-170 

ft 

80120304354 

FOIA 



8012310474 

50-170 

G 

80120304 434 

FOIA 


Delirarva Power 4 Light Co 

80120902654 

30-450 

G 

80120304504 

FOIA 



00120902654 

SO-4SO 

0 

80120304594 

FOIA 



8012230059 

50-450 

G 

00120304624 

FOIA 



8012230059 

50-450 

G 

00120304914 

FOIA 


Detroit Edison Co. 

00 121 20459 

50-34 1 

S 

80120305404 

FOIA 



8012240278 

S0~4S£ 

« 

80120305464 

FOIA 


Dickinson County Henorial Hosp Ir. 5 ti 

0012170307 

PR 


80120305654 

FOIA 


Mountain) HI 




8012030572* 

FOIA 


Dobbs 4 Nei 1 sen 

8012150002 

FOIA 


80120305754 

FOIA 


Doctors Hosp, Poplar Bluff. HO 

8012080662 

PR 


90120305904 

FOIA 


Doggstt) S. A 

8012300587 

50-466 

G 




Doherty) J. F. 

8012050379 

50-443 

H 

90120306114 

FOIA 






80120306334 

FOIA 


Dow Chemical Co. > Dow Chemical U S A. 

8012120039 

PR 


8012120394 

lM3Tfc: MOT 


Di V. 




80120804934 

CONTRACT 


Duke Power Co. 

8011210440 

60-269 

0 

8012010310 

SO-409 

P 


8011210440 

50-269 

G 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Q011210440 

SOIS010301 

6012010201 

R0120I0225-» 

R0120I02S5-4 

BO 1 20201 27« 
80)2020292 
8012020502 
eo 1 2020543 » 
8012020592 

□012030B48 

Q01204D3&0 

8012040409 

8012040403 

90)2050290 

3012050290 

80120503024 

30120503024 

Q0120503U-* 

30120503144 

3012050391 

3012050391 

3012050446 

0012050446 

3012030448 

6012090596 

8012080645 

6012090367 

8012090367 

8012100311 

901210031 1 
801210031 1 
9012100374 
0012100466 
90121004694 

90121005014 

80121005064 

90121005104 

6012110613 

9012110666 

90121206104 

0012150069 

9012160325 

6012160435 

6012170046 

80121700604 

9012170663 

80121801394 

8012160233 

6012160286 

6012180361 

8012160361 

8012100397 

0012160591 

0012190674 

60121B0674 

9012190206 

3012190462 

3012190615 

8012190615 

6012190615 

80121906194 

60121906194 

60121906194 

6012230014 

8012230014 
8012230330 
6012230330 
601 223034 S 
8012230435 

6012230450 

6012230450 

6012230450 

8012230458 

8012230459 

8012230459 

0012230479 

8012230479 

8012230479 

8012230468 

8012230514 

80122305204 

80122305354 

80122305374 

80122305414 


SUBJECT 

CATEGORY 

50-269 0 

SO -369 A 
50-369 A 
50-369 A 
50-369 A 

50-369 Q 
70-2623 
50-270 S 
50-270 S 
50-269 P 

70-2623 

PR 

50-369 S 
50-369 9 

50-369 A 

50-369 A 
50-369 A 
50-369 A 
50-369 A 
50-369 A 

50-369 A 
50-369 A 
50-369 A 
50-369 A 
50-269 P 

50-269 0 

50-369 a 
50-269 0 

50-269 0 

50-269 P 

50-269 P 
50-269 P 
50-269 P 
50-270 9 

50-270 a 

50-259 5 

50-259 S 
50-259 S 
SO- 4 I 3 0 
50-413 a 

50-269 a 
50-369 A 
50-269 P 
50-269 0 

PR 

50-413 0 

50-289 l( 
50-413 0 

PR 
PR 

50-369 0 

SO-369 0 

50-369 0 

30-269 0 

50-369 0 

50-369 0 

30-413 0 

50-269 P 
SO-269 R 
50-269 R 

50-269 R 
50-269 R 
50-269 R 
50-269 R 
50-369 0 

50-369 0 

50-369 r 
50-369 F 
50-369 A 
30-269 P 

50-269 P 
50-269 P 
SO-269 P 
50-369 0 

50-369 0 

50-369 Q 
SO-269 S 
50-269 S 
50-269 S 
50-269 P 

50-287 S 
60-287 S 
50-369 A 
50-369 A 
50-369 A 


AUTHOR 

AF-FILIATION 


Duke UniY. 

Duke UnlYeesiti) Medical Center 
Dunn Menerlal Hojp. Dedfordp IN 
Duqustne Light Co. 


ACCESSION 

HUMDER 

SUBJECT 

CATEOORV 

80122305434 

50-36? 

A 

80122305464 

90-36? 

A 

80122305494 

50-36? 

A 

8012240003 

50-369 

S 

80122403724 

50-369 

F 

80122403724 

SO-369 

F 

80122403914 

50-369 

F 

80122403814 

50-369 

F 

8012290379 

70-2623 


8012300066 

50-369 

0 

9012300471 

50-287 

s 

80123004754 

50-287 

9 

8012300465 

50-287 

S 

80123004894 

50-287 

a 

8012300499 

50-269 

a 

00123004994 

50-26? 

8 

8012300601 

50-369 

A 

80 1 2300606 

50-36? 

S 

8012310167 

50-26? 

Q 

8012310167 

50-26? 

0 

8012310293 

50-4(3 

0 

9012120005 

PR 


9012120089 

PR 


9012120204 

PR 


8012090002 

PR 


8008210481 

50-334 

0 

8012010300 

50-334 

8 

8012010303 

50-334 

S 

8012020355 

50-334 

P 

8012020526 

50-334 

s 

8012020527 

50-334 

8 

8012030588 

60-334 

R 

8012030617 

50-412 

A 

8012030652 

50-334 

B 

80120306594 

50-334 

B 

8012090402 

50-334 

B 

80120304074 

50-334 

S 

9012050413 

50-334 

8 

Q012aS0416> 

50-334 

a 

0&120B0436 

50-334 

8 

9012000439# 

50-334 

8 

8012090496 

50-334 

F 

8012000469 

50-334 

8 

8012090001 

50-334 

0 

8012090010 

50-334 

Q 

8012090269 

50-334 

B 

80120903S9 

50-334 

S 

00120903924 

50-334 

a 

0012100083* 

50-334 

a 

0012100090# 

50-334 

0 

0012100462 

SO- 334 

a 

0012100463# 

50-334 

8 

0012120522 

SO- 334 

a 

0012120530# 

50-334 

a 

0012120535* 

50-334 

a 

0012120539 

50-334 

a 

0012120545* 

50-334 

a 

0012190273 

50-334 

R 

00121502774 

50-334 

R 

9012160481 

50-334 

8 

80121604884 

50-334 

S 

8012170463 

50-334 

F 

0012170567 

50-334 

R 

0012170572# 

50-334 

it 

0012190501 

50-334 

8 

90121905094 

50-334 

S 

9012190597 

50-334 

S 

90121905904 

50-334 

a 

80121909924 

50-334 

s 

90121909964 

SO-334 

8 

8012 1906004 

80-334 

8 

80121906024 

50-334 

8 

8012230299 

50-334 

P 

8012230441 

50-334 

8 

80122304454 

50-334 

S 

8012230528 

SO-334 

8 

80122309334 

50-334 

8 

80122305384 

50-334 

8 

801230040? 

50-334 

P 

801230065? 

50-334 

S 

80123006674 

SO-334 

s 

60t8300670» 

50-334 

s 

80(23006764 

50-334 

s 

80(23006814 

50-334 

s 

00(23006864 

50-334 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


EOVO Hahoi tnc, 


EO&O. Inc. 


Earth SelBAcei As(eeiat»i 
Eabeni T. E. 

Cbatco Bsrvice*. Ine. Icubs of Ensorch 
Corp. I 


Eberllna Inttrument Corp, 


Eck«rbi Soaman'Si Chorin b Mellotfc 


Eiflson Elacbric Initltute 


Editorial Contultantii Inc, 

Edlou Inttrnat iona) Co. 

Eduard A. Utlaut Founiationi Inc, - 
E.A.Utlaut H»inorlal Hmp. GraenvlUe. IL 
Eduards Trucling Co. tine. 

EichharnjElchhorn t< Link 

Elactrtc Fouor Research Institute 

Electric Utility Companies Nuclear 
Transportation Croup 


Eli Lilly ii Co. I Lilly Research 
Laboratories Dlv. 

Energy Fuels Nucleart Inc 

Energy Technology Engineering Center 


Enargyr Dept, of 


EnergyiOept. of I Clinch River Oreeder 
Reactor Plant 


Engineering Design Concepts. Inc, 
Engineering Science 

Environmental Coalition on Nuclear Pouer 


Environmental Policy Institute 


Environmental Protection Agency 


Envirosphere Co. 

Eiiuifaii Health Systems Dlv. 

Exon Corp. 

Elion Minerals Co. ■ USA 

Elion Nuclear Co. > tnc. (subs, of Eicon 
Corp . > 


ACCESSION 

6UB0ECT 

AUTHOR ACCESSION 

SUBJECT 


UUtiDER 

CA7E00RV 

AFFILIATION NUMBER 

CATEGORY 

eolSDtoses 

RES 

0012170200 

XPORTLIC 


S012040S?! 

RES 

0012170207* 

XPORTLIC 


aoisDsooio 

NUREO 

0012170323 

XPORTLIC 


8012100643 

RES 

0012170331 

XPORTLIC 


80121 lOSDl 

RES 

8012230159 

XPORTLIC 


8012220174 

RES 

8012230204* 

XPORTLIC 


B0122206S3 

NUREO 

8012230907 

TOPREP 


8012220670 

NUREO 

8012230511* 

TOPREP 


0012220707 

NUREG 

Exxon Nuclear Idaho Co. 8012240443* 

ORO 


8012040037 

PR 

FOi Service 8012030922 

FOIA 


8012230330 

NUREO 

Factory Mutual Research 8012090302* 

30-397 

F 

B0120S0151« 

90-70 P 

Factory Mutual System 8012010013 

71-9141 


e01210020?« 

CONTRACT 

Family Hosp. MlIuaukee.NI 8012080693 

PR 


8012080223 

REGOD 

Federal Aoericafi Partners 0OIIO7O24S 

40-449 2 




8012220134 

40-4492 


e01210022?« 

50-333 Q 






Federal Coordinating Council for 8012090009* 

ORO 


8012160408 

TOPREP 

SctencsiEng. bi Technology 



8012240047 

50-399 S 

Federal Emergency Management Agency 0O13O2O6S3 

NUREO 


8012240189 

50-392 A 

0012040072 

PR 


8012100436 

XPORTLIC 

0O12OSOOO2* 

ORO 


80 123002 12« 

CONTRACT 

80120S0009* 

ORO 


8012020798 

70-2909 

8012080550* 

90-327 

F 

8012290011 

70-2909 

8012080563* 

50-327 

F 

6012290206 

70-2909 

8012110530* 

FOIA 


8012080769 

PR 

0012230216* 

COMMISSION 

8012090100 

PR 

Federal Energy Administration 8012240015* 

COMMISSION 

8012300154* 

CONTRACT 

Federal Energy Regulatory Commission 0012160402 

SO-395 

D 

8012010549 

70-2392 

8012290313 

50-320 

1 

8012310066 

XPORTLIC 

Flelschaker. D, 8, 8011250108* 

50-27 5 

0 

8012220067 

PR 

8012080513 

90-275 

0 



0012000513 

50-275 

0 

B012U0527* 

CONTRACT 






8012170440 

30-275 

0 

8012290181 

50-367 0 

8012170440 

SO-275 

0 

8012310439 

50-367 0 

8012170442* 

50-275 

0 

8012020379* 

lOCFR 

8012170442* 

90-275 

<3 

8012090440 

NUREO 

8012290120 

50-275 

4 

6012290066 

70-2623 






8012290120 

50-275 

0 



8012300364 

50-275 

4 

8012290071 

70-2623 

8012310263 

50-275 

0 

8012110323 

PR 

Florida Pouer L Light Co. 8012010091 

50-250 

P 



8012010106 

50-339 

P 

8012080780 

40-8681 




8012020073* 

50-438 A 

8012010131 

50-250 

P 

QO 12080309 

90-329 A 

8012020071 

50-335 

F 



0012020079 

50-290 

P 

B0120SO462 

PR 

8012020079 

50-250 

P 

8012050474* 

PR 

8012020121 

50-250 

P 

8012090483 

PROJ 




8012090489* 

PR 

8012020121 

30-250 

P 

8012090493* 

PR 

8012020469 

50-251 

8 



8012020474* 

50-251 

S 

8012090032* 

ORO 

0012020501 

50-335 

S 

8012110998 

NUREO 

0012020509* 

50-335 

3 

8012290993* 

SECV 




8012020497 

50-537 A 

8012020934 

50-335 

8 



8012020538 

50-250 

S 

8012090383 

50-537 G 

8012020942* 

50-335 

8 



8012020544* 

50-250 

S 

8012310303 

50-937 B 

GO 12020548 

60-335 

s 

8012310309* 

90-537 B 




8012030969 

FQIA 

0012020591 

50-335 

s 

8012300664* 

90-466 T 

8012020555* 

50-335 

8 

8012290083 

30-463 0 

8012020357* 

50-335 

8 



8012020561 

50-335 

8 

8012290459 

PR 

8012020567* 

50-335 

S 

8012290514 

S0-2S9 0 




6012040342* 

lOCFR 

8012040005 

50-280 

F 

8012040348* 

lOCFR 

0012040005 

50-250 

F 

8012240374* 

State Prog 

8012050452 

50-335 

S 



8012050470* 

50-335 

S 

8012080743 

PROJ 

8012080220* 

50-250 

F 

8012220384* 

FOIA 




801224026? 

NAaTE NOT 

8012080225* 

50-250 

F 

8012300938 

90-395 D 

8012080234* 

50-250 

0 

8012090009 

PR 

0012080560 

50-309 

0 



0012090117 

PR 


8012170924* 

NUREO 

0012090199 

50-309 

A 

8012310031* 

NUREO 




8012020092 

71-9070 

8012100404 

50-336 

8 

6012010229 

40-8064 

8012100407* 

50-335 

S 

8012100106 

40-6064 

8012100476 

50-335 

0 



0012100479* 

50-335 

8 

8012100116* 

40-8064 

0012100522 

50-335 

3 

0012010260* 

71-9073 






8012100928* 

80-335 

S 

6012020313 

70-1297 

8012100932 

50-335 

6 

6012050093 

71-6581 

8012100530* 

50-33 5 

S 

6012080267* 

QA999 

8012110806* 

FOIA 




0012150233 

30-33 5 

P 

6012080796 

40-8102 




6012090267 

XPORTLIC 

8012160149 

S0-2SD 

P 

0012100379 

TOPREP 

8012160466 

SO-2SO 

R 

8012170270 

XPORTLIC 

8012160466 

30-250 

R 

6012170273* 

XPORTLIC 

8012160466 

50-250 

R 
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AUTHOR 

APFILIATIQN 


Florida Power Corp. 


Florida Btatie Unlv. 

Florldoi 8l;alie of 

Florldai Unlv. of> Oaineivllle 


Fluor Power Service* Inc. 


Fort PlereeiFl 

Foeter 0. McOraw Hoep, Chicago* It. 

Francsi A. Bell Kemorlat Hoip. Ithpemin** 
MI 

franklin Inekl kute/Frank 1 In Raeearch 
Center 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR ACCESSION 

AFFILIATION HUMBER 

SUBJECT 

CATEOORV 

80121 AO AAe» 

50-250 

R 

8012180282 

FOIA 


80121A04Ae« 

50-250 

R 

Frlendi of the Earth 8012080266 

PR 

• 

80131 60 dAB* 

60-250 

R 

8012300509 

50-361 

0 

8012170303 

50-309 

A 

OH Settle Corp. 8012100406 

PTai 


8012180207* 

50-339 

a 

Oagi-Bahcoct Astociateti Inc. 8012110137* 

FOIA 


8012180258 

50-250 

R 

8012110164* 

FOIA 


8012180258 

50-250 

R 

Oalneivl lie. FL 8012290399* 

50-389 

M 

8012180259 

50-250 

R 

Oarg, IN 8012290333 

50-367 

■0 

8012180265* 

50-250 

R 

8012290338* 

50-367 

0 

8012180265* 

50-250 

R 

Oeneral Accounting Office 8012220017 

CDHHISSION 

8012180265* 

50-250 

R 

Oeneral Atonic Co. (subi. of Oulf Oil 8011250704* 

50-579 

A 

8012190422* 

50-267 

P 

Co. ) 



8012190425 

50-389 

K 

8012040407* 

50-267 

P 

0012190431* 

50-389 

K 

8012080770* 

SECY 


8012220301 

50-251 

Q 

8012080770* 

BECY 





Oeneral Electric Co. 8002210087 

70-754 


8012220307* 

50-251 

Q 




8012220614 

50-389 

Q 

8012010622 

70-1306 


801224017? 

50-335 

P 

8012010626* 

70-1308 


8012240430 

50-250 

P 

8012020238 

TOPJIEP 


8012240430 

50-250 

P 

8012020265* 

TOPREP 





8012020300 

70-734 


8012290321 

50-250 

P 




8012290326* 

50-250 

P 

8012020307 

70-1308 


8012290390 

50-339 

M 

6012030283 

TOP REP 


8012300216 

50-335 

P 

6012030697 

TOPREP 


8012300320 

80-250 

P 

B012030854* 

50-10 

P 




6012040372 

PR 


8012300320 

50-250 

P 




8012300334* 

50-250 

P 

8012040470 

70-1113 


8012300334* 

50-250 

P 

8012040492* 

7C-7S4 


8012300516 

50-250 

0 

8012050084 

PR 


8012310410 

50-335 

Q 

8012050126 

TOP REP 





8012050149 

50-70 

P 

8012010097 

50-302 

P 




8012010098* 

50-302 

P 

8012080261 

REOOD 


8012010511 

50-302 

Q 

6012080668 

PR 


8012020524 

50-302 

S 

BO 12090055 

PR 


8012020531* 

50-302 

s 

8012110008 

30-226 

P 




8012110013* 

50-226 

P 

8012020635 

50-302 

8 




8012020646* 

50-302 

a 

6012120322 

NUREO 


8012040382 

PR 


6012120382* 

40-6622 


8012080733 

50-302 

Q 

6012130095 

50-447 

D 

8012090211 

50-302 

p 

6012130096* 

60-447 

B 




6012160424* 

70-754 


8012090212* 

50-302 

p 




8012090220 

50-302 

p 

S0I2160S12* 

50-237 

p 

8012150233 

50-302 

F 

80 12170444 

50-447 

Q 

8012160433 

50-302 

R 

6012180166 

PR 


8012160489* 

50-302 

R 

8012180464* 

50-245 

P 




8012180472 

70-1113 


8012170505 

50-302 

P 




8012220304 

50-302 

a 

8012190026 

KPORTLIC 


8012220312* 

50-302 

B 

8012190029 

XPORTLIC 


8012230317 

NUR0O 


8012220250 

TOPREP 


BO 12230433 

50-302 

8 

6012230254 

40-6231 





6012230550 

TOPREP 


8012230437* 

50-302 

s 




8012230440 

50-302 

8 

80 12240089 

30-352 

8 

8012230446* 

50-302 

8 

6012290068* 

COMMISSION 

8012230443 

50-302 

8 

8012290331* 

70-1303 


8012230454* 

50-302 

8 

6012300462 

TOPREP 





6012300466* 

TOPREP 


8012230513 

50-302 

8 




8012230524* 

50-302 

8 

6012300613* 

50-263 

P 

8012240232 

50-302 

0 

6012310379* 

CONTRACT 


6012240274 

50-302 

P 

Cfi-neral Electric C-o. j Nuclaar EnergM iit>lS030-44i 

50-289 

H 

8012240323 

50-302 

P 

Product* Dlv. 






Oeneral Public Utllltte* 8012110417* 

50-289 

0 

8012240332* 

50-302 

P 

8012150178* 

50-289 

0 

8012300431 

80-302 

P 




8012300501 

50-302 

8 

8012160144 

50-219 

0 

8012300512* 

50-302 

a 

B012I60134* 

50-219 

0 

8012300740 

50-302 

0 

8012190094* 

30-269 

F 




60(2300269* 

50-269 

0 

8012220634 

NUREO 


Oeneral Public Utllltie* - OPU Service 3003170023 

30-219 

p 

8012310624* 

CONTRACT 


Corp . 



8012020294* 

Btete Prog 




8012090130* 

80-340 

F 




8012160107 

50-03 

I 




8012160110* 

30-63 

1 




8012230344 

50-03 

R 




8012230348* 

50-83 

R 




8012300506 

50-83 

P 




8012080110 

PR 





0012090056 

PR 





0012290393* 

60-389 

M 

Oeneral Reeearch Corp. 



8012110273 

PR 





8012290133 

PR 








Oeneral Service* Admin 1 etrat Ian 



8012020725 

FOIA 


Oeo-Centerii Inc. 






Oeorgetown Unlv. Medical Center 






Maehlngtoni DC 



8012040650 

ACRS 


Oeorgla Inetitute of Teehnelogg 




eoiai 10359* CONTRACT 
80121 I0i09» CONTRACT 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFlcIATIOH 


Georgia Power Co. 


Georgiat State of 

Oeorgiaj Univ. ofi 
Qermanv. Federal Republic of 


ACCESSION 

NUMDER 


e01SEG01>t4 
BO 120 1 0307 
80j20103l4-« 
6012010325 
GOt 20103464 

BOl 20 10349 

BOI20lO367a 

8012010371 

0012010377 

00120103634 

SO I 2010386 
00120103934 
00120103944 
GO 12020 4 60 
0012020500 

00120205074 
001:2020511 
60120205164 
GO 12020752 
6012030817 

6012000148 

0012090371 

60120903774 

6012090379 

6012090384* 

3012090365 

8012090365 

8012110532* 

S0121501S4 

8012150107* 

8012150109 

0012130195* 

8012170629 

8012170637* 

8012180161 

6012230064 

8012230064 

8012230197 

8012230292 

80122302954 

8012230296 

80122303014 

8012230364 

8012230542 

8012230549* 

8012240235 

8012240264 

8012240268* 

8012240280 

8012240285* 

8012240297 

80122403044 

8012290240 

8012290248 

80122902534 

8012290253 

80122902664 

8012290323 

8012290335* 

8012310296 

8012310296 
8012310296* 
8012310298* 
8012090119* 
80121 10044 

8012110331 

80120203514 


SUBJECT 

CATECORV 


PH 

S0-36i S 
50-366 S 
50-321 S 
50-321 S 

50-366 S 
50-366 S 
50-366 8 

50-321 S 
50-366 S 

50-366 S 
50-366 S 
50-321 S 
50-424 A 
50-366 S 

50-366 S 
50-366 S 
50-366 S 
50-366 Q 
50-321 0 

PR 

50-366 S 
50-366 3 

50-321 S 
50-321 3 

50-321 P 
50-321 P 
50-32) 0 

50-366 S 
50-366 S 

50-366 S 
50-366 8 

50-366 S 
50-366 S 
PR 

50-321 0 

50-321 0 

50-424 A 
50-321 n 
50-321 R 

50-366 n 
50-366 R 
50-391 P 
50-366 8 

50-366 S 

50-321 Q 
50-321 S 
50-321 6 

50-366 S 
50-366 S 

50-366 S 
50-366 8 

50-321 S 
50-366 S 
50-366 8 

50-366 3 

50-366 S 
50-32 1 a 
50-32 1 S 
50-424 8 

50-424 B 
50-424 5 

SO-424 0 

50-346 F 
PR 

PR 

lOCFR 
REOOD 
REOOD 
60-395 A 


REOOD 

QA999 

0A999 

04999 


8 


1 


AUTHOR 

affiliation 


HEU/Oept. aAi Food i Drug 
HH3, Dept, af, US Public 


Admin i s trat ion 
Health Service 


Hanford Engineering Developmont 
Latoratorg 


Harmon it Ueiet 


Harrisburg Hasp. Harrisburg, PA 
Harrisburg, PA 

Harstead Engineering Assoc iates, Inc. 

Hartford Henorlal Hosp. Hartford, IJI 
Harvard Unlv, 

Hawaii, Univ. of, at Honoa, Honolulu. HI 


Health 4 Human Services, Dept of, 


Health Kanagenent Sgste/ns 

Henrg County Health Center, Mt. 

Pleasant, lA 
Henri), A. F 

Hill Christopher 4 Phillips 


Hoffman-La Roche, Inc, (subs, of F. 
Hoffman-La Roche i Co. , Ltd. ) 

Homestake Mining Co. 

Hopk Insons, Ltd. 


House of Rep. 


ACCEGSIQ.N 

HUMBER 


80120505404 

8012050542* 

8012160383 

8012170726* 

0012190534* 

8012190633* 

8012190638* 

8012220669 

8012220669 

8012220685 

8012310332 

8012000503* 

8012030549* 

8012030573* 

0012030616* 

8012030622* 

8012030651* 

8012030672* 

8012030682* 

B012110319 

8012050488* 

8012050492* 

0O12OSO496* 

8012230325 

8012290313 

80122903194 

8012290322 

8012110337 

8012020598 

8012040325* 

8012290139 

8012110365 

79101500584 

8012030010* 

8012030201* 

8012030325* 

8012030380* 

8012030388* 

80120304054 

8012030442* 

8012030461* 

8012030466* 

8012030473* 

0012030497* 

0012030509* 

8012030523* 

8012030531* 

8012030S62* 

80120305664 

8012030597* 

GO 1203061 4* 
8012030618* 
8012030621* 
0012030623* 
8012030625* 

8012030627* 

80120306964 

8012110081 

8012120369 

8012230138* 

8012290126 

8012220249* 

8012290002 

8012290161 

8012290407 

8012290662 

8012300117 

8012310588 

8012310588 

8012100206 


8012180443 

8012090051* 

80120900544 

80120900574 

80120105094 

8012030769* 

60120307814 

80120308394 

8012090255 

80120902664 

80120904134 
80I2I 00072 


SUBJECT 

CATEOdHt 


50-459 F 
50-458 F 
50-453 A 
30-289 H 
50-459 a 

50-459 0 

50-438 0 

50-458 Q 
50-458 0 

30-458 Q 

50-458 A 

CONTRACT 

FOtA 

FOtA 

POIA 

FOtA 

FOIA 

FOtA 

FOIA 

PR 

PROJ 

PROJ 

PfiOJ 

NUREG 

70-2623 

70-2623 
50-443 5 

PR 

50-320 P 
50-315 P 

PR 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PR 

PH 

CONTRACT 

PR 

CONTRACT 
50-275 0 

50-275 e 
50-273 0 

50-275 0 

50-275 0 

50-275 H 
50-275 H 
PR 


WASTE fior 
QA999 
0A999 
QA999 
50-324 0 

50-320 U 
50-289 H 
M18C 

50-293 H 
COMMISSI Oil 

CO MM I 88 I QH 
50-29 it 



CORPORATE SOURCE INDEX 


433 


AUTHOR 

AFFILIATION 


House of Hep. ■ Arrred Services 
House of Rep. > Ooveriitrent Operations 


House of Rep, i Interior ( Insular Affairs 
House of Rep. I Judiciarij Comr.lttee 
Housing fr Urban Oeve lopment i Dap t. of 
Houston Lighting t> Poiiier Co. 


Human Design Group 
Hunton It Will iams 


Id Anaricasi Inc. 

IRT Corp. 

Ichthyological Assoc latesi Inc 

Idaho National Engineering Laboratory 


Illinois Poiiier Co. 


Illinois Safe Energy Alliance 
minois State Univ, 
niinoisi State of 


IlHnoisi Univ. ofi Urbana-Champafgn 


Indiana it Michigan Electric Co. 


ACCESS 1 ON 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

WUHDEft 

CATEGORY 

AFFIUEATlOtl 

NUMBER 

CATEOORV 


eOlSiOOE&S^ 

SO- 

'320 

u 

eoi21tO(J<13-* 

COMMISSION 

0015290045 

SO- 

•247 

H 

£012040406 

50-289 

U 

0O12itO167a 

COMMISSION 

0012020330* 

50- 

-367 

U 

0012000654 

PR 



8012010316 

SO- 

•395 

D 

8012020634* 

50-466 

G 

0012030655 

SO- 

•490 

0 

8012030655 

50-490 

S 

8012030666 

50- 

•490 

0 

0012030666 

50-498 

3 

0012160299 

50- 

•498 

0 

8012170329 

50-490 

K 

0012170329 

50-490 

K 

0012170333* 

50- 

490 

K 

SO 12170333* 

50- 

490 

K 

8012170420 

50- 

490 

0 

BOI2I9041Q 

50- 

490 

8 

3012190647* 

50- 

490 

0 

8012220030* 

50- 

490 

0 

8012230053 

50- 

490 

0 

8012290005 

SO- 

466 

0 

0012290091 

50- 

466 

0 

3012290163 

50- 

445 

11 

3012290295 

50- 

466 

0 

8012290344 

50- 

466 

0 

0012290641 

50- 

466 

G 

3012300251 

SO- 

445 

H 

0012300313 

50- 

445 

(1 

801230065a* 

50- 

466 

T 

3012300675* 

50- 

466 

T 

3012300692* 

50- 

466 

T 

3012300702* 

50- 

466 

T 

3012300711* 

SO- 

466 

T 

8012230335 

50- 

320 

P 

3012090263 

50- 

4 SO 

C 

0012090863 

50- 

450 

0 

8012090865* 

50“ 

450 

G 

3018090865* 

50- 

450 

0 

0012090897 

50- 

463 

0 

8018090297 

50- 

463 

0 

8012090298* 

50- 

463 

0 

0012090898* 

50- 

463 

0 

0018100471* 

50- 

463 

G 

8012100471* 

50- 

463 

0 

8012170819 

50- 

280 

0 

8012230058 

50- 

450 

G 

8012230058 

50- 

450 

0 

8012300572 

50- 

•316 

G 

8012100045 

PR 



8012100053* 

PR 



30(2190432 

NUfl 

EG 


3012160486* 

SO- 

289 

R 

3012190044 

RES 


8012190049 

RES 


3012190061 

SO- 

• 409 

P 

0012190547 

SO- 

•312 

P 

3012220106 

RES 


3012040247* 

50- 

461 

Q 

0012080340 

50- 

461 

A 

8012220154 

50- 

461 

0 

8018220162 

50- 

461 

0 

8012290165 

50- 

•461 

G 

8012310315 

50- 

461 

K 

8012310317* 

50- 

461 

K 

8018240403 

50- 

•295 

H 

8012180319 

PR 



8018080681 

SO- 

237 

G 

80120S06G3 

SO- 

367 

0 

8012020690 

50- 

367 

0 

3012300081 

50- 

237 

G 

6012300081 

50- 

237 

G 

8012300084* 

50- 

237 

G 

3012300084* 

50- 

237 

0 

8018300090 

50- 

237 

0 

3012300114 

50- 

461 

0 

8012040199 

50- 

151 

F 

8012090303 

50- 

151 

S 

3012040593* 

50- 

315 

F 

8012100533 

50- 

315 

F 

8012160493 

50- 

315 

S 

8018160496* 

50- 

315 

8 

8012180281 

50- 

315 

S 



0012180292* 

50-315 

S 


0018100312 

50-315 

P 


0018180312 

50-315 

P 


8018100313 

50-315 

P 


0018100315 

50-315 

P 


8018100317* 

50-315 

P 


0018100321* 

50-315 

P 


0012100321* 

50-315 

P 


0018190500 

50-316 

R 


0018190505* 

50-316 

R 

Indiana Univ. 

0012040140* 

CONTRACT 



0012300636 

50-367 

A 

Ind lanai State of 

S012030S23 

NUREO 



0012040401 

50-247 

H 


0012030333 

PR 



80120B046S 

PR 



8018000476 

PR 



8018030669 

PR 


Inhalation To<icology Research Institute 

0012040061 

NUREO 


Institute far Nuclear Serology 

00180305 It* 

PQIA 


Inter 1 opi Oept. of 

0018010210 

40-8743 



0012030836 

PR 



0012040108 

PR 



8012240399* 

State Progt 


8012310379 

40-8061 


In t or 1 ort Dep t. of 1 Bureau of Land 

8012010272 

40-8743 


Hanagenent 





3012080784 

REGQD 


Inter lori Oept. oft Fish & Wildlife Service 

3012030377* 

FOIA 



0012030475* 

FOIA 



3018030571* 

FOIA 



3012840293 

50-397 

C 


0012310523 

40-0745 


Inter iori Dept, of 1 Geological Survey 

0018010276 

50-361 

A 


0012030323 

NUREO 


Inter lor ( Dept, of i Na tt ona 1 Pari Service 

0012080653 

40-1341 



8012080679* 

40-1341 



8012090310 

50-367 

A 

loua Electric Light tt Poorer Co 

001 1 190090 

50-331 

0 


0012010366 

50-331 

I 


0012010400 

50-331 

8 


0012080492 

50-331 

S 


8012080495* 

50-331 

8 


8018020541 

50-331 

S 


0012020546* 

50-331 

6 


0012080603 

50-331 

8 


8012080613* 

50-331 

S 


0012050399 

SO-331 

P 


0012090294 

50-331 

0 


e0ia090296« 

50-331 

Q 


0012090318 

50-331 

P 


0012090321* 

50-331 

P 


8018U 0769* 

50-331 

0 


0012170717* 

50-289 

H 


0012190593 

50-331 

0 


0012190599* 

50-331 

3 


8012190643 

50-331 

S 


0012190650* 

50-331 

8 


0012230297 

30-331 

P 


001823031 1 

50-331 

fi 


0012230314* 

50-331 

R 


0012230457 

30-331 

P 


0012240241 

50-331 

3 


00 122402 63* 

50-331 

0 


8018290410 

50-331 

3 


8018290414* 

30-331 

8 


8012290422 

50-331 

s 


6012290420* 

50-331 

3 


6012300465 

30-331 

3 


0018300468* 

50-331 

3 

leua 1 Univ. of 

6018100211 

PR 


Itb irii H. 

8018100109* 

CONTRACT 

isham. Lincoln it Beale 

6018090132 

PH 



6018100039 

SO-44S 

M 


8018110345 

SO- to 

G 


8012110540 

50-837 

0 


0018110606 

SO- 10 

0 


0018110650 

FOIA 



0OI3I6O33S 

S0-S37 



8018160332 

50-237 



3012290248 

50-329 



0012290689 

50-237 



0012300182 

50-237 



0012300128 

50-237 



8012300225 

50-445 



434 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Island Closjfiip Nbus Service 


J. Ra<j McDermott i Co. 

JVIK Interndtlonal Corp. 

Japan 

Jaroev Cantral Power i Lijht Co, 


Johns Hoptlns Msillcal Institutions 
Oaltinoret MO 


Johnson Clti^ Press-Chronicle Johnson 
Clti), TH 
Johnston Labs 
Jirstice< Dept, of 


KMO Internotionali Inc. (Ketchwm MacLeod 
Orovel 

Kansas Oas & Electric Co. 


Kansas 8t«te Univ. 
Kaniasa UnIv. of 


Kai)e.8choler»Fl»r«an.Hays L Handler 
Koarsarje Metallurjieal Corp. 
KantuckVi State of 


Kohn, H. I. 

Lateshora Cltliens for Safe Energy 
Laurenca Livermore Laboratory 


Laynant E. S. 


LeBoeof. Lamb. Leibg 4 HacRae 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B01230D229e 50- <14 5 M 
SO i 2300324 50-237 0 
flO 1 2300324 50-237 0 
6012300333* 50-237 0 
eo 1 2300333* 50-237 G 

SO 1 2300341* 50-237 0 
8012300341* 50-237 0 
BO 1 23003i0 30- 1 3S G 


6012310283 
SOI 23102B3 

60123 !02a?4 
6012310209* 
6012110216 
80121 10542 
B012 180329 

8012240352 

8012100022* 

8012110115 

B01S220471 

8003120301 

80031 700S3 
8012010316 
8012010319 
6012020552 
6012020556* 

6012040445 
6012040469 
6012080420 
6018090177 
80 1 2090204 

6012090363 

6012090466 

8012090471* 

8012160431* 

6012160461 

6012160462 

8012160491* 

6012160546 

6012160534* 

6012220404 

8012220403* 

8012230183 

6012230468 

6012310418 

6012010522 


6012100237 

6012240130 

8012110326 

8012300040* 

8012300233 

8012300350 
8012300251 
L 6012190241 

8012020063 

6012020089* 

6012020093* 

8012090239 

6012080262 

6012080330 

6012060239 

8012100137 

6012100531 

6012160604 

8012160382 

8012110094 

8012240404* 

8012230149* 

8012290306 

6012020738 

8012020744 

8012030379 

6012040070 

8012100542* 

8012110491 

8012120307 

8012120308 

6012230370 

8012030083* 

8012030104* 

8012030112* 

8012030134* 

6011160561 


50-237 0 

50-237 0 

30-237 G 
50-237 0 

FOIA 
FOIA 
FOIA 

XPORTLIC 
CONTRACT 
XPORTLIC 
XPORTLIC 
50-219 P 

50-219 P 
50-219 S 
50-219 3 

50-219 8 

60-219 S 

50-219 6 

50-219 S 
50-219 8 

50-219 P 
50-219 F 

50-219 P 
SO-219 8 

50-219 8 

50-219 II 
50-219 V 

50-219 8 

50-219 8 

50-219 8 

50-219 S 
50-219 ft 

50-219 ft 
50-219 P 

50-219 a 

50-219 0 

PH 


PR 

70-143 

PR 

50-443 M 
50-389 11 

50-443 M 
60-445 M 
FOIA 

50-462 C 
50-482 C 

50-482 C 

50-482 C 

PR 

PR 

PR 

PR 

50-149 F 
50-320 0 

XPORTLIC 
PR 

State Prog 
CONTRACT 
50-266 0 

NUREG 
NUREG 

50-206 P 
NJREO 

30-361 A 

NJREO 

NUREG 

50-206 P 

NUREO 

27-39 

27-10 

27-10 

27-10 

50-265 P 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


6012010297 

8012090105 

801210COS4 

0012100060* 

50-244 

PR 

PR 

PR 

P 


0012150076 

50-220 

P 


80121S01S5 

50-220 

P 


6012240365 

0012290066 

8012290071 

State Prog 

70-2623 

70-2623 


8012310294 

SO-220 

0 

League Against Nuclear Dangers Minnesota 

00121 10232 

50-409 

II 

Chapter 

Legal Service of Upper East Tennessee 

0012220175 

70-143 


Limitorque Corp. 

8012180607* 

QA999 


Linn Countyi lA 

8012100635* 

50-331 

F 

Long Island Committee for Jobs iii Energy 

6012150164 

50-209 

H 

Independence 

Long Island Lighting Co. 

0012010060 

50-322 

A 


8012020723* 

50-322 

A 


8012050373 

50-322 

H 


8012100296 

50-322 

A 


8012150216 

50-322 

K 


0012150220* 

50-322 

K 


BOI 21 50225* 

50-322 

K 


8012160301 

50-322 

a 


0012240221* 

50-322 

a 


6012300479 

50-322 

E 


0012300672 

50-516 

0 

Lot Alamos Sclarttific Laboratori; 

8012310414 

50-322 

0 

8012040653 

8012190040 

6012230099 

ACR3 

NUftEO 

NUREO 


Louisiana Power t: Light Co 

0012100473 

50-392 

A 


8012180306 

50-382 

A 


B012190473 

50-382 

K 


8012190479* 

50-382 

« 


8012190540 

50-302 

e 


8012220694 

50-382 

0 


0012220699 

50-382 

a 


8012300574 

50-382 

s 

Louisiana State Univ. 

8012300581 

50-382 

3 

8012110283 

PR 


Louis lana< State of 

0O12OBO63S* 

50-416 

F 

Loulsvll la, Univ. of 

0012100159 

PR 


Lovelace Blomed 4; Environmental Research 

0012040061 

NUREG 


Instl tu te 

LowenstolniNewmaniRelsi Axelrad 4 Toll 

SOI 2020446 

50-344 

0 


8012020450* 

50-344 

0 


0012020628 

50-466 

0 


0012020634* 

8012000531 

50-466 

Pft 

G 


8012090325 

8012100062 

50-344 

PR 

G 


0012110014 

50-367 

0 


GO 12290005 

50-466 

0 


8012290048 

50-344 

0 


8012290091 

50-466 

0 


8012290156 

50-466 

T 


8012290235 

50-367 

G 


0012290295 

50-466 

0 


6012290390 

50-309 

(1 


8012290641 

50-466 

0 


8012300451 

50-344 

0 

Lower Allouays Creeki NJ 

6012300457* 

50-344 

G 

6012290397 

50-272 

0 

MD Color Photo 

8012300163* 

CONTRACT 


KHB Technical Associates 

8012170602* 

50-443 

0 


8012300093* 

50-237 

0 

MPR Assoclatesi Inc, 

0012080505* 

CONTRACT 


Halno Yankee Atomic Po^iier Co. 

0012150286* 

50-155 

P 

8012020208 

50-309 

P 


8012020589 

50-309 

R 


0012020597* 

50-309 

R 


0012100319 

80-309 

0 


0012110516 

50-309 

G 


8012130082 

50-309 

F 


8012190469 

50-309 

P 


8012230430 

50-309 

P 


8012300478 

50-309 

S 


8012300403* 

50-309 

S 


8012300326 

50-309 

R 


0012300529* 

50-309 

R 


0012310278 

50-309 

P 

Ma 1 1 Inckr od t< inc. 

8012080281 

8012080303 

PR 

PR 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Hapleton Interveners 
Harriet > D, 

Martti S: HtLeunani Inc. . M fc M Nyclear 
Cons u 1 tan t«p Inc , Dlv, 


pMarubenI America Corp. fsubs. pf Marubeni 
Carp. ) 

f1aryl«nd> State 
HarijJandi Univ. of 

Harvlandi Univ. ofi Baltlmere 


Kason t Hangar - Sitae Mason Co. i Inc. 
Massachusetts Instituts of Technology 


Massachusetts Voice of Energy 
Massachusetts! State of 


Matheton Oas Products 

Mayor. Broun k Platt 
McCulloughi E. R 
McHod Laboratories 
Mead Johnson k Co. 

Medical Center of Vermont Bur 1 ing t oni VT 


Memorlai Hosp. of Carbondale Carbondala< 
IL 

Memorial Hosp of Mason County Ludingtoni 
Ml. 

Memorial Si oan-Kettering Cancer Center 
New Vorti l(Y 

Memphis State Univ. 

Mercer. PA 

Merck Sharp k Oohme 

Metoorologleal Evaluation Servicesi Inc. 
Metropolitan Edison Co. 


ACCESSION 

UUMSER 

SUBJECT 

CATEOCRV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECOBV 

a012110S'04 

PR 



BO 12 160499 

50-320 

g 

S0(20SO&4? 

SO- 329 

0 


80l2160300e 

SO -320 


sot 3290271 

SO-466 

0 


0012160321 

30-289 

p 

0012290^27 

50-466 

0 


0012170481 

50-289 

p 

8012010395 

50-302 

J 


0012190317 

50-289 

n 





B0I2190S1B 

50-320 

p 

80120ID360 

50-272 

J 


00121909194 

30-289 

R 

GO 120 10 360 

50-272 

J 


0012190391 

30-320 

s 

S012020473 

30-327 

J 


0O1222OOSOe 

50-209 

Q 

0012020478 

50-335 

J 


00(2220239. 

90-209 

P 

0012020962 

30-69 

J 









8012220237 

30-320 

P 

0012100911 

30-337 

J 


0012220383 

90-320 

P 

0012240379 

XPOftTLlC 



80122203004 

30-320 

P 





0012230479 

30-320 

a 

00123403004 

XPORTLIC 



00122304804 

50-320 

3 

00122903704 

30-320 

H 





00122305294 

50-166 

F 


80 12270 187 

50-209 

F 





80122904614 

50-209 

F 

0012000216 

PR 



8012270663 

30-320 

0 

0012000220 

PR 



80123001604 

80-320 

0 

8012060312 

pn 



8012300308 

30-209 

P 

80120B0317 

PR 






0012100233 

PR 



0012300490 

50-320 

a 





00123004934 

80-320 

a 

00121 10106 

PR 



8012300608 

50-209 

p 

0012120217 

KUREO 



0012300621 

30-320 


8012120390 

NUREO 



8012300627 

50-320 

p 

0012030606 

30-20 

0 





00120403494 

PR 



8012300641 

50-320 

p 





8012300643 

50-320 

p 

0012000794 

NUREO 



8012310310 

50-320 

p 

00121600094 

FOTA 



8012310324 

90-320 

p 

80121600124 

FOIA 


Hlchlgan. Univ. af 

0012020224 

RE8 


00 1 22303 19 

NUREO 






0012030704 

50-209 

H 


0012040208 

50-2 

F 





0012100191 

PR 


001 11903834 

50-443 

A 

Hichlgani Univ. of. Medical School 

8012120374 

PR 


001 11903964 

50-443 

A 

Kicrographic Systems Technology 

8012020774 

FOIA 


00120304794 

FOIA 


Consul tents. Inc . IMBTC. Inc. ) 




00120309134 

FOIA 


Micro tech Industries. Inc. 

00120909674 

CONTRACT 


0012240398 

XPORTLIC 










00120705734 

CONTRACT 


6018290527 

70-1308 


Mid-America Legal Foundation 

8012220300 

27-39 


0012160005 

50-10 

0 


8012230006 

27-39 


0012110317 

PR 


Milton 6. Harshey Madlcal Center 

8012110176 

PR ■ 


0012000123 

PR 


Hersheyi PA 




00091904634 

40-0106 


Minerals Esgloratton Co. <iubs. of Union 

8012010036 

40-0304 





Oil Co. of California) 




00120007354 

40-0106 






0012000662 

PR 


Mississippi Pouer $: Light Co. 

8011280064 

30-416 

K 





80112000674 

30-416 

K 

0012090066 

PR 



8012020449 

30-416 

C 





8012020491 

70-2936 


0012180233 

PR 



8012090564 

70-2936 


0012120142 

PR 










8012050564 

50-416 

A 





80120903844 

70-2936 


00120006234 

CONTRACT 



0012000184 

REOOO 


00121004174 

CONTRACT 



80120006064 

50-416 

F 

0012100221 

PR 



80120006064 

50-416 

F 

6012120010 

PR 






8012000260 

REOOO 



80120007214 

50-416 

F 





60120007214 

50-416 

F 

0012010105 

30-320 

P 


80120007274 

30-416 

F 

8012020464 

50-209 

P 


80120007274 

50-416 

F 

80120204604 

50-209 

P 


0012090246 

50-416 

8 

0012020515 

50-320 

P 





8012020532 

50-320 

P 


0012070246 

50-416 

a 





8012090259 

30-416 

a 

00120206744 

30-209 

0 


0012090259 

50-416 

0 

0018020791 

30-209 

0 


8012090968 

30-416 

a 

80180207994 

30-209 

0 


GO 12090368 

50-416 

a 

0018040293 

50-209 

p 





0012040441 

30-320 

8 


0012100941 

50-416 

a 





□012100343 

50-416 

a 

0012040613 

30-320 

0 


8012100943 

80-416 

a 

0012090365 

50-320 

P 


0012110239* 

30-416 

0 

8012090396 

50-320 

P 


6012150011 

50-416 

a 

0012090412 

90-320 

P 





0012090348 

90-209 

P 


0012130233 

30-416 

a 





8012150253 

50^416 

a 

8012090363 

30-320 

0 


8012160277 

50-416 

h 

0012090394# 

30-320 

s 


8012160201 

30-416 

a 

0012100177 

30-209 

T 


8012160201 

50-416 

a 

0012100451 

50-320 

P 





80121004594 

30-320 

P 


8012160497 

50-416 

k 





8012170304 

50-416 

a 

0012110407 

30-320 

P ' 


8012170429 

50-416 

s 

8012110507 

30-320 

P 


80121801034 

30-416 

0 

0012190169 

50-320 

6 


8012190327 

30-416 

a 

80121901684 

50-320 

9 





8012190260 

90-320 

0 


8012190927 

80-416 

a 





8012230429 

30-416 

a 

8012160273 

90-320 

P 


8012240230 

S0-4I6 

A 

8012160367 

50-320 

P 


8012300098 

30-416 

a 

8012160421 

50-2S9 

f 


8012300489 

50-416 

c 

8012160446 

50-269 

<1 





8012160452 

90-320 

P 

Hi f slss 1 pp li State of 

80120806154 

50-416 

(t 




Hlseistlppli Univ. ofi 

8012060226 

PR 
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CORPORATE SOURCE INDEX 


AurnnF! 

affiliation 


Hissaurti Univ. oFi Columbia 
Mitre Carp. 


Mitsubishi International Carp. (subs, of 
Mitsubishi Carp. 1 


Montao'hBpy CauntyiMO 
Moratorlun. Inc. 

Moraan County Mefflorial Hosp. Nartlnsvlll 
e. IN 

Morgan. Leuls t Sot k I us 


Morton Norulch Protfucts. Inc,. Mortor 
Salt Dlv. 

Huddg Run Ecological Laboratorg. RMC 
Ecological Dlv. 

N. M. Meumark Consulting Engineering 
Services 


NP8 tndustriosj fnc. 
NUS Corp. 


National Academg of Sciences 
National Audubon Society 
National Council on Radiation Protection 
ft Measurements 

National Economic Research Associates. 
Inc. 


National Naval Medical Center Beti 
National Treasury Employee Vnion 
National Valve i Mfg. Co. 

Natural Resources Defense Council 


Navy. Dept, of 


Nebraska Public Pouer District 


New England Coalition on Nuclear 
Pollution 


Nsiu England Nuclear Corp. 

New England Tank Cleaning Co. 


ACCESSION 

NUMBER 

SUDJECT 

category 

Q015QG02S5 

PR 


8012170731 

RES 


8012170704* 

RES 


8012170769* 

RES 


8012290b] D 

NUREO 


B012290bl9 

NUREO 


f aoi21000A2 

kPORTLIC 

SOI 2230302 

XPORTLIC 

8012230206* 

XPORTLIC 

B012290270 

50-170 

tl 

8012220258* 

FOtA 


6012170193 

PR 


8012170234 

Pfi 


801 2120646 

SO-409 

0 

6012180227 

PR 


SO 12300368 

50-409 

0 

8012100173 

PR 


SO 1 2300275* 

50-171 

R 

8012300262* 

50-171 

n 

8012060767 

70-754 


60 1 2060774* 

70-734 


8012080779* 

70-754 


8012150252 

50-329 

8 

8012030903 

27-39 


8012240036* 

CONTRACT 

8012100423* 

CONTRACT 

8012300263 

50-320 

n 

6012230494 

ORO 


6012300677* 

50-466 

T 

6012300662* 

SO-466 

T 

0 80121)0195 

PR 


80I2010196* 

71-9073 


8012080291* 

0A999 


8012110246 

PR 


80121 10562 

50-320 

P 

8012180339 

FOIA 


8012240370* 

State Prog 

8012290052 

70-2623 


8012290313 

70-2623 


6012290319* 

70-2623 


6012030036* 

FOIA 


8012030050* 

FOIA 


8012030066* 

FOIA 


6012030006* 

FOIA 


6012030094* 

FOIA 


8012030107* 

FOIA 


8012030109* 

FOIA 


8012030116* 

FOIA 


8012030168* 

FOIA 


8012030173* 

FOIA 


8012030160* 

FOIA 


60 12030195* 

FOIA 


8012030226* 

FOIA 


8012030320* 

FOIA 


8012030393* 

FOIA 


6012030512* 

FOIA 


8012080817 

71-39 5 


8012080919* 

71-395 


80121 10504 

71-400 


80)2110506* 

71-400 


80121 10308* 

71-400 


8012010405* 

50-298 

0 

Q0I20 30706 

50-298 

6 

8012030713* 

50-298 

S 

3012090335 

50-298 

P 

6012150079 

50-296 

R 

8012150061* 

50-296 

f? 

8012)60128* 

50-298 

0 

6012180232* 

50-296 

0 

8012230334 

50-296 

0 

8012240287 

50-298 

p 

6012300623 

50-290 

P 

8012020673 

50-4.13 

0 

8012170675 

50-443 

c 

6012290322 

SO-443 

0 

0012110344 

PR 


8012120096 

PR 


0012030484* 

FOIA 



AurHQfi 

AFFIHATIOH 


ACCESSION 

NUMBER 


SUnUECT 

CATEGORY 


New Ho.npshlre Clamshell 
New Jersey. State of 


New Mexico. Stale of 


Ne.p Mexico. Vni v. of 

New Orleans Edison League 

New York Univ, Medical Center New Yorl 

New York, State Univ. of, Stony Urooi 

New York. State of 


New Vork.UV 


New York, State Univ. of. (Albany) 

New YorkiStabe Univ, of, College of 
Environ Sc 1 i. Forestry 
Newberry Township TKI Steering ComTiittee 
Newport News Industrial Corp, (sobs, of 
Newport News Shipbuilding b DryDoek Co, ) 

Niagara Mohawk Power Corp. 


Nissho-Iwal Anerlcan Corp, 


North Carolina State Univ. 
North Carolina. State of 


North Dakota, State of 

Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) 


8012030500* 

FOIA 


2012030547* 

FOIA 


8012030580* 

FOIA 


8012030593* 

FOIA 


8012030665* 

FOIA 


0012040418 

S0-2B9 

C 

B0120206R7* 

50-289 

0 

0012030455* 

FOIA 


8012220395 

S0-3S2 

D 

0012010037 

Prog 

6012220194* 

FOIA 


8012220200* 

FOIA 


0012220207* 

FOIA 


6012220243* 

FOIA 


0012220246* 

FOIA 


8012160197 

PR 


8012110360 

50-289 

II 

' 8012100243 

PR 


8012240309 

NUREC 


8012050038 

State Prpg 

8012050056* 

State Prog 

8012050383 

50-247 

U 

6012110296 

PR 


0012300408 

50-302 

K 

8012030501* 

FOIA 


0012110067 

PR 


0012000012* 

CONTRACT 

6012800636 

50-367 

A 

6012300264 

50-209 

0 

8012190471 

TOPRBP 


8012010350 

50-410 

0 

8012030810 

50-410 

0 

8012040424 

so-asQ 

p 

8012040453 

60-220 

p 

8012040577 

50-220 

0 

6012040592* 

50-220 

0 

5012090015 

50-220 

0 

801 2090345 

50-410 

s 

6012100472 

50-220 

s. 

8012100475* 

50-220 

s 

6012100477 

50-220 

s 

8012100461* 

50-220 

s 

6012120637 

50-220 

0 

6012160474 

50-220 

R 

60I2I60480* 

50-220 

R 

8012190399 

50-220 

P 

8012190448 

50-4 1 0 

s 

8012190475 

50-220 

p 

6012190514 

50-220 

p 

6012230321 

SO-220 

p 

6012230462 

50-410 

s 

6012230472 

50-220 

p 

6012290446* 

50-220 

0 

8012290491 

50-220 

0 

8012300503 

50-220 

p 

8012310294 

50-220 

0 

8012170317 

xponrcic 


6012230235 

XPOHTlIC 


6012120199 

PR 


6012010015 

71-6717 


8012010298 

71-399 


6012010302* 

71-399 


6012240377* 

50-369 

F 

6012240383* 

State Prag 

6012240435 

PROJ 


8012010101 

50-245 

P 

8012020253 

50-336 

P 

6012020336 

SO-336 

P 

8012020529 

50-336 

a 

0012020535* 

50-336 

s 

6012020573 

S0-24S 

p 

6012040151 

50-336 

a 

6012050262 

50-245 

p 

80(2060230 

50-336 

Q 

8012060712 

NUREO 


8012090012 

50-245 

p 

0012090172 

50-213 

0 

8012090172 

50-213 

0 

6012120379 

71-6144 


6012160117 

50-213 

p 

8012160371 

50-24S 

p 

6012170056 

PR 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATIOW 


hiortlieait Utilities 


Northeast Utilities Service Co. 
Nortlieastarn Univ. 

Northern Indiana Public Service Co. 


Northern States Po’jcr Co 


ACCESSION 

SUDJECT 


AUTHOR 

ACCESSION 

SUSUECT 

IJUHBEfl 

CATESCIRV 

APFILIATIOM 

NUDIDER 

CATESORY 

9012170333 

PR 



00123003054 

50-262 

0012(80451 

50-245 

P 


S0123G03I04 

50-208 

90 1 2220 1 93 

50-24S 

0 


90123003104 

50-202 

90122302^2 

50-213 

P 


0012300370 

SO-263 

e0192302<b2 

50-213 

P 


90123006054 

50-263 

8012230262 

50-213 

P 


00123006114 

90-263 

8012230342 

SO-245 

R 

Northrop Research t< Technical Center 

9012170314 

50-167 

80 122303434 

50-245 

R 


00121703244 

90-167 

8012230346 

50-336 

R 

Not t hues tarn Univ. 

B0120401764 

50-320 

Q0122303474 

50-336 

R 


0012120092 

PR 

8012230394 

50-336 

S 

Notre Dane. Univ, of 

0012030210 

PR 

80122303994 

50-336 

S 


6012100206 

PR 

8012230465 

50-336 

S 

Nuclear Assurance Corp. 

6012240307 

71-6690 

80122304714 

50-336 

S 

Nuclear Chern Disposal Corp 

80120304484 

FOIA 

8012230499 

50-245 

S 

8019030499* 

FOIA 

B012230499 

50-245 

s 


8012030S204 

POIA 

9012310389 

50-245 

0 


0012030528* 

paiA 

8012020769 

TOPREP 



0O;12O3O6]9* 

FOIA 

9012220123 

50-245 

a 

Nuclear Corp. of Arhorlca Isotopes 

0012030034* 

FOIA 

9012270290 

50-245 

p 

Specialities Co. Div. 

60 1 8030227* 

FOIA 

9012300635 

50-245 

s 




9012050712 

NUREO 



SOI 8 030269* 

FOIA 

9012220609 

NUREO 



8018030280* 

FOIA 

9012020427 

50-367 

A 


6012030300* 

FOIA 

90120207034 

50-367 

0 


8018030309* 

FOIA 





8018030397*- 

FOIA 

90 1 2030593 

50-367 

R 




9012090182 

50-367 

R 


8012030535* 

FOIA 

8012110014 

50-367 

0 


9012030551* 

FOIA 

8012160313 

50-367 

R 

Nuc lear Energi; Service. Inc . 

8012020310* 

SO -409 

9012190130 

50-367 

R 

0012080495* 

50-409 





0012180304* 

50-322 

9012240150 

50-367 

A 




8012240431 

50-367 

R 


6012180309* 

50-322 

9012270181 

50-367 

0 


8012180311* 

50-322 

9012290235 

50-367 

0 

Nuclear Fuel Services. Inc. (subs, of 

8018010567 

70-143 

9012300708 

50-367 

Q 

Oetttj Oil Co. ) 

0012040513 

70-143 

9012310439 

SO- 367 

0 


,0012090004 

50-201 

9012010070 

50-202 

p 



9012010351 

60-263 

F 


BO 12100676* 

70-143 

9012010477 

50-292 

6 


8012160269 

70-143 

90120104934 

50-202 

S 


□012830432 

70-143 




Nuclear Fuel Services. Inc.i Meet Uallsip 

8012040362 

50-201 

8012020332 

50-202 

F 

Reprocessinp Plant 



9012020476 

50-263 

S 

80 1204041 O'* 

90-201 

B0I20BO319 

50-992 

P 




8012080319 

50-202 

P 

Nuclear Transport 4. Storage. Inc. 

8012280139 

XPORTLIC 

90120803234 

50-202 

P 

Nueces Cauntg. TX 

9012030660* 

FOIA 




Oak Ridge National Laboratory 

8012100170 

RES 

90120803234 

50-202 

P 

0012110003 

RES 

90120003294 

50-202 

P 


0012100050 

RES 

00120803294 

50-202 

P 




80120803604 

50-263 

F 


0012170169 

RES 

90120803644 

50-263 

F 


8012190199 

RES 





8012190208 

RES 

9012070006 

50-202 

0 


8012220181 

NUREO 

0018070376 

50-202 

3 


8012300636 

50-367 

90120703814 

50-202 

8 




0012070396 

50-306 

S 

Office of the Federal Register 

0018290290* 

ORO 

90120704024 

50-306 

S 

Offshore Power Systems (subs, of 
Hestinghouie Electric Corp. ] 

0012060142 

PR 

0012100047 

50-404 

0 

0012090042 

PR 

9012150049 

50-263 

R 


6012150114* 

Sa-027 

90121500514 

50-263 

R 

Ogle Petreleun. tnc. 

□011170003 

40-0745 

9018150193 

50-292 

S 



40-0745 

0012150191 

SO -202 

S 


0011170009* 




5012100463 

40-6673 

0O121SO19V4 

50-292 

S 


5012300300 

40-8745 

9012160453 

50-202 

R 


50123005134 

40-B74S 

90121604594 

50-202 

R 

Ohio Agriculture Research i Development 

5012180318 

PH 

50121604594 

50-202 

R 

Center 



8012170640 

50-202 

0 

Ohio State Univ. 

5012] 10170 

PR 

9012180010 

50-263 

0 


00121 10796* 

90-150 

9012220177 

50-282 

0 

Ohio. State of 

0012050075 

PR 

8012220177 

50-202 

Q 

Omaha Public Power District 

0011100369* 

90-285 

9012220162 

50-263 

Q 


0012020607 

90-209 

8012220734 

50-202 

0 


0012020616* 

50-205 

9012220734 

50-202 

0 


6012020670 

50-805 

8012230278 

50-263 

P 


8018020679* 

50-285 

90L223026S 

50-263 

P 


0012040376 

PR 

80122302974 

50-263 

P 


0012090092 

PR 

80122302994 

50-263 

P 


0012100480 

50-205 

8012240290 

50-282 

0 


B0I21004Q4* 

50-803 

80122402944 

50-202 

Q 


6012120210 

90-265 

80122402944 

50-202 

Cl 


6012190024 

90-289 

8012300214 

50-202 

P 


8012190539 

30-205 

8012300214 

50-262 

P 


8012190542* 

50-285 

9012300246 

50-263 

P 


6012220379 

50-265 

8012300263 

50-202 

P 


6012220607 

50-805 

9012300302 

50-202 

P 

Oncavaga. Nark 

9012390400 

30-830 

8012300302 

50-282 

P 

Oregon State Univ. 

6012300453 

50-243 

90123003034 

50-282 

P 





P 

P 

P 

P 

P 

P 

R 

R 

H 


P 

P 

Q 

Q 

0 


Q 


R 

R 


A 


P 


0 

P 

9 

8 

8 

8 


9 

S 

0 

8 

A 

R 

P 

Q 

9 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOH 


0p»8«ni Stafee of 


PRC Plarinln; ft Economic*, AJan 
Voorlioaf ft Asooeiatci Div. 


Pacific Oa* & Electric Co. 


Pacific Pumps Div. 

Palo* Coffloiunltv Hosp. Paio* Park, 
Par Syttams Corp. 

Paramatar, Inc. 

Papr-Rlehmonil Terminat Co, 


ACCESSION SUBJECT 

NUtIBER CATEOORV 


8012080243 

PRQJ 


8012240379* 

State 1 

Prog 

80123004574 

50-344 

0 

8012080007* 

50-443 

F 

8012080007* 

50-443 

F 

80120800124 

50-443 

F 

80120804404 

50-443 

F 

80120804404 

50-443 

F 

80122904734 

50-275 

F 

8011260125 

50-275 

A 

8012040119 

PR 


8012040520 

SO-275 

A 

8012040520 

30-275 

A 

8012050293 

50-275 

A 

8012050293 

50-275 

A 

8012050430 

50-275 

A 

8012050430 

50-275 

A 

8012080335 

50-275 

A 

eoi2aao33s 

50-275 

A 

8012090008 

PR 


8012090235 

50-275 

A 

8012090235 

50-276 

A 

8012090329 

50-275 

A 

SOI209O32? 

50-275 

A 

8012090338 

50-133 

P 

8012090360 

50-275 

A 

8012100470 

50-275 

A 

QOI2100470 

50-275 

A 

80(2110386 

50-275 

F 

8012110386 

50-275 

F 

80121 10526 

50-275 

A 

8012110526 

50-275 

A 

80121105304 

50-275 

A 

80121105334 

50-275 

A 

8012150046 

50-133 

R 

8012150047* 

50-133 

R 

8012150149 

NUREO 


8012160158 

50-275 

A 

8012160362 

50-275 

8 

8012180274 

PR 


6012190225* 

50-272 

P 

a0t2240i29e 

30-273 

F 

8012240134* 

50-275 

F 

8012290008 

50-275 

Q 

8012290008 

50-275 

Q 

8012290086 

50-275 

A 

8012290136 

30-275 

A 

6012290136 

30-275 

A 

80122904694 

SO-275 

F 

8012290469* 

50-275 

F 

8012290542 

50-275 

0 

G0123003S2 

50-275 

0 

8012300352 

50-275 

0 

8012300466 

50-275 

Q 

6012300466 

50-275 

Q 

8012300545 

50-275 

F 

8012310274 

50-275 

0 

8012300773 

XPORTLIC 


8012180266 

PR 


8012080040 

XPCIRTLIC 


8012100073* 

50-313 

P 

8012310602* 

CONTRACT 


8012030026* 

FOIA 


80120300324 

FOIA 


80120300514 

FOIA 


80120300674 

FOIA 


80120300624 

FOIA 


80120300694 

FOIA 


S0120300814 

FOIA 


80120300884 

FOIA 


80120300924 

FOIA 


8012030111* 

FOIA 


8012030119* 

FOIA 


80120301664 

FOIA 


8012030168* 

FOIA 


8012030207* 

FOIA 


8012030218* 

FOIA 


8012030294* 

FOIA 


8012030330* 

FOIA 


8012030355* 

FOIA 


8012030357* 

FOIA 


8012030360* 

FOIA 


8012030367* 

FOIA 


8012030369* 

FOIA 



AUTHOR 

AFFILIATION 


Pathfinier Mines Corp. 

Paul Heuard Associates 
Pennsylvania Power ft Light Co. 


Pennsylvania Voice of Energy 
Pennsylvania, State of 


People Against Nuclear Energy 
Perkins. Coia, Stone, Olsen ft Williams 


ACCESSION 

NUMBER 


Q0120a03S3e 

80I2030407e 

S012030411* 

S012030421« 

8012030427* 

0012030431* 

8012030436* 

8012030437* 

8012030433* 

8012030469* 

8012030481* 

8012030490* 

8012030493* 

8012030496 

8012030499* 

8012120378 

8012160305 

8012150008 

8012010326 

8012010326 

8012020448 
801 20204 S2 
8012020452 
8012020585 
8012020585 

8012020588 

8012020588 

8013030663 

8012030663 

00120803634 

8012080390* 

8012090353 

8012110415 

8012160039 

8012160039 

8012160348 

8012160348 

8012190028 

8012190573 

9012190573 

80122204324 

8012220463 

8012230337 

8012230474 

8012230474 

80122304774 

80122304774 

8012240190 

8012290171 

8012300069 

8012300069 

80123000754 

80123000754 

8012300306 

8012300306 

8012300661 

8012300661 

8012310098 

6012310098 

8012310302 

8012310302 

8012310383 

8012230003 

8012080488 

6012290003 

8012290198 

8012310307 

8012300264 

8012240446 

8012310368 


SUBJECT 

CATECQRV 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

FOIA 

FOIA 

FQIA 

FOIA 

FOIA 

FQIA 

40-6622 

40-2259 

FOIA 

50-387 8 

50-387 S 

50-387 A 
50-387 S 
50-387 8 

50-387 S 
50-387 8 

50-387 S 
50-387 a 
50-387 8 

50-587 a 
50-307 0 

50-387 « 

50-387 A 
50-387 A 
50-387 A 
50-387 A 

50-387 A 
50-387 A 
70-2937 
50-387 S 
50-387 S 

50-387 0 

60-387 A 
50-387 8 

50-387 K 
50-38 7 K 

50-387 K 
50-387 K 
50-387 V 
50-387 0 

50-307 0 

50-387 0 

50-387 0 

50-387 0 

50-387 A 
50-387 A 

50-387 a 
50-387 a 
50-387 F 
50-387 F 
50-387 F 

50-387 F 
50-387 0 

50-289 H 
PR 

50-289 0 

50-2S9 0 

S0-2S9 0 

50-289 0 

so-saa o 

50-522 0 


Philadelphia Electric Co. 


8012010249 

8012010289 

8012010440 

80120104554 

8012010461 


50-277 F 
50-277 S 
50-277 a 
50-277 B 
PR 


8012010472 

0O12O2O3Sa 

8012020358 

8012020471 

8012040393 

80120403974 

8012040411 

0012040419 

6012040429 

8012040439 


50-277 S 
50-277 P 
50-277 P 
50-352 A 
50-877 P 

50-277 P 
50-278 a 
50-277 , a 
50-277 S 
50-277 a 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFluIATION 

ACCESSION 

tlLUIOER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUHBER 

SUBJECT 

CATEGORY 


BOl 20501 10 

PR 


Poiuer Authority of the State of New York 

6012010409 

80-333 

S 


SO 1 2060190 

REOOD 



6012010410 

90-266 

s 


6012060424 

50-352 

A 


8012010415* 

90-286 



B01209029ae 

SO-463 

0 


8012010429* 

90-333 

s 


601209029Q* 

50-463 

G 


8012030592 

90-286 

p 


8012090441 

50-276 

S 


BO 12030707 

90-286 

p 


6012090455 

SO-277 

s 


8012030933 

80-333 

0 


8012090464 

50-277 

8 


8012050431 

50-333 

3 


8012090470* 

SO-277 

S 


8012050444* 

50-333 

8 


8012100471* 

50-463 

G 


8012080170 

REOOO 



6012100471* 

50-463 

G 


eoi2oao45s 

50-333 

S 


6012100490 

50-278 

S 


8012080459* 

90-333 

s 


6012100493 

50-352 

A 


8012080624 

50-286 

a 


6012100499* 

50-278 

S 


8012090003 

90-333 

a 


6012150141 

50-277 

P 


8012090155* 

50-333 

a 


6012150141 

SO-277 

P 


8012090375 

90-286 

p 


6012160267 

50-277 

R 


8012100224 

90-333 

0 


8012160267 

SO-277 

n 


8012100457 

90-333 

V 


6012160273* 

SO-277 

R 


8012150109 

90-286 

a 


8012160272* 

SO-277 

R 


8012150127 

90-333 

a 


6012160276* 

50-277 

R 


8012150130* 

90-333 

8 


6012160276* 

SO-277 

n 


8012150132 

90-286 

S 


6012160473 

50-277 

R 


8012190139* 

90-286 

a 


6012160473 

SO-277 

R 


8012160360 

90-286 

0 


6012160475* 

50-277 

R 


8012160363* 

90-286 

0 


8012160475* 

50-277 

R 


BOl 2160502 

30-333 

R 


0012170633 

50-270 

8 


B01216DS0S* 

30-333 

R 


6012170641* 

50-278 

8 


BOl 2160530 

90-333 

B 


6012180247 

50-277 

S 


8012160536* 

50-333 

8 


6012160250* 

50-277 

Q 


6012170392 

50-286 

P 


6012230353 

60-277 

6 


8012170361 

90-286 

8 


6012230359* 

50-277 

S 


B0121B0271 

PR 



6012230359 

50-277 

8 


8012190033 

71-9080 



6012230493 

50-277 

P 


6012190464 

50-286 

P 


6012300051* 

50-277 

Q 


8012220316 

90-286 

R 


8012300270 

50-171 

R 


EI012220321* 

90-286 

R 


6012300527 

50-352 

S 


8012230381 

50-333 

P 


6012300549 

50-352 

A 


8012290420 

90-286 

8 


6012300616 

50-277 

R 


8012290429* 

90-286 

8 


6012300616 

50-277 

R 


6012290432 

50-333 

8 


6012300624* 

50-277 

R 


8012290437* 

90-333 

0 


6012300624* 

50-277 

R 


6012290439 

50-333 

8 


6012310310 

50-277 

P 


6012290441 

90-333 

8 


BO 123 10320 

50-276 

B 


8012290443 

90-333 

a 


6012310323* 

50-276 

S 


6012290447* 

90-333 

8 


6012310327 

50-277 

P 


8012290451* 

50-333 

8 

PlcScBP Corp, 

6012110391* 

71-5796 



0012290493* 

90-333 

8 


6012160603 

71-350 



8012290468 

SO-333 

3 

Pttttturghi Uoiv. of 

6012110334 

PR 



8012290474* 

50-333 

8 

Pol UcV.li S, 

8012300196 

50-142 

0 


8012300942 

50-333 

S 


6012300203* 

50-142 

0 


8012300546* 

50-333 

8 

Port«r County Chapter tntervenort 

6012100066 

50-367 

0 


8012300992 

50-286 

P 

Portland Cenent Aeiociation 

6012240051* 

CONTRACT 



8012300964 

50-333 

P 

Portland Oeneral Eleetrle Co. 

6012020450* 

50-344 

Q 


8012300630 

90-333 

S 


6012020560 

50-344 

P 


8012300633* 

90-333 

6 


6012060461 

50-344 

P 


6012300695 

50-333 

S 


6012090076 

PR 



6012300662* 

50-333 

6 


8012090215 

50-344 

P 

PreeHent of US L Exaci/tlve Office* 

8012240020* 

COnMIBSIDN 


6012090217* 

50-344 

P 

Pret* Intclllgenctfinc. 

8012120062* 

CONTRACT 



6012090227 

TOP REP 


Pr Inc eton Un Iv. 

8012020375* 

lOCFR 



8012150056 

50-344 

R 


8012080259 

PR 



6012150057* 

50-344 

R 


8012120151 

Pft 



6012150061 

50-344 

S 


8012120199 

PR 



6012160437 

50-344 

P 


8012120196 

PR 



8012170053 

PR 


Pro-Tech Support Servl e *»!■ Inc . 

6012160017 

FOIA 



6012160325* 

50-344 

Q 

Provincetouhr HA 

8018030489* 

FOIA 



6012230305 

50-344 

8 

Public Cltiien Litigation Group 

8012290535 

80-367 

0 


6012230313 

50-344 

P 


8012290938* 

80-367 

0 


601223045S 

50-344 

8 

Public Intareit iletaarcli Orcup< Ni<u York 

6012150136 

50-247 

0 


6012230455* 

50-344 

S 


6012150140* 

90-247 

0 


6012230466 

50-344 

8 


8012150169 

90-3 

M 


6012230469 

50-344 

S 

Public Service Co. of Coloraila 

6011290201 

90-267 

R 


9018300299 

50-344 

F 


0011290495 

90-267 

8 


8012300405 

50-344 

S 


6011250901* 

90-267 

B 


6012300553 

50-344 

a 


8012010436* 

80-267 

0 


6012300556* 

50-344 

8 


8012020594 

80-267 

3 


6012300560 

80-344 

8 


8012020963* 

80-267 

8 


6012300561 

50-344 

P 


8012020963 

90-267 

B 


6012300565* 

50-344 

B 


8012020975* 

90-267 

8 


6012300566 

50-344 

S 


8012040404 

80-267 

P 


6012300573* 

50-344 

s 


8012090408 

90-267 

a 


6012300616 

50-344 

s 


9012090419* 

90-267 

a 

Potomac Alliance 

6012100006 

PR 



8012100332 

50-267 

R 

Potomac Electric Pouer Co. 

6012310216 

50-4 4B 

0 


8012100337* 

90-267 

R 

Poudor River Ba«in Resource Council 

6012160767* 

40-6743 



8012100444 

80-267 

P 
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AUTHOR 

AFFILIATION 


ACCeSSIDN SUBJECT 

NUMBER CATEGORY 


0012100445 * S 0 - 2 A 7 P 
6012100405 S 0 - 2 A 7 fi 
6012100491 * 50 - 2 «b 7 S 
6012100503 50-267 6 
6012100509 * 50-267 S 


Public Service Co, of Inilianai Inc, 


Public Service Co. of Neu Hampehira 

Public Service Co. of OklaboiTia 

Public Service Electric ti Oae Co. of Meu 
Jersey 


6012100515 

6012100521 * 

6012100524 

6012100537 * 

6012120130 

6012120152 

6012160146 

8012170417 

6012190419 

6012230456 

6012240237 

6012290231 

6012290267 

6012290435 

8012290442 * 

6012300562 
6012300567 * 
QO 12300591 
6012040347 * 
6012040347 * 

6012040394 
6012040400 
6012050103 
SOI 2220 16 S 
6012220165 

8012220228 

6012220323 

6012220323 

0012220337 

6012220337 

601 1 190375 * 

6012090232 * 

6012110566 

8012230010 

6012090037 

8012100039 

0012010001 

8012010002 

0012010004 

6012010005 

0012010003 

0012010304 

6012010303 * 

6012010393 

8012010401 

0012010490 

6012020137 

6012020137 

6012020148 * 

6012020148 * 

60 1 20201 SS* 

6012020155 * 

0012020495 

6012020483 * 

6012020540 

8012020550 * 

6012020570 

0012020645 

8012020652 * 

6012020655 

6012020663 * 

5012030620 

5012030624 

5012030630 

8012040447 

8012040621 

5012050362 

5012050355 * 

6012050122 * 

60120 DOI 31 * 

50121 10403 
80121 10409 * 
6012150121 
6012150124 * 
5012160340 

8012160343 * 

8012160443 

8012160450 * 

8012170413 


50-267 S 
50-267 S 
50-267 S 
50-267 S 
50-267 Q 

50-267 P 
50-267 P 
50-267 0 
50-267 P 
50-867 P 

50-267 P 
50-267 P 
50-267 P 
SO -267 S 
50-867 S 


50 -267 

S 

50 -267 

s 

50-267 

P 

50-546 

Q 

50-546 

0 

30-546 

S 

50-546 

PR 

a 

50-546 

0 

50-546 

Q 

50-546 

S 

50-546 

s 

50-546 

8 

50-546 

s 

50-546 

8 

50-443 

A 

50-443 

a 

50-443 

A 

50-443 

PR 

0 

50-445 

71-9089 

71-9080 

71-6574 

71-9086 

M 

71-9079 

50-878 

a 

50-278 

0 

50-278 

3 

50-272 

0 

71-9010 

50-872 

0 

50-272 

0 

50-272 

Q 

50-872 

0 

50-272 

0 

50-272 

0 

50-272 

s 

50-272 

s 

50-272 

s 

50-272 

8 

50-272 

0 

50-272 

8 

50-272 

8 

50-272 

6 

50-272 

S 

30-31 1 

F 

50-31 1 

F 

50-31 1 

P 

50-278 

S 

50-278 

Q 

50-278 

S 

50-272 

S 

50-272 

0 

50-872 

Q 

50-272 

S 

50-272 

S 

50-272 

6 

50-272 

6 

50-31 1 

R 

50-31 1 

R 

50-272 

R 

50-272 

R 

50-272 

P 


AUTHOR 

affiliation 


ACCESSION 

NU-NBER 


SUBJECT 

CATEOORV 


Puget Sound Power 4 Light Co. 
Purdue Unlv. 


Ouadrex Corp, 

n. E. Ml U ia,Tis t Assoc iatesi Inc 
Radio Free Eorope/Radlo Liberty 
Regard Security Service- Inc. 

Rensselaer Polytechnic Inst. 
Reuter-Stoies- Inc 


Rhode Island Public Interest Research 
Group 

Rhode Island- State of 
Richardson-Herrel 1 - Inc, Herr o 1 1 -Na t ior 
Laboratories Div. 


Rio Algon- Ltd. 

Rochester Oas L Electric Corp. 


Rochester. Univ, or'. Hadleal Center 


Roc two 1 1 In terna t ional Corp, , Atonies 
International Div. 

Hockiuell Interna 1 1 ona t Corp.- Energy 
Systeno Div. 


Rocky Mountain Energy Co. 
Ropes 4 Gray 


Rosemount- Inc, 


Rossi. H. 

Roswell ParV Memorial Instlfcutn 
Sacramento Municipal Utility District 


£1012190216 

50-272 

P 

00121 90230 * 

50-272 

P 

B 012190634 

50-272 

8 

8012190640 * 

50-272 

8 

0012850259 

50-311 

P 

8012230379 

SO -272 

S 

0012230382 * 

50-272 

S 

0012230492 

50-354 

S 

6012240882 

50-354 

A 

8012890132 

PR 


0018300071 

50-272 

G 

0012310284 

50-272 

P 

8012310634 

50-354 

(X 

0012310634 

50-354 

O 

6012310636 

SO- 3 S 4 

o 

BO 1231 0636 

50-354 

Q 

8012300132 

50-209 

H 

8012310308 

50-522 

Q 

8012110201 

PR 


0012130189 

PR 


8012230201 

N 0 .RE 0 


8012110283 * 

50-837 

P 

8012290224 

WASTE MOT 

8012110471 * 

FOIA 


0012310570 

FOIA 


0013120342 

NUREO 


0 O 12 OBO 639 

XPORTLIC 

0018340386 

XPORTUIC 

SO 12300 762 

XPORTLIC 

)uw 8012230259 * 

0 A 999 


0012230246 * 

<34999 


8012110790 

PR 


8012060401 

REOGD 


il 0012010624 

PR 


8018100203 

PR 


8012080359 

40-8004 


0012010282 

50-244 

F 

8012010284 

50-244 

P 

8018010299 * 

50-844 

P 

8012010307 

50-244 

P 

0012090043 

50-844 

a 

8012090270 

50-244 

a 

8012090800 * 

50-844 

0 

0013160240 

50-244 

p 

8012160429 

50-244 

p 

8012160540 

50-844 

p 

8012160547 * 

50-244 

p 

0012170340 

PR 


8018180391 

50-244 

p 

0012230887 

50-244 

p 

8012330329 

50-244 

p 

0012230341 

50-844 

p 

0012380440 

50-244 

R 

8012820443 * 

50-244 

R 

8012300393 

50-244 

P 

6012300397 * 

50-844 

P 

SO 12300522 

50-244 

S 

8012300585 * 

50-244 

s 

8012010530 

PR 


0018300696 * 

50-466 

T 

8012100400 

50-537 

S 

0012020069 

50-430 

A 

8012020399 

70-25 


8012050124 

71 - 3 S 


0012050133 * 

71-35 


8012080786 

40-0697 


0011190371 

50-443 

A 

0012190568 

60-893 

0 

0018230010 

50-443 

0 

80121901 S 4 * 

0 A 999 


8012190106 * 

0 A 999 


0012230173 * 

CONTRACT 


8012300596 * 

50-466 


0012090331 

50-312 

F 

8012090390 

50-312 

S 

8012090398 * 

50-318 

S 

8012090411 

50-312 

F 

8018090415 

50-312 

P 

0012180400 

50-318 

R 

8012120484 * 

50-312 

R 

8012160407 

50-312 

P 
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AUTHOR 

AFPILIATIQN 

ACCESSION 

i.'UMDER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY. 


aoiaitoA?as 

50-312 

P 


8012310599 

FOIA 



aotai&oso? 

50-312 

P 

Sigma Chemical Co. (subs, of Sigma-Aldrl 

8012080647 

XPORTLIC 



001217030'? 

SO-312 

F 

ch Carp, ) 





0012170339 

50-312 

F 


8012110031 

XPBBTLIC 



6012170453 

50-312 

P 


8012170296 

XPORTLIC 







GO 121 70305 

XPORTLIC 



eo 12180306 

50-312 

F 






8O1S220309 

50-312 

P 


8012230212 

XPORTLIC 



0012230375 

50-312 

P 


8012240361 

XPORTLIC 



0012290204 

50-312 

F 

Singer. Aerospace U Karine Sgstems. 

8012290276* 

REOOD 



0012290228 

50-312 

P 

Kearf a 1 1 Di v. . 








Sma 11 Ous 1 ness Admin i s tra 1 1 on 

8012100022* 

CONTRACT 



6012290301 

50-312 

P 


80 12120432 

CONTRACT 



6012290303'* 

50-312 

P 






6012300467 

50-312 

S 


8012230545* 

CONTRACT 



6012300619 

50-312 

P 

Smith. Kline 6 French Laboratories 

8012110270 

PR 


Saf« Enorgy Alliance 

0012290041 

70-2909 


Sne 11 6 If i Imer 

8012290430* 

50-528 

0 






8012300487 

50-528 

0 

Safe Haven. Ltd. 

0012240002 

PR 


Song Ind ustr ie s 

8012150017 

FOIA 


Samford Univ. . Cumberland School of Uau 

0012110328-* 

COMMISSION 





San Olego Oas d< Electric Co. 

0012040420 

50-361 

A 

South Carolina Electric 6 Gas Co. 

8012010103 

50-395 

A 


6012120413* 

50-206 

P 


8012010117 

50-395 

A 


6012240427* 

50-361 

C 


8012010327 

50-395 

A 






8012020241 

50-395 

R 


6012240427* 

50-361 

C 


8012020267 

50-395 

0 


0012240428* 

50-361 

C 






8012240428* 

50-361 

C 


8012020269* 

50-395 

0 


6012300374* 

30-361 

K 


8012020293 

50-395 

A 


8012300374* 

50-361 

H 


BO 12020369 

50-395 

3 






8012020377 

50-395 

8 


6012300377* 

50-361 

K 


0012020434 

50-395 

8 


6012300377* 

50-361 

H 






0012300381* 

50-361 

H 


8012020437 

50-395 

8 


0012300381* 

50-361 

H 


8012020442 

50-395 

8 

Sandla Laboratories 

6012020126 

NUREO 



8012020445 

50-395 

0 






8012020493 

50-395 

B 


6012020139 

NUREO 



8012020523 

50-395 

B 


6012020659 

NUREO 







6012050682 

RES 



8012020572 

50-395 

A 


6012110764* 

FOIA 



8012020765 

50-395 

M 


6012110777* 

FOIA 



8012030613 

50-395 

8 






8012030634 

50-395 

B 


6012190465 

NUREO 



8012030636 

50-395 

8 


6012190S30 

NUREO 







0012220719 

NUREO 



801 209021 B 

50-395 

A 


601223037*1 

NUREO 



8012090230 

50-395 

A 

Sandoi. Inc. 

6012120185 

PR 



8012090262 

50-395 

A 






8012090324 

50-395 

A 

Sargent U Lundg. Inc. 

6012190442* 

QA999 



8012090399 

50-395 

A 


6012240284 

REOQR 






Scagit Countg. ts*A 

6012230001 

50-522 

0 


8012110602* 

50-395 

A 

Scangcuer. Inc. 

6012300369 

TOPREP 



8012110636* 

50-395 

A 

Schott Optica] Slassilnc. 

6012240082* 

40-7924 



8012150035 

50-395 

8 






8012150161 

50-395 

0 

Science Applications. Inc. 

6012080023 

NUREO 



8012160123 

50-395 

A 


6012220003* 

CONTRACT 







8012220005* 

CONTRACT 



8012160162 

50-395 

A 

Scientists i: Engineers for Secure Energg 

6012100054 

PR 



8012160165* 

50-395 

A 


8012100060* 

PR 



8012160436 

SO-395 

8 






8012170431 

50-395 

A 


6012150026 

50-247 

T 


8012170455 

50-395 

A 


60I2150020* 

50-247 

T 






6012020828* 

50-170 

H 


8012170457 

50-395 

A 


6012030640* 

FOIA 



8012190132 

30-395 

A 


6012030646* 

FOIA 



8012190140 

50-395 

K 






8012190392 

50-395 

A 


6012030719* 

XPORTLIC 



8012230260 

SO-395 

A 


6012030827* 

50-320 

U 






6012180156 

PR 



6012230350 

SQ-395 

8 


6012290262 

50-206 

H 


S012230460 

50-395 

A 


6012300176 

50-293 

U 


3012300252 

50-395 

A 






3012300261 

50-395 

A 


6012300443 

50-4B3 

H 


3012300417 

80-395 

A 

Senate. Environment 2; Public Uorks 

6010300544* 

80-320 

M 






6012240098* 

COMMISSION 


0012300455 

50-395 

A 

Shaw. Pittman. Potts Troubridge 

8012100047 

50-464 

0 


8012300458 

50-395 

8 


8012110351 

50-312 

0 


8012300473 

50-395 

n 






8012300534 

50-395 

8 


6012110354 

50-346 

0 


3012300628 

SO-395 

8 


6012110399 

50-266 

0 






6012110410 

50-289 

G 


8012300637 

80-395 

A 


6012150175 

50-289 

G 


3012300650 

50-395 

A 


0012150182 

50-524 

G 


3012300650 

30-395 

A 






3012310424 

50-395 

0 


6012220428 

50-387 

0 

South Carol 1 ne. State of 

3012010043 

State Prog 


6012290171 

50-367 

G 






6012290562 

50-289 

0 

South Carolina. Univ. of 

8012020245* 

go-395 

R 


6012290663 

50-320 

G 

South Dalcota. State of 

3012080664* 

40-1341 



6012300069 

50-387 

G 

Southern California Edison Co. 

801I2S02S5 

50-361 







3011250285 

50-361 

A 


6012300449 

50-209 

G 


80112S0549 

80-361 

A 


6012310216 

50-448 

G 






6012310276 

50-600 

G 


0011250549 

50-361 



6012020673 

50-443 

0 


0011250557* 

30-361 

A 


6012170675 

50-443 

G 


B012020247 ' 

30-361 

A 1 






8012020247 

30-361 



6012290052 

70-2623 



8012020251* 

30-361 



6012290217 

50-3 

0 






6012190683* 

40-7102 



8012020202 

30-361 

A 


601 2020727 

50-201 

P 


0012020202 




6012190316* 

50-275 

H 


00 12020521 

30-206 

p 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


SoubhRrn Illlnolf Unlv. . Sthool of 
Med icine 

Southucst Re«»arich Inititote 


Southu«st Research and Information 


Sportman's Club of Tirasilnc. 

Sb. John's tiosp. LoudliKA 
St. Joseph Hasp. Kirtuoodp HO 

St. Joseph's Hofp. Htjhland, lU 
9t. Jostph's Hasp. Tucsortj A3 
3t. touts Unlv. Medical Center St. 
LouiS/HO 


St. touis Unlv. Kidteal School 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

6012020603 

50-206 

P 

6012030306 

50-361 

e 

6012030377 

50-206 

p 

8012030577 

50-206 

p 

6012030671 

50-395 

S 

6012030716 

30-206 

p 

60 1203072?* 

50-206 

p 

6012090202 

30-361 

A 

8012100527 

30-206 

p 

B012100S36 

50-361 

A 

3012100336 

S 0-361 

A 

80121O0S3?» 

50-361 

A 

6012100339* 

50-361 

A 

80I21S039? 

50-206 

P 

6012120413* 

30-206 

P 

8012120426* 

50-206 

P 

8012160335 

50-206 

R 

6012160338* 

30-206 

R 

8012170434 

50-206 

T 

8012170619 

50-206 

S 

6012170626* 

30-206 

S 

6012230490 

50-361 

A 

6012230490 

50-361 

A 

6012240425 

50-361 

C 

6012240425 

50-361 

C 

6012240427* 

50-361 

C 

6012240427* 

SO-361 

C 

601 2240426* 

50-361 

C 

8012240426* 

30-361 

C 

6012290254 

50-361 

0 

6012300369 

50-361 

K 

6012300369 

30-361 

K 

6012300374* 

50-361 

K 

80 1 2300374* 

30-361 

K 

8012300377* 

30-361 

K 

0012300377* 

30-361 

K 

0012300381* 

50-36 1 

K 

8012300361* 

50-361 

K 

6012300365 

30-361 

E 

8012300385 

30-361 

C 

001230050? 

50-361 

0 

001230050? 

50-361 

0 

0012300321 

50-361 

6 

8012300544 

50-206 

P 

8012310092 

SO-206 

F 

8012310363 

50-361 

S 

8012310365 

50-361 

S 

6012120071 

PR 


8012010043 

RES 


8012010045 

RES 


8012010046 

RES 


8012010050 

RES 


8012040383 

RES 


8012040386 

REG 


8012040605 

RES 


8012090308* 

50-397 

F 

6012220164 

RES 


• 8012220264* 

FDIA 


6012220269* 

FOIA 


601222027S* 

FQIA 


6012240407* 

State Pre 

>9 

8012030634* 

FOIA 


6012030657* 

FQIA 


6012190597* 

70-2156 


8012290141 

PH 


6012290137 

PH 


601211021? 

PR 


801201041? 

PH 


801201 0432 

PH 


6012010444 

PH 


8012020454 

PH 


6012020459 

PR 


6012020467 

PR 


8012080325 

PR 


6012110264 

PR 


6012160200 

PR 


SOI 2050319 

PR 


6012100097 

PR 


6012100100 

PR 


8012100103 

PR 


6012100115 

PR 


6012100127 

PR 


6012100130 

PR 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


0012100169 

PR 


80121 10214 

PR 


8012120104 

PR 


B012120310 

PR 

St. Hargaret's Hasp. Spring VallegilL 

8012080349 

PR 

St. Michael Hasp. Mlluautee<Nl 

8012220070 

PR 

StandardiJBd Nuclear Unit Poaer Plant 

8012040403 

50-482 S 

Sgsten 




8012040403 

50-482 S 


8012040403 

50-482 S 


801 2080336* 

50-402 A 


8012090120 

PR 


8012100440 

50-482 8 


8012100440 

50-482 S 


8012100440 

50-482 S 


8012300717 

50-402 0 


8012300717 

50-482 Q 


8012300717 

50-482 a 

Stanford Research Institute 

801227061 1 

NUREG 

Stanford Unlv. 

6012120109 

PR 

State> Dept, of 

8012010331* 

COMMISBlaH 


8012030552* 

FOIA 

Statei Dep t. ofi Bureau of Octans t 

6012080132 

XPORTLIC 

Internatl. Environ. *; Scientific Affairs 




8012100216 

XPORTLIC 


8012110096 

XPORTLIC 


0012110103 

XPORTLIC 


6012160647 

XPORTLIC 


8012170254 

XPORTLIC 


8012170255 

XPORTLIC 


8012170257 

XPORTLIC 


6012170264 

XPORTLIC 


8012180420* 

SECV 


8012180427* 

SECY 


8012240218 

XPORTLIC 


8012310077 

XPORTLIC 


8012310079 

XPORTLIC 

Staeli Hector fc Davis 

8012300516 

50-250 6 

Stone 6 Nebster Engineering Corp. 

80 12060 154 

PR 


6012000502 

REOOD 


6012080731 

REOOO 


8012090102 

PH 


8012090248 

NUREG 


8012100014 

PR 


8012120618 

50-322 S 


8012120633 

50-322 8 


8012150033 

50-338 S 


8012220086* 

QA999 

Stone 4 Nebsteri Inc. 

80 12040645 

50-334 S 

Sun-Bul let in SinghamtoniNY 

8012030878 

FOIA 

Susquehanna Environ.nen ta 1 Advocates 

8012290330 

50-387 0 

Sul 1 1 er land 

6012170388 

XPORTLIC 

SgdRraft Akttebolag Sweden 

8012100182 

XPORTLIC 

Sgdneg Morning Herald Ltd. 

8012310563 

FOIA 

TERA Corp, 

8012300733* 

50-466 T 

TRWi Inc . 1 Energg Systems Planning Dtv, 

6012110382* 

CONTRACT 

Tal Uhasse> FL 

8012290395* 

50-389 M 

Tech/Ops (Technical Oporatlonsi Inc, ) 

□01210066? 

71-9147 


8012100672* 

71-9147 

Technassoc lateS) Inc. 

8012120432 

CONTRACT 


8012230545* 

CONTRACT 

Technlmet Corp, 

8012100073* 

50-313 P 

Teledyne Energy Systems 

8012010034 

71-6744 


8012040580* 

71-6679 

Telcdyna Nah Chang Albany 

8012170292 

XPORTLIC 


801217031 1 

XPORTLIC 

Tennessee Ualley Aubhorlty 

8011250423 

50-259 P 


8012010021 

40-1341 


8012010334 

50-327 P 


8012020256 

50-327 R 


8012020256 

50-327 fi 


8012020345* 

50-259 Q 


8012020412* 

50-390 0 


8012020418 

50-260 S 


8012020421* 

50-260 S 


6012020444 

50-296 8 


8012020447* 

50-296 S 


801202049? 

50-296 5 


8012020509* 

50-296 6 


8012020514 

50-296 S 


8012020518* 

50-296 8 


8012020610 

30-327 S 


8012020621* 

50-327 S 


8012020623 

50-327 3 


8012020629 

50-327 3 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

HJMSER 


6012020^33« 

S013020<>36'* 

0013030999 

e0t203Di>69 

0OI3O3Oi74» 

0013030694 

SOI2030S23 

0013040357 

0013040359 

0012040393 

a012040396-« 

S013040416 

0012040422 

0012040420 

6012040433 

SO 12040432 
6012040435 
0012040435 
8012040443 
5012040945 

SOI 2040657 
0012050369 
0012050369 
0012050369 
8012050369 

0012050369 

0012050369 

6012050301 

6012050301 

6012050301 

6012050301 

8012050301 

6012050301 

0012050397 

6012090457 

0012060314 

8012000314 

6012000423 

6012080430* 

6012000601 

0012090610 

0012000616 

0012090616 

6012090661 

60120006694 

0012000729 

6012080773 

6012090773 

6012090142* 

0012090106 

0012090209 

0012090209 

0012090209 

0012090231 

0012090231 

0012090231 
601209031 1 
001209031 1 
6012090312* 
0012090312* 

6012090342 

6012090342 

6012090344 

8012090347 

0012090347 

0012090359 

0012090359* 

0012090359 

0012090369 

0012090369 

0012090370 

6012090370 

8012090370 

0012090370 

0012090370 

0012090370 

0012090370 

0012090410 

3012100339 

0012100447 

8012100447 

3012100440 

8013100443 

3012100494 

3012100494 


SUBJECT 

CATEOORV 


50-327 8 

50-327 S 
50-260 8 

50-327 S 
50-327 8 

50-328 S 
NUREO 

S0-S66 B 
50-327 6 

50-327 S 

50-327 S 
50-326 S 
50-390 S 
50-390 S 
50-553 S 

50-593 S 
50-553 8 

50-553 8 

50-390 8 

70-1966 

50-916 8 

50-510 S 
50-510 S 
50-510 S 
50-510 S 

50-510 S 
50-510 S 
90-513 S 
50-518 E 
50-518 S 

90-9 I 8 a 

90-510 8 

50-510 a 

50-327 P 
50-390 S 

50-327 P 
SO-327 P 
50-327 S 
50-327 S 
50-516 0 

50-327 0 

50-327 0 

50-327 0 

40-1341 
50-516 0 

40-1341 
90-299 Q 
90-299 0 

50-438 Q 
50-390 A 

90-259 F 
50-299 F 
50-299 r 
50-299 P 
50-299 P 

50-259 P 
90-327 P 
90-327 P 
50-327 P 
50-327 P 

90-390 S 
90-390 0 

50-259 P 
50-430 A 
50-436 A 

50-327 S 
50-327 S 
50-390 9 

30-566 8 

90-966 8 

90-327 P 
50-327 P 
90-327 P 
50-327 P 
50-327 P 

50-327 P 
50-327 P 
90-299 3 

40-1341 
50-430 8 

90-430 S 
90-438 8 

50-438 8 

50-390 3 

50-390 S 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


6012100460 

3012100467 

3012100467 

3012100476 

3012100470 

8012100476 

8012100470 

3012100476 

8012100473 

3012100466 

3012100466 

8012100517 

8012100917 

8012100523 

8012100534* 

6012100546 

6012120466 

8012120477* 

8012120502 

6012120506* 

6012120509 

8012120510 

8012120514* 

6012120917* 

6012190064 

8012190107 
60121 SOIOS* 
60121S0II1* 
6012150112* 
6012190165 

6012150170* 

8012130257 

8012190261 

8012190266 

6012150266 

0012150200 

0012160149 

8012160152* 

0012160301 

8012160301 

8012160317 

6012160321* 

6012160321* 

6012160321* 

6012160327 

6012160327 

6012160327 

6012160327 

6012160327 

8012160327 

8012160327 

8012160327 

6012160327 

B012I6O327 

6012160327 

8012160327 

8012160327 

8012160327 

6012160330 

e012160333» 

6012160447 

601S16D494* 

8012160942 

6012160349* 

8012160993 

801 2160999* 

8012160675 

8012160679 

0012160703 

6012170306 

6012170306 

0012170316 

8012170316 

8012170316 

8012170316 

8012170316 

6012170316 

6012170316 

8012170316 

8012170316 

60121703(6 

6012170316 

0012170316 

6012170316 

8012170316 


90-326 

0 

90-436 

a 

50-439 

s 

50-918 

s 

50-510 

s 

50-316 

s 

90-516 

8 

90-316 

s 

30-916 

6 

50-436 

8 

50-436 

8 

50-390 

8 

50-390 

S 

50-260 

S 

50-260 

s 

50-328 

8 

90-299 

8 

80-299 

S 

50-299 

0 

50-259 

8 

90-296 

S 

50-299 

6 

50-299 

8 

50-296 

TOPREP 


SO-327 

P 

50-327 

P 

90-327 

P 

50-327 

P 

50-327 

6 

90-327 

a 

50-326 

0 

50-430 

3 

50-438 

a 

50-436 

8 

90-327 

P 

90-966 

R 

90-366 

R 

50-327 

A 

50-327 

A 

50-299 

R 

90-299 

R 

90-289 

R 

90-239 

R 

90-327 

P 

50-327 

P 

90-327 

P 

SO-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

90-327 

P 

90-327 

P 

SO-327 

P 

80-327 

P 

90-327 

R 

30-327 

R 

50-327 

a 

90-327 

0 

50-296 

a 

50-296 

8 

90-296 

Q 

50-296 

8 

50-436 

8 

50-430 

0 

50-438 

B 

50-327 

P 

50-327 

P 

SO-327 

P 

50-327 

p; 

90-327 

p 

50-327 

Pi 

90-327 

p! 

30-327 

p: 

30-327 

PI 

30-327 

p; 

50-327 

pi 

50-327 

p! 

90-327 

P; 

80-327 

p( 

30-327 

Pi 

50-327 

p! 


444 


CORPORATE SOURCE INDEX 


AUTHOR 

AFPILIATIQW 


ACCESS 10:i SUBJECT 

KUHOER CATEGORY 


e012l70*}0i 50-430 S 
EOeSI 70425 SO-390 S 
0012170425 SO-390 S 
0012170460 50-390 S 
0012170460 50-390 S 


BO 121 70466 
0012170515 
0012170559 
0O1217OS6S 
SOI217O505<i 


50-S66 S 
50-328 S 
50-260 S 
50-296 S 
50-260 S 


0012170596* 

8012170602 

8012170603 

0012170605* 

0092170612* 


0012170642 

0012170647* 

6012100097* 

0012130175* 

8012190125 

0012190472* 

8012190492* 

8012190S03 

8012190573* 

0012220455 

0012220460* 
0012220595 
0012220595 
BO 12220599 
0012230110 

BO 122301 53 
6012230163 
8012230257 
8012230237 
0012230355 

0012230360* 

0012230362 

0012230365* 

6012230306 

G012230390 

6012230393* 

0012230451 

0012230453* 

8012240265 

6012290237 

8012290237 
BO 12290237 
8012290238 
GO 1 2300239 
6012300259 

0012300296 

0012300296 

8012300296 

0012300419 

0015300424 

0012300420 
BOI 2300432 
8012300433 
6012300444* 
S0I23004S4 

6012300496 

8012300514 

8012300518 

0012300520* 

3012300531 

8012300535* 
8012300537* 
0012300541 
80 123005 48* 
8012300555 

8012300564* 

6012300566 

8012300570 

8012300577 

0015300562* 

6015300615 

0OIS3OO62S* 

8012300634 

6012300643* 

0012300649 

0012300649 
6012300648 
30 1 2300652 
0015300665* 
80123ID104 


50-296 S 
SO-327 S 
50-296 S 
30-327 a 
50-296 S 

50-260 S 
50-260 S 
50-260 0 
50-553 a 
50-328 A 

50-259 a 
50-259 0 
50-320 A 
50-327 Q 
50-260 8 

SO -260 0 
50-259 0 
S0-.2S9 Q 
50-299 Q 
50-918 9 

50-327 P 
50-327 F 
50-259 P 
50-259 P 
50-553 R 

50-553 R 
50-327 S 
SO-327 0 
50-327 S 
50-320 V 

50-327 8 
50-327 P 
50-327 P 
50-2S9 P 
50-259 P 

50-259 P 
50-259 P 
SO-327 P 
50-239 P 
50-259 P 

S0-2S9 P 
50-259 P 
30-259 P 
50-327 S 
50-327 S 

50-259 8 
50-259 S 
SO-327 8 
50-327 8 
50-516 8 

50-430 8 
50-260 8 
50-327 8 
50-260 8 
50-296 S 

50-337 S 
50-296 S 
50-327 S 
50-327 S 
50-327 B 

50-327 S 
50-327 P 
50-390 S 
50-259 S 
S0-2S9 8 

50-259 S 
50-259 S 
SO-259 8 
50-259 a 
50-259 F 

50-259 F 
50-259 F 
50-516 fl 
50-518 n 
50-327 0 


AUTHOR 

AFFILIATIOH 


Tennessee, Slate of 

Terradej Corp. 

Tflias Border Cooperatives 
Texas Instrurients, Inc. 


Texas Nycloar Div. (subs, of Ramtau 
Co. ) 

Texas Utilities Co. 


Texas Utilities Generating Co. 


Texes, State of 
Texas, Unis', of 


Texas, Univ, of, Dallas 


The Nuclear Regulator^ Coinmission 
Thomas 6 Ha I r 
Three Mile Island Alert 
Three Mile Island Public Interest 
Resource Center 

Todd Shipi^ards 

Toledo Edison Co. 


ACCESSION 

NO.IBER 

SUBJECT 

CATEGORY 

0012310111 

50-259 

4 

00123101 1 1 

50-259 

0 

0012310311 

50-438 

s 

0012310322 

SO- 56 6 

s 

601231032? 

50-553 

8 

0012310333 

50-518 

s 

0012310374 

50-566 

s 

0012310370 

50-390 

8 

£012310302 

50-438 

S 

0012040390* 

50-327 

F 

0012060556* 

SO-327 

F 

6012120302* 

40-6622 

80 I 20304 56 

50-445 

11 

8012020259 

70-33 


0012000791 

70-33 


6012080793* 

70-33 


8012190043 

70-33 


0012190134* 

50-367 

ft 

0012110601* 

CONTRACT 

8012300338 

50-445 

c 

6012300338 

50-445 

c 

8012300344* 

50-445 

c 

G012300344* 

S0-44S 

c 

8012030790 

50-445 

Q 

80121005S0* 

50-445 

0 

0OI216OS31 

50-445 

Q 

0012160531 

50-445 

0 

0012170672 

50-445 

H 

0012180245 

50-445 

3 

8012190487 

50-445 

K 

0012190487 

50-445 

K. 

□012190493* 

50-445 

H 

8012190493* 

S0-I4S 

» 

8012230407 

NURE(J 


8012290151 

PR 


0012290169 

50-445 

S 

8012290169 

50-445 

S 

0012290336 

50-445 

0 

0012290333 

S0~445 

0 

8012290647 

50-445 

0 

001230C057 

50-445 

c 

8012300057 

50-445 

c 

8012300251 

50-445 

11 

0012300251 

50-445 

11 

8012300251 

50-445 

M 

6012300536 

50-445 

A 

8012300536 

SO-445 

A 

8012300351 

50-445 

K 

8012300551 

SO-445 

K 

8012310006 

50-445 

F 

0012310083 

50-445 

F 

8012310290 

50-445 

G 

0012310290 

50-445 

G 

0012030661* 

FOTA 


8012240008 

50-490 

0 

8012020700 

70-157 


0012230201 

NUREO 


0012300668* 

50-466 

r 

8012300608* 

50-466 

T 

8012010103 

PR 


8012100240 

PR 


8012220314 

50-327 

e 

8012290227* 

50-387 

G 

0012300264 

30-209 

0 

0012120657* 

50-320 

II 

0C12O4O524 

70-1062 


SOI 2040533* 

70-1068 


8012020270 

50-346 

F 

0012020430 

50-346 

P 

8012020525 

50-346 

S 

0012020533* 

50-346 

s 

6012020559* 

50-346 

Q 

6012020594* 

50-346 

0 

8012040385 

50-346 

3 

8012040309* 

50-346 

S 

0012090380 

50-346 

S 

8012090387* 

SO-346 

s 

8012090414 

50-S00 

A 

6012120490 

50-346 

S 

8012120496* 

50-346 

8 

6012120501 

50-346 

0 

0012120512* 

50-346 

S 

S012I20614 

50-346 

a 
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AUTHOR 

AFFILIATION 


Transaoorica Delaval. Inc. 
Tranacorao, Inc. 

Transnoc laaTi Inc. 


Travenol Labora(:orl es 
Vrt-BtaSe Hotor Transit Co. (subs. oT 
Georgia Pacific Corp. ) 

Tuppar.S. I). 

Turner Collie 1 Brabonr Inc . 

TuomeV' Uathara i Bchwitt 


U. 8, District Court Southern District of 
Florida 
URS Co. 

US E$btogi|i Inc. (Forn'orly Nuclear 
Engineering ) 


ACCESSION 

NUMBER 


S01215C053 

0013150059* 

B013190116 

0O1215OIIB* 

00131 501d>e 

8013150171* 
0013170936 
00 13330 4 A6 
0013330451* 
0013310276 

5013310319 

0013310331 

0013310338* 

8013310337* 

8013310423 

0013310369 
SOI 1310433 
0013310362* 
6011310177 
8011310181* 

8013030184 

6013030333 

6013030343 

6013020380 

8013030317 

6013020333 

8012030337 

8013030331* 

6013030335* 

8013030473 

6013030477 
80131 10020 
80131 10034* 
6013110165 
8013110169 

6013330473 

6012390634 

6013300331 

8012300335* 

8013300337* 

6013300333 

8013300338 

8012310069 

6012120380 

8013030647 


8013150070 

6013300733* 

60I30901S6 

8012180316 

8013390001 

8013390404* 

0012300719* 

6013030035* 

601303003?* 

0013030043* 

6312030053* 
8012030054* 
8012030059* 
801203010B* 
80120301 13* 

6013030131* 

8013030134* 

6012030159* 

601303016S* 

8013030183* 

0012030106* 

0013030189* 

6012030300* 

6012030303* 

8013030315* 

6013030231* 

0013030345* 

0O13O3O26S* 

8012030301* 

8013030391* 

8013030310* 

6013030333* 

8012030348* 

8013030373* 

S01303037S* 

8012030376* 

8012030413* 


SUUUECT 

CATEeORY 


50-346 fi 
50-346 R 
50-346 6 

50-346 S 
50-346 S 

50-346 S 
50-346 S 
50-346 S 
50-346 6 

50-500 0 

50-346 S 
50-346 6 

50-346 S 
50-346 6 

50-346 0 

50-346 0 

50-361 9 

50-445 M 
71-9015 
71-9013 

XPORTLIC 

70-2478 

70-3479 

70-2478 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

TQPREP 

TOPREP 

TOPREP 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PR 

70-1739 


50-309 0 

50-466 T 
PR 
Pfl 

50-333 0 

50-309 H 

50-466 T 
37-10 

37-10 

37-10 

37-10 

37-10 

37-10 

37-10 

27-10 

27-10 

27-10 

37-10 

37-10 

27-10 

27-10 

27-10 

FOIA 

27-10 

37-10 

37-10 

37-10 

FOIA 

37-10 

37-10 

27-10 

37-10 

37-10 

37-10 

27-10 

37-10 

FOIA 


At) THOR 
AFFILIATION 


Union 76 lltrerals Eiploration Co. 


Union Carbide Corp. 


Union Elec trie Co. 


Union Hineralt 

Union Oil Co. of California 

Union of Concerned Scientists 


Union of Soviet 6o.ciaIiit Republics 
United Engineers 1: Cons true tor si Inc. 

(subs, of Raytheon Co.) 

United Nuclear Corp. 

United Nuclear Corp. « UNC Recovery 
Bgstens Div. 


United Nuclear Carp. iNaval Products Div. 


Univeriitat Karlsruhe 
Upgohn Co. 


Urancri U3A> Inc . 
Utahi State of 


Varnumi Ridderingi Hierengo it Christenson 
Ve Ian Va Ive Co. 

Vornont Yantea Pecorami ss ionl ng Alliance 


VeriDont Yantee Nuclear Pouar Corp. 


Vet. Adffin. Hosp 


Los Angelesi CA 


ACCESSION 

IWflBER 


8012030420* 

e01203(}449* 

0013030469* 

G01203l}SOa« 

6013030510* 

6013030533* 

8013030546* 

0012030556* 

0012030561* 

8012030666* 

8012030693* 

3012040375 

8012050079 

3012120543 

9012010550 

3012050332 

8011100743 

8013100146 

3012160471* 

3013160001 

8013190159* 

8012190165* 

3013330181 

8013220634 

8013030736 

8013040303* 

8013040673* 

8012110630* 

8012190484 

3013190484 

8012190494 

8012190494 

3013300610 

8013020576 

0012130390 

6013120395* 

B0121S0173 

0013170674 

6013290134 

8013290547 

80131 10452* 
8013020716* 

8013100364* 

8013100373* 

8012020354 


8013020361* 

8013020399 

8012030394 

0012090351* 

8012290063 

8013010549 
001303066? 
80] 3030696* 
801334030? 
6013080343 

0012180177 
0013170235 
6013050508 
6013 U 0029 
6012160766* 

0013190430 

0012240127 

0013100461 

0013150153 

0013150157 

7905070693 
00 1 SO 1 0009 
0018010379 
0012010403* 
0012020430 

0013020435 

0012020439* 

BOlSOSOltS 

0012090190 

8012090195* 

8012090S96 

8012100505 

8012160430 

8012160433* 

8013230193 

8013230319 

8012080399 

8013000345 


SURJECT 

CATEGORY 


27-10 

27-10 

37-10 

37-10 

37-10 

FOIA 

FOIA 

FOIA 

37-10 

FOIA 

FOIA 

71-6679 

71-6400 

27-39 

40-8348 

40-6504 

40-299 

RES 

70-687 

40-299 

50-54 F 
SO-94 F 
NUREO 

70-687 > 

50-483 9 

50-403 Q 
50-483 0 

50-483 Q 
50-403 C 
50-403 C 

50-403 C 
50-483 C 
50-483 M 
40-8584 
40-6348 

40-6340 
50-389 0 

50-309 H 
50-289 0 

50-289 T 

FOIA 

QA999 

70-880 

70-620 

70-371 


70-371 

70-620 

70-820 

70-820 

70-820 

70-371 

70-371 

70-371 

NtIREO 

PH 

PR 

40-8703 

PR 

PR 

40-3453 

FOIA 

50-322 6 

50-271 M 
30-271 H 
50-271 H 

50-271 0 

SO-271 P 
SO-271 8 

50-271 S 
30-371 8 

50-271 a 
50-271 a 
50-271 P 
50-271 P 
50-271 P 

50-271 0 

50-271 0 

50-271 R 
50-271 R 
50-271 P 

50-371 P 
PR » 

PR [ 
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CORPORATE SOURCE INDEX 


A'JTHDR 

AFFILIATION 


Adinin. Hosp. 6apulvedd‘CA 
Vtt. Adinin. Hosp. St. LooiS/HO 


V*t. Adinin. Medical Center Ann Arfror.MI 
Vetarane Administration 


Virginia Electric Power Co. 


ACCESSION 

NUJ1SER 

SUEJECT 

CATEOORV 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATECOaV 

soisoaoasd> 

PR 


8012160459 

50-339 

S 

so 12080271 

PR 


80121604674 

50-339 

3 

0012100184 

PR 


8012160514 

50-339 

S 

6013100189 

PR 


80121605244 

50-339 

S 

601312035? 

PR 


80121700214 

50-280 

Q 

6013110154 

PR 


00121700314 

50-338 

0 

60131 lOl&A 

PR 


8012170291 

NUREQ 


6013130044 

PR 


0012170432 

50-339 

P 

8013130147 

PR 


0012170454 

50-250 

0 

6013120180 

PR 


0012170611 

80-281 

s 

6012170343 

PR 


90121706274 

50-281 

s 

6013010377 

50-339 

5 

00121706364 

so-asi 

s 

80130103804 

50-339 

s 

90121706464 

50-281 

S 

8013010391 

50-280 

P 

0012170659 

S0-2S1 

Q 

60120102954 

50-280 

P 

0012170839 

50-280 

a 

6012010353 

50-339 

s 

0012170839 

50-280 

0 

6013010353 

50-339 

S 

0012170839 

50-280 

0 

e013010359-< 

50-339 

8 

9012180142* 

50-338 

0 

60130103&S4 

50-339 

8 

8012180192* 

50-333 

0 

601S010363 

50-336 

S 

9012190354 

50-280 

p 

80120103734 

50-339 

s 

8012190354 

50-280 

p 

6013010378 

50-336 

s 

6012190354 

50-280 

p 

80130103904 

50-339 

S 

9012190354 

SO- 280 

p 

60130106074 

50-338 

F 

8012190378 

50-339 

p 

60130106074 

50-330 

F 

Q012190S08 

50-388 

n 

60130106144 

50-339 

F 

8012190503 

50-333 

R 

60130106144 

50-336 

F 

8012190513* 

50-338 

R 

6013030376 

50-280 

F 

8012190532 

50-280 

R 

6013030376 

50-280 

F 

8012190532 

50-280 

R 

6013030433 

50-339 

8 

8012190535* 

50-2BO 

R 

80130304364 

50-339 

S 

8012190S3S* 

SO-2BO 

R 

6013030581 

50-339 

S 

8012220363 

SO-aBO 

F 

60130305904 

50-339 

6 

SOI 2220363 

so-aeo 

F 

6013030596 

50-339 

s 

8012220373 

50-260 

F 

60130206034 

50-339 

s 

8012220373 

50-280 

F 

6013030633 

50-330 

S 

9012230081 

50-280 

0 

60130306314 

50-336 

s 

9012230081 

50-280 

0 

6013030663 

50-330 

8 

8012230081 

50-280 

Of 

80130207134 

50-339 

S 

8012230081 

50-280 

0 

9013030709 

50-280 

S 

0012230214 

50-338 

p 

60130307174 

50-280 

S 

8012230286 

50-280 

F 

8012030720 

50-281 

6 

80 12230286 

50-280 

F 

60120307334 

50-281 

8 

6012230286 

50-280 

F 

6012040306 

50-290 

R 

9012230286 

50-280 

F 

60120403034 

50-280 

R 

8012230293* 

so-aao 

F 

6012040366 

PR 


8012230293* 

50-280 

F 

6012040414 

50-339 

P 

8012230293* 

50-280 

F 

8013040669 

50-280 

6 

8012230293* 

50-280 

F 

8012050323 

50-280 

F 

8012230371 

50-339 

S 

6012050333 

50-280 

F 

8012230376* 

50-339 

a 

6012050364 

50-280 

S 

SOI 2230395 

50-280 

6 

6012050364 

50-200 

9 

8012230395 

80-280 

6 

60120503704 

50-280 

6 

8012230403* 

50-281 

S 

60120503781 

50-280 

S 

8012230412 

50-339 

a 

6012050421 

30-339 

F 

6012230416* 

50-339 

s 

6013080413 

50-280 

P 

6012230419 

50-339 

a 

8012080413 

S0-2B0 

P 

6012230423 

S0-33B 

a 

60120Q054I 

50-338 

0 

8012230424* 

50-339 

5 

6012080652 

50-339 

0 

00122304284 

50-338 

s 

60120907S9 

PR 


8012230439 

50-339 

p 

6012090179 

S0-2B0 

P 

00122304994 

50-280 

9 

6012090179 

60-2B0 

P 

8012240503 

50-280 

0 

6012090315 

50-338 

S 

8012240303 

50-280 

a 

60120903194 

50-339 

S 

8012240503 

50-280 

a 

8012090350 

50-339 

9 

8012240503 

50-230 

a 

80120903514 

50-336 

8 

8012290154 

50-280 

p 

6012090362 

50-336 

9 

8012290154 

50-230 

p 

60120903654 

80-338 

S 

0012290157* 

50-230 

p 

6012090401 

50-339 

9 

8012290157* 

50-2 80 

F 

60120904084 

50-336 

8 

S012290193 

NUREO 


8012100563 

50-339 

9 

8012290264 

50-338 

p 

80121005704 

50-339 

9 

8012290269 

60-230 

p 

80121 10378 

30-281 

a 

8012290269 

60-230 

p 

80131103934 

50-291 

9 

8012290274 

50-280 

F 

80121 103984 

50-281 

9 

8012290274 

50-230 

F 

8012110543 

50-280 

0 

8012290274 

50-280 

F 

8013110543 

50-280 

0 

8012290274 

50-230 

F 

0012110543 

50-280 

0 

8012290290 

50-338 

p 

0012110543 

50-280 

0 

8012290292 

50-333 

p 

8012120467 

60-280 

0 

0012290297* 

50-338 

p 

8012120467 

50-280 

Q 

8012290316 

80-339 

p 

8012150003 

50-338 

P 

0012290448 

50-231 

s 

8012150173 

50-339 

9 

8012290455* 

60-281 

s 

80121501764 

50-339 

S 

8012290460* 

50-aai 

3 

8012160142 

50-280 

P 

8012300585 

50-280 

P 



AUTHOR 

AFFIUIATIOIvl 


UlPSinia Tech 


Vollon, R J. 

Waller TrutVlnj Co. 


Walter Kidde U Co. > Inc. i Feniuali Inc. 
Walworth Co. (subs, of lU International 
Corp. I 

Warner -Lambert Research Institute 
Uashingten County Hosp. NashvllleilL 


Washington Public Power Supply System 


Washington State Unlv. 


Washington Unlv. 
Washlngton> State of 


Washington! Unlv. of 


Waukesha Itemorlal Hosp. WaukeshSiWl 
Wayne A. Coffnann P, E. 

West T««as Utilities Co. 

Wash Valley llucliar Wastes 

Westchestoi' Paoples Ac t Ion Coal i t i on> Inc . 

Western Oeephysical 

Western Nucleart Inc. (subs, of Phelps 
Hodge Corp. ) 
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ACCESSION SUBJECT 

WUMDER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

WUtiBER CATEGORY 


001S3005S3 
B0123005BS 
SCI 2300505 
00123100334 
0O1231D28& 

001231023* 

001231028* 

001231031* 

8013310335 

80123103304 

80123103334 

0012030690 

501210023* 

80122305174 

80122305184 

801310006* 

B0120304S3* 

80120305034 

80120305A34 

80120305*9* 

0012030583* 

8012150113* 

801219029** 

8012130115 

B0120D0671 

801209009* 

8012180330 

001218025* 

0018030733 

8012030738 

80120307*3 

80120500*5 

8012090109 

8012090295 

00121501*2 

00121*0133 

80121*0133 

80131*0133 

80121*0133 

80121*0133 

80121*0134* 

80121*0134* 

80121*0134« 

00131*0134* 

8013160134* 

8013170244 

6013170357 

8012230391 

8012230502 

8012300255 

8012300259* 

8012300413 

8012300633 

0012170231 

8012300274 

8012080292 

801203010** 

0012030130* 

8012030143* 

8013030148* 

SO 13080643 

8013240390* 

8013050553 

8013030570 

8013050581 

8012050593 

8012080355 

80120803*1 

8012080603* 

8012100195 

8012100223 

8012110293 

801212003* 

8012120076 

8012120193 

8012320039 

8013020389 

801210003? 

8013020404 

80121501*9 

8012020338* 

8012010199 

0012080333 


50-300 

p 



8012080789 

40-1162 

. 

50-260 

p 



6013310528 

40-1162 

■ 

50-404 

A 

Western Nuclear. Inc. 


6012010556 

40-1163 


50-330 

0 

Western Zircon i um. Inc. 


0012020348* 

40-0709 


50-280 

P 



6012020392* 

40-0709 


50-380 

P 

Wes t Inyh ouse Electric Corp. 


8012010313* 

50-273 

Q 

50-280 

P 



6013020314 

XPORTLIC 


50-338 

S 



6013030462* 

50-424 

A 

50-338 

s 



6012030481 

TOPREP 


30-330 

s 



6013020758 

70-2909 


30-338 

s 



8013040328 

TOPREP 


50-134 

p 



0012040337* 

TOPREP 


PR 




0013080160 

PR 


50-134 

F 



8013080467 

TOPREP 


50-134 

F 



6012080768 

71-5450 


50-3*7 

C 



6013090111 

PR 


FOIA 




6012090165* 

70-1151 


FQIA 




6012090169* 

70-1151 


FQIA 




6012100334* 

70-1143 ■ 


FOIA 




8012150196* 

90-364 

P 

FOIA 




8012150330 

50-445 

A 

50-327 

P 



60121*0369* 

50-266 

0 

06999 




80121700*5 

PR 






8012190093* 

QA999 


PR 




801 3330 174* 

0A999 


PR 











00132304*7 

TOPREP 


PR 




8013330473 

TOPREP 


PR 




8012240392 

XPORTUIC 


PR 




8012290011 

70-2909 


50-397 

0 



601829020* 

70-2909 


50-397 

3 










60123007*5 

XPORTUIC 


30-397 

Q 



8013300769 

XPORTHC 


PR 




8012310187 

TOPREP 


PR 




8012310193* 

TOPREP 


30-397 

F 



8012310190* 

TOPREP 


30-397 

A 










8013310201* 

TOPREP 


30-397 

1 

Westlnghouta Electric Corp. f 

Nuc leer 

8012130434* 

50-206 

P 

30-397 

1 

Energy System 





50-397 

1 

WestlnghcusB Electric Corp. t 

PWR By St erne 

8013100335 

TOPREP 


50-397 

1 

Dlv. 





50-397 

I 



00132902*1 

TOPREP 




Westlnghouse Operating Plants 

Owners 

BO 13230265 

TOPREP 


50-397 

I 

Group 





30-397 

1 






50-397 

I 



3013330308 

TOPREP 


30-397 

1 

Wharton 4 Pagalles 


8013300509 

50-361 

0 

50-397 

I 

Wilbur Smith * Associates 


8013040036* 

S0-34S 

F 





8018040033* 

50-245 

F 

REOOD 




6013040088* 

50-245 

F 

50-397 

a 






30-397 

F 



8013040086* 

30-245 

F 

50-397 

s 



3013040008* 

S0-24S 

F 

50-397 

It 



3013040063* 

30-245 

F 





6013040088* 

50-245 

F 

50-397 

It 



B01S0400BB* 

30-845 

F 

50-397 

K 






50-397 

A 



0013040088* 

go-345 

F 

PR 




3013040083* 

50-245 

F 

50-37 

F 



3012040086* 

50-345 

F 





6013040088* 

30-845 

F 

PR 




00 120 4 0066* 

50-345 

F 

37-39 







37-39 




6012040063* 

50-243 

F 

FOIA 




3018040088* 

60-245 

F 

FOIA 




3013040114 

50-339 

F 





6013040114 

50-329 

F 

WASTE MOT 



0013040110 

50-334 

F 

State Proa 






PR 




0013040110 

50-334 

F 

PR 




8013040141 

50-322 

F 

PR 




0013040145 

50-352 

F 





8013040145 

60-332 

F 

PR 




6012040149 

50-309 

F 

PR 

PR 




8012040155* 

50-343 

F 

CONTRACT 




8012040155* 

50-345 

F 

PR 




80 130401 55* 

50-345 

F 





0012040155* 

50-345 

F 

PR 




8012040155* 

50-245 

F 

PR 

PR 




8012040159* 

50-243 

F 

PR 




8013040155* 

S0-24S 

F 

PR 




6013040155* 

50-245 

F 





8013040155* 

50-245 

F 

PR 




801 2040 ISS* 

50-245 

F 

50-201 

50-445 

P 

n 



6012040155* 

30-245 

F 

50-201 

F 



6013040155* 

50-245 


50~3 

H 



6012040155* 

60-245 

F 





6012040155* 

50-245 

F 

50-339 

A 



6012040155* 

50-245 

F 

40-U62 




8013040171 

50-341 

F 

40-1162 




8013040180 

50-289 

F 
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3012040130 

50-239 

F 


3012040106 

50-245 

F 


3012040186 

50-245 

F 


0012040106 

50-245 

F 


6012040233 

50-367 

F 

Mlllla/n Seaumgnt: Hosp, Rogal Oak, MI 

6012000352 

PR 


Ulltlami H. Rarer. Itit, 

0012000251 

PR 


Ulstonafn Electric Pouer Co 

0012010364 

50-266 

8 


8012010372* 

50-266 

S 


8012050642* 

50-266 

F 


0012050651* 

50-266 

F 


0012030177 

REOQD 



0012090306 

50-301 

S 


B012090314* 

50-301 

S 


0012090373 

50-266 

r 


6012150077 

50-266 

p 


6012150077 

50-266 

p 


S012I60427 

50-266 

R 


8012160423* 

50-266 

R 


0012160423* 

50-266 

R 


8012170569 

50-301 

8 


B0I2I70S9O 

50-301 

S 


3012170604* 

50-301 

E 


0012170606* 

50-301 

0 


6012100277 

PR 



6012230069 

50-266 

0 


6012240409 

50-266 

0 


8012240473 

50-266 

0 


6012290131 

50-266 

p 


0012300404 

50-266 

p 


8012300404 

50-266 

p 


8012300586 

50-266 

p 


601 2300 S06 

50-266 

p 


0012300593 

50-266 

p 

HHconiii) Public Service Corp. 

3012020372 

50-305 

p 


6012020428 

50-305 

s 


0012020431* 

50-305 

s 


0012040302* 

50-305 

Q 


8012100324 

50-305 

R 


8012100323* 

50-305 

R 


8012100363 

50-305 

F 


3012120407* 

50-305 

0 


8012150264 

50-305 

P 


8012150267* 

50-305 

P 


6012160316 

50-305 

P 


S0121 70576 

30-305 

S 


6012170581* 

50-305 

S 


8012170363* 

50-305 

s 


8012170592* 

50-30 S 

s 


3012170600* 

50-305 

3 


6012230365 

50-305 

s 


8012230369* 

50-303 

s 


S012230397* 

50-305 

8 


8012300254 

50-303 

F 


6012300413 

50-305 

P 


8012300416 

50-305 

P 


8012300474 

50-305 

P 


8012300359 

50-305 

P 


8012310421 

50-305 

0 

Uifconiin, UaIv. cf. Madison 

0012120295 

PR 



3012170724* 

50-209 

H 

t4oiaen in Energg 

6012110400 

50-209 

H 

Mrighb State Unlv. 

3012220029 

PR 


Ugomlng Ifineral Corp, 

8012010541 

40-8502 



3012010592 

40-0502 



0012020027 

40-8502 



8012040722 

40-8502 



6012050095 

40-8585 



60121 10419 

40-8502 



8012170562 

40-8502 
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wvoftiing. State of 
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Vankee Atomic Electric Co. 
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79 1 0030679 
7910040432 
79101801-19 

7910190174 

7910310256 

7911230340 

7912140252 

8012020111 

8012020242 
3012020470 
a012O;.O475* 
801 2030681 « 
8012030684* 

8012040334 

8012050390 

8012000393-* 

8012030296 

8012030697 

0012090074* 
8012090292 
8012090293* 
0012090301 
SOI 2090304* 

8012090423 

8012090434* 

8012090448* 

8012110792* 

6012160509 

8012160511* 

8012180259 

8012100270 

8012100276* 

8015240174 

80122-10259 
8012240262* 
0012290249 
8012300595 
SOI 2300600* 

6015300448 
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40-3302 

40-3343 

40-B743 

40-aS02 

PR 

50-29 P 

50-29 P 

50-29 Q 

50-29 Q 

50-29 Q 

50-39 0 

50-29 0 

SO-29 Q 

50-39 Q 

50-39 Q 

50-29 0 

SO-29 a 

SO-29 a 

50-29 a 

50-29 a 

50-29 0 

50-59 p 

50-29 Q 

50-29 Q 

50-29 0 

SO-29 S 

50-29 0 

50-29 Q 

50-29 0 

50-29 F 

50-29 p 

50-29 S 

80-29 S 

50-261 P 

50-26 1 P 

PR 

50-29 S 

50-29 S 

REGOD 
REOOn 

S0-2V 0 

50-29 S 

50-29 S 

50-29 S 

50-29 8 

50-29 P 

50-29 P 

50-29 S> 

FOtA 

SO-29 S 

SO-29 S 

PR 

50-29 R 

50-29 R 

50-29 P 

50-29 P 

50-29 p 

50-29 M 

SO-29 a 

50-29 B 

50-239 H 
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NUMBER 
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NUMBER 
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OTHER REPORT 
NUMBER 

GO-12 


6012160272* 

90-277 

R 


D0E/Eia-0046F V3 

8012090493* 

PR 


UC-70 

eo-13 


8012160276* 

90-277 

R 


FNP-O-RCP-eOO 

8012(70412* 

80-364 

P 


eo-3 


8012020249* 

90-399 

R 

M230919 

OA-C 19767 

8012040407* 

90-267 

P 


GO-S 


8012060664* 

40-1341 


17841 

HNP SrtR-8 

8012300669* 

90-918 

R 


6012010043 


8012010043 

RES 



IAEA-CA-39/212 

8012040349* 

PR 



6012010045 


8012010049 

RES 



lAEA-CN-39/lOO 

8012180430 

MI8C 



6012010046 


8012010046 

RES 



LDL-99S7 

8012100542* 

50-361 

A 

sAc-as 

60130100SO 


8012010050 

RES 



NOBR 9 ADD 1 

80(2080487* 

80-184 

P 


6012040363 


8012040383 

RES 



NEOC- 12620-1 

G012Q30S94* 

50-10 

P 


6012040366 


8012040386 

RES 



NEDD -20776 R9 

8012010626* 

70-1308 



6012040963 


8012040983 

RES 


BOO-CAAP-92B3 

NEDO-24090 ADD 1 

8012300613* 

aO-263 

P 


60120409?! 


8012040391 

RES 


EOO-LaFT-9244 

NEDD-24ail ERR 1 

8012020265* 

TOPREP 



6012040609 


8012040609 

RE8 



NEDD-24823 

8012300486* 

TOPREP 


eoNeDa42 

6012040606 


8012040606 

RES 


PNt.-279a 

NEO-77 

8012240019* 

COMMISSION 


6012090662 


8012090682 

RES 


4441/'ML-16 

NUREO-0002 ES 

8012240029* 

COMMISSION 


8012100146 


8012100146 

RES 


ORNL/'CaD/lNF-BO 

NUREfl~0020 V4 M08 

8012310304 

NUREO 



S012100t?0 


8012100190 

RES 


ORNL/MCB/'NEES-a 

NURE0-012a R3 

8012240312 

KUREO 



8012100643 


8012100643 

RES 


EBA L3-9 

NUREO-Ot35 V4 NOl 

8012310297 

NUREO 



8012II0003 


80121 10003 

RES 


aRNL/HAaRD-93 

NUREO-0212 R2 

8012180910 

KiJR^O 



6012110037 


8012110097 

RES 



NUReO-0217 

8012240031* 

COMMISSION 


8012110948 


80121 10948 

RES 



NUREO-0304 V3 

8012310399 

NUREO 



8012110991 


8012110991 

RES 



NUREO-OSa?-??/? 

8012310300 

NUREO 



8012120609 


8012120609 

RES 



NUREO-0470 82 

8012190214 

90-466 

D 


8012170761 


8012170781 

RES 


46-6996 

NUREO-0980 V9 NOl 

8012310313 

NUREO 



8012170784 


8012170784* 

RES 


t1TR~80H00121 

NUREO-09B0 V9 N03 

8012310308 

NUREO 



8012170788 


801217078B* 

RES 


MTR-80UO0I20 

NUREO-O9B0 

8012310024 

NUREO 



8012180098 


8012180098 

RES 



NUREO-0606 V2 NOl 

8012120201 

NUREO 



0012190044 


8012190044 

RES 


EOO-TFBP-929? 

NUREO-0611 

8012310028 

NUREO 



8012190049 


8012190049 

RES 


EOO-CAAP-5292 

NUREO-0619 

8012100123 

NUREO 



8012190061 


8012190061 

90-409 

P 

EOO-EA-9274 

NURE0-0694 R1 

8012020693 

NUREO 



8012190138 


8012190138 

RES 


0llt.'NURea-209tt 

NUREO-0680 81 

8012290383* 

90-289 

P 


6012190146 


8012190146 

RES 



NURE(»-06e9 

8012110497 

90-320 

I 


0012190191 


8012190191 

RES 



NUREO-0693 

8012120331 

NUREd 



0012190161 


8012190161 

80-937 

A 


NUREO-0696 

8012230293* 

90-280 

F 


9012190166 


8012190166 

RES 



NURE0-072f> 

8012310406 


p 


8012190179 


0012190179 

RES 



NUREO-0729 

8012020732 

NUREO 



8012190185 


8012190185 

RES 


ORNU/HA&RD-103 

NUREO-0737 

80121601 47* 

80-3 

P 


8012190199 


0012190199 

RES 


0RNU7F7R-9B2 

NURElJ-0743 

8012290699* 

50-290 

P 


6012190208 


8012190208 

RES 


ORNU/'HA&RD-lOa 

NOR EO- 074 6 

8012290421* 

90-289 

C 


6012190947 


0012190947 

90-312 

P 

EOO-EA-9249 

NOREO/CR-0750 

8012120308 


p 

0 i!a If 8 J 

8012220164 


8012220164 

RES 


17-9023(26) 

NUREO/CR-0773 

6012310287 

NUREO 


PNL-aoao 

8012220174 


0012220174 

RES 


EOO-l.OFT-3290 

Nl/REO/CR-0892 

8018 1 20324 

NUREO 



BD1S8801Q6 


8012220186 

RES 



NUREO/CB-l 120 V4 

8012120307 

NUREO 



6012240196 


8012240196 

RES 



NUftE8/CR-1167 V2 

8012190469 

NUREO 


SANDSO-1091 

aiA0037 


8012120241* 

50-409 

P 

9101-058 

NUREO/CR-1219 

8012230066 

90-320 

P 


aiAooa? 


QO 120203 ten 

90-409 

P 


NURE0/CR-1S32 

8012230319 

NUREO 



a IA0040 


8012080499* 

SO-409 

P 


NURE0/CR-ia33 VI 

8012020738 

NUREO 


UCRU-S2739 VI 

99-846 


8012240098* 

COMMISSION 


NURE0/CR'1233 V2 

0012020744 

NUREO 


UCRL-82739 V2 

BAU-10145 


8012160413* 

TOPREP 



NOHEO/CR-iaSS V3 

8012040070 

NUREO 


UCRU-9273B V3 

Ce-l-A R14 


8012020217* 

TOPREP 



NURE0/CR-t237 

8012230909 

NUREO 


CREARE rN-3ia 

CeN~lS9<A}-t'JP 


8012190101* 

90-368 

P 


N8reE0/<;R-l261 

8012230319 

NUREO 


PNL-3a97 

CPU 1-6 


8012290506* 

50-320 

F 


NURE0/C(l-1284 

8012230323 

NUREO 



CPO 1-6 R1 


8012290910* 

90-320 

F 


NUREO/CR-ia?! 

8012230329 

NUREO 


HEDL-SA 1949 

DDE/E 18-004 6F 

VI 

8012050474* 

PR 


UC-70 

KUREO/Cift-1299 

8012120270 

NUREO 


PNL-316a 

D0E/EI8-0046F 

V2 

8012090489* 

PR 


UC-70 

NUREO/CR-lOia 

8012080014 

NUREO 
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NUREO/CR-1324 

NUfiEO/CR-l338 

NUREO/CR-1364 

NURE<}/CR-t407 

NUREO/CR-1420 

NUREO/CR-1486 
NUREO/CR-1437 
NUREO/CR-HS^ V2 
MURB0/’CR-I4S4 V3 
MUnEe/CR-t4S6 

NURe07CR-1461 
NUHEG/CR-1447 
NUREO/Cn-1469 
NUReO/CR-146? V14 
NUREO/CR-mas VI ERR 

NUaEO/CR~l493 

NUREO/Cft-14G4 

KWREO/CR-1503 

NUREO/eR-1911 

NUREO/e«-IS19 

NUREG/CR-lSSi V3 
NUa€0/CR-152B 
NURE0/CR-ISS4 
NUREG/CR-l 35a 
NUREO/CR-1 S&a 

NUREO7CR-1S04 
NUREO/CR-l 388 
NUHEO/CR-1 SM 
NUREG/'CR-t60S 
NUREft/CR-t621 

NURE07CR-1A26 

WUREG/'CR-lASl 

NURE6/CR-U60 

NUREO/CR-U6a 

NUREGyCR-16&3 

HURE0/CR“167a 

N(/RE0/CR-1A74 

NUREO/Cft-1694 

NUftE07CR-169S 

NOAEOyCfl-JTO? 

NURE0/CR-17JS 
NUREG/CR-1717 V! 
NUREO/CR-1717 V8 
NURE07CR-l7aB 
NUR£0/CR-!72a ERR 

NURE«7CR-17ao 
NURE07CR-1736 
NURE07’CR-1739 VI 
NUREO/CR-I739 Va 
NUREO/-CR-1746 
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8012230340 

NUREO 

8012230374 

NUREO 

8012220719 

NUREO 

8012220678 

NUREO 

0012220728 

NUREG 

8012230104 

NUREO 

8012220716 

NUREG 

8012120343 

NUREO 

8012240907 

NUREO 

8012220670 

NUREO 

QOl 2000794 

NUREO 

8012120350 

NUREG 

8012120217 

NUREO 

801202013? 

NUREO 

8012310116 

NUREO 

0012190530 

NUREO 

8012230095 

NUREO 

8012230916 

NUREO 

8012230099 

NUREO 

8012230368 

NUREO 

8012220167 

NUREO 

8012230331 

NUREO 

8012240309 

NUREO 

6012120322 

NUREO 

8012230380 

NUREO 

6012230335 

50-320 

8012230322 

NUREO 

8012220600 

NUREO 

8012120334 

NUREO 

8012220634 

NUREO 

80121104 93 

NUREO 

8012220615 

NUREO 

8012230370 

NUREO 

6012030823 

NUREO 

8012230201 

NUREO 

0012000023 

NUREO 

8012220707 

NUREO 

0012080017 

NUREO 

0012000010 

NUREO 

8012220181 

NUREO 

8012110SS8 

NUREO 

0012190424 

NUREO 

8012310224 

NUREO 

001 2170924* 

NUREO 

801 2310031* 

NUREO 

8012220623 

NUREO 

8012040061 

NUREO 

8012290619 

NUREO 

8012290619 

NUREO 

00 12020699 

NUREO 


CREARE TM-313 
SAN0B0~a361 
SAND90-OiZ9 
PNU-3343 
ANL -BO-37 

BMI-aOSl 

BLN-NUREO-SIIBS 

PNt.-33S0-2 

Pt<L-33aO-3 

EGO-2035 


MHSri-8D 7930 
MH8M-8D 7919 
9AND80-09a7 
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PNL-33ai 
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LA-S305-HB 

NRC-04-78-aia 

AKL-BO-34 V3 
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PNL-34S4 

DNL-MURE0-3I241 
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BAI -2 19-80-PA 

EGG-SOSS 
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EGG-20A1 

BNU-NURE0-3iaA3 

BNL-NUReo-S1863 
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BECY-B0-32SA 

SECY-aO-379 

BECV-0O-3e4 
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aECY-B0-4S7 

SECY-aO-474C 

BECY-eo-476 

aECY-80-4e6 
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8ECY-0O-495 

GECY-80-500 
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8ECV-0O-914 

BeCY-S0-Sl9 
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SBCY-aO-520 
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SECV-A-0O-179D 
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TR-67SL211 
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VBP-FRD-aQ 

WCAP-97ia 
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NUREO 
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0012190937 

NUREO 


VI 
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NUREO 


V2 

8012160598 

NUREO 


V2 

8012190040 

NUREO 



0012310449 

NUREO 



0012310394 

NUREO 



8012220609 

NUREO 



6012120342 

NUREO 



0012120590 

NUREO 



0012290611 

NUREO 



8012190432 

NUREO 



8012110492* 

FOIA 



6012230340* 
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R 


6012090214* 

50-361 

A 


8013150113* 

50-327 

P 

R4 

6012110283* 

50-237 

P 


7907030173* 

50-367 

0 


6012110449* 

FOIA 



6011200263 

lOCFR 



6009100422 

6ECY 



0018290009* 

lOCFR 



8011200546 

90-320 

P 


601 1280117* 

lOCFR 



6012290483* 

lOCFR 



8011280112* 

lOCFR 



8011140484* 

lOCFR 



0011200233 

SECY 



0012080756 

90-579 

A 


8011200286 

SECY 



8012020353* 

lOCFR 



6012050093 

SECY 



6012030773 

BECY 



8012080769 

SECY 



6012120220 

BECY 



8012110408* 

70-143 



8012110404* 

70-143 



0012100327 

6ECV 



0012100416 

SECY 



8012290909 

SECY 



6012120373* 

90-247 

T 


8012290507* 

50-3 

T 


8012290501* 

90-3 

T 


8012090496* 

PROJ 


P 

6012300237* 

TOPREP 



6012100464* 

50-245 

P 


8012050492* 

PROJ 



8012010299* 

50-200 

P 


8012040237* 

TOPREP 


82 

8012230911* 

TOPREP 



8012240262* 

90-29 

P 


OTHER REPORT 
NUMBER 


SANDB0-t307 

UCRL-IS277 

BHARC-3Il-BO-Oa 


EDtS NGSDC-4 
EDS NOSDC-S 


0m-2Oi9 

NRC-04-77-147 


NSC“CaH-Oai9-RO 


48Ffi71023 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
foiiowing the accession number in the indexes. The second 
coiumn gives the accession number of the principai docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principai document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A, 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

7907030173 

8012020699 

00/11/20 

90-367 

0 

79101 S005B 

8012030001 

00/10/19 

FOIA 


7911180300 

8012030001 

60/10/13 

FOIA 


6001030494 

8001030448 

79/12/31 

90-346 

F 

B002S20093 

8012020699 

00/11/20 

90-367 

0 

6004 100230 

6004100226 

60/11/10 

71-9073 


5009 130347 

8009130126 

80/04/10 

40-6940 


6O080&O0S8 

8012110643 

80/11/20 

FOIA 


6008270159 

8012090093 

60/11/14 

BECV 


0009180039 

8012010126 

60/11/10 

71-9073 


6009160046 

8012010126 

80/11/10 

71-9073 


6009190463 

8012080720 

80/10/30 

40-6106 


6010230021 

8012040162 

80/11/06 

lOCFR 


8010260964 

6012010126 

80/11/10 

71-9073 


8010300939 

8010300939 

80/10/16 

90-380 

U 

8010300944 

8010300939 

80/10/16 

90-320 

u 

8011060013 

8012010126 

80/11/10 

71-9073 


801 1060236 

801 1210740 

00/10/16 

REOOD 


8011060236 

8011210740 

60/10/16 

REOOD 


6011130046 

8012090093 

60/11/14 

SECY 


6011140464 

8012020196 

80/11/17 

lOCFft 


6011170009 

6011170009 

80/10/13 

40-0749 


6011180319 

8011160303 

60/10/15 

8t*U Prog 

6011180969 

6011180961 

BO/Il/17 

90-289 

p 

0011160703 

8011180692 

80/11/11 

90-323 

8 

6011190378 

8011190371 

80/11/18 

90-443 

A 

6011190363 

0011190371 

80/11/18 

90-443 

A 

6011190396 

6011190371 

eo/ll/lB 

90-443 

A 

6011190916 

6011190919 

80 /io/oa 

90-10 

a 

6011200191 

6011200186 

80/10/16 

40-8714 


6011210161 

6011210177 

80/10/31 

71-9019 


6011290108 

8011250100 

80/10/31 

90-279 

6 

6011290276 

6011290274 

80/09/11 

90-461 

0 

6011290276 

8011290274 

80/09/11 

90-461 

a 

6011290901 

0011290499 

80/11/20 

90-267 

8 

8011290937 

6011290949 

60/11/14 

90-361 

A 

8011290704 

8012080796 

00/11/05 

90-979 

A 

8011260067 

8011260064 

60/11/26 

90-416 

K 

8011260112 

6011280106 

60/11/21 

lOCFR 


8011280117 

8011260106 

60/11/21 

lOOFR 


8012010014 

8012010010 

00/10/31 

90-926 

a 

6012010026 

6012010029 

60/11/10 

40-8743 


8012010038 

6012010036 

60/10/06 

40-8984 


8012010076 

8012010074 

ao/ii/i? 

90-277 

p 

8012010061 

6012010074 

00/11/19 

90-277 

p 

6012010069 

8012010074 

60/11/19 

90-277 

p 

6012010096 

6012010097 

80/11/26 

90-302 

p 

6012010133 

6012010126 

60/11/10 

71-9073 


6012010137 

8012010126 

80/11/10 

71-90/3 


8012010146 

6012010126 

80/11/10 

71-9073 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DQCUHENT 

ISSUED 

CATEODRY 

6012010192 

6012010126 

60/11/10 

71-9070 


6012010196 

8012010126 

80/11/10 

71-9073 


6012010160 

6012010138 

80/11/24 

50-255 

P 

6012010163 

8012010126 

80/11/10 

71-9073 


8012010169 

8012010126 

80/11/10 

71-9073 


8012010173 

6012010126 

80/11/10 

71-9073 


8012010178 

8012010126 

60/11/10 

71-9073 


8012010166 

8012010126 

eo/ii/io 

71-9073 


8012010196 

6012010126 

eo/ii/io 

71-9073 


6012010209 

6012010126 

80/11/10 

71-9073 


8012010208 

6012010126 

80/11/10 

71-9073 


8012010223 

6012010126 

00/11/10 

71-9073 


8012010223 

6012010201 

60/11/24 

50-369 

A 

8012010220 

8012010126 

60/11/10 

71-9073 


6012010234 

8012010126 

80/11/10 

71-9073 


8012010241 

6012010233 

60/11/21 

50-293 

P 

8012010242 

6012010126 

60/11/10 

71-9073 


8012010247 

B012010126 

80/11/10 

71-9073 


8012010292 

8012010126 

80/1 1 /lO 

71-9073 


801201029? 

6012010136 

80/11/10 

71-9073 


8012010299 

6012010209 

eo/io/oa 

PR 


6012010260 

6012010126 

60/11/10 

71-9073 


6012010262 

8012010126 

80/11/10 

71-9073 


6012010265 

6012010126 

80/11/10 

71-9073 


8012010266 

8012010126 

00/11/10 

71-9073 


6012010269 

8012010126 

60/11/10 

71-9073 


6012010274 

8012010126 

00/11/10 

71-9073 


6012010279 

6012010126 

80/11/10 

71-9073 


80120 102B0 

6012010277 

60/11/19 

50-339 

8 

8012010287 

8012010286 

80/11/24 

50-255 

P 

8012010299 

8012010291 

60/11/19 

50-280 

P 

8012010299 

6012010297 

60/11/21 

50-244 

P 

8012010302 

6012010296 

60/10/20 

71-39? 


3012010308 

60120(0304 

60/11/29 

50-272 

0 

3012010313 

8012010304 

60/11/25 

50-272 

0 

8012010314 

6012010307 

eo/u /20 

50-366 

0 

8012010324 

6012010315 

60/11/20 

50-368 

8 

8012010336 

6012010322 

80/11/24 

50-318 

8 

8012010340 

0012010331 

60/11/20 

50-368 

8 

8012010346 

0012010325 

eo/u /20 

50-321 

8 

8012010347 

6012010341 

80/11/24 

30-293 

B 

6012010397 

8012010349 

80/11/24 

50-366 

6 

6012010399 

6012010352 

80/11/24 

50-339 

6 

6012010361 

6012010354 

80/11/21 

50-313 

8 

8012010362 

8012010353 

80/11/19 

50-339 

6 

6012010367 

6012010348 

80/11/24 

50-348 

6 

8012010369 

6012010356 

80/11/24 

50-317 

6 

8012010372 

8012010364 

80/11/21 

50-266 

8 

8012010373 

0012010363 

80/11/81 

50-338 

8 

8012010376 

6012010366 

80/11/20 

50-331 

I 


461 



4B2 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

eolsoioaei 

8012010370 

00/11/19 

50-366 

S 

8012010062 

6012010374 

00/11/18 

50-294 

s 

8012010363 

8012010371 

60/11/20 

50-366 

8 

6013010390 

6012010376 

60/11/24 

50-338 

8 

6012010392 

B0120103B4 

80/11/25 

50-299 

S 

6012010393 

SO 120 10386 

60/11/20 

90-366 

8 

8012010394 

8012010377 

80/11/24 

SO -321 

a 

8012010403 

0012010379 

60/11/24 

50-271 

8 

8012010404 

6012010399 

60/11/21 

90-313 

s 

6012010409 

8012010396 

80/11/06 

50-298 

0 

801201040<!> 

6012010402 

80/11/21 

50-360 

8 

8012010415 

6012010410 

60/11/24 

50-296 

8 

8012010416 

6012010414 

80/10/16 

PR 


8012010129 

6012010409 

80/11/25 

50-333 

8 

6012010431 

8012010421 

80/11/12 

50-366 

P 

6012010435 

6012010421 

60/11/12 

50-366 

P 

8012010436 

0012010417 

80/11/07 

50-267 

8 

6012010441 

8012010421 

80/11/12 

50-366 

P 

B012010455 

8012010440 

80/11/20 

50-277 

a 

6012010476 

8012010470 

80/11/20 

90-430 

A 

80120104S9 

8012010483 

80/11/12 

90-269 

p 

8012010493 

B012010477 

80/11/26 

50-282 

s 

6012010529 

8011190093 

60/10/31 

90-331 

Q 

6012010531 

8012010927 

80/11/04 

COMMISSION 

6012010535 

6012010933 

80/11/16 

50-170 

P 

8012010964 

6012010961 

80/11/19 

90-224 

P 

8012010971 

8012010961 

BO/ll/19 

90-224 

P 

8012010979 

8012010979 

ao/ii/ia 

90-197 

P 

6012010S66 

8012010966 

eo/ii/iB 

90-282 

0 

801201038? 

8012010984 

eo/ii/io 

50-324 

u 

8012010607 

8012010602 

60/11/13 

90-338 

F 

8012010614 

8012010602 

80/11/13 

50-338 

F 

8012010626 

8012010622 

80/09/17 

70-1308 


8012020023 

6012020020 

60/11/19 

50-279 

0 

BO12O20O42 

8012020036 

BO/ 11/07 

50-269 

P 

6012020051 

8012020036 

ao/u/07 

50-269 

P 

8012020097 

8012020036 

80/11/07 

50-269 

P 

8012020073 

6012020069 

60/11/24 

50-436 

A 

30120200B9 

8012020083 

60/11/25 

SO -482 

C 

8012020093 

8012020083 

00/11/25 

50-482 

C 

8012020110 

8012020099 

80/11/14 

50-294 

0 

8012020127 

8012020117 

60/11/20 

50-369 

Q 

8012020129 

6012020121 

60/11/26 

90-250 

P 

6012020133 

8012020117 

80/11/20 

50-369 

0 

601202014] 

8012020117 

90/11/20 

50-369 

0 

8012020147 

6012020117 

60/11/20 

50-369 

Q 

8012020148 

8012020137 

80/11/26 

30-272 

Q 

8012020156 

6012020137 

60/11/26 

50-272 

0 

6012020159 

6012020117 

80/11/20 

50-369 

0 

6012020194 

8012020190 

80/10/21 

30-205 

0 

6012020205 

601202019? 

80/10/01 

90-29 

Q 

8012020216 

8012020210 

80/10/02 

30-289 

0 

8012020217 

6012020182 

80/11/24 

TOPREP 


8012020228 

6012020222 

BO/10/06 

90-302 

Q 

6012020245 

6012020241 

80/11/25 

50-395 

R 

8012020248 

6012020238 

80/11/10 

40-8709 


Q0120202S1 

8012020247 

SO/ 11/26 

90-361 

A 

8012020252 

8012020238 

80/11/18 

40-B709 


8012020261 

6012020294 

80/09/10 

70-371 


6012020262 

8012020257 

80/10/20 

40-8709 


8012020265 

8012020268 

00/11/13 

TOPREP 


8012020268 

6012020264 

ao/u /20 

TOPREP 


6012020269 

8012020267 

80/11/18 

50-395 

0 

8012020274 

8012020283 

80/11/13 

State Proo 

8012020278 

8012020293 

60/11/20 

50-399 

A 

6012020312 

8012020308 

00/11/10 

50-10 

Q 

8012020318 

8012020319 

80/11/26 

50-409 

P 

8012020328 

8012020323 

80/ 1 1/28 

50-329 

A 

0012020331 

8012020327 

00/11/04 

XPORTLIC 


8012020335 

8012020327 

80/11/04 

XPORTLIC 


8012020345 

8012020339 

80/11/20 . 

50-259 

Q 

8012020348 

8012020339 

60/11/20 

50-259 

Q 

8012020349 

8012020340 

80/10/23 

40-8094 


BO12020351 

8012020338 

80/11 /IB 

iOCFR 


8012020353 

6012020338 

80/11/18 

lOCFR 


8012020394 

8012020339 

80/11/20 

30-259 

Q 

8012020396 

6012020339 

80/11/20 

S0-2S9 

Q 

8012020359 

8012020338 

80/11/18 

IOCFR 


8012020361 

BOl 2020340 

80/10/23 

40-6084 


8012020364 

8012020339 

80/11/20 

90-259 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

8012020365 

8012020336 

BO/n/18 

IOCFR 


8012020379 

6012020338 

80/11/18 

IOCFR 


8012020379 

6012020338 

80/11/18 

IOCFR 


8012020363 

6012020376 

80/10/26 

40-2259 


8012020397 

8012020395 

80/11/20 

90-364 

Q 

6012020400 

6012020399 

00/11/20 

50-364 

Q 

8012020402 

6012020395 

00/11/20 

50-364 

0 

8012020404 

6012020395 

80/11/20 

50-364 

0 

8012020412 

0012020106 

80/11/20 

50-390 

0 

6012020421 

6012020418 

80/11/28 

50-260 

8 

8012020426 

8012020423 

80/11/24 

90-339 

8 

8012020431 

8012020428 

80/11/26 

90-309 

0 

8012020433 

8012020408 

60/11/20 

90-390 

0 

8012020436 

8012020408 

00/11/20 

90-390 

0 

8012020439 

8012020435 

00/11/26 

90-271 

8 

8012020441 

6012020408 

80/11/20 

90-390 

Q 

QO 12020443 

8012020440 

80/11/20 

50-364 

E 

8012020447 

8012020444 

80/12/01 

90-296 

B 

6012020450 

8012020446 

00/11/26 

90-344 

0 

6012020456 

8012020453 

60/11/24 

50-409 

S 

BO 12020461 

0012020456 

80/11/25 

90-368 

8 

8012020462 

8012020460 

80/11/24 

90-424 

A 

6012020466 

8012020463 

80/11/26 

90-313 

8 

6012020468 

8012020464 

BO/U/26 

90-289 

P 

6012020474 

0012020469 

00/11/12 

90-291 

8 

8012020479 

0012020470 

00/11/26 

90-29 

8 

6012020488 

8012020485 

80/11/26 

90-272 

S 

8012020499 

8012020492 

00/11/24 

90-331 

8 

8012020507 

8012020500 

80/11/26 

90-366 

S 

6012020508 

8012020499 

80/12/01 

90-296 

s 

6012020509 

0012020501 

80/11/24 

90-335 

8 

6012020516 

8012020511 

80/11/26 

90-366 

8 

8012020518 

0012020514 

80/11/23 

90-296 

a 

8012020519 

0012020512 

00/11/26 

90-364 

8 

8012020520 

0012020496 

60/11/21 

90-324 

8 

8012020530 

8012020506 

60/11/26 

90-317 

8 

8012020531 

8012020524 

80/10/31 

90-302 

s 

8012020933 

8012020525 

80/11/26 

90-346 

8 

0012020535 

8012020529 

80/11/24 

90-336 

a 

8012020542 

0012020534 

80/11/19 

90-335 

3 

8012020543 

0012020502 

00/11/26 

90-270 

8 

8012020544 

0012020538 

00/11/14 

90-250 

8 

8012020546 

8012020541 

80/11/24 

50-331 

8 

0012020550 

8012020540 

80/11/28 

50-272 

a 

0012020595 

0012020546 

80/11/24 

90-335 

0 

8012020556 

0012020592 

00/11/25 

90-219 

s 

8012020557 

8012020551 

00/11/06 

90-335 

8 

8012020958 

8012020545 

60/11/26 

90-346 

8 

8012020559 

8012020549 

00/11/18 

90-346 

Q 

8012020563 

8012020594 

60/11/25 

90-267 

8 

8012020566 

8012020549 

80/11/26 

90-348 

S 

8012020567 

8012020561 

80/11/18 

90-335 

S 

8012020569 

BOl 2020569 

80/11/26 

90-329 

8 

6012020574 

6012020949 

80/11/26 

50-346 

6 

6012020579 

8012020966 

80/11/25 

90-267 

8 

8012020578 

0012020971 

80/11/20 

90-324 

8 

8012020986 

0012020949 

80/11/26 

90-340 

8 

0012020590 

8012020581 

80/11/24 

90-339 

8 

6012020591 

8012020583 

80/11/20 

50-249 

8 

6012020594 

8012020587 

80/11/19 

90-346 

0 

60 1 2020S9S 

0012020545 

60/11/26 

90-346 

6 

8012020597 

0012020569 

60/11/24 

50-309 

R 

8012020600 

0012020593 

80/11/26 

90-318 

8 

8012020601 

0012020545 

60/11/26 

50-340 

8 

8012020602 

0012020596 

60/11/24 

50-339 

8 

6012020606 

8012020599 

80/11 /SO 

50-293 

0 

6012020613 

8012020603 

80/11/24 

90-331 

B 

6012020616 

8012020607 

80/11/25 

50-285 

0 

6012020617 

3012020604 

80/11/21 

FOIA 


8012020619 

8012020612 

80/11/28 

90-317 

S 

8012020620 

0012020604 

80/11/21 

FOIA 


8012020621 

0012020610 

80/11/26 

90-327 

8 

8012020622 

0012020615 

80/11/28 

80-293 

8 

8012020624 

0012020604 

80/11/21 

FOIA 


6012020630 

8012020604 

60/11/21 

FOIA 


8012020631 

8012020623 

00/11/24 

90-338 

8 

6012020633 

8012020625 

80/11/21 

50-327 

S 

8012020634 

8012020628 

80/11/26 

90-466 

0 

6012020636 

8012020629 

80/12/01 

30-327 

8 

8012020637 

8012020604 

80/11/21 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUHBEft 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0012020640 

8012020604 

80/11/21 

FOIA 


8012020646 

8012020635 

80/11/26 

50-302 

8 

0012020652 

8012020643 

80/11/24 

50-272 

8 

8012020663 

6012020653 

80/11/26 

30-272 

0 

6012020664 

6012020630 

80/11/25 

50-307 

0 

8012020666 

8012020660 

80/11/17 

50-209 

0 

8012020674 

8012020660 

00/11/17 

50-289 

0 

8012020673 

8012020667 

60/11/19 

aA999 


0012020679 

0012020670 

80/11/19 

50-285 

8 

8012020683 

8012020667 

80/11/19 

aA999 


8012020687 

8012020660 

80/11/17 

50-289 

0 

6012020692 

8012020667 

80/11/19 

aA999 


8012020696 

8012020689 

00/10/16 

70-371 


0012020/07 

8012020667 

00/11/19 

aA999 


8012020703 

8012020693 

00/11/20 

50-367 

0 

0012020/12 

8012020682 

00/11/25 

50-330 

B 

B012020716 

8012020709 

00/11/14 

aA999 


8012020718 

8012020693 

00/11/20 

50-367 

0 

8012020721 

8012020709 

80/11/14 

aA999 


8012020723 

8012020706 

00/11/28 

50-322 

A 

8012020726 

8012020709 

00/11/14 

aA999 


8012020726 

8012020695 

00/ 11/20 

50-367 

0 

8012020/33 

8012020709 

80/11/14 

aA999 


8012020740 

8012020731 

60/11/21 

FOIA 


6012020749 

8012020739 

80/10/24 

50-445 

a 

0012020750 

8012020695 

80/11/20 

50-367 

0 

0012020/62 

8012020757 

00/10/23 

50-402 

a 

8012020770 

8012020761 

00/10/20 

50-373 

a 

8012020/80 

8012020761 

00/10/20 

50-373 

0 

0012020793 

6012020787 

80/10/30 

50-263 

a 

6012020796 

6012020792 

00/11/12 

QA999 


GO 12020797 

6012020784 

00/02/20 

50-312 

0 

8012020799 

8012020791 

00/10/31 

50-209 

a 

6012020800 

8012020792 

00/11/12 

aA999 


8012020802 

8012020792 

80/11/12 

QA999 


6012020604 

0012020704 

00/02/20 

50-312 

0 

8012020808 

8012020792 

00/11/12 

aA999 


6012020811 

8012020784 

00/02/20 

50-312 

0 

6012020821 

8012020815 

00/11/06 

50-293 

H 

6012020626 

0O12OSO824 

80/09/23 

50-170 

H 

8012020833 

8012020017 

80/11/18 

50-320 

H 

8012020638 

8012020834 

77/02/09 

50-367 

U 

8012030002 

8012030001 

00/10/15 

27-39 


8012030003 

0012030001 

00/10/15 

27-39 


8012030003 

8012030001 

00/10/15 

27-39 


6012030006 

8012030001 

00/10/13 

FOIA 


8012030007 

8012030001 

00/10/15 

27-39 


601203000? 

8012030001 

00/10/13 

27-39 


6012030010 

8012030001 

00/10/13 

FOIA 


6012030011 

8012030001 

00/10/15 

27-39 


6012030012 

6012030001 

00/10/13 

FOIA 


6012030013 

8012030001 

00/10/13 

FOIA 


6012030014 

8012030001 

00/10/15 

27-39 


8012030015 

8012030001 

00/10/15 

FOIA 


8012030016 

8012030001 

00/10/15 

27-39 


6012030017 

8012030001 

80/10/15 

FOIA 


8012030019 

8012030001 

80/10/15 

27-39 


8012030020 

8012030001 

80/10/15 

FOIA 


8012030021 

8012030001 

80/10/15 

FOIA 


8012030022 

8012030001 

00/10/15 

FOIA 


8012030024 

8012030001 

00/10/15 

27-39 


8012030023 

8012030001 

80/10/15 

27-10 


8012030026 

8012030001 

80/10/15 

FOIA 


8012030027 

8012030001 

00/10/13 

FOIA 


8012030028 

8012030001 

80/10/15 

27-39 


6012030030 

8012030001 

80/10/15 

FOIA 


6012030031 

8012030001 

80/10/15 

FOIA 


8012030032 

8012030001 

80/10/15 

FOIA 


6012030033 

8012030001 

80/10/15 

FOIA 


8012030034 

8012030001 

80/10/15 

FOIA 


8012030035 

8012030001 

80/10/15 

27-10 


8012030038 

8012030001 

80/10/15 

FOIA 


8012030039 

8012030001 

80/10/15 

27-10 


0012030040 

8012030001 

80/10/13 

27-10 


8012030041 

8012030001 

80/10/15 

FOIA 


8012030042 

8012030001 

80/10/15 

27-10 


8012030043 

8012030001 

80/10/15 

27-10 


0012030045 

8012030001 

80/10/15 

FOIA 


8012030046 

8012030001 

80/10/15 

FOIA 


8012030047 

8012030001 

80/10/15 

FOIA 



ACCESSION NUMBER 


PRINCIPAL DATE SUOUECT 

ENCLOSURE DOCUMENT ISSUED CATECORY 


G01S030D4B 6018030001 BO/IO/IS 27-39 

6018030049 6012030001 SO/iO/lS 27-10 

6012030050 6012030001 00/10/ IS POEA 

6012030051 6012030001 00/10/13 POIA 

6012030052 6012030001 00/10/ 1 S 27-10 

60120300S3 6012030001 80/10/13 FQIA 

6012030054 6012030001 80/10/13 27-10 

8012030053 6012030001 80/10/13 FOIA 

6018030056 6018030001 80/10/13 27-10 

6018030037 6018030001 80/10/13 FOIA 

6018030050 6018030001 00/10/13 27-10 

6018030039 8018030001 80/10/13 FOIA 

6018030060 8012030001 80/10/13 FOIA 

6018030061 8012030001 80/10/13 FOIA 

6012030068 8012030001 80/10/13 FOIA 

6012030063 6012030001 90/10/13 FOIA 

6012030064 6012030001 80/10/13 FOIA 

8018030063 6012030001 80/10/13 FOIA 

6018030066 6018030001 80/10/13 FOIA 

6018030067 6012030001 60/10/13 FOIA 

6018030068 6012030001 SO/10/15 FOIA 

801203006? 6018030001 60/10/13 FQIA 

6018030070 6018030001 60/10/15 FOIA 

8018030071 8018030001 60/10/15 FOIA 

8018030078 6018030001 60/10/15 FOIA 

8018030073 6018030001 60/10/13 FOIA 

8012030074 6012030001 60/10/13 27-10 

6018030075 6012030001 60/10/13 FQIA 

8018030076 8018030001 60/10/13 FOIA 

8018030077 8018030001 60/10/15 27-3? 

8012030078 6012030001 60/10/15 FOIA 

601203007? 6012030001 60/10/13 FOIA 

8012030000 6012030001 60/10/13 FOIA 

8018030061 6018030001 60/10/13 FOIA 

6018030008 6012030001 60/10/15 FOIA 

6018030003 6018030001 60/10/13. 27-39 

801S03D004 6018030001 60/10/13 FQIA 

8012030003 6012030001 60/10/13 FOIA 

8012030006 6012030001 60/10/13 FOIA 

6018030007 8018030001 60/10/13 FQIA 

8012030000 6012030001 60/10/13 FOIA 

801203008? 8012030001 60/10/13 FOIA 

8012030090 6018030001 60/10/15 87-39 

8012030091 8018030001 60/10/13 27-10 

6012030092 6012030001 80/10/15 FOIA 

6012030093 8012030001 80/10/15 FOIA 

6018030094 8012030001 80/10/13 FOIA 

8012030093 6012030001 80/10/15 FOIA 

8012030096 6012030001 80/10/13 FQIA 

8012030097 8018030001 60/10/13 27-10 

8018030098 8012030001 80/10/15 87-39 

6018030099 6018030001 60/10/13 FOIA 

6018030100 6018030001 60/10/13 FOIA 

6018030101 6012030001 00/10/13 FOIA 

6018030108 6018030001 60/10/15 FOIA 

6018030103 6018030001 60/10/15 FOIA 

6018030104 6018030001 60/10/13 27-10 

6018030105 6018030001 80/10/15 FOIA 

6018030106 6018030001 60/10/15 27-39 

8018030107 6012030001 60/10/13 FOIA 

8018030108 6018030001 80/10/15 27-tO 

6018030109 6018030001 60/10/15 FOIA 

6018030110 6018030001 80/10/15 FOIA 

60180301 U 6018030001 80/10/15 FQIA 

6012030118 6018030001 80/10/15 27-10 

6018030113 60IS030001 80/10/15 27-39 

6018030114 6018030001 80/10/13 FOIA 

6018030115 6018030001 80/10/13 FOIA 

6018030116 6018030001 80/10/13 FQIA 

6018030117 6018030001 80/10/13 FQIA 

6018030116 6018030001 00/10/13 27-10 

6012030119 6012030001 00/10/15 FQIA 

6018030120 6012030001 00/10/13 27-39 

6012030121 6012030001 00/10/13 27-10 

6012030122 6012030001 80/10/13 FQIA 

6012030123 6012030001 80/10/13 FQIA 

6012030124 6012030001 80/10/13 FQIA 

8012030125 8012030001 80/10/13 FOIA 

6012030126 6012030001 00/10/13 FOIA 

8012030127 6012030001 00/10/13 27-10 
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SOI SOSO 12a 
BO 13030 129 
BO 12030 130 
0012030131 
8012030132 

6018030001 

6018030001 

6012030001 

6012030001 

8012030001 

60/10/19 

60/10/19 

60/10/19 

60/10/19 

ao/io/is 

FOtA 

27-10 

87-39 

POIA 

FOIA 

8012030210 

6012030211 

6012030212 

6012030213 

6012030214 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

60/10/15 

80/10/13 

60/10/13 

60/10/19 

80/10/15 

27-10 

FOIA 

FOIA 

27-10 

FOIA 

SO 1203 01 33 
6012030134 
0012030139 
.6012030136 
6012030137 

6018030001 

6018030001 

6018030001 

6018030001 

6018030001 

60/10/19 
60/10'/ 19 
BO/lO/19 
eO/10/15 

ao/io/is 

27-10 

27-10 

FOIA 

FOIA 

27-10 

6012030215 

8012030216 

8012030217 

8012030218 

8012030219 

6012030001 
BO 1203000 I 
6012030001 
6012030001 
6012030001 

BO/IO/IS 

60/10/15 

60/10/13 

80/10/15 

80/10/15 

27-10 

FOIA 

FOIA 

FOIA 

FOIA 

6012030136 
8012030139 
6012030140 
6012030141 
BO 12030 142 

6012030001 

6018030001 

6012030001 

6012030001 

6012030001 

60/10/19 

60/10/19 

ao/io/is 

ao/10/15 

ao/io/is 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

6012030220 

6012030221 

6012030222 

6012030223 

6012030224 

6012030001 

8012030001 

6012030001 

6012030001 

6012030001 

80/10/15 

80/10/15 

60/10/15 

60/10/19 

80/10/15 

FOIA 

FOIA 

FOIA 

27-10 

27-39 

8012030143 

8012030144 

6012030149 

6012030146 

6012030147 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

60/10/ 19 
60/10/15 
60/10/15 
80/10/15 
80/10/15 

FOIA 

27-10 

FOIA 

FOIA 

FOIA 

BO 12030229 
6012030226 
6012030227 
6012030226 
6012030229 

6012030001 

6012030001 

6012030001 

8012030001 

6012030001 

80/10/15 

80/10/15 

80/10/15 

60/10/15 

60/10/13 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

6012030148 

601203014? 

6012030190 

6012030192 

6012030193 

6012030001 
6012030001 
SO 12030001 
6012030001 
6012030001 

80/10/15 
80/10/15 
60/10/15 
60/10/ 15 
60/10/ 19 

FOIA 

FOIA 

FOtA 

27-10 

27-10 

6012030230 
6012030231 
SO 12030234 
6012030235 
6012030236 

6012030001 

8012030001 

6012030001 

6012030001 

6012030001 

60/10/19 

80/10/15 

80/10/15 

80/10/13 

80/10/15 

FOIA 

27-10 

27-10 

FOIA 

FOIA 

6012030154 

6012030199 

6012030196 

6012030157 

8012030156 

6012030001 

6012030001 

6012030001 

8012030001 

6012030001 

80/10/13 

60/10/15 

80/10/19 

60/10/13 

80/10/13 

FOIA 

FOIA 

27-39 

FOIA 

FOIA 

6012030237 

6012030233 

6012030239 

6012030240 

8012030241 

6012030001 

6012030001 

6012030001 

6012030001 

8012030001 

80/10/15 

00/10/15 

60/10/19 

80/10/19 

80/10/15 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

601203019? 
BO 12030 160 
6012030161 
6012030162 
6012030163 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/15 

80/10/15 

60/10/15 

60/10/13 

00/10/19 

27-10 

FOIA 

27-10 

27-39 

FOIA 

6012030242 

8012030243 

6012030244 

6012030249 

6012030246 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/19 

60/10/15 

80/10/19 

80/10/15 

80/10/15 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

6012030164 

6012030169 

6012030166 

6012030167 

6012030166 

6012030001 

8012030001 

6012030001 

0012030001 

6012030001 

ao/10/13 

80/10/15 

60/10/15 

60/10/15 

80/10/15 

FOIA 

27-10 

FOIA 

27-39 

FOIA 

6012030247 

6012030249 

6012030230 

6012030291 

6012030252 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/19 

80/10/15 

60/10/15 

00/10/19 

80/10/15 

FOIA 

FOIA 

FOIA 

27-39 

FOIA 

601203016? 

6012030170 

6012030171 

6012030172 

6012030173 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/15 

80/10/18 

80/10/15 

80/10/19 

30/10/19 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

6012030293 

6012030293 

6012030256 

6012030237 

6012030296 

6012030001 

6012030001 

8012030001 

8012030001 

8012030001 

80/10/15 

60/10/15 

60/10/15 

60/10/15 

60/10/19 

FOIA 

FOIA 

FOIA 

27-10 

27-10 

6012030174 
6012030179 
6012030176 
BO 12030 I 77 
8012030176 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

ao/ 10/19 
ao/io/is 

80/10/19 

80/10/15 

ao/10/15 

FOIA 

FOIA 

27-39 

FOtA 

FOIA 

6012030259 

6012030260 

6012030262 

6012030263 

6012030264 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/19 

80/10/19 

80/10/19 

80/10/13 

80/10/15 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

601203017? 

6012030160 

6012030161 

6012030182 

6012030163 

6012030001 

8012030001 

0012030001 

8012030001 

8012030001 

80/10/13 

60/10/13 

60/10/15 

80/10/13 

80/10/15 

FOIA 

FOIA 

27-39 

FOIA 

27-10 

6012030269 

6012030266 

6012030267 

8012030268 

6012030269 

6012030001 

6012030001 

8012030001 

8012030001 

8012030001 

60/10/15 

60/10/13 

80/10/19 

80/10/15 

80/10/19 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

6012030164 

6012030189 

6012030186 

6012030187 

6012030166 

6012030001 

8012030001 

8012030001 

8012030001 

6012030001 

80/10/19 
60/10/13 
60/10/15 
60/10/ IS 
60/10/19 

27-10 

FOIA 

27-10 

FOIA 

FOIA 

6012030270 

6012030272 

6012030273 

8012030274 

6012030279 

8012030001 

6012030001 

6012030001 

6012030001 

6012030001 

ao/io/is 

80/10/19 

80/10/19 

60/10/19 

60/10/15 

FOIA 

FOIA 

FOIA 

27-39 

FOIA 

601203016? 

6012030190 

6012030191 

8012030192 

8012030193 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

80/10/13 

60/10/13 

80/10/13 

60/10/15 

80/10/13 

27-10 

FOIA 

FOIA 

27-10 

FOIA 

6012030276 

6012030277 

6012030276 

6012030279 

6012030260 

8012030001 

8012030001 

8012030001 

6012030001 

8012030001 

60/10/19 

60/10/19 

60/10/15 

60/10/19 

80/10/15 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012030194 

6012030199 

6012030196 

6012030197 

6012030196 

6012030001 

6012030001 

8012030001 

6012030001 

6012030001 

80/10/19 

00/10/15 

80/10/15 

80/10/19 

80/10/19 

27-39 

FOIA 

FOIA 

27-10 

FOIA 

6012030281 
6012030282 
SO 12030283 
SO12O3O204 
8012030286 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/19 

60/10/15 

80/10/13 

80/10/19 

60/10/15 

27-10 

FOIA 

FOIA 

FOIA 

27-39 

6012030199 

60 12030200 
6012030201 
6012030203 
8012030203 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

00/10/15 

60/10/15 

00/10/19 

80/10/16 

80/10/19 

POIA 

FOIA 

FOIA 

27-10 

POIA 

6012030287 

6012030288 

8012030289 

6012030290 

6012030291 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

80/10/15 

80/10/15 

60/10/15 

80/10/19 

60/10/19 

FOIA 

FOIA 

27-10 

FOIA 

27-10 

6012030804 

6012030209 

6012030807 

8012030806 

8012030309 

8012030001 

8012030001 

6012030001 

6012030001 

8012030001 

60/10/15 

80/10/18 

60/10/15 

60/10/19 

80/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

6012030292 

6012030293 

8012030294 

6012030299 

6012030296 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

80/10/19 

80/10/19 

80/10/19 

80/10/19 

86/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
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PRINCIPAL 
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ENCLOSURE 

DOCUMENT 

IS9UED 

CATEGORY 

0O12O3OB97 

0012030001 

80/ 10/ 15 

FOIA 

8012030384 

0012030001 

80/10/15 

FOIA 

001203029a 

0012030001 

80/10/19 

FOIA 

8012030385 

8012030001 

00/10/15 

FOIA 

0012030299 

0012030001 

80/10/15 

FOIA 

8012030306 

8012030001 

00/10/15 

FOIA 

0012030300 

0012030001 

80/10/15 

FOIA 

8012430387 

8012030001 

00/lO/lS 

FOIA 

0012030301 

0012030001 

80/ 10/ IS 

27-39 

8012030380 

8012030001 

00/10/15 

FOIA 

0012030303 

8012030001 

80/10/19 

27-10 

8012030389 

8012030001 

ao/to/is 

FOIA 

0012030304 

8012030001 

80/10/19 

FOIA 

8012030390 

8012030001 

80/ to/ 15 

FOIA 

0012030303 

8012030001 

00/10/19 

FOIA 

8012030391 

8012030001 

80/10/15 

FOIA 

0012030307 

8012030001 

00/10/15 

FOIA 

6012030392 

8012030001 

80/10/15 

FOIA 

8013030300 

8012030001 

00/10/15 

FOIA 

8012030393 

8012030001 

80/10/15 

FOIA 

8012030309 

8012030001 

00/10/19 

FOIA 

8012030394 

8012030001 

80/10/15 

27-3? 

8012030310 

8012030001 

00/10/19 

27-10 

0012030399 

0012030001 

80/ 10/15 

FOIA 

8012030311 

8012030001 

00/10/19 

27-10 

8012030397 

8012030001 

BO/lO/tS 

FOIA 

8012030312 

8012030001 

00/10/19 

FOIA 

8012030398 

8012030001 

80/10/16 

FOIA 

8012030313 

8012030001 

00/10/15 

27-10 

8012030399 

8012030001 

eo/io/ts 

FOIA 

8012030314 

8012030001 

00/ 10/15 

FOIA 

8012030400 

8012030001 

BO/IO/IS 

FOIA 

001203031 S 

0012030001 

80/10/19 

FOIA 

8012030402 

8012030001 

80/10/15 

FOIA 

0012030317 

0012030001 

80/10/IS 

FOIA 

8012030403 

8012030001 

80/10/19 

FOIA 

0012030318 

0012030001 

80/10/15 

FOIA 

8012030404 

8012030001 

80/10/19 

FOIA 

0012030319 

0012030001 

80/10/15 

27-10 

8012030403 

8012030001 

80/10/19 

FOIA 

8012030320 

8012030001 

80/10/15 

FOIA 

8012030406 

8012030001 

80/10/15 

FOIA 

8012030321 

8012030001 

00/10/15 

FOIA 

8012030407 

80 12030001 

80/ 10/15 

FOIA 

8012030322 

8012030001 

00/10/19 

27-10 

8012030408 

8012030001 

80/10/15 

FOIA 

8012030323 

8012030001 

80/10/15 

FOIA 

8012030409 

8012030396 

80/10/20 

50-946 • 

8012030324 

8012030001 

00/10/15 

FOIA 

8012030410 

0012030001 

80/10/15 

FOIA 

8012030325 

8012030001 

80/10/19 

FOIA 

8012030411 

8012030001 

00/10/15 

FOIA 

8012030326 

8012030001 

00/10/15 

FOIA 

0012030412 

8012030001 

80/10/15 

FOIA 

0012030327 

8012030001 

00/10/15 

FOIA 

8012030413 

8012030001 

00/10/19 

FOIA 

6012030320 

8012030001 

00/10/15 

FOIA 

8012030414 

8012030001 

BO/lO/15 

27-39 

8012030329 

0012030001 

80/10/19 

FOIA 

8012030419 

8012030001 

00/10/15 

FOIA 

8012030330 

8012030001 

80/10/19 

FOIA 

8012030416 

8012030001 

00/10/19 

FOIA 

0012030331 

8012030001 

80/10/15 

FOIA 

8012030417 

8012030001 

80/10/19 

FOIA 

0012030332 

8012030001 

80/10/19 

27-10 

8012030418 

8012030001 

80/10/19 

FOIA 

0012030333 

8012030001 

80/10/19 

FOIA 

6012030419 

0012030001 

00/10/19 

FOIA 

0012030334 

8012030001 

80/10/19 

FOIA 

8012030420 

8012030001 

00/10/19 

27-10 

0012030335 

8012030001 

80/10/19 

FOIA 

8012030421 

8012030001 

00/10/15 

FOIA 

8012030336 

8012030001 

80/10/15 

FOIA 

8012030422 

8012030001 

00/10/15 

FOIA 

0012030337 

8012030001 

80/10/19 

FOIA 

8012030423 

801 2030001 

00/10/19 

FOIA 

8012030338 

8012030001 

80/10/19 

FOIA 

8012030424 

8012030001 

00/10/15 

FOIA 

8012030339 

8012030001 

80/10/19 

FOIA 

8012030426 

8012030001 

00/10/15 

FOIA 

8012030340 

0012030001 

00/10/19 

FOIA 

DO 12030 4 27 

0012030001 

00/10/19 

FQIA 

8012030341 

8012030001 

00/10/19 

FOIA 

0012030420 

8012030001 

00/10/15 

27-3? 

8012030342 

8012030001 

60/10/19 

FOIA 

0012030429 

8012030001 

60/10/19 

FOIA 

8012030343 

8012030001 

00/10/19 

FOIA 

0012030430 

8012030001 

60/10/15 

FOIA 

8012030345 

8012030001 

00/10/19 

FOIA 

0012030431 

8012030001 

60/10/15 

FOIA 

8012030346 

8012030001 

00/10/15 

FOIA 

0012030432 

8012030001 

00/10/15 

FOIA 

8012030347 

8012030001 

80/10/15 

FOIA 

6012030434 

0012030001 

00/10/15 

FOIA 

0012030348 

8012030001 

00/10/19 

27-10 

8012030439 

0012030001 

80/10/15 

FQIA 

8012030349 

0012030001 

80/10/19 

FOIA 

8012030436 

0012030001 

80/10/15 

FOIA 

0012030350 

8012030001 

80/10/15 

FOIA 

8012030437 

6012030001 

80/10/15 

27-10 

0012030351 

0012030001 

80/10/19 

FOIA 

8012030430 

8012030001 

00/10/19 

FOIA 

0012030352 

6012030001 

80/10/19 

FOIA 

001203043? 

8012030001 

90/10/19 

27-3? 

8012030393 

8012030001 

80/10/19 

FOIA 

0012030440 

8012030001 

80/10/19 

FOIA 

0012030354 

8012030001 

80/10/19 

FOIA 

8012030442 

8012030001 

ao/to/19 

FOIA 

8012030399 

8012030001 

00/10/19 

FOIA 

0012030443 

8012030001 

80/10/19 

FOIA 

8012030396 

0012030001 

00/10/15 

FOIA 

8012030444 

8012030001 

30/10/19 

FOIA 

8012030397 

8012030001 

80/10/19 

FOIA 

8012030449 

8012030001 

80/10/15 

FOIA 

8012030358 

8012030001 

80/10/19 

FOIA 

8012030446 

8012030001 

80/10/19 

FOIA 

8012030360 

8012030001 

80/10/15 

FOIA 

8012030447 

8012030001 

80/10/15 

FOIA 

0012030361 

8012030001 

80/10/15 

27-39 

8012030448 

8012030001 

80/10/15 

FOIA 

8012030362 

8012030001 

80/10/19 

FOIA 

8012030449 

8012030001 

ao/io/is 

27-10 

0012030363 

8012030001 

80/10/19 

27-10 

8012030450 

8012030001 

80/10/15 

FOIA 

8012030364 

8012030001 

80/10/19 

FOIA 

8012030451 

8012030001 

00/10/15 

FOIA 

8012030366 

8012030001 

80/10/19 

27-10 

8012030452 

8012030001 

80/10/19 

FOIA 

0012030367 

8012030001 

80/10/19 

FOIA 

8012030453 

8012030001 

80/10/19 

FOIA 

8012030360 

8012030001 

80/10/19 

FOIA 

8012030454 

8012030001 

80/10/13 

FOIA 

8012030369 

8012030001 

80/10/15 

FOIA 

8012030459 

8012030001 

80/10/19 

FOIA 

8012030370 

8012030001 

80/10/15 

27-10 

8012030456 

8012030001 

80/10/15 

27-3? 

0012030371 

0012030001 

00/10/19 

FOIA 

8012030497 

8012030001 

80/10/15 

FOIA 

8012030372 

8012030001 

00/10/19 

27-10 

0012030459 

8012030001 

00/10/19 

FOIA 

0012030373 

8012030001 

00/10/15 

FOIA 

6012030460 

0012030001 

00/10/19 

FOIA 

0012030374 

8012030001 

00/10/19 

FOIA 

8012030461 

8012030001 

80/10/15 

FOIA 

0012030375 

8012030001 

80/10/19 

27-10 

6012030462 

8012030001 

80/10/15 

FOIA 

8012030376 

6012030001 

80/10/19 

27-10 

60 12030463 

8012030001 

80/10/15 

FOIA 

8012030377 

8012030001 

30/10/15 

FQIA 

8012030464 

8012030001 

80/10/13 

FOIA 

8012030378 

8012030001 

00/10/19 

27-10 

8012030465 

8012030001 

80/10/15 

FQIA 

8012030380 

8012030001 

80/10/15 

FQIA 

8012030466 

8012030001 

80/10/15 

FOIA 

8012030381 

8012030001 

80/10/19 

27-39 

8012030467 

8012030001 

80/10/15 

FOIA 

8012030382 

8012030001 

80/10/19 

FOIA 

8012030468 

0012030001 

00/10/16 

FOIA 

8012030383 

8012030001 

80/10/15 

27-10 

8012030469 

0012030001 

80/10/15 

FQIA 



456 


CROSS REFERENCE OF ENCLOSURES 
TO PRrNCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMSER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQRy 

6013030470 

8012030001 

60/10/15 

FOIA 

6012030391 

6012030001 

80/10/19 

FOIA 

8013030471 

6012030001 

80/10/19 

FQIA 

8012030992 

6012030001 

60/10/19 

FOIA 

B01S030473 

6012030001 

ao/io/19 

FOIA 

6012030993 

6012030001 

60/10/13 

FQIA 

6013030473 

8012030001 

00/10/19 

FOIA 

8012030594 

6012030001 

60/10/18 

FOIA 

BO 13030474 

8012030001 

80/10/19 

FOIA 

6012030339 

6012030001 

80/10/15 

FOIA 

8013030479 

8012030001 

00/10/19 

FOIA 

6012030933 

6012030001 

80/10/15 

FOIA 

8013030476 

6012030001 

80/10/19 

FOIA 

6012030957 

6012030001 

60/10/19 

FOIA 

8013030477 

6012030001 

80/10/19 

FOIA 

6012030336 

6012030001 

00/10/13 

FOIA 

8013030478 

8012030001 

00/10/19 

27-10 

601203059? 

6012030001 

80/10/15 

FOIA 

601303 047'? 

6012030001 

80/10/15 

FOIA 

8012030960 

8012030001 

00/10/13 

FQIA 

8013030480 

6012030001 

ao/10/19 

FOIA 

8012030561 

6012030001 

60/10/19 

27-10 

0O13O3O4BI 

6012030001 

ao/io/is 

FOIA 

6012030962 

6012030001 

80/10/13 

FOIA 

8013030483 

6012030001 

00/10/ 19 

FOIA 

6012030363 

6012030001 

80/10/18 

FOIA 

6013030483 

6012030001 

60/10/13 

FOIA 

6012030394 

6012030001 

80/10/15 

FOIA 

6012030484 

8012030001 

60/10/15 

FOIA 

6012030369 

8012030001 

80/10/13 

FOIA 

6013030469 

6012030001 

80/10/13 

FOIA 

8012030996 

8012030001 

00/10/13 

FOIA 

6012030466 

6013030001 

80/10/15 

27-10 

6012030997 

SO 12030001 

00/10/19 

FOIA 

60120304S7 

6013030001 

ao/io/is 

FOIA 

601203099? 

6012030001 

80/10/15 

FOIA 

8013030466 

6012030001 

80/10/13 

27-10 

6012030970 

8012030001 

80/10/13 

FOIA 

801303046'? 

8012030001 

00/10/15 

FOIA 

B013030571 

6012030001 

80/10/13 

FOIA 

6012030490 

8012030001 

60/10/19 

FOIA 

8012030972 

8012030001 

00/10/13 

FOIA 

6012030491 

6012030001 

80/10/19 

FOIA 

6012030973 

8012030001 

60/10/19 

FOIA 

6012030493 

8012030001 

80/10/15 

FOIA 

6012030574 

6012030001 

00/10/15 

FOIA 

8012030493 

6012030001 

80/10/19 

FOIA 

6012030979 

6012030001 

80/10/18 

FOIA 

8012030494 

6012030001 

00/10/15 

FOIA 

6012030576 

6012030001 

80/10/15 

FOIA 

6012030495 

8012030001 

00/10/13 

27-10 

8012030376 

8012030001 

00/10/19 

FOIA 

6012030497 

8012030001 

00/10/13 

FOIA 

801203097? 

8012030001 

60/10/13 

FOIA 

8012030498 

8013030001 

00/10/15 

FOIA 

0012030900 

8012030001 

00/10/19 

FOIA 

8012030499 

8013030001 

00/10/13 

FOIA 

6012030561 

8012030001 

00/10/19 

FDIA 

8013030900 

8013030001 

00/10/15 

FQIA 

6012030962 

8012030001 

80/10/19 

FOIA 

6013030901 

801303000} 

00/10/13 

FOIA 

6012030964 

8012030001 

60/10/15 

FOIA 

6013030903 

8012030001 

80/10/13 

FOIA 

6012030963 

6012030001 

60/ 10/ 19 

FOIA 

BO 13030903 

8012030001 

60/10/19 

27-10 

6012030569 

8012030001 

80/10/19 

FOIA 

8013030904 

8012030001 

80/10/19 

FOIA 

6012030587 

6012030001 

80/10/13 

FOIA 

8013030909 

6012030001 

80/10/19 

FOIA 

801203090? 

6012030001 

80/10/15 

FOIA 

6013030906 

8013030001 

00/10/19 

FOIA 

6012030970 

8012030001 

00/10/19 

FOIA 

8013030907 

6012030001 

00/10/19 

FOIA 

60120309?! 

6012030001 

00/10/19 

FOIA 

6012030908 

6012030001 

60/10/13 

27-10 

B0t2030S?3 

8012030001 

80/10/15 

FOIA 

6013030909 

8012030001 

60/10/18 

FOIA 

801 2030974 

8012030001 

80/10/15 

FOIA 

6013030510 

8012030001 

80/10/15 

27-10 

6012030373 

6012030001 

80/10/19 

FOIA 

8013030911 

8012030001 

80/10/19 

FOIA 

6012030379 

8012030001 

80/10/19 

FOIA 

8013030913 

6012030001 

80/10/19 

FOIA 

6012030577 

8012030001 

60/10/18 

FOIA 

6013030913 

6013030001 

60/10/18 

FOIA 

8012030978 

6012030001 

80/10/19 

FOIA 

6013030914 

8012030001 

60/10/13 

FOIA 

8012030900 

8012030001 

80/10/19 

FOIA 

6013030919 

8013030001 

ao/io/is 

FOIA 

8012030901 

6012030001 

80/10/15 

27-10 

8013030916 

8012030001 

80/10/13 

FOIA 

8012030902 

6012030001 

60/10/13 

FQIA 

8013030917 

BO 13030001 

80/10/13 

FOIA 

6012030903 

8012030001 

80/10/13 

FOIA 

8013030918 

6013030001 

60/10/15 

27-10 

6012030905 

8012030001 

60/10/19 

FOIA 

6012030919 

8012030001 

00/10/19 

FOIA 

6012030909 

8012030001 

00/10/19 

FOIA 

6013030920 

8012030001 

60/10/19 

FOIA 

6012030907 

8012030001 

80/10/15 

FOIA 

6013030921 

6012030001 

80/10/19 

FOIA 

6012030908 

8012030001 

80/10/15 

FOIA 

8013030922 

6012030001 

80/10/13 

FOIA 

801203090? 

6012030001 

80/10/13 

FOIA 

8013030923 

8012030001 

00/10/15 

FOIA 

8012030911 

6012030001 

80/10/19 

FOIA 

8013030524 

8012030001 

80/10/13 

FOIA 

8012030912 

6012030001 

80/10/19 

FOIA 

8013030929 

8012030001 

ao/io/tg 

FOIA 

8012030914 

6012030001 

80/10/15 

FOIA 

BO 13030926 

6012030001 

00/10/19 

FOIA 

8012030619 

6012030001 

80/10/19 

FDIA 

6013030527 

6012030001 

00/10/ 15 

FQIA 

8012030919 

8012030001 

60/10/15 

FOIA 

6013030928 

6012030001 

eo/io/is 

FOIA 

8012030910 

8012030001 

80/10/19 

FOIA 

8012030529 

60 1 3 030001 

00/10/15 

FOIA 

801203091? 

8012030001 

60/10/19 

FOIA 

8012030930 

6013030001 

00/10/18 

FOIA 

8012030921 

8012030001 

60/10/19 

FOIA 

8013030931 

8013030001 

60/10/15 

FOIA 

6012030622 

8012030001 

80/10/13 

FOIA 

8013030932 

8012030001 

60/10/19 

FOIA 

6012030923 

8012030001 

80/10/13 

FOIA 

8013030933 

8013030001 

ao/io/is 

FOIA 

6012030925 

8012030001 

80/10/18 

FOIA 

6012030934 

6012030001 

80/10/15 

FOIA 

6012030927 

8012030001 

00/10/15 

FOIA 

6012030935 

6013030001 

60/10/15 

FOIA 

6012030928 

8012030001 

60/10/19 

FOIA 

6012030936 

6013030001 

80/10/15 

FOIA 

801203092? 

8012030001 

80/10/15 

FOIA 

8012030537 

8012030001 

60/10/13 

FOIA 

6012030931 

8012030001 

80/10/19 

FOIA 

8013030938 

8012030001 

00/10/13 

FOIA 

8012030632 

8012030001 

80/10/15 

FOIA 

801203093'? 

8012030001 

00/10/13 

FOIA 

6012030933 

8012030001 

80/10/13 

FOIA 

8012030940 

0012030001 

60/10/13 

FOIA 

6012030935 

8012030001 

80/10/15 

FOIA 

8012030941 

6012030001 

80/10/13 

FOIA 

6012030937 

6012030001 

60/10/18 

FOIA 

8012030542 

0012030001 

60/ 10/ IS 

FOIA 

601203093? 

6012030001 

80/10/19 

FOIA 

8012030343 

0012030001 

00/10/13 

FOIA 

8012030940 

8012030001 

aO/10/19 

FOIA 

8013030944 

8012030001 

60/10/13 

FOIA 

8012030941 

6012030936 

80/ 11/24 

30-366 8 

8012030945 

0012030001 

80/10/15 

FOIA 

8012030943 

8012030938 

00/11/24 

90-368 8 

6012030946 

0012030001 

60/10/13 

FOIA 

8012030944 

8012030001 

00/10/19 

FOIA 

6012030947 

6012030001 

80/10/19 

FOIA 

8012030949 

6012030001 

80/10/19 

FOIA 

8012030940 

0012030001 

80/10/15 

FOIA 

6012030946 

6012030001 

80/10/13 

FOIA 

6012030949 

0012030001 

80/10/19 

FOIA 

6012030947 

6012030001 

80/10/13 

FOIA 

8012030990 

8012030001 

60/10/19 

FOIA 

8012030946 

6012030001 

80/10/19 

FOIA 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

8U8UECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOaRV 

8012030649 

8012030001 

80/10/19 

FQIA 


8012030690 

8012030001 

80/10/15 

FOIA 


8012030631 

8012030001 

00/10/19 

FOIA 


8012030693 

8012030001 

80/10/19 

FOIA 


8012030694 

8012030001 

00/10/19 

FOIA 


8012030696 

8012030001 

80/10/19 

FOIA 


0012030657 

8012030001 

80/10/19 

FOIA 


8012030699 

8012030692 

80/11/24 

90-334 

S 

8012030660 

8012030001 

80/10/19 

FOIA 


8012030661 

8012030001 

80/10/19 

FOIA 


8012030662 

8012030001 

80/10/18 

FOIA 


8012030664 

8012030001 

80/10/19 

FOIA 


8012030667 

8012030001 

00/10/19 

FOIA 


8012030668 

8012030001 

80/10/19 

FQIA 


8012030670 

8012030001 

80/10/19 

FOIA 


8012030672 

8012030001 

00/10/15 

FOIA 


8012030673 

8012030001 

80/10/15 

FQIA 


8012030674 

8012030669 

80/11/26 

90-327 

a 

8012030676 

8012030001 

80/10/19 

FOIA 


8012030677 

8012030001 

80/10/19 

FQIA 


8012030673 

8012030001 

80/10/19 

FQIA 


8012030681 

8012030679 

80/12/01 

90-261 

p 

8012030682 

8012030001 

00/10/19 

FOIA 


8012030683 

8012030001 

00/10/19 

FOIA 


8012030684 

8012030679 

80/12/01 

90-261 

p 

8012030685 

8012030001 

80/10/19 

FOIA 


8012030683 

8012030001 

80/10/19 

FOIA 


8012030689 

8012030001 

80/10/19 

27-39 


8012030692 

8012030001 

80/10/19 

FOIA 


8012030693 

8012030001 

80/10/19 

FOIA 


8012030696 

8012030001 

80/10/18 

FOIA 


8012030708 

8012030701 

80/11/12 

XPQRTLtC 

0012030713 

8012030706 

ao/ii /10 

90-290 

B 

8012030714 

8012030701 

80/11/12 

XPORTLIC 

0012030717 

8012030709 

eO/ll /26 

90-280 

8 

8012030719 

8012030701 

80/11/12 

XPORTLIC 

8012030723 

8012030720 

80/12/01 

90-201 

S 

8012030729 

8012030716 

eo/ 12/01 

90-206 

P 

8012030733 

8012030731 

00/12/01 

90-310 

B 

8012030769 

8012030762 

00/11/17 

90-320 

U 

8012030781 

8012030774 

00/11/10 

80-289 

H 

8012030797 

8012030792 

0O/U/O4 

COMMISSION 

8012030801 

8012030792 

00/11/04 

COMMlBStON 

6012030803 

8012030792 

00/11/04 

COMMISSION 

BO 12030808 

8012030792 

,00/11/04 

COMMISSION 

8012030827 

8012030814 

80/11/19 

90-320 

U 

8012030833 

8012030001 

80/10/19 

27-10 


8012030894 

8012030819 

00/11/19 

SO- to 

e 

8012030896 

8012030853 

00/10/27 

90-320 

H 

8012030899 

8012030890 

80/11/10 

MtSC 


8012030863 

8012030898 

80/10/30 

71-9763 

8012030877 

8012030879 

80/11/17 

REVIEU 

ORP 

8012030879 

8012030879 

80/11/17 

REVIEW 

ORP 

8012030882 

8012030874 

80/11/21 

FOIA 


8012030883 

8012030075 

80/11/17 

REVIEW 

ORP 

8012030884 

8012030872 

80/11/19 

90-213 

F 

8012030889 

8012030875 

80/11/17 

REVIEW 

ORP 

8012030889 

8012030872 

80/11/19 

50-213 

F 

8012030890 

8012030879 

80/11/17 

REVIEW 

ORP 

8012030909 

8012030902 

80/10/23 

REVIEW 

ORP 

8012030910 

8012030902 

80/10/28 

REVIEW 

ORP 

8012030929 

8012030917 

80/10/30 

REVIEW 

ORP 

8012030927 

8012030917 

80/10/30 

REVIEW 

ORP 

8012030928 

8012030924 

80/09/23 

REVIEW 

ORP 

0012030930 

0012030917 

80/10/30 

REVIEW 

ORP 

8012040022 

8012040008 

80/11/ 14 

90-369 

H 

8012040023 

8012040013 

80/10/20 

QA999 


8012040039 

8012040032 

80/10/24 

90-490 

Q 

8012040064 

8012040097 

80/11/20 

90-299 

0 

8012040068 

8012040097 

80/11/20 

90-295 

0 

8012040088 

8012040069 

80/12/03 

90-249 

F 

8012040100 

8012040093 

80/09/26 

90-346 

Q 

8012040119 

8012040093 

80/09/26 

90-346 

Q 

8012040140 

8012040133 

BO/11/14 

CONTRACT 

8012040199 

8012040069 

80/12/03 

90-245 

F 

8012040173 

8012040162 

80/11/06 

50-974 

A 

8012040176 

8012040169 

80/11/IB 

90-320 

M 

8012040179 

8012040166 

80/10/14 

70-1308 

8012040191 

8012040162 

80/11/06 

90-574 

A 

8012040709 

8012040162 

80/11/06 

90-219 

0 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

BUSUECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATECORY 

BO 12040837 

8012040228 

80/11/17 

TOPREP 


8012040247 

8012040236 

BO/lt/21 

90-461 

Q 

BO 12040257 

8012040295 

BO/lO/31 

30-331 

0 

6012040263 

8012040295 

80/10/31 

90-331 

Q 

8012040284 

8012040274 

80/11/18 

30-299 

Q 

6012040298 

8012040296 

00/11/17 

50-437 

H 

6012040302 

8012040299 

80/11/20 

30-309 

Q 

8012040303 

8012040296 

eo/ii/iB 

30-483 

0 

8012040303 

8012040306 

00 /12/01 

30-280 

R 

8012040310 

8012040305 

80/10/29 

30-397 

0 

8012040316 

8012040313 

80/10/24 

30-206 

a 

8012040319 

8012040313 

80/10/2-4 

30-206 

Q 

8012040329 

8012040320 

80/11/06 

30-315 

p 

8012040329 

8012040323 

80/10/27 

30-361 

0 

8012040330 

8012040324 

80/11/21 

tOCFR 


8012040333 

8012040270 

80/11/14 

30-10 

s 

0012040337 

8012040324 

80/11/21 

lOCFR 


8012040339 

8012040336 

80/10/23 

30-312 

0 

8012040342 

8012040324 

80/11/21 

lOCFR 


8012040347 

8012040343 

80/ 1 1/20 

30-946 

0 

8012040348 

8012040324 

80/11/21 

lOCFR 


8012040349 

8012040334 

80/11/09 

PR 


8012040353 

80120403S3 

80/11/14 

30-292 

p 

8012040364 

8012040353 

80/11/14 

30-282 

p 

8012040369 

8012040393 

SO/ll/14 

50-282 

p 

8012040377 

8012040374 

SO/ll/12 

CONTRACT 


8012040389 

8012040385 

80/12/01 

30-346 

8 

8012040396 

BO 1 2040392 

80/12/01 

30-327 

8 

8012040397 

8012040393 

80/12/01 

80-277 

P 

8012040398 

8012040391 

80/12/03 

30-327 

F 

8012040407 

8012040404 

80/12/02 

30-267 

P 

8012040410 

8012040362 

80/10/16 

30-201 

R 

8012040486 

8012040481 

80/11/26 

80-373 

A 

8012040492 

8012040483 

80/10/20 

70-734 


8012040533 

8012040524 

80/10/02 

70-1062 


8012040567 

8012040961 

80/11/24 

30-320 

T 

8012040530 

8012040579 

80/Il/17‘ 

71-6679 


8012040592 

8012040977 

80/10/29 

80-220 

0 

8012040598 

8012040589 

80/11/14 

30-319 

F 

8012040627 

8012040619 

80/11/13 

CONTRACT 


8012040672 

8012040668 

80/11/20 

30-403 

0 

8012040679 

8012040677 

80/09/26 

30-909 

a 

8012040688 

8012040682 

80/10/24 

30-341 

a 

8012040698 

8012040691 

80/10/02 

30-316 

0 

8012040704 

8012040701 

80/12/01 

30-3 

F 

8012040710 

8012040701 

80/12/01 

80-3 

F 

8012090002 

8012090001 

80/10/17 

ORO 


8012090005 

8012090001 

60/ 10/ 17 

ORO 


80120S0009 

8012090001 

80/10/17 

ORO 


8012090096 

8012090038 

80/11/07 

0tj6« Prog 

8012090061 

8012090093 

80/11/14 

SECY 


8012090066 

8012090093 

90/11/14 

8 ECY 


8012090073 

8012090093 

90/11/14 

BECY 


8012090133 

80120S0124 

90/11/12 

71-39 


sot 20901 Si 

8012090149 

00/12/03 

90-70 

P 

8012090217 

0012090213 

90/10/17 

71-9362 


8012090229 

8012090213 

90/10/17 

71-9362 


8012090278 

0012090279 

80/12/02 

90-261 

P 

8012090302 

0012090290 

90/11/26 

90-369 

A 

80(2090314 

0012090290 

90/11/26 

90-369 

A 

8012090370. 

0012090364 

80/12/02 

90-280 

0 

00(2090378 

0012090364 

80 /12/02 

90-200 

0 

80(2090389 

0012090392 

80/11/28 

90-272 

0 

80(2090398 

B012090390 

90/12/01 

90-29 

0 

8012050409 

6012050400 

90/11/26 

90-466 

0 

0012090406 

6012050400 

80/11/26 

90-466 

0 

00(2090407 

0012050402 

80/11/28 

90-334 

3 

8012090416 

8012050413 

90/11/29 

90-334 

S 

8012090419 

8012050408 

90/11/26 

90-267 

8 

0012090429 

8012050422 

90/12/02 

80-261 

8 

8012090444 

8012090431 

80/12/02 

90-333 

8 

8012090470 

8012090452 

80/11/26 

90-339 

B 

8012050474 

8012050462 

80/11/28 

PA 


6012050485 

8012080462 

80/11/28 

PA 


80(2050488 

8012050482 

80/11/28 

PAOJ 


8012050492 

8012050482 

80 /11/28 

PRQJ 


80(2050493 

8012050462 

80/11/28 

PR 


8012050496 

6012050462 

80/11/28 

PROJ 


8012050523 

8012050517 

80/11/28 

80-313 

R 

80120 50930 

8012050901 

80/11/06 

90-320 

P 



4SS 
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ACCESSiaN NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SU6UECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

eO130SO93S 

8012090901 

60/11/06 

90-320 

P 

8012080439 

8012080436 

00/11/26 

90-334 

8 

BOtSOSOS^O 

8012090936 

60/12/01 

90-498 

F 

8012080440 

8012080006 

00/12/01 

90-443 

F 

B0l,2090942 

8012090936 

60/13/01 

90-499 

F 

8012080490 

8012080444 

00/11/28 

30-247 

S 

8012090984 

8012090964 

60/10/01 

70-2936 


8012080459 

8012080439 

00/12/03 

90-333 

8 

B 01 2090631 

8012030627 

ao/ri/17 

KPORTLIC 

8012080464 

8012080460 

80/12/03 

30-235 

P 

S012090642 

8012090633 

60/12/01 

50-266 

F 

6012080482 

8012080479 

80/12/03 

30-261 

P 

8012090691 

8012090633 

80/12/01 

90-266 

F 

8012080487 

8012080465 

80/12/02 

50-104 

P 

8012080007 

8012080006 

80/12/01 

50-443 

F 

BO 12060491 

8012080483 

80/12/02 

50-104 

P 

S0120B0012 

8012080006 

80/12/01 

90-443 

F 

8012080495 

8012080489 

80/11/26 

30-409 

P 

e0120B0034 

8012080028 

60/11/20 

71-397 


8012060498 

8012080496 

80/11/19 

CONTRACT 


8012080039 

8012080027 

60/10/30 

90-494 

0 

8012080503 

8012080501 

80/ 11/29 

CONTRACT 


8012080049 

8012080049 

ao/oa/oi 

90-443 

0 

8012080903 

8012080904 

80/11/26 

CONTRACT 


8012080093 

8012080040 

80/11/13 

90-298 

P 

8012080910 

8012080908 

80/12/03 

90-170 

R 

8012080099 

8012080040 

80/11/13 

90-298 

P 

8012080312 

8012080908 

80/12/03 

90-170 

R 

SOI 2080060 

8012080049 

60/08/01 

90-443 

0 

8012080516 

8012080612 

80/12/01 

70-2909 


GOl 2080082 

8012080072 

60/10/22 

90-436 

Q 

6012080922 

8012080612 

80/12/01 

70-2909 


8012080099 

8012080089 

ao/lJ /12 

90-237 

P 

8012080923 

8012080520 

80/12/03 

50-358 

K 

8012080099 

8012080092 

BO/IO/07 

90-244 

Q 

8012080929 

8012080929 

80/12/04 

90-255 

P 

8012080102 

8012000089 

60/11/12 

50-237 

P 

8012080930 

0012080327 

80/11/13 

90-213 

0 

8012080104 

8012080097 

80/11/29 

XPORTtrC 


8012080937 

8012060933 

00/10/29 

90-10 

0 

8012080106 

8012080089 

60/11/12 

90-237 

P 

6012080938 

8012080539 

00/11/17 

50-302 

P 

8012080119 

8012080108 

60/10/10 

90-387 

Q 

8012080944 

8012080539 

00/11/17 

90-302 

P 

8012080118 

8012080103 

60/12/02 

FOIA 


8012080990 

8012080543 

60/12/01 

50-327 

F 

8012080122 

8012080116 

60/10/26 

90-272 

0 

8012080991 

8012080933 

00/11/17 

50-302 

P 

8012080129 

8012080120 

60/10/06 

90-387 

0 

eoiaoao^ss 

8012080539 

80/11/17 

30-302 

P 

8012080131 

8012080116 

80/10/26 

90-272 

Q 

6012080936 

8012080943 

80/12/01 

50-327 

F 

8012080169 

8012080161 

80/11/26 

FOIA 


6012080363 

8012080949 

80/12/01 

50-327 

F 

8012080174 

8012080161 

60/11/26 

FOIA 


6012080973 

8012080377 

80/11/17 

90-293 

P 

8012080179 

8012080161 

80/11/26 

FOIA 


6012080978 

8012080377 

80/11/17 

90-293 

P 

8012080183 

8012080161 

80/11/26 

FOIA 


6012080982 

8012080377 

80/11/17 

50-293 

P 

8012080186 

8012080116 

80/10/26 

90-272 

0 

6012080993 

9012080587 

80 /ii/ia 

50-3 

P 

8012080189 

8012080116 

80/10/26 

90-272 

0 

6012080396 

8012080507 

80/11/18 

50-3 

P 

8012080199 

8012060116 

80/10/26 

90-272 

0 

6012080602 

6012080571 

80/11/13 

CONTRACT 


8012080220 

8012060213 

80/12/09 

90-290 

F 

6012080606 

8012080992 

80/11/26 

90-416 

F 

0012080225 

8012080213 

80/13/09 

80-290 

F 

6012080619 

8012060392 

80/11/26 

90-416 

F 

8012080234 

8012060229 

80/11/21 

90-290 

Q 

6012080620 

8012080592 

80/11/26 

50-416 

F 

8012080244 

6012060236 

80/11/29 

aA799 


6012080623 

B0120BOS6S 

80/11/29 

CONTRACT 


8012080290 

8012060238 

80/11/29 

QA79V 


6012080630 

8012080627 

00/11/14 

90-159 

F 

8012080294 

8012060238 

60/11/29 

QA999 


6012080631 

8012080626 

60/11/18 

71-5997 


8012080296 

8012060292 

80/10/17 

QA779 


8012080633 

BO 12080592 

80/11/26 

50-416 

F 

8012080297 

8012060238 

80/11/29 

0A799 


6012080641 

8012080636 

80/11/28 

CONTRACT 


8012080260 

8012060236 

80/11/29 

0A999 


6012080646 

6012080392 

80/11/26 

50-416 

F 

8012080269 

8012060238 

80/11/29 

0A779 


6012080649 

8012080645 

80/11/14 

50-369 

0 

8012080267 

8012060263 

80/11/17 

QA799 


6012080636 

6012080649 

80/11/14 

50-369 

0 

8012080268 

8012060238 

80/11/29 

QA999 


6012080664 

8012080661 

80/11/07 

40-1341 


8012080272 

8012080263 

80/11/17 

aA779 


6012080668 

8012080660 

80/11/29 

50-918 

0 

8012080279 

8012060263 

80/11/17 

QA799 


8012080676 

8012080660 

80/11/29 

90-919 

Q 

8012080282 

8012080263 

80/ 11/17 

QA997 


6012080679 

6012080693 

80/10/17 

40-1341 


8012080286 

8012080279 

80/10/30 

90-494 

0 

6012080684 

8012080660 

80/11/25 

50-518 

a 

8012080291 

8012080287 

BO/ll/19 

QA979 


6012080695 

8012080660 

SO/1 1/29 

90-510 

Q 

8012080299 

8012080290 

60/11/12 

90-260 

P 

8012000721 

8012080713 

80/11/28 

90-416 

F 

8012080297 

8012080287 

60/11/19 

QA999 


6012080727 

0012080713 

80/11/28 

50-416 

F 

8012080300 

8012060287 

60/11/19 

QA999 


6012080733 

8012080720 

80/10/30 

40-8106 


8012080301 

8012080290 

60/11/12 

90-260 

P 

0012080742 

8012060720 

80/10/30 

40-8106 


8012080306 

8012060290 

80/11/12 

50-260 

P 

8012080737 

6012080720 

80/10/30 

40-9106 


8012080307 

80 12080267 

80/11/19 

QA999 


8012080770 

8012080765 

80/11/19 

BECY 


8012080322 

8012080313 

80/11/10 

90-271 

P 

8012080774 

8012080767 

80/09/29 

70-794 


8012080323 

8012080319 

80/12/02 

90-282 

P 

8012080776 

8012080765 

00/11/19 

BECY 


8012080326 

8012080313 

eo/ii/io 

90-271 

P 

8012080779 

8012080767 

00/09/29 

70-794 


8012080329 

8012080319 

80/12/02 

90-282 

P 

SO I 2080793 

8012080791 

00/10/13 

70-33 


8012080331 

8012080313 

80/11/10 

90-271 

P 

0012080798 

8012080786 

80/10/01 

40-0084 


8012080336 

8012080320 

80/1 1 /21 

90-482 

A 

8012080809 

6012080800 

80/11/17 

XPORTLIC 


8012080347 

8012080342 

80/11/28 

50-313 

0 

8012080812 

8012080807 

80/11/13 

CONTRACT 


8012080387 

8012080394 

80/12/03 

90-299 

P 

6012060619 

8012080817 

80/10/17 

71-395 


8012080360 

8012080393 

60/12/01 

90-263 

F 

8012080622 

8012080816 

80/12/03 

50-320 

H 

8012080363 

8012060338 

60/10/30 

90-387 

0 

8012080825 

8012080823 

80/10/03 

40-8084 


8012080364 

8012080393 

60/12/01 

90-263 

F 

8012080834 

8012080829 

80/10/23 

90-313 

0 

8012080369 

8012060362 

60/12/03 

90-199 

P 

8012090011 

6012090005 

80/11/20 

50-275 

H 

8012080368 

8012080386 

60/10/30 

90-387 

0 

6012090018 

8012090016 

80/11/22 

NUREG 


8012080370 

8012080388 

80/10/30 

90-387 

o 

6012090026 

8012090023 

80/11/23 

MI8C 


8012080378 

8012080388 

80/10/30 

90-367 

4 

8012090029 

8012090022 

80/11/05 

90-206 

0 

8012080390 

8012080364 

60/10/28 

50-387 

0 

8012090031 

8012090029 

80/11/21 

90-124 

P 

8018080393 

8012080364 

60/10/28 

90-367 

0 

8012090032 

8012090028 

80/11/26 

ORO 


8012080399 

8012080367 

60/11/13 

30-299 

P 

6012090035 

8012090029 

80/11/21 

90-124 

P 

8012080396 

8012080384 

60/10/28 

50-367 

Q 

6012090036 

8012090034 

80/11/13 

50-275 

0 

8012080403 

8012080389 

60/11/13 

90-298 

P 

8012090049 

8012090039 

80/10/03 

50-254 

0 

8012080406 

8012080364 

80/10/28 

50-367 

0 

8012090030 

8012090046 

80/11/12 

QA999 


8012080417 

:80180a0407 

80/12/01 

90-293 

B 

6012090091 

8012090048 

80/11/12 

QA999 


8012080430 

: dOl 2080423 . 

80/11/28 

90-327 

6 

8012090034 

8012090048 

80/11/12 

QA999 


6012080439 ' 

.8613080416 

80/11/20 

90-279 

N 

6012090097 

8012090048 

80/11/12 

0A999 




CROSS REFERENCE OF ENCLOSURES 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

0012090099 

8012090049 

60/11/12 

QA999 


B01209006S 

6012090048 

80/11/12 

QA999 


601209006S 

8012090048 

80/11/12 

QA999 


0012090074 

0012090070 

60/10/23 

30-29 

0 

0012090076 

0012090070 

80/10/23 

80-29 

0 

6012090077 

8012090067 

00/10/29 

70-133 


60120900B1 

8012090070 

00/10/23 

50-29 

0 

001 2090063 

0012090067 

00/10/29 

70-139 


0012090004 

8012090070 

00/10/23 

90-29 

0 

8012090090 

0012090087 

00/10/31 

90-344 

Q 

6012090093 

8012090067 

80/10/29 

70-139 


0012090093 

6012090007 

80/10/31 

80-344 

Q 

6012090110 

6012090106 

80/11/19 

80-313 

P 

8012090113 

8012090107 

80/12/08 

90-348 

F 

6012090113 

8012090106 

90/11/19 

90-313 

P 

8012090116 

6012090107 

80/12/08 

90-348 

F 

6012090119 

8012090107 

80/12/08 

90-348 

F 

8012090123 

8012090107 

80/12/08 

90-348 

F 

8012090130 

6012090107 

80/12/08 

90-348 

F 

8012090142 

8012090133 

80/11/29 

90-438 

Q 

8012090143 

8012090137 

80/10/13 

70-1237 


0012090149 

8012090138 

80/10/24 

90-440 

Q 

8012090146 

801 2090 13$ 

80/11/29 

90-438 

0 

8012090132 

0012090133 

80/ 11/29 

90-438 

0 

8012090135 

8012090149 

80/10/28 

90-333 

Q 

8012090196 

8012090133 

80/11/29 

90-438 

0 

8012090158 

8012090149 

80/10/28 

90-333 

Q 

8012090163 

8012090149 

80/10/26 

90-333 

8 

8012090163 

0012090162 

80/11/28 

70-1 ISt 


8012090167 

0012090149 

60/10/26 

90-333 

8 

8012090169 

0012090162 

80/11/28 

70-1191 


0012090176 

0012090162 

00/11/25 

70-1191 


80 120901 as 

0012090162 

80/11/28 

70-1181 


8012090193 

0012090190 

80/12/01 

90-271 

P 

6012090197 

8012090191 

80/10/23 

90-393 

0 

8012090210 

0012090201 

80/10/21 

90-261 

a 

0012090212 

0012090211 

80/12/03 

80-302 

P 

6012090214 

6012090202 

80/12/06 

80-361 

A 

SOI 20902 17 

8012090213 

80/12/08 

80-344 

P 

0012090219 

8012090216 

00/10/24 

90-399 

a 

0012090223 

8012090220 

00/12/03 

30-302 

p 

8012090228 

8012090222 

80/10/21 

30-261 

a 

0012090232 

BOl 2090224 

80/10/30 

30-443 

Q 

6012090237 

8012090224 

80/10/30 

80-443 

0 

6012090240 

6012090224 

80/10/30 

90-443 

0 

6012090242 

8012090224 

80/10/30 

90-443 

0 

6012090231 

8012090247 

80/10/26 

70-020 


6012090293 

8012090247 

80/10/26 

70-020 


8012090234 

8012090247 

80/10/28 

70-820 


8012090258 

8012090247 

80/10/28 

70-620 


8012090263 

8012090263 

60/12/09 

30-490 

0 

8012090266 

8012090264 

60/11/21 

COMM IBS rON 

6012090280 

8012090278 

60/12/01 

90-244 

Q 

8012090202 

8012090201 

00/12/02 

80-247 

P 

8012090267 

8012090286 

80/12/04 

30-275 

0 

8012090291 

8012090277 

60/12/04 

30-3 IB 

p 

BOl 2090293 

8012090272 

00/12/09 

30-29 

B 

8012090296 

8012090294 

00/12/01 

30-331 

0 

8012090296 

8012090297 

00/12/08 

50-463 

0 

8012090302 

8012090299 

00/12/01 

50-397 

P 

6012090304 

6012090301 

80/12/03 

90-29 

6 

6012090306 

8012090295 

80/12/01 

90-397 

F 

0012090312 

8012090311 

80/12/03 

90-327 

P 

0012090314 

8012090306 

60/11/29 

50-301 

a 

0012090319 

8012090319 

80/12/04 

30-330 

a 

0012090321 

8012090318 

60/11/11 

90-331 

p 

6012090331 

8012090390 

80/12/04 

90-330 

8 

8012090396 

0012090392 

00/12/03 

80-324 

a 

0012090398 

8012090339 

80/12/02 

90-327 

a 

0012090364 

8012090361 

80/12/03 

90-213 

a 

0012090369 

8012090362 

00/12/04 

90-338 

8 

0012090366 

6012090366 

60/12/03 

90-409 

8 

0012090377 

6012070371 

80/12/02 

90-366 

8 

8012090301 

6012090376 

80/12/03 

90-2S2 

6 

0012090364 

6012090379 

80/12/02 

90-321 

8 

6012090307 

6012090360 

80/12/02 

50-346 

B 

8012090392 

6012090369 

80/12/01 

30-334 

B 

6012090394 

0012090363 

80/11/26 

30-320 

8 

8012090399 

6012090366 

80/12/02 

80-368 

8 

8012090397 

6012090393 

80/11/10 

50-409 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8012090390 

6012090390 

60/12/03 

90-312 

6 

8012090402 

8012090396 

00/12/03 

90-306 

3 

'B01209040B 

6012090401 

60/12/03 

80-338 

B 

B012090409 

6012090409 

60/12/03 

90-261 

P 

6012090413 

0012090406 

00/11/10 

COMMISSION 

6012090416 

0012090407 

60/11/20 

90-269 

S 

6012090422 

6012090406 

60/11/10 

COHMIBSION 

0012090426 

0012090419 

60/12/09 

30-199 

P 

0012090426 

0012090420 

00/12/03 

90-366 

0 

0O12O9O4S9 

0012090419 

00/12/09 

90-199 

P 

0012090434 

0012090423 

00/12/09 

90-29 

P 

6012090443 

8012090423 

00/12/09 

90-29 

P 

6012090444 

6012090433 

60/11/26 

90-304 

8 

6012090449 

0012090431 

00/11/29 

90-313 

8 

6012090448 

3012090423 

60/12/09 

90-29 

P 

6012090432 

8012090446 

80/11/24 

90-263 

0 

8012090498 

0012090491 

60/11/24 

90-269 

6 

8012090462 

0012090497 

60/12/09 

90-261 

6 

8012090463 

0012090493 

00/12/03 

90-369 

8 

8012090470 

0012090464 

00/11/26 

90-277 

8 

6012090471 

0012090466 

80/12/02 

90-219 

8 

6012090473 

0012090461 

80/11/26 

90-293 

a 

6012070474 

0012090460 

80/11/29 

90-195 

F 

6012090910 

0012090309 

80/10/22 

90-416 

Q 

6012070917 

0012090313 

80/10/22 

50-321 

Q 

6012090924 

8012090920 

80/10/23 

90-424 

Q 

8012090949 

6012090940 

BO/lO/09 

30-272 

0 

8012090967 

8012090994 

80/12/01 

CONTRACT 


6012090973 

8012090970 

60/12/01 

CONTRACT 


6012100007 

0012100004 

80/12/03 

CONTRACT 


6012100022 

8012100017 

80/12/01 

CONTRACT 


6012100053 

8012100049 

80/11/14 

PR 


8012100096 

8012100031 

80/11/17 

90-312 

0 

8012100060 

8012100094 

80/11/18 

PR 


6012100073 

0012100063 

00/11/29 

90-313 

p 

8012100083 

8012100077 

60/10/20 

90-334 

0 

6012100067 

0012100077 

80/10/20 

90-334 

0 

6012100090 

0012100077 

00/10/20 

90-334 

0 

6012100094 

0012100077 

00/10/20 

90-334 

0 

6012100096 

0012100077 

60/10/20 

.90-334 

0 

8012100102 

0012100077 

80/10/20 

90-334 

0 

8012100110 

0012100106 

80/11/17 

40-8064 


8012100116 

0012100106 

SO/1 1/17 

40-8064 


8012100121 

8012100100 

60/11/26 

90-220 

Q 

8012100129 

8012100100 . 

. 6q/M/26 

90-220 

0 

8012100131 

8012100123 

00/11/30 

NUREO 


8012100134 

8012100120 

00/11/05 

90-344 

0 

8012100147 

8012100140 

00/11/07 

90-361 

0 

8012100171 

8012100161 

60/12/01 

90-142 

0 

8012100176 

0012100167 

60/09/25 

90-183 

0 

8012100169 

0012100183 

60/12/03 

CaNTRACT 


8O12IOOS09 

0012100202 

eo/ii/14 

CONTRACT 


8012100229 

6012100224 

60/12/09 

30-333 

0 

8012100234 

6012100227 

60/10/23 

70-1143 


8012100241 

8012100227 

80/10/23 

70-1143 


8012100247 

8012100227 

80/10/23 

70-1143 


8012100264 

8012100296 

80/10/24 

70-020 


8012100273 

6012100236 

80/10/24 

70-020 


0012100277 

8012100236 

80/10/24 

70-020 


8012100260 

6012100296 

60/10/24 

70-020 


8012100286 

0012100296 

00/10/24 

70-820 


8012100326 

8012100324 

60/12/09 

90-303 

R 

8012100337 

8012100332 

60/12/09 

90-267 

R 

0012100392 

8012100386 

60/10/01 

50-387 

0 

6012100407 

8012100404 

00/09/18 

50-335 

8 

0012100417 

8012100412 

00/11/29 

CONTRACT 


6012100423 

6012100420 

80/11/20 

CONTRACT 


8012100432 

6012100430 

80/11/09 

30-185 

0 

8012100449 

6012100444 

80/12/04 

50-267 

P 

8012100432 

0012100449 

80/11/18 

50-325 

8 

8012100499 

6012100493 

60/12/04 

90-324 

8 

8012100438 

0012100491 

60/12/04 

90-320 

P 

8012100499 

0012100496 

60/12/04 

50-324 

0 

8012100463 

8012100462 

00/11/29 

90-334 

0 

8012100469 

6012100466 

00/12/09 

90-270 

6 

6012100471 

8012100464 

80/12/09 

50-463 

0 

8012100479 

8012100472 

80/12/02 

90-220 

6 

6012100479 

6012100476 

80/09/19 

50-339 

0 

8012100481 

0012100477 

00/11/24 

90-220 

0 

8012100484 

0012100480 

eo/u/21 

90-289 

6 
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ACCESSION 

NUMDER 





PRINCIPAL 

DATE 
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PRINCIPAL 

DATE 

SUBJECT 


ENCiOSUSE 
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CATECOft/ 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATECOnV 

8018100491 

8012100485 

80/12/05 

50-267 

a 

0012110379 

8012110356 

80/11/19 

71-3796 


BO 18100499 

8012100490 

80/11/26 

50-278 

8 

8012110381 

8012110376 

80/11/26 

50-596 

A 

BOl 2100301 

8012100497 

80/12/03 

50-259 

8 

8012110382 

8012110373 

80/11/26 

CQNTRACT 


8012100306 

8012100497 

60/12/03 

50-239 

8 

8012110391 

8012110336 

80/11/19 

71-5796 


8012100309 

80121 00503 

80/12/05 

50-267 

8 

8012110393 

8012110378 

80/12/05 

90-281 

S 

8012100310 

8012100497 

80/12/03 

50-259 

S 

8012110398 

80121 10378 

80/12/05 

50-281 

B 

B012100S13 

8012100497 

80/12/03 

50-259 

8 

6012110409 

80121 10403 

80/12/05 

90-272 

8 

8012100320 

8012100516 

80/08/08 

50-348 

a 

6012110417 

8012110410 

80/12/03 

50-289 

0 

8012100321 

8012100515 

80/12/03 

50-267 

8 

801211043? 

8012110433 

80/11/10 

50-206 

P 

8012100326 

8012100519 

80/12/04 

50-348 

8 

0012110449 

8012110438 

80/12/03 

FOIA 


8012100328 

8012100322 

80/09/11 

50-335 

8 

8012110492 

8012110438 

80/12/05 

FOIA 


8012100534 

8012100323 

80/12/03 

50-260 

8 

8012110460 

8012110438 

80/12/05 

FOIA 


8012100333 

8012100329 

80/11/28 

30-409 

8 

8012110461 

80121 10454 

80/11/24 

50-320 

T 

8012100337 

0012100324 

80/12/05 

50-267 

8 

8012110465 

8012110439 

80/12/05 

FOIA 


8012100538 

8012109532 

80/09/12 

50-335 

S 

8012110471 

80121 10438 

00/12/05 

FOIA 


8012100339 

8012100536 

80/12/09 

50-361 

A 

8012110470 

80121 10467 

80/12/01 

70-143 


B012100S40 

8012100530 

60/11/28 

50-409 

3 

8012110481 

8012110467 

80/12/01 

70-143 


8012100542 

8012100536 

80/12/09 

30-361 

A 

8012110484 

8012110467 

80/12/01 

70-143 


8012100547 

8012100530 

60/11/28 

50-409 

8 

8012110468 

8012110467 

60/12/01 

70-143 


B0I2100SS0 

8012100544 

60/11/03 

50-445 

0 

8012110902 

8012110500 

80/12/08 

90-320 

T 

B012100SS7 

8012100533 

80/12/01 

30-310 

8 

8012110906 

8012110304 

80/10/00 

71-400 


8012100560 

8012100533 

80/12/04 

50-368 

8 

8012110906 

8012110304 

80/10/00 

71-400 


8012100562 

8012100536 

00/12/04 

30-364 

B 

S0121 10927 

8012110529 

ao/ll/26 

CONTRACT 


8012100363 

8012100 539 

00/12/05 

30-317 

8 

8012110926 

8012110524 

80/12/04 

70-143 


8012100566 

8012100561 

00/12/03 

30-317 

8 

0012110530 

8012110526 

SO /1 2/02 

30-275 

A 

8012100570 

8012100363 

00/11/24 

50-339 

8 

8012110532 

8012110329 

80/11/26 

30-321 

0 

8012100372 

8012100567 

00/12/04 

30-324 

8 

8012I10S33 

8012110926 

80/12/02 

50-275 

A 

8012100376 

6012100573 

80/12/01 

50-293 

8 

8012110934 

8012110329 

80/11/26 

90-321 

Q 

8012100382 

8012100379 

00/12/02 

50-295 

Q 

0012110537 

8012110329 

80/11/26 

50-321 

0 

8012100391 

8012100389 

60/11/04 

50-10 

0 

8012110936 

8012110933 

80/12/09 

FQIA 


8012100597 

8012100389 

60/ 1 1 /04 

50-10 

Q 

8O12110939 

0012110329 

80/11/26 

90-321 

Q 

8012100633 

8012100632 

80/12/02 

50-331 

F 

8012110960 

8012110556 

80/12/03 

90-309 

8 

8012100668 

8012100664 

80/11/26 

90-320 

U 

S012110991 

4012110536 

80/12/05 

50-389 

8 

8012100672 

8012100669 

80/10/30 

71-9147 


8012110994 

8012110389 

80/10/08 

50-322 

Q 

8012100676 

8012100670 

80/11/28 

70-143 


8012110997 

8012110389 

80/10/08 

30-322 

Q 

8012100680 

8012100670 

00/ 1 1 /2a 

70-143 


8012110605 

8012110398 

80/10/06 

50-410 

Q 

8012100684 

8012100682 

so/ 11/20 

50-286 

0 

8012110607 

8012110603 

80/10/07 

90-307 

0 

8012100686 

8012100670 

00/11/28 

70-143 


8012110600 

8012110602 

80/12/01 

90-10 

Q 

8012110011 

8012110006 

00/10/23 

50-461 

a 

8012110609 

0012110374 

80/10/28 

CONTRACT 


8012110013 

8012110008 

BO/tl/14 

50-226 

p 

8012110618 

8012110613 

80/11/12 

90-413 

Q 

8012110016 

8012110006 

80/10/23 

50-461 

0 

8012110620 

8012110614 

80/11/03 

50-340 

0 

8012110024 

8012110020 

60/11/12 

XPORTLIC 


8012110623 

8012110613 

80/11/12 

90-413 

0 

8012110043 

8012110036 

60/11/24 

GOhMISatON 

8012110629 

8012110626 

80/11/03 

30-290 

0 

8012110046 

8012110041 

80/10/21 

50-440 

0 

8012110630 

0012010621 

80/11/29 

90-403 

a 

8012110049 

80121 10041 

80/10/21 

50-440 

0 

8012110635 

8012110628 

80/10/00 

70-1426 


8012110033 

8012110040 

BO/1 1/12 

CONTRACT 


8012110637 

8012110633 

80/10/30 

50-393 

a 

8012110079 

8012110074 

00/10/10 

50-412 

0 

8012110645 

0012110641 

00/11/09 

90-202 

Q 

8012110090 

80121 10082 

00/10/07 

50-219 

Q 

8012110646 

8012110636 

80/10/30 

90-341 

Q 

8012110106 

0012110100 

00/11/23 

70-1257 


8012110656 

80121 10643 

80/11/20 

FOIA 


80121101 10 

80121 10104 

00/10/21 

50-338 

0 

8012110662 

8012110643 

80/11/20 

FOIA 


8012110124 

8012110117 

00/10/22 

50-313 

Q 

8012110667 

8012110638 

80/11/25 

90-482 

A 

8012110133 

8012110127 

80/11/25 

30-261 

0 

B0121 10668 

80121 10643 

80/11/20 

FOIA 


8012110137 

8012110127 

80/11/25 

30-261 

0 

8012110670 

8012110659 

80/12/05 

50-395 

A 

8012110141 

8012110127 

80/11/23 

30-261 

Or 

8012110679 

8012110659 

80/12/03 

50-393 

A 

8012110144 

8012110127 

80/11/25 

90-261 

O 

8012110676 

80121 10666 

80/11/24 

50-413 

0 

0012110157 

8012110140 

80/12/03 

EOIA 


8012110678 

8012110643 

60/11/20 

FOIA 


8012110158 

8012110152 

80/10/07 

70-1143 


8012110681 

8012110674 

80/11/21 

CONTRACT 


8012110161 

8012110130 

80/11/19 

COMfirsalON 

8012110682 

8012110659 

80/12/03 

30-395 

A 

8012110164 

80121 10140 

BO/ 12/03 

FOIA 


8012110683 

8012110643 

80/11/20 

FOIA 


8012110167 

8012110130 

80/11/19 

COMHISSION 

8012110684 

80121 10666 

80/ 11/24 

50-413 

0 

8012110171 

8012110163 

flO/10/07 

70-33 


8012110686 

8012110659 

80/12/05 

50-398 

A 

8012110213 

80121 10207 

BO/II/IB 

90-348 

0 

8012110689 

8012110643 

80/11/20 

FOIA 


8012110216 

80121 10200 

90/ 1 1/26 

FOIA 


8012110692 

8012110643 

80/11/20 

FOIA 


8012110222 

80121 10207 

80/11/18 

90-348 

0 

8012110696 

8012110680 

80/10/24 

CONTRACT 


8012110223 

8012110200 

80/11/26 

FOIA 


8012110702 

0012110643 

80/11/20 

FOIA 


8012110231 

80121 10200 

80/11/26 

FOIA 


8012110703 

8012110693 

80/11/05 

50-331 

0 

8012110238 

80121 10200 

00/11/26 

FOIA 


8012110707 

8012110643 

80/11/20 

FOIA 


8012110239 

8012110229 

00/11/28 

90-416 

Q 

0012110709 

8012110701 

80/10/23 

50-364 

0 

8012110243 

8012110200 

00/11/26 

FOIA 


8012110717 

8012110643 

00/11/20 

FOIA 


8012110246 

8012110223 

00/11/28 

90-416 

Q 

8012110723 

8012110643 

80/11/20 

FOIA 


8012110230 

8012110228 

00/ I 1/28 

90-416 

O 

8012110726 

8012110718 

80/11/21 

50-20 

P 

8012110232 

801 2 1 10200 

00/11/26 

FOIA 


8012110734 

8012110718 

80/11/21 

50-20 

P 

8012110257 

8012110228 

80/11/28 

50-416 

0 

8012110735 

8012110643 

80/11/20 

FOIA 


8012110267 

8012110254 

80/12/03 

90-299 

P 

8012110739 

8012110643 

80/11/20 

FOIA 


8012110283 

8012110274 

80/12/02 

90-237 

P 

6012110747 

8012110643 

80/11/20 

FOIA 


8012110328 

8012110318 

80/11/20 

COMMISSION 

8012110753 

8012110737 

80/10/29 

30-186 

0 

8012110332 

8012110346 

80/12/01 

90-398 

0 

8012110795 

8012110643 

80/11/20 

FOIA 


8012110339 

8012110349 

80/11/21 

CONTRACT 


8012110764 

8012110643 

80/11/20 

FOIA 


8012110363 

8012110338 

80/12/05 

90-295 

R 

8012110769 

8012110763 

80/11/24 

80-331 

8 

8012110368 

8012110356 

80/11/19 

71-9796 


0012110770 

8012110643 

80/11/20 

FOIA 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 
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ENCLOSURE 

PRINCIPAL 
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DATE 
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CATEGORY 

0013110777 

6013110643 

80/ 11/20 

FOIA 


8013120699 

6012120648 

80/ i 1 /04 

90-143 

0 

6013110762 

8012110643 

80/11/20 

FOIA 


BD 131 20637 

8013120693 

60/11/25 

90-330 

H 

6012110764 

8013110760 

80/11/26 

80-267 

0 

8013190010 

8013190006 

60/13/0'? 

FOIA 


0013110707 

8013110643 

80/11/80 

FOIA 


0013190019 

8012190013 

60/13/03 

FOIA 


0013110792 

8013110643 

80/11/30 

FOIA 


B0131S0033 

0O1SISOOS3 

80/1 1/26 

90-320 

H 

0013110796 

8012110788 

80/11/23 

30-190 

Q 

6013190088 

8012190036 

80/11/07 

90-247 

T 

0013110800 

8012110643 

80/11/20 

FOIA 


6013190030 

8013150036 

80/11/07 

90-247 

T 

6013110806 

8013110643 

80/ 11 /SO 

FOIA 


B0I21 30047 

0013190046 

80/12/05 

90-133 

R 

6013110810 

8013110643 

80/11/30 

FOIA 


6013190091 

0012130048 

80/13/1 i 

90-363 

R 

0012110813 

6013110608 

80/11/19 

50-249 

P 

8012190054 

8012190053 

80/13/05 

90-237 

P 

0013110616 

0013110643 

60/11/20 

FOIA 


8012150059 

8013190093 

80/12/06 

90-346 

R 

8012110617 

0012110000 

00/11/19 

90-34S 

P 

8012190037 

8018190096 

80/13/02 

90-344 

ft 

8013110818 

0013110643 

60/1 i/20 

FOIA 


8013150067 

8013180348 

80/12/03 

90-333 

K 

8018110019 

8013110800 

80/11/19 

50-249 

P 

6013190074 

8012190073 

80/13/04 

90-400 

ft 

8013110623 

0013110643 

80/11/20 

FOIA 


8012190061 

8012190079 

80/13/03 

90-398 

ft 

8012110038 

8013110826 

80/11/17 

50-209 

P 

6013190086 

8012190069 

80/18/08 

90-334 

ft 

8012110031 

0012110826 

80/11/17 

50-305 

P 

6012130088 

8012190067 

80/13/09 

90-368 

S 

8018110632 

0012110836 

80/11/17 

30-203 

P 

6012130090 

8012190089 

80/13/09 

90-368 

8 

8012110843 

8013110643 

80/11/20 

FOIA 


0012190093 

8012190091 

80/13/09 

90-293 

S 

8012110046 

6013110643 

80/11/20 

FOIA 


6012130094 

6012190093 

80/12/03 

30-304 

3 

8012110047 

6013110840 

80/10/87 

80-91B 

Q 

6012190096 

8012190099 

60/13/03 

80-447 

B 

8012110648 

8013110643 

80/11/30 

FOIA 


8012190098 

8012190097 

60/13/01 

90-368 

P 

8012110049 

8013110643 

80/11/20 

FOIA 


6012190101 

8013190097 

80/13/01 

90-368 

P 

8012110091 

8013110643 

80/11/20 

FOIA 


B0121901CB 

0013190107 

60/13/11 

90-327 

P 

8012110093 

8012110643 

80/11/20 

FOIA 


6012190110 

6013190107 

80/13/11 

90-327 

P 

8018110034 

8013110643 

80/11/20 

FOIA 


6012190111 

6012190107 

80/13/11 

90-337 

P 

8012120020 

8012120013 

80/11/19 

90-334 

P 

8012190112 

6012190107 

80/13/11 

60-327 

P 

8018120029 

8013130013 

80/11/19 

90-334 

P 

8012190113 

0012190107 

80/13/11 

30-327 

P 

8012120028 

8013130013 

80/11/13 

90-334 

P 

6012150114 

0012190107 

80/12/11 

90-327 

P 

6012120081 

8013120079 

80/10/23 

90-170 

H 

6012130116 

8013190116 

80/13/10 

90-346 

6 

8012120082 

0013180074 

00/11/19 

CONTRACT 


8012190120 

6013190117 

80/11/19 

80-245 

a 

8013120213 

6012120203 

00/11/20 

90-279 

H 

8012190123 

8013190117 

80/11/19 

90-245 

0 

0013130231 

6012120224 

00/10/31 

50-313 

Q 

8012190124 

6013190121 

80/12/09 

90-273 

6 

0013130337 

6012130224 

00/10/31 

90-313 

0 

8012190139 

6013150127 

80/13/09 

90-333 

6 

8013130336 

6012120229 

60/11/29 

90-369 

A 

8012190133 

8013190133 

80/13/11 

80-286 

s 

6013120241 

6012120229 

60/12/09 

90-409 

P 

8012190140 

8013190138 

80/13/10 

90-247 

0 

6013130343 

6013130239 

60/11/20 

8tdt« Prog 

8012130170 

6013190169 

80/13/08 

90-337 

8 

6013130393 

0013120246 

00/10/17 

90-313 

0 

8012190171 

8013190166 

80/13/11 

90-346 

0 

0013130366 

6012120260 

00/11/21 

90-313 

P 

8012190176 

6013190173 

80/13/04 

90-339 

6 

6013120372 

6012120260 

00/11/21 

90-313 

P 

8012190178 

8013190179 

80/13/10 

80-289 

0 

0012120276 

6012120260 

00/11/31 

50-313 

P 

8012190187 

6013190184 

80/13/09 

90-366 

B 

6012120293 

6012130287 

80/10/30 

90-483 

0 

8012190160 

6013190165 

80/13/08 

50-320 

6 

0013130300 

0012130267 

60/10/20 

50-483 

0 

6012190199 

6013150189 

90/13/09 

50-366 

6 

6013120311 

6013130309 

60/10/20 

50-313 

a 

6012190196 

6013150194 

30/11/18 

90-364 

P 

0012120326 

0013120309 

00/10/20 

50-313 

0 

6012190197 

6013190191 

80/13/11 

90-282 

e 

0012120341 

8013180301 

80/12/10 

50-237 

p 

6012190218 

6013190211 

80/13/03 

90-299 

8 

8012120349 

8013120344 

80/10/21 

70-27 


8012190330 

0013190216 

80/13/05 

90-322 

K 

8012120366 

8013130394 

80/11/14 

90-966 

Q 

6012190339 

0018190316 

80/18/09 

90-322 

K 

8013130368 

8013180394 

80/11/14 

90-566 

a 

6013190338 

0013190333 

80/11/36 

90-496 

Q 

8013130373 

8013120369 

80/11/26 

50-247 

T 

6012190239 

6013150333 

80/12/1 1 

90-261 

a 

8013120377 

8012130394 

60/11/14 

90-966 

Q 

6012130846 

6013190341 

80/13/10 

90-443 

0 

8012120362 

6013130376 

60/10/08 

40-6632 


6012190834 

0013190390 

80/11/39 

90-269 

6 

8012120399 

0013130390 

80/10/07 

40-0346 


6012190396 

6013190391 

80/13/06 

90-324 

8 

8013120409 

0012120390 

00/10/07 

40-0346 


0012190336 

6013190289 

BO/ll/14 

80-369 

a 

8012120407 

0012120369 

60/11/34 

90-303 

Q 

0012190239 

0013190399 

80/11/14 

90-309 

a 

8012130413 

0013120399 

00/13/10 

50-206 

P 

0012190363 

0012190399 

80/11/14 

80-389 

0 

8012130439 

0012120419 

60/11/34 

90-254 

Q 

6013190267 

8013190364 

80/18/09 

90-309 

p 

8013120436 

0013180399 

60/12/10 

50-206 

P 

6012130868 

8012 190369 

80/11/06 

90-331 

a 

8012130434 

0013120399 

60/18/10 

90-206 

P 

0012190277 

8013190373 

80/12/10 

90-334 

R 

8012120477 

0012120466 

60/13/03 

80-259 

8 

8012190281 

8013190376 

80/12/04 

90-266 

a 

8013130484 

6012130400 

80/13/04 

90-313 

R 

8012190284 

8013190308 

60/12/08 

80-206 

0 

8013130496 

0012120490 

80/13/01 

50-346 

6 

6012190386 

6013190289 

80/18/05 

80-199 

p 

8012130906 

8012130903 

60/12/09 

90-299 

B 

8012160009 

8018160004 

00/18/09 

FOIA 


8013130913 

0013130901 

00/13/01 

90-346 

6 

8012160013 

8018160004 

00/12/09 

FOIA 


8013130914 

0013130910 

60/13/09 

90-259 

8 

8012160018 

6012160013 

00/11/19 

CONTRACT 


8013130917 

0013130909 

80/18/09 

90-396 

8 

8012160039 

8018160027 

80/11/03 

90-416 

Q 

8013130938 

0013130931 

80/11/19 

90-336 

P 

8012160041 

6018160036 

80/10/30 

90-302 

0 

8013130930 

0012130933 

80/12/09 

50-334 

a 

6012160090 

8018160053 

80/11/36 

SO-IO 

0 

8013130933 

0012130931 

80/11/19 

80-336 

p 

6012160093 

6013160063 

80/11/36 

80-10 

a 

0O1213OS39 

6013130933 

80/13/09 

90-334 

8 

6012160099 

8013160063 

80/11/86 

50-10 

a 

0013130949 

0013130939 

80/12/09 

90-334 

a 

6012160109 

8012160083 

00/11/26 

90-377 

a 

0012130960 

8013130946 

60/10/16 

XPORTLIC 


6012160108 

8013160083 

80/1 1/26 

90-277 

0 

0012120962 

0012120999 

80/11/39 

80-113 

a 

6012160110 

6013160107 

80/18/08 

90-83 

I 

0013120970 

8013130967 

00/10/83 

90-288 

a 

8012160113 

6013160063 

SO/U/26 

90-277 

0 

0012180979 

6013130573 

80/11/14 

80-303 

Q 

B0121601 19 

6013160083 

80/11/36 

90-277 

0 

0012120977 

8012130973 

60/11/14 

90-302 

a 

8012160134 

6013160188 

80/13/11 

50-397 

I 

6013120980 

8013120979 

00/11/14 

90-33S 

a 

0012160147 

6013160090 

80/10/31 

90-3 

p 

0013120984 

8012130979 

80/11/14 

50-333 

0 

6D12160IS2 

601316014’? 

80/13/09 

90-966 

ft 

6012120603 

8013120346 

00/10/16 

XPORTLIC 


6012160194 

8013160144 

80/11/26 

50-819 

0 

8013120610 

8011210440 

80/10/31 

90-369 

0 

6012160169 

6013160168 

80/12/13 

50-399 

A 
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PRINCIPAL 

DATE 

8UQJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 
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ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

a0181&01?3 

8013160174 

80712/04 

90-319 

Q 

0013160616 

0012160609 

80/02/13 

ACRB 


80121&0321 

8013160216 

80/13/04 

70-143 


8013160639 

0012160620 

80/13/03 

State Prog 

S012I6029& 

8013160343 

80/13/03 

90-361 

Q 

8012160644 

0013160639 

80/11/20 

50-389 

0 

Q01Si6D39B 

8013160393 

80/13/01 

90-380 

H 

8013160717 

0012160639 

00/11/20 

90-389 

0 

8012160380 

8012160399 

00/11/38 

90-206 

P 

8018160750 

0012160730 

00/10/28 

50-518 

Q 

8013160373 

9013160367 

BO /13/OS 

90-377 

R 

0012160766 

0012160763 

00/11/19 

40-3493 


8012160376 

8012160367 

eo/is/os 

90-277 

R 

8012160767 

8012160764 

00/11/10 

40-8743 


8013160306 

0013160380 

80/13/09 

90-409 

R 

8013170031 

0012170013 

00/13/05 

50-300 

a 

8013160809 

8013160304 

80/10/09 

90-289 

Q 

8013170030 

8012170013 

80/13/09 

S0-2Q0 

Q 

8013160831 

8013160317 

80/13/10 

50-259 

R 

0013170031 

0012170023 

80/12/04 

90-338 

a 

8013160833 

8013160330 

80/13/10 

50-337 

R 

0013170034 

8012170013 

00/13/05 

90-300 

a 

8012160838 

8013160339 

80/13/08 

50-306 

R 

8012170036 

8012170023 

80/12/04 

90-338 

a 

80 13 1608 AS 

0013160340 

80/13/11 

50-311 

R 

801317003? 

0012170013 

80/13/09 

90-200 

0 

8012160891 

0013160349 

80/13/09 

90-348 

S 

BO IS 170041 

8012170023 

90/13/04 

90-338 

Q 

8013160899 

0012160350 

80/13/04 

50-409 

P 

8013170040 

0012170033 

80/13/04 

30-338 

0 

80 131 60368 

0012160360 

80/13/13 

90-286 

0 

6013170060 

0012170094 

80/11/26 

80-413 

a 

BO131603S7 

8013160381 

80/13/10 

90-318 

8 

8013170066 

0012170094 

00/11/26 

90-413 

0 

8013160394 

0013160390 

80/18/13 

50-317 

8 

0013170070 

0012170084 

00/11/36 

90-413 

Q 

8013160400 

0013160398 

80/13/10 

50-364 

R 

8013170076 

0012170094 

80/11/36 

90-413 

a 

8018160406 

0013160403 

BO/lS/10 

90-348 

R 

8012170170 

8012170171 

00/13/02 

71-6698 


8013160411 

0013160409 

80/13/13 

90-313 

R 

0013170191 

8013170186 

00/13/08 

71-9070 


8013160413 

0013160410 

80/18/10 

TOPREP 


0012170319 

0012170201 

80/11/25 

CONTRACT 


8013160419 

0013160414 

80/12/12 

90-368 

R 

8013170273 

0013170270 

80/12/03 

XPORTLIC 


B01316041B 

8013160416 

80/13/01 

90-393 

R 

8012170277 

0012170372 

80/12/04 

XPORTLIC 


8013160430 

0013160419 

00/18/00 

90-10 

R 

8012170387 

0012170200 

80/12/02 

XPORTLIC 


8012160434 

8013160433 

BO/ 13/03 

70-794 


8012170299 

0012170299 

60/12/12 

90-317 

p 

80 121 604 36 

8013160438 

80/13/08 

90-355 

R 

8013170324 

0012170314 

80/11/26 

90-187 

R 

8013160438 

0013160437 

eo/ 18/11 

90-366 

R 

0012170333 

0013170329 

00/12/19 

90-490 

K 

8013160431 

8013160433 

80/13/03 

80-319 

H 

0012170303 

0012170373 

00/11/19 

90-133 

F 

8013160432 

B013160430 

80/13/09 

50-271 

R 

0012170413 

0013170409 

00/12/03 

90-364 

P 

8013160433 

8013160434 

BO/ 13/09 

90-361 

R 

0012170443 

0013170440 

00/13/15 

90-275 

9 

8013160439 

8013160433 

80/13/03 

90-319 

H 

0012170449 

8012170446 

80/12/01 

90-294 

R 

8013160440 

0013160433 

80/13/10 

90-334 

8 

0012170456 

8012170453 

00/13/10 

90-195 

R 

8018160449 ' 

0013160443 

80/13/10 

90-409 

8 

0013170467 

8012170464 

00/13/03 

lOCFR 


8013160480 

0013160445 

80/13/11 

90-273 

R 

0013170473 

8013170471 

00/11/09 

90-438 

a 

8013160494 

0013160447 

80/13/10 

90-327 

8 

0012170477 

0013170476 

00/11/09 

90-213 

p 

8013160457 

0013160433 

80/13/03 

50-219 

H 

0013170499 

0012170494 

00/11/21 

50-338 

p 

8018160498 

0012160453 

80/13/1 1 

90-282 

R 

0013170903 

0012170499 

80/11/19 

80-209 

p 

8013160462 

0012160433 

80/13/03 

90-219 

H 

8013170924 

0012170919 

00/12/04 

NUREO 


801316046S 

8018160443 

80/13/10 

90-409 

S 

8013170930 

0012160499 

80/12/05 

90-928 

T 

8013160467 

8013160459 

80/13/10 

90-339 

8 

0012170994 

B0I3170S46 

00/10/24 

90-237 

Q 

8013160468 

0013160466 

80/12/06 

50-290 

R 

0012170972 

0012170967 

00/12/13 

90-334 

R 

8012160471 

8013160433 

80/ 12/03 

70-687 


0013170931 

8012170976 

00/12/11 

90-305 

8 

8013160479 

0013160473 

80/12/10 

90-377 

R 

0012170985 

8012170558 

00/12/12 

50-260 

0 

8018160477 

0013140469 

80/12/11 

90-334 

B 

0013170900 

8013170576 

00/12/11 

50-305 

8 

B0131604QO 

8013160474 

80/ 12/OB 

50-230 

R 

0013170993 

0013170576 

00/12/11 

50-305 

a 

8013160486 

0013160473 

80/12/09 

90-289 

R 

8013170996 

0013170569 

00/12/11 

50-296 

8 

8013160488 

0013160481 

00/13/10 

90-334 

8 

0013170600 

8012170576 

00/12/11 

50-305 

8 

8013160489 

00 1 31 60483 

B0/12/IS 

90-302 

R 

8013170604 

0013170569 

00/12/11 

90-301 

8 

8013160491 

0013160483 

80/13/08 

90-319 

a 

8013170605 

0012170602 

80/12/15 

50-327 

S 

8013160492 

0013160487 

80/13/1 1 

90-313 

p 

0013170606 

0018170998 

00/12/11 

50-301 

8 

8012160496 

0013160493 

80/13/10 

90-319 

8 

8018170613 

0013170603 

00/12/15 

50-296 

S 

8013160498 

BO 12160494 

80/12/12 

90-199 

8 

0012170613 

0012170610 

00/12/05 

50-889 

0 

8013160900 

0013160495 

ao/ 12 /ii 

90-330 

8 

0012170618 

0012170607 

00/12/10 

50-304 

6 

8018160504 

0013160494 

80/12/12 

90-199 

8 

6012170625 

0012170614 

00/12/08 

50-324 

8 

8013160909 

0012160902 

80/12/09 

90-333 

R 

8012170627 

0012170611 

80/13/11 

90-201 

8 

8013160506 

0013160499 

80/12/05 

50-538 

T 

0012170620 

0012170619 

80/13/09 

90-306 

8 

8018160508 

0018160494 

80/12/12 

90-155 

a 

0012170630 

0012170623 

80/12/11 

90-368 

8 

801316051 1 

0013160509 

80/12/1 1 

50-29 

8 

0012170636 

0012170611 

80/12/11 

90-381 

8 

8018160512 

0018160510 

80/11/24 

50-237 

p 

0012170637 

001217063? 

80/18/09 

50-366 

8 

8018160917 

0018160910 

ao/u/24 

90-237 

p 

0018170641 

8012170633 

00/13/09 

90-378 

0 

8013160519 

0013160910 

80/11/24 

90-237 

p 

0013170646 

8013170611 

00/12/11 

90-201 

0 

80121 60SS 2 

0013160510 

ao/u/24 

90-237 

p 

B0I3170647 

8012170642 

00/12/12 

50-260 

8 

8013160584 

0012160514 

80/12/10 

50-339 

8 

0012170691 

8012170648 

00/12/10 

90-28? 

H 

8018160539 

B018160510 

ao/u/24 

90-237 

p 

8012170693 

8012170649 ■ 

00/12/10 

50-209 

H 

8013160538 

0018160510 

ao/u/34 

90-237 

p 

8013170699 

8012170648 

00/12/10 

50-289 

H 

8013160839 

0013160530 

ao/U/88 

90-494 

Q 

0012170660 

8012170648 

00/12/10 

90-209 

H 

B0131 60532 

0018160510 

80/U/24 

90-237 

P 

8012170663 

8012170657 

00/12/02 

90-307 

0 

8012160536 

0013160530 

80/13/10 

90-333 

8 

8012170673 

8018170648 

00/12/10 

90-209 

H 

8013160937 

0013160510 

aO/U/34 

90-237 

P 

8013170676 

8012170669 

80/U/26 

80-237 

0 

8013160939 

0013160510 

80/11/34 

90-237 

P 

8013170601 

8012170648 

00/12/10 

50-209 

Hv 

8013160941 

0013160935 

80/10/33 

90-496 

0 

8013170602 

8012170675 

80/12/04 

50-443 

0 ' 

B013160S4S 

0018160938 

60/13/03 

90-237 

8 

8012170686 

8012170648 

00/12/10 

90-209 

H 

8012160547 

0013160940 

80/12/10 

90-244 

P 

8012170607 

9012170679 

90/11/84 

90-277 

F 

8013160949 

0018160943 

80/12/11 

50-296 

8 

0012170600 

0012170648 

BO/iS/10 

50-289 

H 

B013160994 

0013160946 

80/12/04 

50-219 

8 

0012170691 

0012170648 

BO/iS/10 

90-289 

H 

8013160959 

0013160935 

80/10/23 

30-456 

0 

0013170693 

0012170669 

00/11/36 

90-237 

0 

8012160999 

0018160953 

80/12/15 

50-296 

B 

0012170696 

0012170640 

00/12/10 

90-289 

H 

8013160976 

0013160573 

80/U/04 

90-183 

a 

0012170698 

0013170640 

00/12/10 

50-289 

H 

8013160608 

0018160605 

80/02/13 

ACRS 


0012170704 

0013170648 

00/13/10 

90-289 

H 
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PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGOnv 

0012170709 

8012170648 

80/12/10 

90-209 

H 

B0i217O7t4 

8012170648 

80/12/10 

90-289 

H 

0012170717 

8012170648 

80/12/10 

90-289 

H 

8012170722 

0012170648 

80/12/10 

90-299 

H 

B0121 70724 

0012170648 

80/12/10 

90-289 

H 

0012170726 

8012170640 

80/12/10 

90-209 

H 

0012170730 

8012170648 

80/12/10 

90-209 

H 

0012170733 

8012170640 

00/12/10 

90-209 

H 

0OI2I7O736 

8012170648 

80/12/10 

90-209 

H 

0012170742 

8012170648 

80/12/10 

90-269 

H 

0012170704 

8012170781 

79/12/31 

RES 


8012170708 

8012170781 

79/12/31 

RES 


0012100026 

8012100022 

80/11/10 

90-409 

Q 

0012100039 

8012100032 

ao/n/io 

90-261 

fl 

8012180069 

0012180059 

80/11/07 

90-299 

8 

0012180097 

8012180089 

80/11/20 

90-260 

Q 

0012180099 

8012100089 

00/11/28 

90-260 

Q 

8012180103 

8012100092 

80/12/04 

90-416 

8 

0012180106 

8012100092 

80/12/04 

90-416 

Q 

0012180109 

8Ol?10OOa9 

80/11/20 

90-260 

0 

0012180110 

8012180092 

80/12/04 

90-416 

a 

0012180112 

8012100089 

80/11/28 

90-260 

Q 

80121801 IS 

8012180092 

80/12/04 

90-416 

0 

0012180120 

8012180122 

80/10/27 

90-298 

Q 

80121Q0133 

8012180130 

80/10/31 

90-398 

a 

0012180139 

8012180130 

80/10/31 

90-398 

a 

0012100139 

8012180123 

80/11/26 

90-413 

a 

0012100142 

8012180140 

80/11/20 

90-338 

<k 

0012100144 

8012100123 

80/11/26 

90-413 

8 

0O1210O14S 

8012100140 

60/11/28 

90-330 

a 

8012100146 

0012100140 

80/11/38 

90-338 

a 

8012100147 

8012180123 

80/11/26 

90-413 

a 

8012180149 

8012180140 

80/11/28 

90-333 

Q 

8012180190 

8012180123 

80/11/26 

90-413 

a 

00121801 S3 

8012100191 

80/11/06 

90-294 

a 

80121801 37 

8012100191 

ao/ii/06 

90-294 

a 

8012180167 

8012100163 

BO/U/09 

90-430 

a 

8012180173 

0012100169 

80/12/01 

90-993 

3 

8012180170 

8012100169 

80/12/01 

90-993 

a 

0012180 1 00 

8012100169 

80/12/01 

90-993 

a 

0012180183 

8012100169 

80/11/26 

90-261 

a 

0012180184 

8012180169 

00/12/01 

90-993 

0 

0012180189 

8012100169 

80/11/26 

90-261 

Q 

8012180189 

8012100169 

80/11/26 

90-261 

8 

8012180192 

8012180188 

80/12/01 

90-330 

Q 

0012180194 

8012100169 

80/11/26 

90-261 

3 

0012180199 

0012180188 

80/12/01 

90-338 

Q 

0012180201 

8012180180 

00/12/01 

90-338 

0 

0012180204 

8012100188 

80/12/01 

90-338 

Q 

0012180209 

8012180168 

00/12/01 

90-333 

0 

0012180207 

8012100199 

80/11/26 

90-389 

0 

0012180208 

8012100108 

00/12/01 

90-338 

Q 

8012180209 

8012100199 

80/11/26 

90-389 

Q 

0012180212 

0012180199 

80/11/26 

90-389 

Q 

0012180213 

8012180214 

80/11/07 

90-364 

Q 

0012180217 

8012100199 

80/ 11/26 

90-389 

0 

0012180282 

8012100219 

80 /ll/to 

50-338 

Q 

0012180283 

0012180220 

80/11/06 

90-299 

Q 

001218 0 832 

8012180226 

80/12/08 

90-290 

a 

0012180234 

80^2180229 

00/12/08 

70-36 


0012180243 

8012100240 

80/12/19 

90-368 

a 

0012180230 

8012100247 

80/12/09 

30-277 

8 

8012180269 

8012100298 

80/12/06 

90-250 

R 

0012180276 

8012100270 

80/12/10 

90-29 

R 

0012180280 

8012100273 

80/12/10 

FOIA 


0012180289 

8012160284 

00/10/28 

90-424 

Q 

0012180291 

8012100273 

80/12/10 

FOIA 


0012180292 

8012100281 

80/12/12 

90-319 

8 

0012180899 

8012180273 

80/12/10 

FOIA 


0012180304 

8012100301 

80/12/09 

90-322 

Q 

0012180307 

8012180294 

80/10/27 

90-390 

0 

0012180308 

8012180302 

80/11/10 

90-302 

Q 

0012180309 

8012100301 

80/12/09 

90-322 

0 

8012180311 

8012100301 

80/12/09 

90-322 

Q 

8012180317 

8012180319 

80/12/10 

90-319 

P 

0012180318 

8012180314 

80/11/20 

90-346 

P 

8012180381 

8012180319 

80/12/10 

90-319 

P 

0012180383 

8012180322 

80/12/09 

90-142 

P 

0012180389 

8012160313 

80/12/04 

90-344 

0 

0012180393 

8012180391 

80/12/04 

90-247 

8 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

8012160397 

8012180391 

60/12/04 

90-247 

0 

8012180369 

8012180360 

80/12/03 

70-2609 


8012180366 

8012180361 

80/12/02 

90-369 

Q 

BO 12 180372 

8012180369 

80/11/12 

90-445 

Q 

8012180379 

8012180361 

80/12/02 

90-369 

0 

8012180303 

8012100381 

80/12/10 

30-391 

0 

8012180384 

8012160379 

80/12/11 

90-364 

0 

0012180394 

8012180391 

80/12/11 

50-244 

p 

8012180396 

0012180399 

80/12/09 

90-400 

0 

8012180398 

8012180399 

80/12/09 

90-400 

■Q 

8012180399 

8012180397 

80/12/04 

90-36? 

0 

8012180400 

8012180399 

80/12/09 

90-400 

Q 

0012180401 

8012180397 

80/ 12/04 

50-369 

Q 

801210040? 

8012180399 

80/12/09 

90-400 

0 

8012180403 

8012180399 

80/12/09 

90-400 

a 

8012180407 

8012180406 

80/11/04 

90-2 

0 

0012180408 

8012100406 

80/11/04 

90-2 

Q 

8012180420 

8012180416 

80/11/28 

SECY 


8012180427 

'8012180416 

eo/ti/sa 

SECY 


8012100439 

8012180431 

00/11/12 

70-929 


8012180464 

8012180451 

00/12/09 

90-249 

p 

8012180478 

8012100472 

SO/12/01 

70-1113 


8012180482 

8012100472 

80/12/01 

70-1113 


6012180926 

8012180920 

80/12/01 

CONTRACT 


6012100941 

8012180936 

80/11/24 

90-213 

M 

8012180990 

8012180986 

80/11/12 

90-461 

0 

8012100599 

8012100994 

80/10/21 

QA999 


8012180603 

6012100600 

80/12/04 

90-199 

0 

6012100607 

8012180602 

80/12/11 

0A999 


8012180612 

8012100602 

80/12/11 

06999 


8012180619 

6012180602 

60/12/11 

QA999 


8012180621 

6012180602 

80/12/11 

06999 


8012180629 

6012180623 

80/09/26 

06999 


8012180633 

6012180620 

60/11/17 

90-10 

p 

8012100640 

6012180620 

60/11/17 

90-10 

p 

8012180644 

8012180637 

80/09/29 

06999 


8012100668 

8012100620 

80/11/17 

90-10 

p 

8012100671 

8012100620 

80/11/17 

90-10 

p 

8012190012 

8012190008 

80/12/03 

06999 


8012190016 

8012190008 

80/12/03 

06999 


8012190021 

8012190008 

60/12/03 

0A999 


8012190097 

8012190093 

60/12/16 

90-317 

F 

8012190060 

0012190090 

80/12/09 

0A999 


8012190064 

8012190093 

60/12/16 

90-317 

F 

8012190068 

8012190050 

80/12/09 

aA999 


8012190074 

8012190090 

80/12/09 

aA999 


8012190079 

8012190069 

B0/li/2B 

90-280 

P 

8012190079 

8012190069 

60/11/28 

SO-290 

P 

8012190080 

8012190090 

60/12/09 

06999 


0012190093 

0012190009 

80/12/03 

06999 


8012190094 

8012190086 

60/12/10 

90-269 

F 

8012190096 

8012190089 

80/12/03 

06999 


8012190101 

8012170089 

80/12/03 

QA999 


8012190104 

8012190085 

80/12/03 

QA999 


0012190134 

0012190130 

80/12/09 

90—367 

R 

0012190194 

0012190099 

60/12/11 

QA999 


801219019? 

8012190199 

80/12/02 

30-94 

F 

8012190160 

0012190095 

80/12/11 

0A999 


8012190169 

8012190199 

80/12/02 

90—34 

F 

6012190177 

8012190170 

80/04/14 

27-47 


8012190166 

8012190099 

80/12/11 

06999 


8012190193 

8012190103 

80/11/12 

27-47 


8012190194 

0012190095 

80/12/ U 

0A999 


8012190200 

8012190099 

ao/ 12 /u 

06999 


8012190202 

8012190196 

80/11/13 

90—364 

0 

8012190213 

8012190206 

60/12/08 

90-413 

0 

8012190222 

8012190206 

80/12/08 

90-413 

0 

8012190229 

0012190216 

80/12/11 

90-272 

p 

8012190227 

6012190221 

80/11/13 

90-456 

0 

0012190230 

8012190216 

80/12/11 

90-272 

p 

6012190239 

6012190228 

80/07/29 

27-47 


8012190267 

6012190242 

80/U/I3 

90-484 

Q 

8012190279 

6012190271 

80/11/13 

90-33 1 

0 

B012190296 

8012190289 

60/11/24 

0A999 


8012190302 

6012190289 

60/11/26 

GA999 


8012190312 

6012190289 

80/11/26 

QA999 


8012190316 

8012190308 

80/12/04 

90-275 

H 

6012190321 

8012190314 

80/12/02 

90-213 

P 

8012190329 

8012190314 

80/12/02 

90-213 

P 

8012190330 

8012190314 

80/12/02 

80-213 

P' 
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0012190389 

8012190331 

80/18/00 

30-400 

0 

BO 12 190368 

8012190331 

80/18/09 

30-400 

Q 

8012190374 

8012190366 

80/18/13 

FOIA 


8012190303 

8012190331 

00/13/00 

30-400 

Q 

8012190400 

0012190396 

00/13/00 

50-31 1 

P 

8012190403 

8012190396 

00/18/03 

30-31 1 

P 

8012190400 

8012190402 

80/12/10 

30-261 

P 

6012190409 

0012190396 

00/18/08 

30-31 1 

P 

B012190411 

8012190402 

80/12/10 

30-861 

P 

P012190412 

0012190402 

80/12/10 

30-261 

P 

8012190416 

0012190407 

80/11/06 

50-498 

0 

8012190422 

8012190419 

80/18/03 

50-867 

P 

0012190426 

8012190414 

80/12/10 

50-324 

Q 

0012190430 

8012190414 

00/12/10 

50-324 

0 

8012190431 

8012190483 

00/12/11 

50-309 

K 

8012190434 

8012190414 

80/12/10 

30-324 

0 

8012190439 

0018190433 

00/09/04 

06999 


8012190440 

8012190414 

00/12/10 

50-324 

0 

0012190442 

8018190438 

00/18/09 

0A999 


0012190443 

8018190438 

BO/13/09 

flA999 


0012190446 

0012190433 

BO/09/04 

06999 


8012190449 

8012190433 

80/18/09 

QA999 


8012190434 

0012190430 

80/12/09 

0A999 


8012190463 

0018190457 

00/18/04 

PR 


8012190470 

8013190453 

00/11/26 

QA999 


8012190472 

8018190466 

00/18/10 

50-259 

0 

8012190476 

0012190433 

80/11/86 

QA999 


0012190479 

8012190473 

00/12/15 

50-382 

K 

0012190481 

0012190466 

00/18/10 

50-899 

0 

8012190489 

0O1219O4S3 

00/11/26 

0A999 


0012190492 

8012190466 

00/18/10 

30-839 

0 

0012190493 

8018190487 

80/12/15 

50-445 

K 

0012190496 

8012190433 

00/11/86 

0A999 


8012190499 

0012190466 

00/12/10 

50-259 

0 

8012190304 

0012190466 

ao/ 18 /io 

50-259 

0 

0012190303 

8012190300 

00/12/11 

30-316 

R 

0012190309 

BO 18190501 

90/18/12 

30-334 

9 

€012190311 

8012190306 

eo/IO/84 

30-483 

0 

8012190312 

8012190466 

00/18/10 

30-839 

0 

0012190313 

8018190308 

00/18/18 

50-330 

R 

8012190313 

8018190433 

80/11/86 

QA999 


B0I2190319 

B012190S17 

80/18/15 

30-299 

n 

8012190322 

8012190433 

80/11/86 

0A999 


8012190326 

8012190524 

80/18/18 

30-813 

R 

0012190334 

0012190329 

eo/is/03 

50-439 

0 

8012190333 

0012190332 

80/18/15 

50-880 

R 

8012190336 

8012190383 

80/12/18 

30-384 

s 

8012190342 

8012190338 

80/12/09 

50-883 

R 

8012190344 

8012190339 

00/10/20 

30-498 

0 

0012190530 

0018190540 

80/10/13 

70-687 


0012190332 

8012190331 

80/10/30 

OA999 


0012190333 

8012190548 

80/10/13 

70-687 


0012190360 

8012190559 

80/10/15 

50-387 

0 

8012190373 

8012190374 

80/18/00 

80-387 

0 

8012190376 

8012190574 

00/18/09 

50-327 

a 

8012190378 

8012190574 

00/18/09 

50-387 

a 

0012190302 

0018190574 

80/12/09 

50-387 

Q 

0012190305 

8018190583 

80/11/13 

30-381 

Q 

0012190390 

0018190587 

00/13/12 

80-334 

0 

0012190392 

0018190587 

00/18/12 

30-334 

0 

0012190393 

0018190389 

00/06/83 

87-47 


0012190396 

0018190587 

eo/is/is 

30-334 

8 

BO12190S97 

0018190594 

ao/n /06 

70-8136 


0012190399 

0018190393 

80/18/(8 

30-331 

8 

8012190600 

8018190307 

80/13/12 

30-334 

3 

8012190601 

8018190394 

BO/li/06 

70-8136 


8012190602 

8018190387 

00/12/12 

50-334 

S 

8012190604 

8012190394 

00/ 1 1 /06 

70-2156 


0012190606 

8018190398 

80/03/80 

87-47 


0012190609 

8018190605 

00/12/03 

XPORTLIC 


8012190611 

8013190608 

80/11/81 

71-334 


8012190619 

8018190615 

80/18/(3 

50-869 

R 

0012190623 

8012190618 

00/11/07 

30-499 

a 

0012190630 

8018190626 

80/12/ IS 

50-317 

R 

0012190633 

8012190689 

00/18/02 

50-438 

0 

8012190638 

0018190629 

00/18/08 

30-438 

0 

8012190640 

8012190634 

90/12/11 

50-878 

0 

8012190647 

8018190648 

SO/ 12/03 

50-498 

0 

8012190630 

8018190643 

80/12/18 

30-331 

0 

8012190633 

8018190652 

00/10/ 14 

30-336 

0 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


S01219066S 8012190664 00/11/13 80-498 Q 

8012190680 0012190673 00/10/17 30-336 0 

8012190633 0012190670 80/11/20 40-7102 

0012190606 0012190670 80/11/20 40-7102 

0012190689 0O12I9O69S 80/10/30 30-201 0 

0012190690 8012190678 80/11/20 40-7102 

0012190692 B012190667 00/10/82 30-303 Q 

0012190697 8012190693 00/12/10 80-373 Q 

6012190698 8012190694 0O/1O/2B 70-371 

0012190703 8012190701 80/10/16 lOCFfi 

0012190707 8012190703 00/10/30 30-272 Q 

8012190711 8012190708 80/11/14 30-349 Q 

0012190712 0012190710 00/10/31 30-333 0 

0012190717 0012190713 00/10/31 30-387 Q 

8012190719 0012190716 80/12/09 80-430 <3 

8012190780 0012190724 80/10/20 30-47 0 

0012220003 8012220002 80/11/25 CONTRACT 

0012820005 8012820002 80/11/23 CONTRACT 

0018220006 8012220004 00/10/24 30-29 0 

8012220012 8012220009 00/10/24 70-020 

0012220019 0012220013 00/10/24 70-1143 

0012220023 8012220022 80/10/24 70-133 

8012220030 0012280023 80/12/03 50-498 Q 

8012220031 8012220028 80/10/23 30-317 0 

8012220037 8012220033 80/10/31 30-317 0 

0012220040 0012220033 00/10/31 30-317 0 

0012220045 0012220042 00/11/14 30-266 Q 

0012220036 0012220042 00/11/14 30-266 Q 

0012220062 0012220033 00/10/31 30-317 0 

8012220069 8012220063 00/10/28 30-220 Q 

8012220077 0012220071 00/10/29 50-243 0 

0012220080 8012220079 00/11/10 30-289 0 

8012820082 0012220079 80/11/18 30-289 0 

0012220083 8012220079 80/11/18 30-209 Q 

0012220006 8012820081 80/12/11 QA999 

0018220090 8012820081 00/12/11 QA999 

8012220094 8012220081 80/12/11 QA999 

0012220096 0012220093 00/11/18 40-3392 

0012220098 0012220081 80/12/11 0A999 

0012220137 0012220134 00/11/23 40-4492 

8012280144 0012220141 80/12/01 30-440 A 

8012220194 8012220183 80/12/03 FQIA 

0012220200 0012220103 80/12/03 FOIA 

0012220207 0012220103 00/12/03 FOIA 

0012220212 0012220103 00/12/05 FOIA 

8012220219 0012220183 00/12/03 FOIA 

0012220224 0012220183 00/12/03 FOIA 

0012220233 0012220183 00/12/05 FOIA 

8012220243 8012220183 00/12/03 FOIA 

0012220244 8012220239 80/12/0? 30-320 H 

0012220246 8012220183 80/12/03 FOIA 

0012220249 0012220240 80/12/10 CONTRACT 

8012220252 8012220183 80/12/03 FOIA 

0012220238 8012220183 80/12/03 FOIA 

0012220264 0012220183 80/12/03 FOIA 

0012220263 0012220236 80/12/10 30-324 P 

8012220269 0012220103 80/12/03 FOIA 

8012220271 0012220256 00/12/10 30-324 P 

0012220273 0012220183 00/12/03 FOIA 

8012220204 0012220183 00/12/03 FOIA 

0012220290 8012220183 80/12/03 FOIA 

0012220298 8012220183 80/12/05 FOIA 

8012220307 8012220301 80/12/18 50-231 0 

8012220312 8012220304 80/12/16 30-302 8 

8012220321 0012220316 00/12/12 30-286 R 

8012220330 0012220324 80/12/16 30-324 8 

8012220333 0012220322 80/12/09 30-409 0 

8012220342 8012220338 80/11/26 30-289 0 

8012220340 0012220338 80/11/26 30-289 0 

8012220366 8012220360 80/12/0? 71-6601 

8012220308 8012220303 00/12/13 30-320 P 

8012220408 8012220404 00/12/10 30-219 R 

001222040? 0012220403 00/12/03 UA8TE MOT 

0012220414 0012220401 80/12/16 30-310 8 

8012220432 8012220428 80/12/13 30-387 0 

8012220436 8012220423 80/12/13 50-324 8 

8012220443 8012220440 80/12/10 30-244 R 

8012220431 8012220446 80/12/13 30-346 8 

8012220437 8012220442 80/12/16 30-293 8 

0012220460 0012220433 80/12/12 30-260 B 
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accession 


ENCLOSURE 


OO1SSS04&& 

B012SS0479 

S013SS0S06 

a0i2SS0S34 

8012800019 

8012830087 

0018830033 

0018830037 

8018830040 

8018330041 

8012830046 

80LS230047 

8018830061 

8018830080 

0013830070 

8018830187 

8018830134 

8018830130 

8018830137 

8018830147 

0018230194 

8018230173 

8018830174 

8018830178 

8018230103 

8018230173 

8012230204 

8012230806 

801223020? 

8012230216 

8012830221 

8012230284 

8018830227 

8012230237 

8012830242 

8012230246 

8018830848 

8018830249 

8018830299 

8018230298 

8012230260 

8018830273 

8018830276 

8018830887 

8OISS302B8 

8018830287 

8018830273 

8012230274 

8018830279 

8012230301 

8012S30306 

8013230307 

8018230318 

8018230314 

8018230318 

8018230327 

8018230343 

8012830347 

8012230348 

801223034? 

8012230396 

8018230358 

8018230360 

8012230369 

8012230366 

6012230373 

8012230376 

8013230382 

8012230388 

8018230387 

8018230373 

8018230377 

8018230403 

8018230406 

8013230407 

8018230416 

8018230424 

6018230428 

8018230437 

8018230443 


NUMBER 


PRINCIPAL 

DOCUMENT 


80 I 22204 52 
8012220477 
8012220489 
0012220489 
8012230012 

8012230021 

8012230021 

6012230081 

8012230021 

8012330034 

0012230021 

8012230044 

8012230094 

8012230073 

8012230021 

8012230121 

8018230121 

8018230133 

8012230121 

8012230144 

0012230191 

8012230168 

8012230167 

8012230167 

8012230167 

8012230187 
SO 12230 197 
8012230202 
8012230209 
8012230311 

8012330217 

8012230220 

8012230226 

8012230234 

8012230234 

8012230234 

8012230234 

0012230234 

8012230234 

8012230856 

8012230296 

8012230872 

0012230274 

8012230839 

801283028' 

0012230289 

8012230286 

8012230891 

8012230272 

8012230278 

8012230303 

8012330302 

0012230307 

8012230311 

8012830316 

8012230322 

8012830342 

8012230346 

0012230344 

8018230341 

0012230391 

8018230352 

0012830399 

8012830362 

8018230361 

8012830367 

8018230371 

8012230377 

0012230304 

8012230389 

0012230386 

8012230389 

8012230379 

8012230401 

8018230409 

8012230412 

8012230417 

8012230423 

8012230433 

8013830434 


DATE 

ISSUED 


00/18/15 

80/11/07 

80/12/04 

60/12/04 

80/12/02 

80/18/01 
80/ 18/01 
eo/ 18 /oi 
00 / 12/01 
80/10/19 

80/12/01 

80/10/17 

00/10/14 

80/10/16 

SO/12/Ot 

00/11/17 

00/11/17 

80/18/10 

80/11/19 

00/11/17 

80/11/17 

80/11/19 

80/12/03 

00/12/03 

80/13/03 

80/11/14 

80/12/03 

00/lt/tO 

00/12/18 

30/11/13 

80/11/24 

80/12/02 

80/12/18 

80/11/14 

80/11/14 

00/11/14 

00/11/14 

80/11/14 

ao/ii/14 

80/03/24 

80/03/84 

80/11/88 

00/12/01 

00 / 12/12 

00/12/03 

80/12/18 

80/12/10 

00/18/19 

00 / 12/10 

80/12/10 

80/12/19 

80/12/18 

00/18/04 

00/12/19 

80/12/15 

00/18/19 

00/12/15 

80/12/12 

80/12/18 

80/12/18 

80/12/17 

80/12/12 

80/12/17 

80/18/16 

80/12/17 

00/12/18 

00/12/17 

00/12/10 

80/12/19 

80/12/17 

00/12/16 

00/12/19 

00/12/18 

80/12/16 

00/12/19 

00/12/17 

80/12/17 

80/12/17 

00/12/18 

00/12/17 


SUBJECT 

CATEOOnV 


90-368 9 

WASTE MOT 
90-10 P 
90-10 P 
90-449 H 

30-389 0 

50-389 0 

90-387 0 

50-387 0 

30-392 Q 

90-389 0 

90-336 Q 

70- 139 

90-410 Q 
90-387 0 

90-338 P 
90-33B P 
CONTRACT 
50-330 P 
CONTRACT 

CONTRACT 

CONTRACT 

0A997 

^799 

QA999 

90-373 0 

XPORTUIC 
XPORTLIC 
90-299 P 
COMMISSION 

71- 6498 
WASTE MOT 
90-373 K 
QA999 
QA779 

QA977 
0A999 
QA799 
QA779 
90-10 P 

50-10 P 
71-6744 
71-6375 
90-263 P 
90-379 0 

90-263 P 
90-800 F 
90-390 Vk 
80-381 « 

90-366 « 

90-247 R 
90-928 K 
90-364 P 
90-331 R 
50-304 8 

30-879 a 
50-245 R 
50-336 R 
50-83 R 
50-159 a 

90-293 a 
50-277 S 
50-993 R 
90-387 a 
90-317 B 

90-384 3 

90-339 a 
90-272 a 
90-336 6 

50-309 B 

90-327 8 

go^sos a 

90-201 8 

90-323 B 
90-317 8 

90-337 a 
90-339 a 
80-338 a 
90-302 B 
90-324 a 


ACCE33I0N NUMBER 


ENCLOSURE 


8012230445 

8012230446 

8018230493 

8012230454 

8013230499 

8012230471 

0012830477 

8018230480 

8012230497 

8012230909 

8012830906 

8018230911 

6012230919 

8012230917 

801223091a 

801223091? 
8012230920 
QO 12830 983 
8012230924 
8012230929 

0012230533 

0012230934 

8012230939 

8012230937 

8012330930 

0012230941 

0012830943 

8012230945 

0012230946 

0018230940 

0018230947 

8012240012 

8012240015 

0012240020 

0018240023 

8012240029 

8012240028 

8012240039 

0012240031 

8012240034 

8012240036 

8018240037 

0012240030 

B01824003? 

8012240044 

0012240045 

0012240047 

8012240091 

8012240094 

0012240056 

8012240061 

8012840068 

0012240072 

0012240074 

8012240079 

0012240070 
0012240081 
8012240002 
0012240009 
00 12240007 

0012240070 
8012240072 
00 I 224007 9 
8012240076 
8018240070 

0012240100 

8012240127 

0012240133 

8012240134 

0018240136 

8012240130 

0012840141 

0012240142 

aot2240149 

8012840140 

0012240160 

8012240164 

8012340169 

0018240170 

0012240172 


PRINCIPAL 

DOCUMENT 


0018230441 

0012830440 

6012230451 

8012230448 

0012830452 

0012230469 

8012230474 

6012230475 

6012230379 

8012230901 

0012230900 

6018230507 

8012230910 

8012230912 

0012230912 

8012230510 

6012230914 

6012230910 

6012230913 

6012230521 

6012230928 

0012230927 

6012230930 

6012230930 

6012230923 

3012230930 

0012230930 

8012230540 

B012230930 

0012230930 

0012230942 

6012240004 

0012840004 

0012240004 

8012240004 

0012840004 

0012240004 

0018240026 

0012240004 

0012240004 

0012240032 

8012840004 

6018240033 

6012240004 

R0122>0040 

8012840043 

801884004a 

6018840042 

6018240092 

6012840004 

0018240098 

8012240004 

0012840066 

0018240004 

0012240004 

0012840004 

0012240004 

0012240077 

0012240004 

8012240077 

0012840077 
0018240004 
8018240004 
B0182 40073 
0012240004 

0018240073 

8012240110 

6012240186 

6012240110 

8012240126 

6012240126 

8012240126 

6012240139 

6012240139 

0018240139 

8012240199 

0012240199 

0012240161 

3012840160 

8018840167 


DATE 

ISSUED 


00/12/16 

00/18/18 

80/18/IB 

80/12/16 

60/12/11 

60/12/17 
80/11/26 
60/12/17 
60/12/16 
60/ 12/ IB 

60/12/12 

00/12/12 

80/12/02 

00/12/12 

00/12/12 

00/12/02 
80/12/17 
SO/ 12/02 
00/12/16 
SO/ 12/ 11 

80/12/19 

80/12/10 

00 / 12/12 

00/12/12 

80/12/19 

00/12/18 

80/12/18 

80/12/09 

00/12/18 

00/18/12 

80/12/11 

80/12/10 

60/18/10 

60/12/10 

80/12/10 

00/12/10 
30/12/10 
80/11/17 
00/18/10 
BO/ 12/ 10 

80/18/19 

80/12/10 

00/12/02 

aO/18/10 

00/12/19 

ao/ti/12 

00/10/30 

00/12/09 

80/11/17 

80 / 12/10 

80/12/12 
60/18/10 
Go/u/ao 
80/12/10 
60/ 12/ 10 

eo/ia/10 

80/12/10 

eo/ii/ta 

00/12/10 

60/tl/lB 

Bo/ii/ia 

00/12/10 

80/12/10 

ao/ii/is 

00/18/10 

80/ii/ia 

00/12/12 

00/12/13 

80 / 12/12 

00/18/19 

90/12/19 
00/12/18 
60/11/28 
80/1 1/2B 
80/11/88 

60 / 12/12 

60/18/12 

80/12/07 

60/12/07 

eo/ii/so 


SUBJECT 

CATEOORV 


90-334 0 

90-302 6 

50-327 P 
90-302 a 
90-344 0 

SO-336 a 
90-307 R 

80-380 a 

90-860 8 

50-324 8 

90-237 a 
TOPREP 
90-859 P 
90-184 F 
90-184 F 

90-299 P 
90-287 a 
90-299 P 
80-302 8 

80-166 F 

80-334 B 
80-183 8 

80-369 A 
90-367 A 
90-334 8 

30-367 A 
90-369 A 
CONTRACT 
90-367 A 
90-367 A 

90-366 a 
CQMMl&SION 
COMM 166 ION 
COMMISSION 
COMMISSION 

COMMISSION 
COMMISSION 
90-463 0 

COMMISSION 
COMMIsaiOH 

CONTRACT 
COMMISSION 
90-313 Q 
COMM I as ION 
CONTRACT 

90-209 Q 
80-334 0 

CONTRACT 
50-373 0 

CQMMiaSlON 

90-308 Q 
COMMISSION 
90-846 a 

coHMiaaioN 

COMMISSION 

COMMIGBION 

CQHMIBalON 

40-7784 

COMMISSION 

40-7724 

40-7924 
C0KMIS8I0N 
CDMMieaiON 
80-346 P 
COMM 1 90 ION 

80-346 P 
80-278 F 
70-143 
80-275 F 
70-143 

70-143 

70- 143 
30-334 P 
90-334 P 
80-334 P 

80-443 A 
50-443 A 

71- 401 
71-384 
80-440 Q 



466 
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ACCES3I0^4 KUHOER 


ENCLOSURE 

PRINCIPAL 

DQCUHENT 

DATS 

ISSUED 

8UDJECT 

CATEOORV 

8012840179 

8012240173 

80712/09 

71-24 


8012840177 

8012240167 

aO/iO/31 

90-382 

0 

S0I2240178 

8012240176 

00/11 /IB 

70-882 


8012240191 

8012240167 

00/10/31 

90-382 

Q 

8012240184 

8012240182 

Q0/11/2S 

90-272 

P 

8012340187 

8012240182 

80/1I/2S 

90-272 

P 

80122401?! 

8012240182 

Bo/ii/aa 

90-272 

P 

B01224020S 

8012240196 

80/12/10 

80-277 

P 

8012240207 

8012240196 

80/12/10 

90-277 

P 

8012840210 

8012240196 

80/12/10 

90-277 

P 

- 8012240231 

8012240217 

eo/ 1 1/04 

90-322 

Q 

8012240386 

8012240217 

80/11/04 

SO-322 

0 

8012240328 

8012240217 

00/11/04 

90-322 

0 

8012240333 

8012240217 

80/11/04 

90-322 ' 

Q 

801 22403 SI 

8012240247 

00/11/13 

70-398 


8013240293 

8012240247 

00/11/13 

70-390 


8013340256 

8012240242 

00/11/07 

90-293 

a 

8013340298 

8012240247 

00/11/13 

70-398 


8013340861 

8012240247 

80/11/13 

70-390 


8012340262 

801224029? 

80/12/10 

50-29 

p 

8013240263 

8012240294 

80/12/01 

90-331 

0 

8012240268 

8012240264 

80/12/16 

90-321 

s 

8013340870 

8012240242 

80/11/07 

90-293 

0 

8013340271 

8012240266 

80/10/20 

90-29 

Q 

B012340377 

8012240266 

80/10/20 

90-29 

0 

8013340389 

8012240280 

ao/ia/16 

90-366 

s 

8018340294 

8012240290 

80/12/19 

90-202 

Q 

8012340304 

BO 12240897 

80/12/16 

90-366 

8 

801324031? 

8012240317 

80/12/04 

XPORTLIC 


8013240331 

8012240323 

00/11/29 

90-313 

0 

8013240332 

8012240328 

80/12/19 

90-302 

P 

80122403S6 

8012240392 

80/11/24 

JCPORTLIC 


8012240370 

8012240369 

00/11/17 


8012240373 

801224036? 

80/12/12 

80-36? 

F 

BOl 2240374 

8012240369 

80/11/17 

Stat* Prog 

8012240377 

BO 12240369 

80/12/12 

90-36? 

F 

801324037? 

8012240369 

80/11/17 


8013340380 

0012240379 

80/11/21 

XPORTLIC 


8013340381 

8012240369 

80/12/12 

90-369 

F 

8012240333 

80 1224 0369 

00/11/17 

8tat:e Prog 

8012240370 

8012240369 

00/11/17 


8012240393 

8012240369 

00/11/17 


00122403?? 

8012240369 

80/11/17 


8012240404 

CO 1224 0369 

00/11/17 


8012240407 

8012240369 

80/11/17 

Stata Prog 


8012240427 

0012240425 

80/12/22 

50-361 

G 

8012240420 

0012240425 

80/12/22 

50-361 

c 

8012240432 

8012240429 

00/12/12 

50-10 

Q 

0012240434 

8012240433 

00/11/21 

40-0743 


0012240443 

0012240442 

ao/12/oi 

DRO 


8012290009 

8012290007 

80/09/29 

lOCFR 


0012290013 

B012290012 

80/10/29 

SO-4 1 6 

A 

B0122?0018 

0012290012 

80/10/29 

30-416 

A 

3012290018 

8012290012 

80/10/29 

30-416 

A 

0012290019 

0012290012 

60/ 10/ 29 

30-416 

A 

0012290022 

80122?0012 

80/10/29 

30-416 

A 

3012290031 

0012290020 

80/12/10 

30-289 

0 

0012290030 

0012290039 

80/12/03 

SO-ISS 

H 

8012290069 

0012290062 

80/12/12 

COHMISSION 

8012290069 

8012290062 

80/12/12 

Ca'lMISSION 

8012290073 

8012290062 

00/12/12 

C0MHIS3I0N 

8012290076 

3012290062 

00/12/12 

COmiSSION 

8012290081 

0012290062 

80/12/12 

COMMISSION 

8012290085 

DO 12290062 

80/12/12 

COMMISSION 

8012290088 

8012290062 

00/12/12 

COMM IE SION 

8012290099 

0012290091 

00/12/18 

50-466 

0 

8012290109 

8012290107 

ao/ia/oi 

50-329 

0 

8012290197 

8012290154 

80/12/23 

50-200 

p 

8012290160 

0012290156 

80/12/18 

50-466 

T 

0012290167 

8012290156 

80/12/18 

50-466 

T 

8012290176 

8012290172 

00/12/17 

50-293 

R 

8012290179 

8012290174 

00/12/12 

50-289 

H 

0012290184 

8012290174 

00/12/12 

50-209 

H 

8012290189 

0012290174 

80/12/12 

50-289 

H 

8012290191 

8012290174 

90/12/12 

50-209 

H 

8012290199 

00 12290 1 74 

80/12/12 

50-309 

H 

8012290200 

0012290174 

00/12/12 

90-289 

H 

0012290202 

0012290174 

00/12/12 

50-209 

H 

0012290229 

8012290219 

00/12/15 

30-337 

0 

3012290227 

8012290222 

00/12/19 

80-307 

o 


ACCESSION NUNOER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8012290250 

8012290245 

80/12/12 

ORO 


8012290253 

8012290248 

80/12/19 

50-366 

S 

8012290259 

8012290255 

80/12/12 

REOOD 


0012290265 

BOl 2290255 

80/12/12 

REOOO 


8012290266 

8012290250 

80/12/19 

50-366 

a 

0012290269 

8012290233 

80/12/12 

REOOD 


0012290272 

8012290267 

80/11/21 

50-267 

P 

8012290276 

0012290255 

00/12/12 

REOOD 


8012290202 

0012290235 

80/12/12 

REOOD 


8012290297 

0012290292 

80/12/23 

50-338 

P 

8012290303 

8012290301 

80/12/17 

50-312 

P 

BO 122903 19 

8012290313 

00/12/17 

70-2623 


0012290326 

8012290321 

00/12/17 

50-250 

P 

0012290333 

8012290323 

80/12/19 

50-321 

8 

0012290345 

8012290331 

80/12/23 

50-293 

S 

0012290357 

8012290356 

80/12/11 

50-320 

H 

0012290370 

8012290368 , 

, 80/12/11 

50-320 

H 

0012290380 

0012290377 

80/11/20 

50-289 

P 

0012290383 

8012290377 

00/11/28 

50-289 

P 

8012290393 

8012290390 

80/12/03 

50-389 

M 

0012290398 

8012290390 

80/12/03 

50-389 

M 

8012290399 

8012290390 

80/12/03 

50-309 

M 

8012290404 

8012290390 

80/12/03 

50-389 

H 

8012290405 

8012290403 

80/12/04 

COMMISSION 

0012290408 

8012290403 

80/12/04 

COMMISSION 

5012290409 

8012290401 

80/12/02 

50-220 

Q 

0012290412 

8012290406 

80/12/10 

50-237 

T 

8012290414 

8012290410 

80/12/19 

50-331 

S 

0012290420 

0012290401 

80/12/02 

50-220 

0 

0012290421 

0012290416 

80/12/10 

50-209 

0 

0012290426 

8012290401 

80/12/02 

50-220 

a 

0012290420 

8012290422 

00/12/19 

50-331 

s 

001229042? 

0012290425 

80/12/17 

50-286 

8 

0012290430 

0012290423 

80/12/12 

50-528 

0 

8012290431 

0012290401 

80/12/02 

30-220 

Q 

0012290434 

8012290401 

80/12/02 

50-220 

Q 

0012290437 

8012290432 

80/12/17 

50-333 

8 

0012290438 

8012290433 

80/12/16 

50-313 

F 

0012290442 

8012290435 

80/12/17 

50-267 

6 

0012290445 

8012290440 

80/12/17 

50-320 

F 

0012290446 

8012290401 

80/12/02 

50-220 

0 

0012290447 

8012290439 

80/12/17 

50-333 

9 

0012290450 

8012290401 

80/12/02 

50-220 

Q 

0012290451 

8012290441 

00/12/17 

50-333 

8 

8012290452 

.0012290449 

80/12/17 

50-320 

F 

0012290453 

8012290443 

80/12/17 

50-333 

8 

0012290455 

8012290440 

00/12/19 

50-281 

8 

0012290460 

8012290440 

80/12/19 

SO-281 

6 

0012290461 

0012290456 

80/12/17 

50-209 

F 

0012290469 

0012290464 

80/12/16 

50-275 

F 

0012290473 

0012290464 

00/12/16 

30-278 

F 

8012290474 

8012290468 

80/12/17 

50-333 

8 

0012290479 

8012290476 

80/12/11 

lOCFR 


0012290482 

0012290477 

80/12/17 

50-320 

F 

0012290403 

8012290476 

80/12/11 

lOCFR 


0012290404 

8012290480 

00/12/04 

50-269 

P 

8012290485 

8012290476 

80/12/11 

lOCFR • 


8012290492 

8012290406 

80/12/09 

QA999 


0012290494 

0012290490 

80/12/17 

30-320 

F 

8012290500 

8012290497 

00/12/17 

50-320 

F 

0012290501 

8012290493 

80/12/15 

80-3 

T 

0012290503 

8012290499 

80/12/05 

80-244 

P 

8012290506 

8012290504 

80/12/17 

50-320 

F 

8012290507 

8012290493 

80/12/18 

50-3 

T 

8012290310 

8012290504 

80/12/17 

50-320 

F 

0012290531 

8012290327 

00/12/01 

70-1308 


0012290530 

8012290S3S 

80/12/04 

50-367 

0 

0012290562 

8012290558 

80/12/09 

50-289 

T 

0012290589 

8012290505 

80/12/10 

SECY 


8012290593 

8012290585 

80/12/10 

SECY 


8012290640 

8012290636 

80/12/05 

50-409 

T 

8012290645 

8012290636 

80/12/03 

50-409 

T 

8012290653 

8012290651 

80/12/22 

50-250 

P 

8012290637 

8012290631 

80/12/22 

50-250 

P 

8012300003 

8012300001 

80/10/21 

50-247 

Q 

8012300009 

8012300005 

80/12/02 

0A999 


8012300016 

0012300005 

80/12/02 

QA999 


8012300018 

8012300003 

80/12/02 

0A999 


8012300024 

8012300013 

80/12/03 

50-445 

M 

8012300026 

8012300005 

80/12/02 

QA999 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOQRY 

8012300030 

8012300013 

80/12/03 

90-449 

H 

0012300039 

0012300034 

80/10/17 

70-820 


0012300040 

0012300013 

80/12/03 

50-449 

M 

0012300001 

0012300049 

00/11/09 

90-277 

0 

0012300096 

8012300093 

00/12/09 

90-387 

0 

8012300093 

8012300049 

80/11/09 

30-277 

0 

8012300099 

8012300099 

00/12/06 

90-199 

0 

001 2300060 

8012300093 

00/12/09 

90-307 

0 

0012300063 

8012300049 

00/11/09 

90-277 

Q 

0012300070 

8012300049 

80/11/09 

90-277 

Q 

0012300079 

8012300069 

80/12/09 

90-387 

0 

0012300080 

8012300049 

80/11/09 

90-277 

Q 

0012300004 

8012300081 

80/12/11 

50-237 

0 

0012300091 

8012300007 

80/12/11 

50-247 

0 

8012300093 

8012300090 

80/12/10 

50-237 

0 

8012300097 

8012300087 

00/12/11 

90-247 

0 

8012300109 

8012300104 

aO/12/19 

90-247 

0 

0012300113 

8012300104 

80/12/19 

90-247 

Q 

0012300184 

8012300118 

80/12/19 

50-10 

Q 

0012300129 

0012300122 

80/12/11 

50-237 

0 

8012300130 

8012300118 

00/12/19 

90-10 

0 

8012300142 

8012300139 

80/12/16 

CONTRACT 


8012300194 

8012300149 

80/12/10 

CONTRACT 


8012300160 

8012300193 

80/11/09 

30-320 

0 

0012300163 

8012300198 

80/12/19 

CONTRACT 


0012300169 

0012300169 

80/10/14 

90-289 

a 

8012300177 

0012300173 

80/11/09 

90-272 

0 

80 12300 189 

0012300173 

80/11/09 

90-272 

0 

8012300199 

8012300189 

00/12/17 

50-320 

0 

8012300199 

8012300189 

80/12/17 

90-320 

0 

8012300203 

8012300196 

00/11/28 

30-142 

0 

801230021? 

8012300208 

30/12/16 

CONTRACT 


0012300221 

8012300218 

80/09/30 

CONTRACT 


0012300229 

8012300229 

80/12/03 

30-449 

M 

8012300230 

0012300227 

80/12/18 

CONTRACT 


8012300233 

8012300231 

80/12/24 

TOPREP 


8012300237 

8012300231 

80/12/24 

TDPREP 


8012300399 

8012300299 

00/12/17 

50-397 

K 

8012300262 

8012300260 

80/12/18 

71-102 


8012300368 

8012300266 

S0/12/1S 

50-466 

0 

8012300269 

8012300264 

80/12/18 

50-289 

0 

8012300271 

8012300266 

80/12/18 

90-466 

0 

0012300872 

0012300267 

80/11/24 

50-344 

F 

0012300273 

0012300264 

80/12/18 

90-209 

0 

8012300279 

8012300270 

80/11/28 

90-171 

R 

0012300277 

8012300266 

80/12/10 

90-466 

0 

0012300879 

8012300266 

80/12/18 

50-466 

0 

8012300202 

8012300270 

80/11/28 

90-171 

R 

8012300203 

8012300266 

80/12/10 

50-466 

0 

8012300309 

8012300302 

80/12/19 

90-282 

P 

8012300310 

0012300302 

00/12/19 

90-202 

P 

8012300333 

8012300324 

80/12/01 

90-237 

0 

0012300334 

8012300320 

00/12/23 

50-250 

p 

0012300341 

8012300324 

00/12/01 

50-237 

0 

0012300344 

8012300338 

80/12/22 

50-445 

c 

0012300349 

8012300324 

80/12/01 

30-237 

0 

8012300374 

8012300369 

80/12/19 

30-361 

K 

8012300379 

8012300371 

00/12/08 

30-402 

C 

8012300377 

8012300369 

80/12/19 

90-361 

K 

8012300381 

8012300369 

00/12/19 

30-361 

K 

8012300384 

8012300369 

80/12/19 

50-361 

K 

8012300397 

8012300393 

80/12/22 

50-244 

P 

8012300402 

8012300398 

80/12/19 

90-324 

a 

8012300407 

8012300401 

80/12/19 

90-293 

B 

8012300410 

8012300406 

80/12/23 

90-239 

8 

8012300419 

8012300411 

80/12/24 

50-261 

8 

8012300420 

8012300414 

80/ 12/1 S 

90-263 

B 

8012300427 

8012300422 

80/12/23 

30-183 

8 

0012300433 

8012300429 

80/12/19 

30-328 

8 

8012300444 

8012300438 

80/12/24 

50-327 

8 

8012300497 

8012300491 

80/12/24 

30-344 

0 

8012300468 

8012300469 

80/12/18 

50-331 

8 

8012300479 

8012300471 

00/12/23 

50-297 

8 

8012300403 

8012300478 

80/12/19 

50-309 

8 

8012300486 

0012300402 

80/12/29 

TOPREP 


8012300488 

0012300409 

80/12/26 

50-287 

8 

0012300493 

8012300490 

80/12/18 

90-320 

8 

8012300498 

8012300499 

80/12/23 

50-269 

a 

8012300912 

8012300501 

80/12/26 

90-302 

8 

8012300913 

8012300908 

80/12/24 

40-8743 



ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DGCWMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRf 

8012300320 

8012300914 

80/12/23 

50-260 

B 

8012300929 

8012300922 

80/12/23 

90-244 

B 

8012300529 

8012300926 

80/12/22 

90-309 

R 

8012300530 

0012300923 

00/12/23 

30-340 

8 

8012300539 

0012300910 

80/12/24 

90-327 

8 

8012300537 

0012300931 

00/12/24 

90-296 

8 

8012300539 

8012300933 

00/12/22 

90-348 

8 

8012300946 

0012300942 

00/12/18 

90-333 

S 

8012300947 

8012300943 

00/12/23 

90-364 

S 

0012300948 

8012300541 

80/12/23 

50-327 

fi 

8012300538 

0012300553 

80/12/19 

90-344 

8 

8012300964 

8012300599 

80/12/24 

90-327 

a 

8012300369 

3012300960 

80/12/19 

90-344 

s 

8012300867 

8012300962 

80/12/19 

90-267 

s 

0012300973 

80(2300968 

80/12/22 

90-344 

s 

0012300979 

0012300979 

80/12/23 

90-324 

s 

8012300902 

8012300977 

80/12/23 

50-299 

s 

8012300589 

8012300933 

80/12/23 

50-324 

s 

8012300990 

8012300971 

80/12/19 

90-323 

0 

8012300396 

8012300987 

80/12/29 

90-466 

0 

0012300600 

0012300999 

80/12/26 

50-29 

B ' 

8012300609 

8012300998 

80/12/22 

50-263 

P 

0012300611 

0012300398 

80/12/22 

50-263 

P 

8012300613 

0012300598 

80/12/22 

50-263 

P 

8012300622 

8012300614 

80/11/21 

50-298 

P 

8012300624 

8012300610 

80/12/19 

90-277 

R 

0012300629 

0012300615 

80/12/24 

. 50-259 

B 

8012300631 

0012300614 

eo/ii/2t 

90-298 

P 

8012300633 

0012300614 

BO/ll/21 

90-298 

P 

8012300638 

0012300630 

BO/12/23 

90-333 

8 

0012300643 

0012300634 

00/12/23 

90-299 

8 

8012300644 

0012300636 

00/11/26 

90-367 

A 

8012300647 

0012300640 

00/12/12 

30-220 

P 

8012300649 

0012300640 

00/12/12 

90-220 

P 

0012300693 

0012300640 

00/12/12 

90-220 

P 

8012300698 

8012300694 

00/12/18 

30-466 

T 

8012300662 

8012300699 

80/12/17 

30-333 

8 

8012300664 

8012300694 

80/12/18 

30-466 

T 

8012300669 

8012300692 

00/12/23- 

80-918 

R 

8012300667 

8012300699 

00/18/18 

90-334 

8 

0012300668 

8012300694 

00/12/10 

30-466 

T 

8012300670 

8012300699 

00/12/18 

30-334 

8 

0O123OO67S 

8012300694 

eo/12/ie 

90-466 

T 

0012300676 

8012300699 

00/12/18 

50-334 

8 

8012300677 

8012300694 

80/12/18 

90-466 

T 

8012300681 

8012300659 

80/12/18 

90-334 

8 

8012300682 

8012300654 

80/12/18 

90-466 

T 

8012300606 

e0123006'99 

00/12/18 

50-334 

8 

8012300608 

8012300654 

ao/12/ia 

50-466 

r 

8012300692 

8012300654 

80/12/ia 

50-466 

T 

8012300696 

8012300654 

80/12/18 

50-466 

T 

8012300697 

0012300691 

80/12/10 

90-293 

P 

8012300700 

B012300691 

80/12/10 

90-293 

P 

0012300702 

8012300654 

80/12/18 

90-466 

T 

8012300706 

0012300694 

80/12/18 

30-466 

T 

8012300707 

3012300704 

00/11/21 

50-271 

P 

8012300710 

8012300704 

BO/U/21 

50-271 

P 

8012300711 

3012300694 

80/12/18 

50-466 

T 

0012300716 

3012300713 

80/12/10 

50-299 

P 

0012300719 

8012300654 

eo/12/ie 

50-466 

T 

8012300721 

8012300713 

00/12/10 

90-299 

P 

8012300723 

SOI 2300654 

80/12/18 

90-466 

r 

8012300724 

8012300713 

80/12/10 

50-299 

p 

8012300728 

8012300654 

00/12/18 

50-466 

T 

8012300731 

BO 12300654 

00/12/ IS 


T 

8012300733 

8012300694 

80/ia/lB 

50-466 

T 

8012300758 

8012300759 

80/i 1 /20 

ACR8 


8012300790 

8012300786 

80/12/05 

50-254 

P 

8012300793 

8012300786 

80/12/05 

50-294 

P 

8012300795 

8012300706 

80/12/05 

90-254 

P 

8012310000 

8012310006 

80/11/24 

90-331 

F 

8012310019 

801231 0013 

80/12/00 

90-333 

P 

8012310031 

0012310026 

80/11/28 

NUREO 


8012310038 

8012310033 

80/12/10 

90-338 

0 

8012310042 

8012310033 

80/12/18 

90-338 

Q 

8012310044 

8012310033 

80/12/18 

90-338 

0 

8012310047 

8018310083 

80/12/18 

90-338 

0 

8012310033 

8012310090 

ao/u/20 


d 

8012310059 

8012310051 

00/12/02 

90-344 

F 

8012310063 

8012310090 

00/11/21 

50-430 

0 
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ENCLOSURE 

NUMBER 

PRINCIPAL 

OaCUMENT 

DATE 

ISSUED 
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8012310071 

8012310063 

80/12/04 

30-366 

P 

8012310091 

801 231 0083 

80/12/09 

90-269 

G 

8012310102 

8012310096 

80/12/11 

90-347 

Q 

8012310106 

8012310096 

80/12/11 

90-247 

G 

B012310193 

8012310187 

80/12/23 

TOP REP 


8012310198 

8012310187 

aO/12/23 

TQPREP 


8012310201 

8012310187 

80/12/23 

TOPREP 


8012310218 

0012310213 

00/12/01 

71-39 


8012310228 

0012310222 

80/12/24 

90-289 

T 

*"12310229 

8012310227 

80/11/19 

30-344 

a 

8012310232 

0012310222 

80/12/24 

90-289 

r 

801231023<t 

8012310231 

00/12/03 

90-928 

G 

8012310238 

8012310222 

00/13/24 

50-289 

T 

80123 102<42 

8012310239 

80/11/21 

90-261 

Q 

80l23t034>l 

8012310222 

80/12/24 

90-289 

T 

aoi23i02A9 

8012310222 

80/12/24 

90-289 

T 

8012310262 

8012310239 

90/11/10 

50-443 

M 

8012310289 

8012310288 

80/12/22 

SO-237 

0 

0012310298 

8012310293 

BO/12/ta 

SO-413 

Q 

8012310298 

8012310296 

90/ 12/30 

50-424 

8 

8012310299 

8012310293 

80/ 12/18 

90-413 

0 

8012310308 

8012310303 

80/12/30 

30-937 

9 

8012310312 

8012310309 

80/12/22 

50-153 

8 

8012310317 

8012310319 

80/12/30 

30-461 

K 

8012310323 

8012310320 

80/12/17 

50-270 

8 

8012310328 

8012310321 

80/12/26 

SO-346 

8 

8012310330 

8012310323 

80/12/22 

80-339 

8 

8012310333 

8012310316 

80/12/22 

90-330 

8 

80123(0337 

8012310319 

80/12/26 

90-346 

8 

8012310393 

8012310391 

80/12/02 

COMMISSION 

8012310399 

8012310390 

80/12/19 

90-348 

P 

8012310398 

8013310391 

80/12/02 

COMMISSION 

8012310403 

8012310391 

80/12/02 

COMMISSION 

8012310419 

8012310411 

80/11/19 

90-228 

Q 

8012310433 

8012310426 

80/11/04 

30-239 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


8012310437 

8012310430 

00/11/24 

71-6722 


8012310447 

8012310442 

00/11/21 

90-331 

Q 

8012310439 

8012310493 

80/11/19 

90-346 

0 

8012310470 

8012310464 

80/11/03 

90-373 

Q 

8012310432 

8012310470 

80/lt/ia 

90-346 

Q 

BO 123 10500 

8012310498 

80/11/20 

90-266 

Q 

8012310508 

0012310903 

80/11/25 

90-460 

Q 

8012310910 

8012310904 

00/10/30 

90-320 

H 

8012310911 

8012310506 

00/11/20 

90-341 

G 

8012310918 

R012310914 

00/10/21 

90-341 

Q 

8012310337 

8012310934 

00/11/07 

40-7402 


8012310S30 

0012310935 

80/11/20 

90-344 

G 

B012310S43 

00(2310534 

80/11/07 

40-7402 


8012310946 

8012310941 

80/11/13 

90-360 

0 

8012310390 

8012310334 

80/11/07 

40-7402 


8012310394 

8012310949 

80/11/13 

90-133 

G 

8012310373 

0018310534 

80/11/07 

40-7402 


8012310377 

8012310934 

00/11/07 

40-7402 


8012310379 

0012310979 

00/11/24 

CONTRACT 


8012310381 

0012310934 

00/11/07 

40-7402 


8012310307 

8012310934 

00/11/07 

40-7402 


B012310590 

0012310583 

80/12/09 

50-299 

0 

BOl 23 10392 

0012310534 

80/11/07 

40-7402 


8012310398 

0012310934 

80/11/07 

40-7402 


8012310603 

0012310599 

80/11/26 

CONTRACT 


8012310605 

0012310934 

00/11/07 

40-7402 


8012310619 

8012310616 

00/09/16 

70-143 


8012310624 

0012310620 

80/09/30 

CONTRACT 


8012310630 

0012310629 

80/12/09 

90-10 

Q 

8012310638 

0012310639 

80/11/24 

90-213 

P 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to tlie day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2, 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect tiie status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review, 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higliliglited by an event at 
another facllitj' which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted In support of tlie application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tills category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection witli above. 

8> Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is .the 
DES of FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on tlie phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in tliis category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Healtli Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non -antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission aetjon. 

9. Legal filings and Commission orders and decisions resulting from item 8. 



H. GENERAL CORRESPONDENCE 


This category includes documents witli little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for, additional copies of documents. 

5. Correspondence from tlie public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility, 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

/ This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS .REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the ;FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to tlie granting of a con- 
struction permit. 

1, Limited Work Authorizations (LWA) and amendments. 

2 . Correspondence pertaining to work performed under LWA’s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by Individuals at ACRS 
proceedhigs. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

Tliis file assumes tlie position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1, Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, tlie operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spUi»t fuel storage pool. 

17. Start-up test reports, 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
anotlier facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits, 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

Tliis category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events, This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 5e. 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON- ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts, 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 



8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H, 

1. Statements and testimony before Congress or before bodies/coinmittees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tliis file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site, 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed In category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings* It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings, 

3. Certification of General Counsel on closed meetings 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings, 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence, 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners,’ including: 

1 . Incoming and outgoing correspondence to and from tne Conunissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 


3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category, For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1 , Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB), 

2, Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


EHSCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

Tliis category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made In accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees, Also included in tliis category 

are preliminary notifications of events (PNOs), 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs). which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof Individual docket categories, 


MISC - Public Document Room Miscellaneous 

Tills category contains documents that do not fall into the scope of the other non docketed 
categories, 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are prededsional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of tiie Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Comrnission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of ’the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations'and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a "P" 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utUity for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
tlie same categories as those used for tlie Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application, 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the .antitrust review, 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 ~ Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of Inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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Stan lor implementing specific parts of the NRC*s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses, 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researcli 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

Tliis category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include; 

1. Designations of tlie presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

Tliis category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given Issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see llie NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. -' Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP ~ Vendor Reports and Related Correspondence 

Tliis category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence tliat is not docket specific is also included in this category, 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE; For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higli-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings In which DOE presents information on 
their geological exploration program to identify sites for nucleijir waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense, wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tliis category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. Dcense applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of inse would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Deenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Conrunission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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